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PREFACE 


The Title List of Documents Made Publicly Available Is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
( I) docketed material associated with civilian nuciear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy puh^c&tlon Power Reactor Docket fn/ormation, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu* 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/constiuction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P . Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitnist matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 



r\ — 

in ihc listing for a docket indicaies ihat no documents in that category 


were filed in the lime pcrioil of the rc()m l. 


The principal elements of the entries in the list are: 


0 P. Operating license stage documents & correspondence 





1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 
9. 


8411270362 Submits renewed, amended & updated petition under 2.206, urging 
quire that util provide Commission fill! disclosure of intended sources & environ 


fences prior to issuing full power OL. 

2 SUGARMAN. RJ. © Sugarman, Denworth & Hcllegcrs 
© Denton. H. Office of Nuclear Reactor Regulation, Director 




NKC to rc- 
consc- 

84/11/21 

2pp. 


NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month, day, and sequence number of item). 

Description of information contained in the document. 

Personal aulhor(s). An asterisk in this position indicates that there is no personal aullior. 
Corporate, agency or nonindividual source. 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts, 

1 1 . The five-digit portion of this entry is the number of tlie frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other .sources for 
copies of the document. The entry may be “Available at NR(?’’ for sale; “Available at NTIS“; or 
“Available at GPO." 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principa: 
items. Entries indented and preceded by a dash arc items that were submitted as enclosures to principal items 
In general, indented itetm arc not In accession number sequence. If the docketed document has a comrac 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu 
menl Room. These categories and their symbols are; 

lOCFR— Commission Meeting Records 
ACRS— Advi.sory Committee on Reactor Safeguard.s 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA-Frcedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 


VI 


ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21— Noncoinpliance Reports ami Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP-NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
S'i'ATE PROG— State Programs 

TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth ilicse categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no doeumcnls in that category were filetl in the time period of the report. 

I'he principal elements of the nondockeicd items arc; 


O NUREG— NUREG Reports and Related Corrc.spondcncc 

© © 

?20^O2O?NUR^7c^I672 V02^ 

TRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
Jin geologic media. Technical Review of Doeumcnls 
@ ] NUREG/CR-I2d2, NUREG/CR-1376» NUREG/CR- 1377, NURnG/CR-1397 & 

LnUREG/CR- 160«. -r-— 

® STEVENS. C.A.. FULLWOOD. R.A., BASIN. S.L. Science ApplicaTT(^ Inc. 

FIN B-6694. SAL262-81-PA. 82/02/28. Division of Risj^Annlysis. 

^ 123p. Available at NRC $6.00. 1 12176:217: 12176:37?\ 

(lD <5^ ® © 


1 . Nondocket category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal autlior(s). An astcri.sk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

8. Secondary report number assigned by originator. 

9. Dale of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NLIREG-scries documents arc available for purchase at NRC. Information on ordering 
documents is given below. All NUREG-series documents arc also available at NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which thi.s document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented item.s. 

NOTES: 

!. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price Information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street. N.W. 

Washington. D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering document 
listed in this publication, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased. Reprodui 
tion charges and method of payment, based on the current reproduction contract, are obtainabh 
from the PDR. 
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Domestic Licensing of Source Material - 

Docket 40 

40-0299 UM6TCO MINERALS CORP., RIVERTON. 1 

WY 

40-1162 WESTERN NUCLEAR. INC., JEFFREY 1 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA, TN 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 1 

CHICAGO. IL 

40-2259 PATHFINDER MINES CORP., RIVERTON. 1 

WY 

40-2917 AVCO CORP.. STAMFORD, CT 1 

40-3392 ALLIED CHEMICAL CORP.. 1 

MORRISTOWN, NJ 

40-3453 ATLAS MINERALS. INC., DENVER. CO 1 

40-4492 AMERICAN NUCLEAR CORP.. CASPAR. 1 

WY 


40-6622 PATHFINDER MINES CORP-, SHIRLEY 1 

BASIN. WY 

40-6659 GETTY OIL/PETROTOMICS CO.. 2 

SHIRLEY BASIN, WY 

40-7102 SHIELDALLOY CORP.. NEWFIELD, NJ 2 

40-7500 FANSTEEL, INC., NORTH CHICAGO, IL 2 

40-0027 KERR-MCGEE NUCLEAR CORP., 2 

OKLAHOMA CITY. OK 

40-0064 EXXON MINERALS CO„ USA. HOUSTON. 3 

TX 

40-0084 RIO ALGOM CORP,, MOAB. UT 3 

40-8102 EXXON CO.. USA, HOUSTON, rx 3 

40-8406 PESSES CO.. SOLON. OH 3 

40-8462 BEAR CREEK URANIUM CO.. CASPER. 3 

WY 

40-8S02 MALAPAI RESOURCES CO.. PHOENIX. 3 

A2 

40-8610 STEPAN CHEMICAL CO.. MAYWOOD. NJ 3 

40-8681 UMETCO MINERALS CORP , GRAND 4 

JUNCTION. CO 

40-8684 MALAPAI RESOURCES CO., CASPER. 4 

WY 

40-8698 PLATEAU RESOURCES. LTD., GRAND 4 

JUNCTION, CO 

40-8714 CLEVELAND-CLIFFS IRON CO., 4 

CLEVELAND, OH 

40-8752 PINAL MINERALS & MINING, LTD.. 4 

MIAMI. AZ 

40-8768 KERR-MCGEE NUCLEAR CORP.. 4 

OKLAHOMA CITY, OK 

40-8794 MOLYCORP, INC., LOS ANGELES, CA 4 

40-8829 FERRET EXPLORATION CO. OF 4 

NEBRASKA. INC., CRAWFORD. NE 


40-8857 EVEREST MINERALS CORP.. CONVERSE 
COUNTY, WY 

40-8902 ANACONDA CO.. GRANTS. NM 

40-8903 HOMESTAKE MINING CO.. GRANTS, NM 

40-8904 BP AMERICA, INC./L-BAR URANIUM 

FACILITY, SALT LAKE 

40-8906 KERR-MCGEE CORP./QUIVIRA MINING 

CO.. OKLAHOMA CITY. OK 

40-8907 UNITED NUCLEAR CORP., SANTA FE. 

NM 

40-8911 MOBIL ALTERNATIVE ENERGY. INC.. 

BOULDER, CO 

40-8913 UNITED NUCLEAR CORP., GALLUP, NM 

40-8914 ENERGY, DEPT. OF. SCOVILLE, ID 

40-8926 ALTAIR RESOURCES. INC.. CASPER, WY 

40-8943 FERRET EXPLORATION CO. OF 

NEBRASKA, DENVER. CO 

Domestic Licensing of Production nnd 

Utilization Facilities - Docket 50 

50-3 INDIAN POINT STATION, UNIT 1 

50-5 PENNSYLVANIA STATE UNIV. 

RESEARCH REACTOR 

50-6 8ATTELLE MEMORIAL INSTITUTE 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 

UNIT 1 

50-20 MASSACHUSETTS INSTITUTE OF 

TECHNOLOGY RESEARCH REACTOR 

50-22 WESTINQHOUSE TEST REACTOR 

50-27 WASHINGTON STATE UNIV. RESEARCH 

REACTOR (TRIGA) 

50-29 YANKEE-ROWE NUCLEAR POWER 

STATION 

50-59 TEXAS A&M UNIV. RESEARCH 

REACTOR 

60-62 UNIV. OF VIRGINIA RESEARCII 

REACTOR 

50-72 UNIV. OF UTAH RESEARCH REACTOR 

50-73 GENERAL ELECTRIC NUCLEAR TEST 

REACTOR 

50-83 UNIV OF FLORIDA TRAINING REACTOR 

50-07 WESTINQHOUSE CRITICAL 

EXPERIMENT 

50-89 GENERAL ATOMIC CO. 

50-97 CORNELL UNIV. ZERO POWER 

REACTOR 

50-1 12 UNIV. OF OKLAHOMA RESEARCH 

REACTOR 

50-113 UNIV. OF ARIZONA RESEARCH 

REACTOR 


IX 


50-260 BROWNS FERRY NUCLEAR POWER 


50-133 HUMBOLDT BAY POWER PLANT. UNIT 3 10 

50-146 SAXTON NUCLEAR EXPERIMENTAL 10 

FACILITY 

50- 1 50 OHIO STATE UNIV. RESEARCH 10 

REACTOR 

50-155 BIG ROCK POINT NUCLEAR PLANT 10 

50-157 CORNELL UNIV. RESEARCH REACTOR 11 

50-163 GA TECHNOLOGIES 12 

50-166 UNIV. OF MARYLAND RESEARCH 12 

REACTOR 

50-1 70 ARMED FORCES RADIOBIOLOGY 12 

RESEARCH INSTITUTE 

50-171 PEACH BOTTOM ATOMIC POWER 12 

STATION, UNIT 1 

50-184 NATIONAL BUREAU OF STANDARDS 12 

REACTOR 

50-186 UNIV. OF MISSOURI RESEARCH 12 

REACTOR-COLUMBIA 

50-188 KANSAS STATE UNIV. RESEARCH 13 

REACTOR 

50-192 UNIV. OF TEXAS RESEARCH REACTOR 13 

50-193 RHODE ISLAND & PROVIDENCE 13 

PLANTATIONS AEC 

50-199 MANHATTAN COLLEGE RESEARCH 13 

REACTOR 

80-201 WEST VALLEY REPROCESSING PLANT 13 

50-206 SAN ONOFRE NUCLEAR STATION. UNIT 13 

1 

50-213 HAODAM NECK PLANT 14 

50-219 OYSTER CREEK NUCLEAR POWER 15 

PLANT 

60-220 NINE MILE POINT NUCLEAR STATION. 17 

UNIT 1 

50-237 DRESDEN NUCLEAR POWER STATION. 18 

UNIT 2 

50-243 OREGON STATE UNIV, RESEARCH 19 

REACTOR 

50-244 ROBERT EMMET GlNNA NUCLEAR 19 

PLANT. UNIT 1 

50-245 MILLSTONE NUCLEAR POWER 20 

STATION. UNIT 1 

50-247 INDIAN POINT STATION. UNIT 2 21 

50-249 DRESDEN NUCLEAR POWER STATION. 22 

UNIT 3 

50-250 TURKEY POINT PLANT, UNIT 3 24 

5D-251 TURKEY POINT PLANT. UNIT 4 26 

50-252 UNIV. OF NEW MEXICO RESEARCH 27 

REACTOR 

50-254 QUAD-CITIES STATION, UNIT 1 27 


STATION, UNIT 2 

SO-261 H.B. ROBINSON PLANT, UNIT 2 

50-262 BRIGHAM YOUNG UNIV. RESEARCH 

REACTOR 

50-263 MONTICELLO NUCLEAR GENERATING 

PLANT 

50-265 QUAD-CITIES STATION. UNIT 2 

50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 

50-267 FORT ST. VRAIN NUCLEAR 

GENERATING STATION 

50-269 OCONEE NUCLEAR STATION, UNIT 1 

50-270 OCONEE NUCLEAR STATION, UNIT 2 

SO-271 VERMONT YANKEE NUCLEAR POWER 

STATION 

50-272 SALEM NUCLEAR GENERATING 

STATION. UNIT 1 

60-274 U S. GEOLOGICAL SURVEY RESEARCH 

REACTOR 

50-275 DIABLO CANYON NUCLEAR POWER 

PLANT, UNIT 1 

50-277 PEACH BOTTOM ATOMIC POWER 

STATION, UNIT 2 

50-278 PEACH BOTTOM ATOMIC POWER 

STATION, UNIT 3 

50-280 SURRY POWER STATION, UNIT 1 

50-281 SURRY POWER STATION. UNIT 2 

50-282 PRAIRIE ISLAND NUCLEAR STATION. 

UNIT 1 

50-284 IDAHO STATE UNIV RESEARCH 

REACTOR 

50-285 FORT CALHOUN STATION. UNIT 1 

50-286 INDIAN POINT STATION, UNIT 3 

50-287 OCONEE NUCLEAR STATION. UNIT 3 

50-289 THREE MILE ISLAND NUCLEAR 

STATION. UNIT 1 

50-293 PILGRIM NUCLEAR POWER STATION, 

UNIT 1 

50-295 ZION NUCLEAR POWER STATION. UNIT 

1 

50-296 BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 3 

50-297 NORTH CAROLINA STATE UNIV. 

PULSTAR REACTOR 

50-298 COOPER NUCLEAR STATION 

50-301 POINT BEACH NUCLEAR PLANT. UNIT 2 

50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 
3 

50-304 ZION NUCLEAR POWER STATION. UNIT 
2 


X 


Docket 

Name 

Page 

Docket 

Name 

Pag 

50-305 

KEWAUNEE NUCLEAR POWER PLANT 

71 

50-353 

LIMERICK GENERATING STATION, UNIT 

11 

50-306 

PRAIRIE ISLAND NUCLEAR STATION. 

71 


2 



UNIT 2 


50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

11 

50-309 

50-311 

MAINE YANKEE ATOMIC POWER PLANT 

SALEM NUCLEAR GENERATING 

72 

50-358 

1 

WILLIAM H. ZIMMER NUCLEAR 

11' 

73 

STATION. UNIT 1 


STATION. UNIT 2 




50-312 

RANCHO SECO NUCLEAR GENERATING 


50-361 

SAN ONOFRE NUCLEAR STATION. UNIT 

11 

74 

2 


STATION 





50-313 

ARKANSAS NUCLEAR ONE. UNIT 1 

76 

50-362 

SAN ONOFRE NUCLEAR STATION. UNIT 

3 

11 

50-315 

DONALD C. COOK NUCLEAR POWER 
PLANT. UNIT 1 

78 

50-364 

JOSEPH M. FARLEY NUCLEAR PLANT, 
UNIT 2 

11' 

50-316 

DONALD C. COOK NUCLEAR POWER 
PLANT. UNIT 2 

79 

50-366 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

2 

12 

50-317 

CALVERT CLIFFS NUCLEAR POWER 
PLANT. UNIT 1 

80 

60-368 

ARKANSAS NUCLEAR ONE. UNIT 2 

12. 

50-318 

CALVERT CLIFFS NUCLEAR POWER 
PLANT, UNIT 2 

81 

50-369 

WILLIAM B. MCGUIRE NUCLEAR 

STATION. UNIT 1 

12 

50-320 

THREE MILE ISLAND NUCLEAR 

STATION. UNIT 2 

82 

50-370 

WILLIAM B, MCGUIRE NUCLEAR 

STATION, UNIT 2 

12; 

50-321 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

83 

50-373 

LASALLE COUNTY STATION, UNIT 1 

12i 


1 


50-374 

LASALLE COUNTY STATION. UNIT 2 

12 

50-322 

SHOREHAM NUCLEAR POWER STATION 

85 

50-362 

WATERFORD GENERATING STATION, 

12i 

50-323 

DIAGLO CANYON NUCLEAR POWER 

87 


UNIT 3 



PLANT, UNIT 2 


50-387 

SUSQUEHANNA STEAM ELECTRIC 

12' 

50-324 

BRUNSWICK STEAM ELECTRIC PLANT. 

89 


STATION, UNIT 1 



UNIT 2 


50-388 

SUSQUEHANNA STEAM ELECTRIC 

13 

50-325 

BRUNSWICK STEAM ELECTRIC PLANT. 

90 


station, unit 2 



UNIT 1 


50-389 

ST. LUCIE PLANT. UNIT 2 

13 

50-326 

UNIV, OF CALIFORNIA AT IRVINE 
RESEARCH REACTOR 

91 

50-390 

watts bar NUCLEAR PLANT, UNIT 1 

13 

50-327 

SEQUOYAH NUCLEAR PLANT. UNIT 1 

91 

50-391 

WAHS BAR NUCLEAR PLANT. UNIT 2 

13 

50-328 

SEQUOYAH NUCLEAR PLANT. UNIT 2 

94 

60-395 

VIRGIL C. SUMMER NUCLEAR STATION, 
UNIT 1 

13 

50-329 

MIDLAND PLANT, UNIT 1 

97 

60-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

13 

50-330 

MIDLAND PLANT. UNIT 2 

97 

50-400 

SHEARON HARRIS NUCLEAR POWER 

13 

60-331 

DUANE ARNOLD ENERGY CENTER 

98 


PLANT. UNIT 1 


50-333 

JAMES A. FITZPATRICK NUCLEAR 

99 

50-407 

UNIV. OF UTAH RESEARCH REACTOR 

13 


POWER PLANT 


50-409 

LA CROSSE BOILING WATER REACTOR 

13 

50-334 

BEAVER VALLEY POWER STATION. 

UNIT 1 

99 

50-410 

NINE MILE POINT NUCLEAR STATION, 
UNIT 2 

13 

50-335 

ST. LUCIE PLANT, UNIT 1 

101 

50-412 

BEAVER VALLEY POWER STATION, 

14 

50-336 

MILLSTONE NUCLEAR POWER 

102 


UNIT 2 



STATION, UNIT 2 


50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

14 

50-338 

NORTH ANNA POWER STATION. UNIT 1 

104 

50-4 1 4 

CATAWBA NUCLEAR STATION. UNIT 2 

14 

50-339 

NORTH ANNA POWER STATION, UNIT 2 

105 

50-416 

GRAND GULF NUCLEAR STATION, UNIT 

14 

50-341 

ENRICO FERMI ATOMIC POWER PLANT. 

106 


1 



UNIT 2 


50-417 

GRAND GULF NUCLEAR STATION, UNIT 

14 

50-344 

TROJAN NUCLEAR PLANT 

toe 


2 


50-346 

DAVIS-BESSE NUCLEAR POWER 

110 

50-423 

MILLSTONE NUCLEAR POWER 

14 


STATION, UNIT 1 



STATION. UNIT 3 


60-348 

JOSEPH M. FARLEY NUCLEAR PLANT. 

111 

50-424 

ALVIN W. VOGTLE NUCLEAR PLANT. 

14 


UNIT 1 



UNIT 1 


50-352 

LIMERICK GENERATING STATION, UNIT 

113 

50-425 

ALVIN W. VOGTLE NUCLEAR PLANT, 

1S 


1 UNIT 2 


xi 


STN-50- FLOATING NUCLEAR PLANT 152 

437 

50 438 BELLEFONTE NUCLEAR PLANT. UNIT 1 152 

50-439 BELLEFONTE NUCLEAR PLANT. UNIT 2 153 

50-440 PERRY NUCLEAR POWER PLANT. UNIT 154 

1 

50-441 PERRY NUCLEAR POWER PLANT. UNIT 155 

2 

50-443 SEABROOK NUCLEAR STATION. UNIT 1 156 

50-444 SEABROOK NUCLEAR STATION. UNIT 2 159 

50-445 COMANCHE PEAK STEAM ELECTRIC 162 

STATION, UNIT 1 

50-446 COMANCHE PEAK STEAM ELECTRIC 169 

STATION, UNIT 2 

STN-50- GESSAR-238 175 

447 

STN-50- BYRON STATION, UNIT 1 175 

454 

STN-50- BYRON STATION, UNIT 2 176 

455 

STN-60- BRAIDWOOO STATION. UNIT 1 177 

456 

STN-50- BRAIDWOOO STATION. UNIT 2 179 

457 

60-458 RIVER BEND STATION. UNIT 1 180 

50-460 WPPSS NUCLEAR PROJECT. UNIT 1 181 

50-461 CLINTON POWER STATION. UNIT 1 182 

STN-SO- WOLF CREEK GENERATING STATION 182 

482 

STN-50. CALLAWAY PLANT. UNIT 1 185 

463 

STN-50- SOUTH TEXAS PROJECT. UNIT 1 186 

498 

STN-50- SOUTH TEXAS PROJECT, UNIT 2 188 

469 

STN-50- WPPSS NUCLEAR PROJECT, UNITS 189 

508 

50-522 SKAGIT NUCLEAR POWER PROJECT, 189 

UNIT 1 

50-523 SKAGIT NUCLEAR POWER PROJECT, 189 

UNIT 2 

STN-50 PALO VERDE NUCLEAR STATION. UNIT 189 

528 1 

STN-50 PALO VERDE NUCLEAR STATION. UNIT 191 

529 2 

STN-50- PALO VERDE NUCLEAR STATION. UNIT 193 

530 3 

50-537 CLINCH RIVER BREEDER REACTOR 194 

STN-50- MARBLE HILL NUCLEAR STATION. UNIT 194 

546 1 

STN-50. MARBLE HILL NUCLEAR STATION. UNIT 194 

547 2 

50-601 RESAR SP/90 194 

50-602 UNIV. OF TEXAS RESEARCH REACTOR 195 


Domestic Licensing ot bpeciai Nuciear 
Material • Docket 70 

70-0000 BATTELLE MEMORIAL INSTITUTE. 

COLUMBUS, OH 

70-0027 BABCOCK & WILCOX CO-. LYNCHBURG , 
VA 

70-0036 COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-0135 BABCOCK & WILCOX CO . APOLLO. PA 

70-0143 NUCLEAR FUEL SERVICES, INC, 

ERWIN, TN 

70-0364 BABCOCK & WILCOX CO., APOLLO, PA 

70-0371 UNC NAVAL PRODUCTS. INC.. 

UNCASVILLE, CT 

70-0687 CINTICHEM. INC. TUXEDO, NY 

70-0734 GA TECHNOLOGIES. INC, SAN DIEGO, 

CA 

70-0820 UNC RECOVERY SYSTEMS, WOOD 

RIVER JUNCTION. Rl 

70-0824 BABCOCK & WILCOX CO., LYNCHBURG, 

VA 

70-0938 MASSACHUSETTS INSTITUTE OF 

TECHNOLOGY. CAMBRIDGE, MA 

70-1068 FLORIDA. UNIV. OF, GAINESVILLE. FL 

70-1 100 COMBUSTION ENGINEERING, INC., 

WINDSOR. CT 

70-1113 GENERAL ELECTRIC CO.. WILMINGTON, 

NC 

70-1 143 WESTINGHOUSE ELECTRIC CORP.. 

PinSBURGH, PA 

70-1 151 WESTINGHOUSE ELECTRIC CORP., 

COLUMBIA. SC 

70-1201 BABCOCK & WILCOX CO,. LYNCHBURG, 

VA 

70-1257 ADVANCED NUCLEAR FUELS CORP., 

RICHLAND. WA 

70-1359 IRT CORP., SAN DIEGO, CA 

70-1426 TRANSNUCLEAR, INC.. FALLS CHURCH. 

VA 

70-2951 MANHATTAN COLLEGE, BRONX. NY 

70- 3041 INTERNATIONAL FREIGHT 

FORWARDERS. INC., ATLANTA. GA 

Packaging of Radioactive Material for 
Transport and Transportation of Radioactive 
Material Under Certain Conditions • Docket 71 

71- 0370 AMERSHAM CORP. 

71-0484 NEBRASKA PUBLIC POWER DISTRICT 

71-0485 WASHINGTON PUBLIC POWER SUPPLY 

SYSTEM 

71-0486 INTEC INSPECTION. INC. 

71-0518 ULTRA TECHNOLOGY. INC 

71 -0551 SIEMENS MEDICAL SYS. INC. 

71-0578 FLORIDA. UNIV. OF, GAINSVILLE 


Xll 


71-0607 MORRISON KNUDSEN CO 198 

71 0632 QUALITY ENERGY SERVICES & TESTS 198 

CORP. 

71-0636 PIPING SPECIALISTS. INC 198 

71-0637 WESTERN STRESS, INC. 198 

71-0638 WESTINGHOUSE ELECTRIC CORP. 198 

71-0639 WOS TESTING CO., INC. 199 

71-0640 PUBLIC SERVICE CO. OF INDIANA 199 

71-0642 RTS TECHNOLOGY, INC. 199 

71-0645 HOUSTON LIGHTING a POWER 199 

71-4909 MODEL: GE-21PF-1, GENERAL 199 

ELECTRIC CO. 

71-5450 MODEL. RCC, -1. -2, -3, -4. 199 

WESTINGHOUSE ELECTRIC CORP. 

71-5580 MODEL; S5W POWER UNIT, ENERGY. 199 

DEPT. OF 

71-5757 MODEL; S5W, REFUEL SHOE, ENERGY. 199 

DEPT. OF 

71-5830 MODEL; SNAP 21. NAVY, DEPT. OF 199 

71-6003 MODEL: M-1 30, ENERGY, DEPT. OF 199 

71-6142 MODEL: BETTIS WASTE. ENERGY. 199 

DEPT. OF 

71-6294 MODEL: UNC-2001. COMBUSTION 199 

ENGINEERING. INC. 

71-6406 MODEL: NONE. ENERGY, DEPT. OF 199 

71-6441 MODEL; 02G POWER UNIT, ENERGY. 199 

DEPT. OF 

71-6717 MODEL; 6717-B. GAMMA INDUSTRIES. 199 

INC. 

71-9010 MODEL; NLl- 1/2. NUCLEAR ASSURANCE 199 

CORP. 

71-9021 MODEL; 750, TECH/OPS. INC, 169 

71-9022 MODEL: CE-250.2, COMBUSTION 200 

ENGINEERING, INC, 

71-9023 MODEL: NLI-10/24, NUCLEAR 200 

ASSURANCE CORP. 

71-9028 MODEL: 684 & 684E. TECH/OPS, INC. 200 

71-9032 MODEL 650, TECH/OPS. INC. 200 

71-9033 MODEL: 660 & 660E. TECH/OPS, INC. 200 

71-9035 MODEL: 680 a 680E. TECH/OPS, INC. 200 

71-9044 MODEL: GE-1600. GENERAL ELECTRIC 200 

CO. 

71-9053 MODEL: 683, TECH/OPS, INC. 200 

71-9070 MODEL: N-55, NUCLEAR PACKAGING. 200 

INC. 


71-9080 MODEL; HN-600 a NUPAC 100, 200 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9008 MODEL; UCC-20WC-2 a 2A. CINTICHEM, 200 

INC. 

71-9102 MODEL: NPI-20WC-6. NEUTRON 200 

PRODUCTS, INC. 

71-9103 MODEL; NLI-6502, NUCLEAR 200 

ASSURANCE CORP. 

71-9107 MODEL: 771, TECH/OPS, INC. 200 

71-9119 MODEL: BAPL 5910 BRDCG. ENERGY. 200 

DEPT. OF 

71-9126 MODEL: 20, 20A, 50. 60A. GAMMA 201 

INDUSTRIES, INC. 

71-9127 MODEL: 100, lOOA, 200, 200A, GAMMA 201 

INDUSTRIES, INC. 

71-9128 MODEL: C-8. GAMMA INDUSTRIES, INC. 201 

71-9136 MODEL; CENTURY S & SA, GAMMA 201 

INDUSTRIES. INC. 

71-9141 MODEL; 900. TECH/OPS. INC. 201 

71-9143 MODEL: 920. TECH/OPS, INC. 201 

71-9147 MODEL: 850. TECH/OPS, INC. 201 

71-9183 MODEL: NAC-1. NUCLEAR ASSURANCE 201 

CORP. 

71-9200 MODEL: 125-B. ENERGY. DEPT. OF 201 

71-9212 MODEL: 72-B. NUCLEAR PACKAGING, 201 

INC. 

71-9215 MODEL: NPI-20WC-8 MKII, NEUTRON 201 

PRODUCTS. INC. 

71-9216 MODEL: CNS 1-13G, CHEM-NUCLEAR 201 

SYSTEMS, INC. 

71-9217 MODEL: ANF.250. ADVANCED NUCLEAR 201 

FUELS CORP. 

71 -9783 MODEL: S5W ITR, ENERGY, DEPT. OF 201 

71-9784 MODEL; LWSR NEW FUEL. ENERGY, 201 

DEPT. OF 

71-9786 MODEL;S3G. ENERGY. DEPT., OF 202 

71-9788 MODEL- S5W REACTOR 202 

COMPARTMENT. ENERGY. DEPT. OF 

71-9789 MODEL: A1W.3, ENERGY. DEPT. OF 202 

71-9790 MODEL: AlW-3, ENERGY, DEPT. OF 202 

71-9791 MODEL: PWR-2. ENERGY. DEPT. OF 202 

71- 9860 MODEL: DT-14A. ENERGY, DEPT. OF 202 

Licensing of Independent Spent Fuel Storage 

• Docket 72 

72- 0002 VIRGINIA ELECTRIC a POWER CO, 202 

72-0003 CAROLINA POWER & LIGHT CO. 202 




ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name Docket Page 

Domestic Licensing of Source Material • 

Docket 40 

ALLIED CHEMICAL CORP., MORRISTOWN, 40-3392 1 

NJ 

ALTAIR RESOURCES, INC.. CASPER, WY 40-8926 6 

AMERICAN NUCLEAR CORP., CASPAR. WY 40-4492 1 

ANACONDA CO-. GRANTS. NM 40-8902 6 

ATLAS MINERALS, INC , DENVER, CO 40-3453 I 

AVCO CORP., STAMFORD. CT 40-2917 1 

BEAR CREEK URANIUM CO., CASPER. WY 40-8462 3 

BP AMERICA. INC /L-BAR URANIUM 40-8904 5 

FACILITY. SALT LAKE 

CLEVELANO-CLIFFS IRON CO., CLEVELAND, 40-8714 4 

OH 

ENERGY. DEPT. OF, SCOVILLE, ID 40-8914 6 

EVEREST MINERALS CORP., CONVERSE 40-8857 5 

COUNTY. WY 

EXXON CO,. USA. HOUSTON, TX 40-8102 3 

EXXON MINERALS CO.. USA. HOUSTON, TX 40*8064 3 

FANSTEEL, INC., NORTH CHICAGO. IL 40*7580 2 

FERRET EXPLORATION CO. OF NEBRASKA. 40-8943 6 

DENVER, CO 

FERRET EXPLORATION CO, OF NEBRASKA, 40*8829 4 

INC., CRAWFORD. NE 

GETTY OIL/PETROTOMICS CO.. SHIRLEY 40-6659 2 

BASIN, WY 

HOMESTAKE MINING CO., GRANTS. NM 40-8903 5 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 1 

CHICAGO, IL 

KERR-MCGEE CORP./QUIVIRA MINING CO.. 40-6905 5 

OKLAHOMA CITY. OK 

KERR-MCGEE NUCLEAR CORP., 40-8027 2 

OKLAHOMA CITY. OK 

KERR-MCGEE NUCLEAR CORP., 40-8766 4 

OKLAHOMA CITY. OK 

MALAPAI RESOURCES CO.. CASPER. WY 40-8684 4 

MALAPAI RESOURCES CO.. PHOENIX. AZ 40-8502 3 

MOBIL ALTERNATIVE ENERGY, INC., 40-891 1 6 

BOULDER. CO 

MOLYCORP, INC., LOS ANGELES. CA 40-8794 4 

PATHFINDER MINES CORP., RIVERTON, WY 40-2259 1 

PATHFINDER MINES CORP., SHIRLEY 40-6622 1 

BASIN, WY 

PESSES CO.. SOLON. OH 40-8406 3 

PINAL MINERALS & MINING. LTD., MIAMI. 40-8752 4 

AZ 

PLATEAU RESOURCES, LTD., GRAND 40-&698 4 

JUNCTION. CO 

RIO ALGOM CORP., MOAB, UT 


Name Docket Pag 

SHIELDALLOY CORP.. NEWFlELO, NJ 40-7102 

STEPAN CHEMICAL CO., MAYWOOD. NJ 40-8610 

TENNESSEE VALLEY AUTHORITY, 40-1 34 1 

CHATTANOOGA, TN 

UMETCO MINERALS CORP.. GRAND 40-8681 

JUNCTION, CO 

UMETCO MINERALS CORP.. RIVERTON. WY 40-0299 

UNITED NUCLEAR CORP.. GALLUP, NM 40-8913 

UNITED NUCLEAR CORP . SANTA FE. NM 40-8907 


WESTERN NUCLEAR, INC.. JEFFREY CITY, 40-1162 
WY 

Domeatlc Licensing of Production and 
Utilization Facilities • Docket 50 

ALVIN W VOGTLE NUCLEAR PLANT, UNIT 1 50-424 1^ 

ALVIN W. VOG7LE NUCLEAR PLANT. UNIT 2 50-425 IE 

ARKANSAS NUCLEAR ONE. UNIT 1 50*313 5 

ARKANSAS NUCLEAR ONE. UNIT 2 50-366 M 

ARMED FORCES RAOIOBIOLOG Y 50* 1 70 1 

RESEARCH INSTITUTE 

BATTELLE MEMORIAL INSTITUTE 50-8 

RESEARCH REACTOR 

BEAVER VALLEY POWER STATION. UNIT 1 50-334 5 

BEAVER VALLEY POWER STATION, UNIT 2 50-412 H 

BELLEFONTE NUCLEAR PLANT, UNIT 1 50*438 1J 

BELLEFONTE NUCLEAR PLANT. UNIT 2 50*438 1£ 

BIG ROCK POINT NUCLEAR PLANT 50-155 

BRAIDWOOD STATION, UNIT 1 STN-50-456 

BRAIDWOOD STATION, UNIT 2 STN-50-457 11 

BRIGHAM YOUNG UNIV RESEARCH 50-262 i 

REACTOR 

BROWNS FERRY NUCLEAR POWER 50-259 £ 

STATION, UNIT 1 

BROWNS FERRY NUCLEAR POWER 50-260 1 

STATION, UNIT 2 

BROWNS FERRY NUCLEAR POWER 60-296 I 

STATION, UNITS 

BRUNSWICK STEAM ELECTRIC PLANT, 50-325 ! 

UNIT 1 

BRUNSWICK STEAM ELECTRIC PLANT, 50-324 I 

UNIT 2 

BYRON STATION, UNIT 1 STN-50-454 i: 

BYRON STATION, UNIT 2 STN-50-455 1 

CALLAWAY PLANT, UNIT 1 STN-50-483 V 

CALVERT CLIFFS NUCLEAR POWER PLANT. 50-317 
UNIT 1 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-318 
UNIT 2 


40-8084 


3 


Vi/Minwo^ iNUVUtrkn o i r\ i UHi 


uv^ lO 








CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

144 

CLINCH RIVER BREEDER REACTOR 

50-537 

194 

CLINTON POWER STATION. UNIT 1 

60*461 

182 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

50-445 

162 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

60-446 

169 

COOPER NUCLEAR STATION 

50*298 

65 

CORNELL UNIV. RESEARCH REACTOR 

50-157 

11 

CORNELL UNIV. ZERO POWER REACTOR 

50-97 

9 

CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 

50-302 

68 

DAVIS-BESSE NUCLEAR POWER STATION. 
UNIT 1 

50-346 

110 

DIABLO CANYON NUCLEAR POWER PLANT. 
UNIT 1 

50-275 

45 

DIABLO CANYON NUCLEAR POWER PLANT. 
UNIT 2 

50-323 

87 

DONALD a COOK NUCLEAR POWER 

PLANT. UNIT 1 

50-316 

78 

DONALD C. COOK NUCLEAR POWER 

PLANT. UNIT 2 

50-316 

79 

DRESDEN NUCLEAR POWER STATION. 

UNIT 1 

60-10 

7 

DRESDEN NUCLEAR POWER STATION. 

UNIT 2 

50-237 

18 

DRESDEN NUCLEAR POWER STATION. 

UNIT 3 

50*249 

22 

DUANE ARNOLD ENERGY CENTER 

60*331 

99 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 1 

50*321 

83 

EDWIN 1. HATCH NUCLEAR PLANT. UNIT 2 

50-366 

121 

ENRICO FERMI ATOMIC POWER PLANT. 
UNIT 2 

50-341 

106 

FLOATING NUCLEAR PLANT 

STN-50.437 

152 

FORT CALHOUN STATION. UNIT 1 

50-285 

53 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

60-267 

37 

QA TECHNOLOGIES 

50-163 

12 

GENERAL ATOMIC CO. 

50-69 

9 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-73 

9 

GESSAR-238 

STN-50-447 

175 

GRAND GULF NUCLEAR STATION. UNIT 1 

50-416 

146 

GRAND GULF NUCLEAR STATION. UNIT 2 

50-417 

147 

H.B. ROBINSON PLANT. UNIT 2 

50-261 

33 

HADDAM NECK PLANT 

50-213 

14 

HOPE CREEK NUCLEAR STATION. UNIT 1 

50-354 

115 

HUMBOLDT BAY POWER PUNT, UNIT 3 

50-133 

10 

IDAHO STATE UNIV. RESEARCH REACTOR 

50-284 

53 

INDIAN POINT STATION. UNIT 1 

50-3 

6 


INDIAN POINT STATION. UNIT 3 50-286 6 

JAMES A. FITZPATRICK NUCLEAR POWER 50-333 £ 

PLANT 

JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 50-348 1 1 

1 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-364 1 1 

2 

KANSAS STATE UNIV. RESEARCH 50-188 1 

REACTOR 

KEWAUNEE NUCLEAR POWER PLANT 50-305 

LACROSSE BOILING WATER REACTOR 50-409 1 

LASALLE COUNTY STATION. UNIT 1 50-373 1 

LASALLE COUNTY STATION. UNIT 2 50-374 1 

LIMERICK GENERATING STATION, UNIT 1 50-352 1 

LIMERICK GENERATING STATION. UNIT 2 50-353 1 

MAINE YANKEE ATOMIC POWER PLANT 50-309 

MANHATTAN COLLEGE RESEARCH 50-199 

REACTOR 

MARBLE HILL NUCLEAR STATION. UNIT 1 STN-50-546 1! 

MARBLE HILL NUCLEAR STATION, UNIT 2 STN-50-547 1' 

MASSACHUSETTS INSTITUTE OF 50-20 

TECHNOLOGY RESEARCH REACTOR 

MIDLAND PLANT. UNIT 1 50-329 

MIDLAND PLANT. UNIT 2 60-330 

MILLSTONE NUCLEAR POWER STATION. 50-245 

UNIT 1 

MILLSTONE NUCLEAR POWER STATION. 50-336 1' 

UNIT 2 

MILLSTONE NUCLEAR POWER STATION, 50-423 L 

UNIT 3 

MONTICELLO NUCLEAR GENERATING 50*263 

PLANT 

NATIONAL BUREAU OF STANDARDS 50-184 

REACTOR 

NINE MILE POINT NUCLEAR STATION, UNIT 50-220 

1 

NINE MILE POINT NUCLEAR STATION. UNIT 50-410 f; 

2 

NORTH ANNA POWER STATION, UNIT 1 50*338 K 

NORTH ANNA POWER STATION. UNIT 2 50-339 K 

NORTH CAROLINA STATE UNIV. PULSTAR 50-297 ( 

REACTOR 

OCONEE NUCLEAR STATION. UNIT 1 50*269 ; 

OCONEE NUCLEAR STATION, UNIT 2 50*270 

OCONEE NUCLEAR STATION, UNIT 3 50-287 i 

OHIO STATE UNIV. RESEARCH REACTOR 50-150 

OREGON STATE UNIV. RESEARCH 50-243 

REACTOR 

OYSTER CREEK NUCLEAR POWER PLANT 50-219 

PALISADES NUCLEAR PLANT 50-255 ! 


XVI 


PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

191 

SOUTH TEXAS PROJECT, UNIT 2 STN-50-499 

PALO VERDE NUCLEAR STATION, UNIT 3 STN 

-50-530 

193 

ST. LUCIE PLANT, UNIT 1 

50-335 

PEACH BOTTOM ATOMIC POWER STATION. 

50-171 

12 

ST. LUCIE PLANT, UNIT 2 

50-389 

UNIT 1 








SURRY POWER STATION, UNIT 1 

50-280 

PEACH BOTTOM ATOMIC POWER STATION, 

50-277 

47 



UNIT 2 



SURRY POWER STATION. UNIT 2 

50-281 

PEACH BOTTOM ATOMIC POWER STATION. 

50-278 

49 

SUSQUEHANNA STEAM ELECTRIC 

50-387 

UNIT 3 



STATION, UNIT 1 


PENNSYLVANIA STATE UNIV. RESEARCH 

50-5 

7 

SUSQUEHANNA STEAM ELECTRIC 

50-388 

REACTOR 



STATION. UNIT 2 


PERRY NUCLEAR POWER PLANT. UNIT 1 

50-440 

154 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-128 

PERRY NUCLEAR POWER PLANT. UNIT 2 

60-441 

155 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-59 

PILGRIM NUCLEAR POWER STATION. UNIT 

50-293 

59 

THREE MILE ISLAND NUCLEAR STATION, 

50-289 

1 



UNIT 1 


POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

36 

THREE MILE ISLAND NUCLEAR STATION, 

50-320 




UNIT 2 


POINT BEACH NUCLEAR PLANT. UNIT 2 

50-301 

66 






TROJAN NUCLEAR PLANT 

50-344 

PRAIRIE ISLAND NUCLEAR STATION. UNIT 

50-282 

62 



1 



TURKEY POINT PLANT. UNIT 3 

50-250 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

50-306 

71 

TURKEY POINT PLANT. UNIT 4 

50-251 

2 



U.S. GEOLOGICAL SURVEY RESEARCH 

50-274 

QUAD-CITIES STATION. UNIT 1 

50-254 

27 

REACTOR 


QUAD-CITIES STATION. UNIT 2 

60-265 

36 

UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

RANCHO SECO NUCLEAR GENERATING 

50-312 

74 

UNIV. OF CALIFORNIA AT IRVINE 

50-326 

STATION' 



RESEARCH REACTOR 


RESAR SP/90 

60-601 

1G4 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

RHODE ISLAND & PROVIDENCE 

50-193 

13 

UNIV. OF MARYLAND RESEARCH REACTOR 

50-166 

PLANTATIONS AEG 








UNIV. OF MISSOURI RESEARCH REACTOR- 

60-186 

RIVER BEND STATION. UNIT 1 

50-456 

180 

COLUMBIA 


ROBERT EMMET GINNA NUCLEAR PLANT. 

50-244 

19 

UNIV. OF MISSOURI RESEARCH REACTOR- 

50-123 

UNIT 1 



ROLLA 


SALEM NUCLEAR GENERATING STATION. 

50-272 

43 

UNIV. OF NEW MEXICO RESEARCH 

50-252 

UNIT 1 



REACTOR 


SALEM NUCLEAR GENERATING STATION. 

60-311 

73 

UNIV. OF OKLAHOMA RESEARCH 

50-112 

UNIT 2 



REACTOR 


SAN ONOFRE NUCLEAR STATION. UNIT 1 

60-206 

13 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

SAN ONOFRE NUCLEAR STATION. UNIT 2 

60-361 

117 

UNIV. OF TEXAS RESEARCH REACTOR 

50-602 

SAN ONOFRE NUCLEAR STATION. UNIT 3 

50-362 

118 

UNIV. OF UTAH RESEARCH REACTOR 

50-72 

SAXTON NUCLEAR EXPERIMENTAL 

iT\y 

60-146 

10 

UNIV. OF UTAH RESEARCH REACTOR 

60-407 

rAUILI FY 



UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

SEABROOK NUCLEAR STATION, UNIT 1 

60-443 

166 






VERMONT YANKEE NUCLEAR POWER 

50-271 

SEABROOK NUCLEAR STATION. UNIT 2 

60-444 

159 

STATION 


SEQUOYAH NUCLEAR PLANT. UNIT 1 

60-327 

91 

VIRGIL C. SUMMER NUCLEAR STATION. 

i IKllT 4 

50-396 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-320 

94 

UNH 1 





WASHINGTON STATE UNIV. RESEARCH 

50-27 

SHEARON HARRIS NUCLEAR POWER 

50-400 

137 

REACTOR (TRIGA) 


PLANT, UNIT 1 








WATERFORD GENERATING STATION, UNIT 

50-382 

SHOREHAM NUCLEAR POWER STATION 

50-322 

85 

3 


SKAGIT NUCLEAR POWER PROJECT, UNIT 

1 

60-522 

169 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

1 



WATTS BAR NUCLEAR PLANT. UNIT 2 

60-391 

SKAGIT NUCLEAR POWER PROJECT, UNIT 

60-523 

189 



2 



WEST VALLEY REPROCESSING PLANT 

60-201 


WILLIAM B. MCGUIRE NUCLEAR STATION. 
UNIT 2 

50-370 

125 

WILLIAM H. ZIMMER NUCLEAR STATION, 

UNIT 1 

SO-358 

116 

WOLF CREEK GENERATING STATION STN-50-4a2 

182 

WPPSS NUCLEAR PROJECT. UNIT 1 

50-460 

181 

WPPSS NUCLEAR PROJECT. UNIT 2 

60-39? 

137 

WPPSS NUCLEAR PROJECT. UNIT 3 STN-50-508 

189 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

8 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

62 

ZION NUCLEAR POWER STATION. UNIT 2 

50-304 

70 

Domestic Licensing of Special Nuclear 

Material - Docket 70 



ADVANCED NUCLEAR FUELS CORP.. 
RICHLAND, WA 

70-1257 

198 

BABCOCK & WILCOX CO.. APOLLO, PA 

70-0135 

195 

BABCOCK & WILCOX CO.. APOLLO. PA 

70-0364 

196 

BABCOCK & WILCOX CO.. LYNCHBURG, VA 

70-0824 

196 

BABCOCK & WILCOX CO., LYNCHBURG. VA 

70-1201 

198 

BABCOCK & WILCOX CO., LYNCHBURG. VA 

70-0027 

195 

BATTELLE MEMORIAL INSTITUTE, 

COLUMBUS, OH 

70-0006 

195 

CINTICHEM. INC.. TUXEDO, NY 

70-0687 

196 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-0036 

195 

COMBUSTION ENGINEERING, INC.. 
WINDSOR. CT 

70-1 too 

197 

FLORIDA. UNIV. OF, GAINESVILLE, FL 

70-1068 

197 

QA TECHNOLOGIES, INC., SAN OIEGO, CA 

70-0734 

196 

GENERAL ELECTRIC CO.. WILMINGTON, NC 

70-1113 

197 

INTERNATIONAL FREIGHT FORWARDERS, 
INC., ATLANTA. GA 

70-3041 

198 

IRT CORP., SAN DIEGO, CA 

70-1359 

198 

MANHATTAN COLLEGE. BRONX. NY 

70 2951 

198 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY, CAMBRIDGE. MA 

70-0938 

197 

NUCLEAR FUEL SERVICES. INC., ERWIN, TN 

70-0143 

195 

TRANSNUCLEAR, INC., FALLS CHURCH, VA 

70-1426 

198 

UNC NAVAL PRODUCTS. INC., UNCASVILLE, 
CT 

70-0371 

196 

UNC RECOVERY SYSTEMS. WOOD RIVER 
JUNCTION. Rl 

70-0820 

196 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA. SC 

70-1151 

197 

WESTINGHOUSE ELECTRIC CORP., 

70-1143 

197 


PITTSBURGH. PA 


AMERSHAM CORP. 

FLORIDA, UNIV. OF, GAlNSVILLE 

HOUSTON LIGHTING & POWER 

INTEC INSPECTION, INC. 

MODEL: 100, lOOA. 200, 200A, GAMMA 
INDUSTRIES. INC. 

MODEL: 125-B. ENERGY. DEPT. OF 

MODEL: 20. 20A, 50. 50A, GAMMA 
INDUSTRIES. INC. 

MODEL; 650. TECH/OPS, INC. 

MODEL; 660 & 660E, TECH/OPS, INC. 

MODEL: 671 7-B, GAMMA INDUSTRIES. INC. 

MODEL: 6B0 & 680E. TECH/OPS, INC. 

MODEL: 683. TECH/OPS, INC. 

MODEL: 684 & 664E, TECH/OPS. INC. 

MODEL; 72-B. NUCLEAR PACKAGING, INC. 

MODEL: 760. TECH/OPS. INC. 

MODEL: 771. TECH/OPS. INC. 

MODEL- 850. TECH/OPS, INC. 

MODEL; 900. TECH/OPS. INC. 

MODEL: 920. TECH/OPS. INC. 

MODEL: A1W-3. ENERGY, DEPT. OF 

MODEL: A1W-3. ENERGY. DEPT, OF 

MODEL: ANF-250. ADVANCED NUCLEAR 
FUELS CORP. 

MODEL: BAPL 5910 BRDCG. ENERGY, 
DEPT. OF 

MODEL: BETTIS WASTE. ENERGY, DEPT. 
OF 

MODEL; C-8, GAMMA INDUSTRIES, INC, 

MODEL: CE-250-2, COMBUSTION 
ENGINEERING. INC. 

MODEL: CENTURY S & SA, GAMMA 
INDUSTRIES, INC. 

MODEL; CNS 1-13G. CHEM-NUCLEAR 
SYSTEMS. INC. 

MODEL: D2G POWER UNIT. ENERGY, DEPT. 
OF 

MODEL: DT-14A. ENERGY. DEPT. OF 

MODEL: GE-1BO0, GENERAL ELECTRIC CO. 

MODEL: GE-21PF.1, GENERAL ELECTRIC 
CO. 

MODEL: HN-600 & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

MODEL: LWBR NEW FUEL. ENERGY. DEPT. 
OF 

MODEL: M-130, ENERGY, DEPT. OF 


71-0370 19 

71-0578 19 

71-0645 19 

71-0486 19 

71-9127 20 

71-9200 2C 

71-9126 20 

71-9032 2C 

71-9033 2C 

71-6717 1£ 

71-9035 2C 

71-9053 2( 

71-9028 2C 

71-9212 2C 

71-9021 15 

71-9107 2( 

71-9147 2( 

71-9141 2( 

71-9143 2( 

71-9700 2( 

71-9789 2C 

71-9217 2C 

71-9119 2C 

71-6142 IS 

71-9128 2C 

71-9022 2C 

71-9135 2C 

71-9216 2C 

71-6441 1£ 

71-9860 2C 

71-9044 20 

71-4909 19 

71-9080 2C 

71-9784 20 

71-6003 19 
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MODEL: N-55, NUCLEAR PACKAGING, INC. 

71-9070 

200 

MODEL: NAC-1, NUCLEAR ASSURANCE 

CORP. 

71-9183 

201 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP 

71-9010 

199 

MODEL; NLl-10/24. NUCLEAR ASSURANCE 
CORP. 

71-9023 

200 

MODEL: NLI-6502. NUCLEAR ASSURANCE 
CORP. 

71-9103 

200 

MODEL: NONE. ENERGY. DEPT. OF 

7 1 -6406 

199 

MODEL: NPI-20WC-6 MKII, NEUTRON 
PRODUCTS, INC. 

71-9215 

201 

MODEL: NPI-20WC-6. NEUTRON 

PRODUCTS, INC. 

71-9102 

200 

MODEL: PWR-2, ENERGY, DEPT. OF 

71-9791 

202 

MODEL: RCC, -1, -2. -3. -4, WESTINGHOUSE 
ELECTRIC CORP. 

71-5450 

199 

MODEL: S3G. ENERGY. DEPT., OF 

71-9786 

202 

MODEL: S5W ITR. ENERGY. DEPT. OF 

71-9783 

201 

MODEL: S5W POWER UNIT, ENERGY, DEPT. 
OF 

71-5580 

199 

MODEL: S5W REACTOR COMPARTMENT. 
ENERGY. DEPT. OF 

71-9788 

202 

MODEL S5W. REFUEL SRCE, ENERGY, 

DEPT. OF 

71-5757 

199 

MODEL: SNAP 21, NAVY, DEPT. OF 

71-5830 

199 


MODEL: UCC-20WC-2 & 2A, CINTICHEW. 71-9090 

INC. 

MODEL: UNC-2901, COMBUSTION 71-6294 

ENGINEERING, INC. 

MORRISON KNUDSEN CO. 71-0607 

NEBRASKA PUBLIC POWER DISTRICT 71-0484 

PIPING SPECIALISTS. INC. 71-0636 

PUBLIC SERVICE CO. OF INDIANA 71-0640 

QUALITY ENERGY SERVICES & TESTS 71-0632 

CORP. 

RTS TECHNOLOGY. INC. 71-0642 

SIEMENS MEDICAL SYS. INC. 71-0551 

ULTRA TECHNOLOGY. INC. 71-0518 

WASHINGTON PUBLIC POWER SUPPLY 71-0485 

SYSTEM 

WESTERN STRESS, INC. 71-0637 

WESTINGHOUSE ELECTRIC CORP. 71-0638 

WOS TESTING CO., INC. 71-0639 

Licensing of Independent Spent Fuel 
Storage - Docket 72 

CAROLINA POWER & LIGHT CO. 72-0003 

VIRGINIA ELECTRIC & POWER CO. 72-0002 
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19 
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19 

19 

19 

19 

19 

19 
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XIX 



DOCKETED ITEMS 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 


8711160213 "A-9 CollQCiion D/ip Sys Quaneily Real lot 3/6 Ouanor lot 108 ?.” pot to- 
porting roguiremenls of Permll QPC-d4-598.W/ 0/l0?3 Itr. 

[yon^.P.J. UMETCO Mlnerels Corp. (subs, of Union Carbide Cotp). 87/00/30. 
GARUND.W.L. Wyoming, Stale of. 26pp. 43370;062-43370.087. 

8711170046 Explains reasons for rolainlng Well EW-3 as one of pair ol background 
wolls.per 870902 Itr requosllng deletion of well from Condition 36 to L<censo SUA- 
648 Related info end. 

LYONS.P.J. UMETCO M.nerals Corp. (subs, of Union Carbide Corp.). 87/10/06 
HAWKINS, E F. Uranium Recovery Field OfC. R4. 7pp. 43373:060-43373r086. 

8711030097 Suppis 870701 memo re addi review of groundwater aspects ot Umetco 
gas hi'is proposals to place Riverton UMTRAP tailings In A-9 plt.Poteniial lot conlaml- 
nation of surrounding groundwater not slgnlflcanl based on covor doslgn & const. 
CRACE.S R. HAWKINS, E F. Uranium Recovery Field Ole, R4. 87/10/14 UianKim 
Rocovory Field Ofe, R4. 7pp. 43264;056-43284:062. 


DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 


8711030008 Forwards preliminary anelyllcal resuils of oroundwalor aamplittg performed 
at Split Rock Mill site on 870725-30 In Wells 17.18,19 & 23.Walor quaktyln Wells I7 
& 1 8 remains within same water quellty classification since cessation 
BAKER,SJ Wosiern Nucloar, Inc. (subs of Phelps Oodgo Corp.). 87/06/11. 

PEnENGILL.H.J. Uranium Recovery Field Qfc, R4. 6pp. 43262.083.43^62008. 

8711160210 Forwards author 070910 & S inglo 870918 memos wNch contain several 
concerns re redamellon plan. 

MOXLEY.M. Wyoming. Siale of. 87/10/13. BAKER, S.J. Wesiorn Nucloar. Inc. (subs 
ol Pholps Dodge Corp). 4pp. 43370:142-43370:145. 

8711180101 Responds to NRC 870902 Hr re licensee acHons taken coiKOtrung acci- 
dental ingosiiQn of U tall ngs by subcontractor.Statements by licensee & coniracior & 
svaluai'On oi exposure to rad'onuclidos end. 

BAKER.SJ Western Nuclear, inc. (subs, ol Pholps Dodge Corp) 87/10/16. 

MARTIN, R 0. Region 4, Ofc Of the Director. 36pp. 43370.104-43370.1^. 

8711030142 AcK receipt of rodamafion plan aubmitted w/970630 lir.Ertcl l commonia 
on concepts not addressed in desiqn package & Hems needing clatiffcelion.Encl 2 
outlines Into needed ta address l0ChR40,App A.Pinai plan expoefed by 800301. 
HAWKfWS.CF. Uranium Recovery Field Oic. 04. 67/i0/^. Wcsiem Nuclear, irrc. 
(Subs, ol Phelps Dodge Corp.). 5pp. 43263:140-43283:144. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA. TN 


8711160266 Responds lo NRC Hr re violations noted In Insp Rept 40-i34l/e7-0l.Cor- 
reeilvo acHona nonce describing License SUA-816 posted & pelroieurn-iiko aubsience 
seeping from Edgemoni sue eoHecled & contained onsite 

GRIDLcY.R.L. Tennessee Valley Authority. 87/10/0S. SMITH, R.O. Urairlum Rocovory 
Field Ofc, R4. 3pp 43369:348-43369.348. 

871 1160 166 Requesis extension of 30 days lor submllial Of Info requosled In 870922 Hr 
rs groundwalor monitoring par 4OCPR102. 

GRIDLEY.R.L. Tonnessee volley Authority. 67/10/23. SMITH. R.O. Uranium Recovery 
FlelO Ofc, R4. Ip. 43383:335-43363:335. 

6711200257 Advisos that util 671023 roqueal lor extension lo submit data lor 
40CFni92 groundwaler p^rogram acceplabie.Response time extended lo 871 123. 
HAWKINS, t.F. Uranium Recovery Field Ofc, H4. 07/10/30. Tennessee Veiloy Aultw- 
Ity. Ip. 43414-343-43414:343. 


DOCKET 40-2061 KERR-MCOEE CHEMICAL CORP., WEST CHICAGO, IL 

8711049066 Notice ol filing.* Cerlifios that end city of West Chicago, IL tesponee lo 
Commission 070911 order filod w/NRC Ofc of Secrelary by Federal Express on 
071027. 

• West Chicago, IL * Kelsey. B.R. #487 4703. 87/10/27. Ip. 43265:005-43265:023- 

-6711040169 Comments ol city of West Chicago In response lo order ot 870911 * 
Commission urged to allow Slate ol IL reoueslad amend lo agreemenl i dismiss kv 
Siam issue as moot or order Independent analyses of waste malla.W/Certlilcalo of 
Svc. 

KELSEY.B.R West Chicago, IL. KELSEY.B.fl. Kelsey, B.R. 87/10/27. Commlssloners- 
16pp. 43255:006-43255:023. 

8711040091 Brlol of Stale ol IL.' Commission should decide that radlologIcaBy conlaml- 
naied mails In Kress Creok area properly classiflod as "Action 11a.(2) byproduct 
malls" & fuAsdictor) tomalno wilh NHC.Certi/lcate ol Svc encl. 

SI8UL.J.J. Illinois, State of. #467 4738. 87/10/26. Commissioners. 12pp. 43263:283- 
43263:205. 

6711040099 Response brief of NRC Staff.' Commission should confirm that offsKe con- 
taminated malls properly classified as source mall & find that rMulaiory authority over 
conlamlnatod malls relinquished lo Slate of IL.W/Car1lf)cale of ^c. 

LEWIS.S.H. Assistant General Counsel lor Hearings. #487 4720. 67/10/28. Commis- 
sioners. 71pp. 43253:015-43253:085. 

8711 170036 Notice Of appearance.’ CertUlcale ol Svooncl. 

SISUL.J.J. Illinois. Sla(a of. #487 4808. 87/1 1/06. 3pp. 43367:019-43367:021. 


8711190077 Reply brief of Kert-McQoo Chemical Corp * Commiss-cn should conclude 
lhai offsiia mails in West Chcago IsH propetly within lurisd cHon of NRC. Supporting 
documentation & Certificaie of Svc oncl. 

MESERVE.RA. Korr-McGee Chemical Corp (subs, of Korr-McGeo Corp). 
MESERVE.R.A. Covington 8 Burling. #487 4855 07/1 1/12. Commisslonora 71PO 
43393:222-43.193 289 


DOCKET 40-2260 PATHFINDER MINES CORP., RIVERTON, WY 


8710060196 Foiwaids revised pages lo semiannual elfiuani monitoring ropi re License 
SUA-672 for Jan-Juno 16B7.Rovs include data not available horn vendor lab at lime 
ortgjnM root filod 

IIAhDGROVE.T.W. Pathfinder Minos Corp 87/09/21. Uranium flocovorv Field Olc. 
R4 Ip 43177:01 1-43177 014 

—8710270163 Revised pages to "Semiannual Effluent Monitoring Rept Jan. June 1987 *’ 
• Pathfinder Minos Corp. 87/06/30. 3pp. 43177:012-43177.014. 

6711060004 Application lor amend to License SUA-672, moditying airborne radiation 
salvia programs as listed. Fee pa'J 

HAROGhOVc.TW. Paihlindof Minos Coip. 67/10/0B. Uranium Recovery Fioid Olc, 
fl4. 6pp- 43311 090 4311 1:103. 


DOCKET 40-2917 AVCO CORP., STAMFORD, CT 


8711230409 Forwards Specal Insp Ropt 40-2017/67-02 on 870701 & refots lo 670713 
loicon between JS Flom'ng & Cr Oborg No vlolai-ons noiod. 

VlfHITE.JR. Region l, Ofc of tho Director. 87/11/20. CHESS, J. AVCO Corp. 2pp 
43424 267-43124 273 


-6711230422 Insp Ropt 40-2917/67-02 on 870701. No violations noted. Major areas 
Inspocied.licensoe Info lo vsndtvs & contractors necessary to examine concome ro 
proper idMltlicaiiOh ol components conlsmlng tho'ium alloys. 

OeEnQ.C.r., white, JR Region 1, Olc of the D.iectof. 87/11/02. 6pp. 43424.269- 
43424:273. 


DOCKET 40-3392 ALLIED CHEMICAL CORP., MORRISTOWN, NJ 


6711040284 ^pucai-on lor amend to License SUB-520,chenging corporate name from 
Allod Corp to Aiilod-Slgnoi.inc Fee po d. 

OlSHOP.JC. All od Signal Coip. 87/10/14. PENNIN0TON.S. Ollica of Nuclear Maloti- 
al Safely 8 Sologuatds.DI/octOf. iBpp. 43278:272 43276;2e7. 

0711230026 Trip repl ol Csnsdisn Atom:c Energy Control Board (AECG) 671005-07 visit 
to NMSS & ladirty lo compaio UF6 conversion I censing NRC & At'CB stall win Inform 
each elhoi of solety S environ cenceins te conversion of plants 
PENNiNGTON.W.s. Fuel Cycle Safely Brar^ch. 67/ll/IQ. Fuel Cycle Safely Branch, 
3pp. 43416.124 43416:125. 

0711260211 Requesis listed addi info re 670025 application lor emend lo Llcanao SUB- 
526.t^a1i branch technical poslilon oncl.W/o encL 

PENNlMGrON.W.S. Fuel C&cfe Sofaly Branch. 57/11/10. YATES, fl.W. Ali-ocf Choml- 
calCOrp. 2pp. 43461 339 43461:340. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

8711030105 Forwards "Required Conteinots & Preservation Tochniques’* & analytical 
loaufls of NRC min aampling ol lailings Impoundment. Sampi ng wi'l verily potonllal ox- 
Isiertce ol lamilies of hazardous conslituonis In lail-ngs impoundment. 

HAWKfNS.E.F. Uranium Recovery Field Die. Rf 07/10/21. Allas Corp. I3pp. 
43284 077-43264 089. 

8711200336 Forwards all documents ro renewal ol License SUA-gi7 lor Allas Corp 
M.oab MllLChronology ol surety Issue that ultimaloly resullod In NRC denial of Atlas 
request (or renewal also end W/o oncl. 

PErrENGILUl.J. Uranium Recovery Field Ofc, R4. 87/10/29. FRYEJ.H. Atomic 
Safety end Licensing Board Panel. Ip. 43414:291 -434 f 4:291. 

8711230132 Advisos that roqueal for copy ol lolegram ref in 870909 Hr lo J Dark cannot 
be pmvrdad at proseni. 

peTT£NGlLL.H.J. Uranium Recovery Field Ofc. R4. 87/10/29. BLUBAUOH.R. Allas 
Corp. Ip. 43425:306-43425:308. 


DOCKET 40-4462 AMERICAN NUCLEAR CORP., CASPAR, WY 


8711030003 Ack roce-'pl ol 870915 Hr re pending reclamation plan emend. Raclamallon 
plan moots 1 .000-yr criterion lor long-lerm aiab.l-ly Oetslled comments on revised cost 
estimates end. 

HAtM<INS,E.F. Uranium Recovery Field Olo, R4. 87/10/14. ANDRUS.N. American 
Nudeer Corp. Spp. 43264:238 43264:243. 

8711180308 Forwards response lo NRC comments on licensee 670915 racalculailon ol 
redamatlon 8 decommissioning costs assocleied w/License SUA 667. Licensee will 

S NRC default values design mods for long-term stability. 

JS,N.J. American Nuclear Corp. 87/10/23. SMITH, R.O. Uranium Recovery Field 
0(C.R4 npp.43360;317-43369:327. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN. WY 


1 



2 


DOCKETED ITEMS 


871 1030185 SuO/niis review ol semarrmal o-'iviron rrcniai.ng dale toi PaiMuiOef Sha- 
le^ Bas n V.ii Ici Pi'S! Halt 1987. lower l.rr,iis ot doieciion appropfatoRepi appo8t& 
accopieb'o & no further action r.ccossary 

HEYEB.RS, PETrtNGILl.H J Uranum Becovory He'd CIc, R<t. 87/10/16. UianMti 
Rocowery FiolrJ Ole, n4. 4pp 43262 341-43262 344 


DOCKET 40-6659 GETTY OIL/PETROTOMIC8 CO., SHIRLEY BASIN, WY 

8711090044 Fo'Nvarrfs Amend 20 10 L.cen&e SUA-SSi.revising Licunse Cortartiori 48 le 
rado'og.cal survey & silo cleanup Recontounng oi low-grado ure slorage p:le ra. 
viewed & consldored complole 

SMITH, RO Uranium Rccovory Field Olc. H4. 67/09/10 Poiioiomics Co. (lotmorty 
Gelly/Poliolon'Ics Co) 2pp 43323 319-43323 347 

-671109Q056 Amend 20 10 License SUA 551 tor Poirolomica Co,<ovlainn License Con- 
d lion 46 re possoaslo-n ol U wos'.e la i ngs generaiod by licensee mi'ling opofaiions 
SMITH.HO. Uranium Recovery Fie'd Olc, fl4 87/09/10 8pp 43323321-43323.328. 

••6711090075 In'Q'ms Ihal Potrolomics Co comp'ded cleanup ol contam'natod areas 
adiacerit lo rosincted area & lal' ngs impoundmenipor License Condiiiort 48 ol Li> 
cense SUA SST Ooaning process corrpiefcd on 86T 126. 

KONVUiNSKlG.R . HAWKINS.E F. Urar.ijm Recovery Fie'd Olc. R4. 87/09/09. Uian- 
tm Recovery Field Olc. R4. 3pp 43323.345-43323 347. 

87ttl70Q72 Fowaids dale on iehnge pend p'o/omolcrs £ lechnKai evekaiton lot 
l987,por L'Conse Condition 31 

PFAFF.SJ Potrolomics Co (lormeriy Goity/Polrolo.mcs Co>. 87/lO/Oe. 
HAWKINS.E F Uran um Recovery Field Olc, R4. 30pp. 43375.001.43375.030. 

8711030163 S'jb.Tiils rosuits ol revew ol annual lecbnical evo'uaton ol cmbankmoni 

{ icrfcma'icQ tor Pelroiomcs Mill Freeboard requiremonis mslnia-ned at an 
imes.eiihoug^ large decreases In water levels ind caied over short period. 
KCM/1/JNSKI.G R , HAWKiNS,E F. Uranijm Recovery Field Ofc. R4 87/10/19. Urani- 
um Recovery Field Olc, n4. 2pp. 43262 338-43262 336. 

87I11701S6 Application lor amend to License SUA S51,CQnd4lon 41 ro envron 8 olllu- 
oni moniioring progremUsiod items reviserl. Rovised proaram onci Foe peki 
PFAFP.S J. Peirpiomics Co (formerly QcWY/Peuo!o.m ca Co.). 67/10/26. HAWKINS.e. 
Urani'jm Recovery Fio'd Otc. R4 7pp 43385 208-43385 214 


OOCKCr 48-7102 SHIEIOALIOY CQRP.. NEWFlELO, NJ 

6711190112 Requests response to enci comrr.cnt$ & o-uestions 10 850618 appiicaiion 
(or (onewal ol License SMB-743 wnhm 90 days w/o orett guide on prepanrsg appiica- 
lions. 

PENNINGTON, w.s. Fuel Cycle Sa'ety Qrench 87/11/05. MORQENSTERn.M. Meiei- 
lurg. Iric. (lormeriy Shield ANoy Corp.]. 6pp 43350034-43350:028 

671123013^ Submris Hems ol .'rtieresi re fuel cyc-'e accident eneiysts. 87l>i7 lour ol 
Shieidenoy laciiity & acquisition ol Sequoyah Fuels Corp siocK. 

ROuSE.LC- F uel Cycle Safety ersnch 87/11/16 THQmpSON.h L. Office of Nuclear 
Maie/ief Safety & Safegus'ds.Ouector. 9pp. 43425 309-43425-3(0- 

8711238138 Trip ropi of 87t0l9 v.si w/Rog-on I lo licensee facility at NowlleM.NJ re 
license reiiQwai process 6 Insp 

PENNINGTON, w.S. Fuel Cycle Safety Branch- 87/11/18. Fuel Cycle Safety Branch. 
2pp. 43426314-43428315. 


8711110056 Pailiai rosporise lo FOIA requesi lor docomonts to ovoni el plant Forwards 
docucnenis listod in App B & C.Documents also avaiiablo in POR.App 0 docun-.enis 
partialy wr.ihhald & App E records withhold (ref FOIA Exempiions 6,/ 6 S,rospect>vO’ 

GRIMSlEY.O.H DiviRion ol Rules 8 Records (Posi 970413) 07/11/03. TAYLOR.J 
Dallas Timas Herald, Dallas. TX 8pp 43346:199-43347:05/ 

-8703200064 Discusses Olc of Irtvostlgalions Ropi 4-86-005 re restart of facility No rog 
ulalory aci-on required Analysis of ropi will not bo prepared sinco maitor referred 10 
OOJ 

LIEBERMAN.J. Assistant General Counsel for Enforcement. 87/02/06. DENTON, H R 
OfNce ol Nuclear Reactor Regulaiion. Director (851 125 87041 1). TAYL0R,J.M. Oln ol 
Inspection & Enforcemoni. DIreciot I82020I-6/04I3). MARTIN, R. Regon 4. Ofc of 
iheOtfoclor. ip 43346;34B-43346:345 

-8711110144 Requosls copies of Iniorvlew slalemenis & repls as goneiated re ongoing 
invesiuation of facility. 

fAYLOfl^.M. Ofc Of fnspection & Enforcemoni. Director (820201-870413). 86/07/23. 
HAYES.0B. Office of Invostigailons. Ip 43346.328 43346.328. 

-8711110148 Forwards orraia aheol & informs Ihal only change is deletion of word 
‘Yrequanlly" from second (me of Poi'nl 4 on Pago 4. Related Info end. 

TAYLOn.J.M. Ofc of Inspoclion & Enforcomeni, Diroclor (820201-870413). 86/00/02 
REHM.T. Ofc Of the Executive Director lor Opotallons. MAUSSHARDT.O.G. OH.co ol 
Nudeai Material Salety & Safeguards, Diroclor. PARlER.W C Commissioners. I2pp. 
43346'330-4334634f. 

-87111I01S0 Lists documenis reviewed by DOJ 10 dolarmino whether or nol roloaso 
would miedoro w/polenilal actions. Re'atod Info end. 

BEACH.AS. Enfo/cr'ment Slafl. IE (Pre 870413) 86/10/26 Enforcemeni Slalf, IE 
(Pte 870413) 2pp 43347:002-43347 003. 

-8711110163 Informs Ihal NRC will review exhibits resulting Irom Interviews w/Sa- 
quoyan Fuels Corp ppeiaiors & supervisors. NRC also confirms 860930 lalcon. 
KE/(RNEY.MS. NRC • No Delaifed Allillatlon Given 86/09/30. HUTCHISON.W.D 
Ollice ol Invesilgallons. ip. 43346:342-43346:342. 

-8711110164 Forwards Pages 27*32 to JC Brower lesllmony given on 860109 before 
Koct-McGeo inletnal InvosTigation laam.W/o enci. Related info end. 

WACKERIY.R. Korr-McGee Corp B6/I2/0B. LEWIS, D. InvesflgaKon gr.Div of Fuel 
FaaliUes.Maleriais & Saleguards.lE (Pre 830103). 2pp. 43347:005-43347:006. 

-8711110166 Submits lopi ol Invosllgaiion ro suspected inientionai violations ol Se- 
quoyah Fuels facility procodutes.suspociea laisitication el lequir^ records 
HAYES.66. Invesiigalion Br.Div pi Fuel Facilities, Meterisls & Saleguards.lE (Pre 
830103)- 87/01/14. MART1N.R.0. Region 4. Olc of Iho Director, dpp 43347 008- 
43347.^10. 

-8711110167 Forweids relevant pages of pleading Mad by Native Americans lor Clean 
Environ (NACE) In lacHity UF6 to LIF4 pioceeJing in which NACE requests sialf lo 
produce certain aoctimanis. 

RUTBERG.J. Hearing Branch 2. 86/12/22. FORTUNA.RA. Office ol invostlgahons. 
8ANGART.R.L. Region 4. Olc ol me Direcior. PARTLOW,J.Q Olc of inspection & En« 
forcemeni. Dirocicu (820201 8704)3). 2pp. 43347:011-43347.012. 

-8711110168 Forwards (apt Of Invesiigalion tor whetovei ection DOJ deems approprl- 
eie 

HAYES.8.8. Office of Ihvestlgelions. 87/01/14. TOENSINQ.V. Justice, Dept ot, Allor* 
ney Oerteraf. Office of 3pp 4^3348 343-43346 345. 


DOCKET 40-7880 FANSTEEL, INC., NORTH CHICAGO, 1L 

8711240195 Forwards revised appl-caton (or renewal ot License SM6-9tl, revised red>- 
stiorv safety manual & response to 870921 requesi for add ir'fo to eliow NRC lo pro- 
ceed w/renewel process 

CARLILE.T.S. Fansieel M.oials (subs, of Fansleel, Inc). 87/11/03 
PENNINGTON, W.S. Fuel Cycle Salety Branch. Ip. 43445:158-43445 303 

-8711240203 Revised application for amend lo License SMB-611. authorizing posses- 
sion of small percentage of quantiilos ol low grade source maU conialnodln conain 
cdurnb um 8 lonlafum taw matl processed by plant. 

DUGGAN, J.G. Fansteel Melala (subs, ol Fansteel, Inc). 87/10/16. 38pp. 43445-160- 
43445:197. 

-87112-40206 Revised "Radiation Safety Manual." Response fo NRC quesrtons also 
end. 

PANTLE.T., SCENTER.G.. YOUNQ.L. Fansteel Metals (subs, of Fansteel, Ina). 87/ 
11/02. 112pp. 43445:198-43445:303. 


DOCKET 40*8027 KERR*MCOEE NUCLEAR CORP- OKLAHOMA CITY, OK 


-8711110160 Native Americans for Clean Environ response to NRC Stall ropt on impi:- 
caiirms ol ecddoni, requesi for order from presiding olfleer directing production ol cloc- 
uroetiis & addi corriplalnis. 

IKARO.J.A Ikard. J. 89/12/22 Atomic Salety and Licensing Board Panel. 4np 
43347.013 49347.016. 

-8711110161 Forwards Ofc ol Invostlgahons Repi of Investigations 4-86-OOS, which hos 
been aaniiized of into re individuals granted confidential status. 

HAYES.BB Ofttce ot Investigations. 87/07/17. LIEBERMAN.J. Ofc ol Enforcomeni 
(Post 870413). ip. 43347:017-43347:017. 

-8711110164 Expresses confidence Ihal NRC will respond (0 Congressman Merkoy re- 
quest loi NRC Ofc of Invesligallona draff rept Into mail talso staTemonte ro operation 
of Xerr-McGee Sequoyah facility In fashion consistent w/individuels righls. 
MOORHEAD.CJ. House of Rep. 66/10/17. ZECH,LW. Commissioners ip 
43346358-43346:358. 

-8711110165 Requests preparation of sanatized version ol Investigation Ropt 4-86-005 
ro Sequoyah Fuels facility.EnforcemenI Action EA-87-tOB being developed as result ol 
subj rwt 8 OOJ doctinafron to prosecute matte/. 

UEBERMM4J Olc ol Enforcement (Posi 870413) 87/06/19 HAYES B.R Oflico of 
Itwesilgallons. ip 43346:359-43346;3S9. 


8711640143 Appeals denial ol FOIA requesi lor items listed In enci App E S F. 
RUSSELL LR; Turley. W.. PC. 87/08/19. MARTiN.fl.D. Region 4. Olc of the Director. 
MARTIN, fl.D. Ofc of the Executive Director lor Operations, ip. 43278.242-43278 250. 

8711040066 Memorandum & order.’ Licensee Med another status repI on 67tOI6Jndl- 
eating Ihal alt necessary epprovals obtained lor Quivira to process sludges & isted 
amount of sludges shipped offsite. Proceeding dismissed. 

FHYE.J.H. Atomic Safety and Licensing Board Panel. #487 4696. 87/10/27. Se- 
quoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp ). 5pp. 43264:322'43254;926. 

8711040161 Responds to 070619 appeal re denial 01 FOIA requesi for documents re 
Kerr-McGeo Sequoyeh & Gore facililies.Records listed on end App E & F win contin- 
ue lo be partially & totally withheld (ref FOIA Exemptions 6 & 4,re6pectlvety}. 
SrELLO.v. Olvfeion of flutes & Records (Post 8704I3J. 67/11/02. fiOSSElt.t.fl. 
Turley, W.. PC. 4pp. 43278 251-43278:254. 

671 1 1 10060 Presiding officer order dismissing Sequoyah Fuels solid waste disposal pro- 
cee^'ng. ' Licensee no longer requires CommissKin euthorirsffon for onsite oteposef of 
solid rsdwasies.Related correspondence. 

MURRAY, J.P. Ollice of the General Counsel. #487 4780. 87/11/02. THOMPSON.KL 
Office of Nuclear Malarial Safety & Safeguards.Dlreclor. MARTIN.R.D. Region 4. Olc 
of Ihe ouector. 6pp. 43332.137-43332;J42. 


•^711110166 Discusses Ofc ol Investigations rept re util accident. Recognizes adverse 
ItnMcabons Ihal premature release of repi could have on possible civil & criminal 
a^n. 

MARKEY.E.J. House ol Rep. 86/10/17. ZECH.L.W. Commissioners. lp. 43347-0lfl- 
43347.G57. 


-8711110169 Forwards Incomplete draft Ofc of Investigations rept, Including associated 
exhibits re alleged matl false slalemenis by Kerr-McQee Sequoyah Fuels Coro 
en^oyees W/o end 

KAMMERER.C. Office of Congressfonaf AHeirs. 86/10/17. MARKEY.E.J. House of 
Rep., Energy & Commerce. Ip. 43347:001-43347:001. 


-8711110170 Forwards Investigation Rept 4-86-005 re Kerr-Mcgee Corp Sequoyah 
facis^.fndopendent review may be required. 

STEILO.V. Ofc of the ExocutNe Director for Operations 67/01/21. DENTON HR 
Office ol Nuclear Reactor Regulation, Director (851125-870411). TAYLOR J.M Ofc ol 
Inspection & Enforcement. Director (820201-670413). Ip. 4334d360-43346:360. 

-8711120040 NotIce.EvidenUary hearing in Sequoyah Fuels facility proceeding will booln 
8701 12 until 0116 if necessary. ” 

FRirEJ-H. Atomic Safety and Licensing Appeal Panel. 87/01/02. Ip. 43347-007* 
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07)1130030 Partial rasponso to FOIA reguosi lot ciocumonls te leoKtv. ForwaidaA)^ 
F & Q documents Oocumenls also In POR.App G documont partielly wnhheid (rel 
FOIA E»0mptdn 6). 

GRtMSLEY.DH. Division ol Hulos S Rooofds (Post 070413) 87/H/O0. TAYLORJi) 
Oaiias Times Herald, Dallas, TX. 4pp, 43340 OOe-43348 017. 


-B7>13000M Forwards "Gvidelnes hr Decontamirtaiicrt of FociiiJes i Equipment Pnor 
Ip Hsieaso For Unrestrlcied Use or Termination ol Licenses For Bvproauct Source or 
Soocial Nuclear Matl." 

|<1MNEMAN,J.D. Region 1. Ole ol ihe Director. 85/00/04. WiLSON.n.W. Dollar Sav- 
09$. Ip. 43463;lfiS'43463:185. 


6711190352 Responds lo NRC 871019 Hr re vendor response (o noSce ol vto'aHons 8 
proposed imposition ol civil penalty & response to order to show cause Sworn alllda- 
vtis elTrming eirteni ol supervisor iralnlng encLMeeiing tel In 870901 lir aweltod. 
RANDOLPH, J.G. Sequoyah Fuels Corp. (eubs. of Koir-UcQoo Nuclear Corp.l. 07/1 1/ 
13 TAYLOR.J.W. Deputy Executive DlreclOr for Regdnal Operations. EDO (Post 
870413). epp. 43401:305-43401.-316, 

-STl 1190369 Rev 2 to "Coordination & Review Procedure for Inlo to be Submiued to 
NRC •• 

RANDOLPH, J.Q. Sequoyah Fuels Corp. (subs, of Kerr-UcGoe Nuclear Corp.). 87/10/ 
27. 6pp. 43401:311-43461:316. 

6711200295 Forwards Insp Ropl 40-8027/87-1 1 on Q71Q13-16 No vtolal'ons or dot4- 
ations noted 

FlSHER.W-L. Region 4. Ole of the Director. 87/11/16. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, ol Kerr-McGeo Nuclear Corp.). 2op. 43417:006-43417:016. 


**•^11300013 Forwards J Yuskos repl outlining rosulls of vls-t to WETCOA site 
M(^NALD.D.J. Pennsylvania, Commonwealth ol. 85/11/14. LOHAUS.P.H Req.'on 
l.oicol lha DifOClof. 7pp. 43463:195-43463:201. “ 


-6711300015 Roquesis ihal inspeclor visit former Pessos teciWy m Soton.Ohia lo make 
prenminaiv survey for Ihorium In bldg, on surroundino grounds s In soil to resolve prob- 
lams Masonlod by Peases Co property In Pulaski, Pennsylvania 
JOYNEH,JH Region 1, Olo of the 0 loclor. 80/03/21 AXELSON.W. Region 3 Otc of 
ihoOusctor. Ip. 43463:202-43463:202. 


-6711300016 Insp Rapts 40-8406/85 01 & 30 19410/85 01 on 851009 Major areas 
littpeciodasseasmani ol proceduraa lo resincl access lo areas whore radioactive 
general condition ol sito.storago conla nors S facilities. 
^^20^43463 '205^^*^’'*°' '• o’reclor 86/03/31 3pp. 


-8711200306 insp Repl 40-8027/07-11 on 871013-l6.No vielellons or devialons 
noted.Malor areas inapecled:enviion prolectiqn program, including mgi contiola.OC ol 
analyteal measuiomenis & allegations ol unsafe or impropor macilcos 
SPiTzeERGOa.. EVERETT.R.J Region 4. Ole of Iho Oiiector B7/1I/04. 8ap 
43417.008-43417016. 

6711230133 Submits items of inlciosl re fuel cycle accident analysis, 871117 tour ol 
Shioldalloy facility & acquisition of Sequoyah Fuels Com slock. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/1 1/16. THOMPSON, H.L. Ollicool Nudoai 
Material Safely & Saleguarda.Dliactor. 2pp. 43426:309-43426:310. 


DOCKET 40-8064 EXXON MINERALS CO., USA. HOUSTON, TX 

6711030229 Advises that License SUA-1064 ainended by revising CondiiOA 29 lo read 
as steled.por 870310 request ro restoration of groundwaiei iri situ leach mno.Amend 
13 lo license end. 

SMlTH.R O. Urenium Recovery Fiofd Ole, R4. 87/10/16 RANQE.O. Exxon Corn 2pp 
43264:191-43264:206 

-871 1038242 Amend IS » LIcersd SUA- 1064 for Exxon Corp.do/fll/na Lieenso Condi- 
tion 29 

SMI1H.R.0. Uranium Recovery Field Ofc. H4 87/10/19. 7pp. 43264:193-43284-208 


DOCKET 40-8084 RIO ALQOM CORP., MOAS, UT 


6711090322 Forwards Amend 12 10 Lfcanso SUA-i 1 lO.rovising Llceneo CondiHon 35 as 
listed rg processing ol wasio man. , 

SMITH.RD. Uranium Recovery Field Ofc, R4 67/09/09. LAWTON M.D. Rio Akiom 
Corp. 2pp. 43338 172 43330 200. 


-6711090336 Amend 12 lo Uconse SUA-I 1 16 lor Rio Algom Mining Corp auihotitino 
posseaaion & use of unlimited amount of naiurot U. 

SMITH, fl 0. Uranium Recovery Fluid Ole, R4 67/00/09. I3pp 43330 174-4O330-186 


-8711098357 Recommends Ifial Source License SUA-ti 19 bo amonded 10 outhome 
orocessina of ailarnaia load mail from Unical'Molycorp by revising Cormiuon 35 
SHOPENN.N M , PETTENQILL.H.j. Uranium Recovery Field Ofo. R4 67/09/08- Urani- 
um Recovery Field Ole, fl4. 4pp 43338:197-43338 200 


8711030137 Discusses review of se/nha/v>uai envl/or* monifoiing n-pi data lor fVo 
Algom Mining Corp lor first hall ol l9S7.Data now being reported In quarteily 
lormai Review ol data reveals no areas ol concern & bonce no l^ensfng acUon noo- 
assary. ” 

HEYER.R S , PETTENQILL.H.J. Uranium Rocovory Field Ole, R4 87/10/16. Uraaom 
Recoveiy Field Ofc. R4. 3pp. 43268:260-43260:288. 


8711030170 Fonwarefs results of water samples taken from tailings Itrwoundrnort to 
aneP^ exialanco of femllies ol liaiardous constlluanls.ORNL tab ertel^es 

Rocoveiy Field Olc. R4. 07/10/21. Rio Algom Corp I3pp 


DOCKET 40-BI02 EXXON CO.. USA, HOUSTON. TX 


87HJ60382 Forwards fachnfeal evaluafion S pieromalar graphs for Highland lalhias 
ambankmani.pfif Licenaa Condition 39. 

4M6n-i37!3nn|!??i’n Uranium Rocovory Field Otc. 04. 24pp. 


Uiscusses Exxon 871016 annual technical avsiuailon ol peflormance ot 
laifinas Impoondmenl ai Highland U Mill. Evelua^fon doomed sdequaieND further b* 
censirvg ecnon necessary. 

m 2 B Uranium Recovery Field Ofc, R4. 67/18/21. Urani- 

um Recovery Field Olc, R4. 2pp. 434l6-l97-43415:lfl8 


-6711906817 Amend 2 lo License STB-1254 foi Passes Co, amending license in eniire- 

GUINN.P.R. Materials Licensing Branch 81/00/14. 4pp. 43463.206 43463 209 

-6711300018 Requests adifl Info in support ol 800820 appl cation lor renewal of Li- 
dotalfad inlo re procedures lor burial of licensed matl. 
Licorrsing Branch 81/00/14 PESSES.M Pessoe Co. Ip. 

<ld403*2 1 0>4 j46 J:2do. 


DOCKET 40-6452 BEAR CREEK URANIUM CO., CASPER, WY 


6711030032 D:scussas review q| Foirelt Exploration Co quarlsrly ropl lor Crow Suite U 
rifo.oci lor Apr -June i087.No signiFcani changes or trends idani-fiod No luriher action 
fOMred. 

QONZALES.n.O., HAWKIN8,E.F. Uranium Recovery Fle'd Otc, 04 87/09/24 Urani- 
um nacevary Rsid Ofc. R4. 3pp. 43263:314-43263319 

0711030049 Discusses review of Bear Creek U Co iOCFn4865 anvl-on moniiorina root 
6 personnel rrwrxionng for Firsi i Second Ouarfors lOOZEvaluatlon of daln adeoualo 
6 MPosuias meinta riad alara No lurther action required 

KOiwiNSKI.G R., HAWKIN5,E.F. Urariium Recoveiy Fle’d 0!c, fl4 67/09/24, Urani- 
um Recovery Field Olc. fl4. 4pp 43264-233 43264 235. 

8711831^7 Advises Ihal lend use w«Wn 5 miles of reetricfederca boundary remains as 
uo&cnbod In June 1982 environ repl No new private residences or poteble weier wel's 
conWocied since environ lepi Greimg romsins ortmaiy uso ol lend. 

Uianium Co. 67/09/20. JACOBY ,0. Uranium flecowery 
FleldOlo. R4. ip 43263321-43263321 neLovory 

6711030116 Discusses Beat Creek U Co B78929 subm'Ual ot annual land uso survey 
lot ms as lequirad by Licoriso Condiiion 2i ol Ucense SUA-l3iOLand use w.ihin 8 
km radius of m>ll unchsnnod since subm'iiial of 620630 onvlton ropl. 

JACOBY.O.L.. HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 67/10/14 UrarJum 
ftecovory Field ^c. R4. 2pp. 43263:125-43263.126 


6711160263 Responds 10 violBilons noted in insp Ropt 40-8452/07 01. Coiieeifvo 
actioneaii fuiuie onvlion lepis euumiliad lo NRC will be In lormai described in Atiach- 
»hent2 10 License SUA- 13 10. Full compl enco will bo achieved by 071019. 

C«ASe.G. Boar Creek Uiamum Co. 87/10/19. PETTENQILL.H.J. Uanlurn Recovery 
FwldOlO. R4. ip 43370014 43370.014. . nvvi... ly 


6711170055 NoMioe lliat established pM & solonium threshold values lor point of cem- 
pkance Well MW-12 exceeded.pof Condtion 47 ol License SUA.|310.Sampling pa- 
famotera requested to satisfy addi 4OCFRi02/iOCFR4Orequiiemonl8 
CHASE, G. Beer CieeJt Urarnum Co. 67/10/10. JACOBY.D. Uranium Recovery Field 
OJc.fl4.2pp 43385 242 43385 243. ^ 


9711200400 infoime that based on NRC lindhg lhal pH values fn Well MW-12 exceed 
8.8 std unit threshold valuu.NRC expects compliance monJortna program propose! 
wiffirr time/rame discussed fn License Condition 47(E) 

HAWKINS.E.F. Uren'um Recovery Field Olc. R4. 87/10/26. Bear Creek Uranium Co 
ip. 43416:001-43416001. 


8711290267 AcK receipt ol 871019 Hr In response te 671013 noUce of violation 
PETTENom.H, Urenkmi Rocovery Ftew Ofc, R4. 67/10/28. CHASE, G. Bear Creek 
VtaiHunCo. Ip. 43414:346-43414.346 


DOCKET 40'6502 MALAPAI RESOURCES CO., PHOENIX, AZ 


•711200397 Forwards bonding Info re Malapal Resources Co Permit 47D.per request 
POLIRONE.R. Warning, State ol. 87/07/23. ROSE.H. Uranium Recovery Flaid Olc 
R4. 1<^. 43416:350-434I6:368 ’ 


DOCKET 40-6406 PESSES CO., SOLON, OH 

*^Sit0)®^nse°'T87i5r' oatogoriea ol documenla te Passes Co (METO) 

■'^’'ea'laative Services. 87/10/26. NRC • No OelailecI Alfls 
etion Given, ip. 43463:iei-434e3:iei. 

*^1IM0M9 FOIA request lor SECY-81-678 

P»»IHip8fhve8tiQ alive Services. 87/10/29. Office of AdmlnlsUaiion 4 
Hesourcea Management. Director (Post 870413}. Ip. 43268:2d9-43250:299. 

^^PesM^^^’fijeTrn i’° 'e<lU98l lor five categories ol docurtiente re 
ia SiteJ.LIcenae ST6-12S4. Forwards documents listed in Am 

® «PP| A 4 B documents available In PDR. ^ 

II Of Rules a nocords (PosI B704I3I. 87/11/24. PHILLIPSJX- 

J L. Phillips Invesligative Services. 3pp. 43463: 1 02.43463:24. 


871 1(80266 "Oischarge Monitoring flept for 870701-0930." W/671028 firs 
WlOIEHS.D.l. Maiapai Resources Co. 87/09/30. WAGNER.J. Wyoming Slate ol 
4}^. 43369 313-43369:310 

8711160186 Forwards proposed mod to NPOES permit for irigorary Mine-Mod consists 
0* add/ diacnarge pohi hr purpose ol restoraKon activities 01 517 test Site. 
WICHERS.O.L Malapal Resources Co. 87/10/27. KONWlNSKl,Q.R. Uranium Recov- 
eiy Field Olc, R4. 20pp. 43371:219-43371:238. 


DOCKET 4O-86I0 STEPAN CHEMICAl CO.. MAYWOOD, NJ 


8711120110 Forw^ds Amend 3 lo License STC-13a3,authoririno Stepan Chemical Co 
(0 possess irwrium lailmgs burled on property. Malls w-ll lomaln In place 6 wi1 be 
monitored by llcensoe until initiation ol program to deconlaminata pits 
fiOUSE.L.C. Fuef Cycle Safely Brench. 87/1 I/OS. O'BRIEN.J.Q Stepan Chemical Co 
1p. 43348:211-43348:264. 
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-^711120120 Amend 3 to License STC-1333 for Stepan Ctiomical Co, authorbutg pos> 
session o( ffionum fadirvgs buried on properly. 

ROUSE LC. Division of Indosiiial & Medical Nuclear Safety (Posi 870729). 87/tl/OS. 
2pp •l334B212'<>3348.213 

-6711120126 SER supporting Amend 3 to License STC'1333. 

SHUM.E.Y. Fuel Cycle Safety Bianch. 87/ti/05 Opp. 43348:214-43340 264. 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION. CO 

8711030018 Irtlorms thal during podod Oct i986 • Sept 1987 433,440 lbs 0-308 sent to 
BnosJi Nocfear Fuels, per IO£j'H40.64(b). 

SCHIERMAN.S.L. UMETCO Minerals Coip. (subs, ol Union Carbide Cotp.). 87/09/28. 
GARCIA, P. Uranium Recovery Field Ole, R4. Ip. 43264;10I-43264;iOt. 

6711030143 Requests heanno re Amend 8 10 License SUA-1368. Licensee does not 
agree vr/usage ol pH compliance aid ol 6.6 lor acidic leach U recovery operations. 
JONES.B. UMETCO Minerals Corp. (Subs, of Union CarWde Corp.J. 87/10/06. 
HAWKINS,E.F. Uranium Recovery Field Ofc, R4. tp. 43263:152-43263:152. 

8711030101 Forwards results of NRC/ORNL analysis ol water samples Irom ticensoo 
tailings Impoundment Oala may be used to determine existence ol hazardous consOUi- 
ants In groundwater. 

HAWKINS.E F. Uranium Recovery Field Ofc, R4. 67/10/21. UMETCO Mlnerefs Coip 
(subs of Union Carbide Corp.) Ijpp. 43264:064-43264:076. 

871123006S Ack rece'pl Ol 671104 Iv requesting eo-day delay In Implemenitng License 
Condition 46(E) ol License SUA-135a. Request granted. Proposed moda to require- 
menls ol license condition should be submitted within 30 days. 

SMITH, RD. Uranium Recovery Field Ofc, R4. 87/11/06. UMETCO Minerals Corp. 
(subs.ol Union Carbide Corp ). ip. 43418.206-43416:206. 


DOCKET 40-6884 MALAPAI RESOURCES CO., CASPER, WY 

8711230399 Forwards "Ouarleily Operations Rept,Ju1-Sepl 1967 for Irigar^ Mine Site." 
BROWN.K J , WICHERS,D.L Malapai Resources Co. 67/10/30. O1UROEVICH.B Wy- 
oming. State ol. tp. 43426:287-43429.092. 

-6711230427 "Quarterly Operations Repl Jul Sept 1967 for (rtgaray Mine Site " 

' Malapai Resources Co. 87/10/30. t65pp. 43428:266-43429.092 

8711170002 "Willow Creek R&O Welllield Groundwater Ouallty 
Coneer^lrations Basellne.Posi Mining, Restoration & Stability Phases," lor Apt-Aug 
1967 Graph ol total dissolved solids coneentraUons end 
’ MalaparResourceaCo. 87/08/31. 2pp 43372:151-43372 1S2. 

6711230362 ''Discharge Monitoring Rept for Third Quarter 1967'" W/67t028 lb. 
WiCHERS.O.L. Malapai Resources Co. 87/09/30. WAGNER.J. Wyoming, State ol. 
4pp. 4342S;303-4342S;30e. 

871(170229 Ferwirde anm/ai insp of Widow Creek flSO eife.cooducred on 
info. 

WICHERS^L. Malapai Resources Co 87/10/27. GRACE.S.R. Uranium Recovery 
Field Ofc. R4. 10pp. 43385.309-43369:3l8. 

8711080186 Informs that end appiicailon for amend to License SLiA-t337 requires 
emend & fee.per fOCFAl70. 

GRACE.S.R. Uranium Recovery Field Olc. R4. 87/10/29. HOLLOWAY.C J. License 
Fee Management Branch, ip. 43299.174-43299 276 

-8711050194 Application lor amend to License SUA-i337.refiectlng^at1alnment o( sta- 
bility monitoring period 8 deleting ell operational requfrementsRept. '"Mslepi Re- 
sources Co.Aquifer RestoraUon Efforts & Results encl.Fee paid 
WICHERS.OL Malapai Resources Cg. 87/f0/26 GRACE.S.R. Uranium Recovery 
Field Olc. R4. Spp 43299 175-43299.179. 

-6711050197 "Malapl Resources Co Aquifer RestoraUon Efforts & Results. Willow 
Creek R8D,Chds!ensen Ranch, WY." 

* Malapai Resources Co 87/10/26 97pp. 43299:180-43299.276. 

6711300377 Reviews Fourth Quarter 1987 operations repl for Willow Creek R&O, per 
870731 subnUtlal re License Condition 2.No uncorrected problems or significaol 
trends identified.AII applicable data within applicable limits. 

GRAC£,SR, HAWI<INS,E.F. Ur6r«um Recovery Field Ofc. R4. 87/tO/W. Uranium 
Recovery Field Olc. R4. 2pp. 43415'33B-4341S:339 

6711230367 Forwards "Fifth Quarterly Operations Repl.Jul-SepI 1967" & "Third Semi- 
annual Alara Audit.Apr-Sep1 1987"' tor Willow Creek R&D prolecl under License SUA- 
1337. 

SROWN.KJ. WfCHERS.O.L Malapai Resources Co. 87/10/30. GRACE.S (^anfum 
Recovery Reid Olc, R4. 2pp. 43428 079-43428:144. 

-6711230367 "Rtth Quarterly Operations RepLJul-Sept 1987 for Willow Creek R&O 
Project" 

* Malapai Resources Co 87/09/30. 50pp. 43428:081-43426:130. 


6711160312 Advises that licensee Intends to construct temporary evaporation pond In 
tailOTgs Impoundm&nl.Portd will be lined w/plesilc & will allow evapoiailon lo take 

g erm 24 h/day rather than only when sprinkler sye operates. 

AVIGNAC.N. Savignac. N. 87/10/23. SMITH. R.D. Uranium Recovery Field Ofc. B4. 
ip. 43370 035-43370.035 

8711230164 Ack roceipl ol 871007 Mr from N Savignac re Amend 3 10 License SUA- 
l37r.Addr dale required to adequately answer points raised in Kr.Recommonds thei 
semplrtg^esan/atlon & analytical techniques used at site be reviewed. 

IIAWKINs.E.F. Uranium Recovery Field Ofc, R4. 87/10/30. Plateau Resources, Ltd. 
2pp 43425:360-43425 36t. 


DOCKET 40-8714 CLEVELAND-CLIPFS IRON CO., CLEVELAND, OH 

6711170244 Quarterly repl fo' Jul-Sept 1987 for Collins Draw Project slalus & environ & 
ladiatlon monlloring. Related info end. 

LCKIOERBACK.T.& Clevaland-Clitls Iron Co. 87/10/12. SMITH.R.O. Uranium Recov- 
ery Field 0(c. R4. 21pp. 43386 3ig.4336S.339 

6711170004 Forwards WAMCO Lab analysis repl on 11 post.H2S inlecUon groundwater 
stability samples collacled Irom Well Field 8 on 670908. AulhotlzeUon requested from 
Stale of WY Dapl of Environ Quality lo Implement stability monilonng program. 
LOUOER8ACK,T.E. Clevsiand-Clills Iron Co. 67/10/19. HAWKINS, E.F.TJranlum Re- 
covery Field Ofc. R4. 4pp 43373 249-43373 252. 

6711030113 Discusses quarterly rept lor Third Quarter 1987 Facility remained shut dowr^ 
during quarter. Acilviiles at Site limited to radiation & environ monitoring as well as 
gtouftdwster leslorallon acUvItlas 

KONWINSKLQ.R , HAWKINS.E F. Uranium Recovery Field Ofc. R4 87/10/21. Urani- 
um Recovery Field Qle, R4. 2pp 43263:1 18-43263:1 19. 

6711170178 Application (or amend to License SUA-13S2.resclnding radiation monitoring 

ra lam & qu^erjy reporting requirements lor prolecl. 

DERBACK.T& Cleveland-Clilfs Iron Co. 67/(0/26. SMITH.R.O. Uranium Recov- 
ery field Ofc, 04. 3pp. 43385:275-43385:277. 

8711230268 Provides coriecled data lor samples collected from Wells 237 & 276.por 
671019 submittal ol analysis tspt on 1 1 posl H2S Injection groundwater stebility sem- 

t les collected Irom Well Raid B on 670908. 

QUOERBACK.T.E. Clevelar^d-Cliffs Iron Co. 67/11/02. HAWKINS,E.F. Uranium Ro- 
coveiy Field Ofc. R4. CLARKIN.K. VVVoming. State of. fp. 43425:317-43425:317. 


DOCKET 40-8752 PINAL MINERALS & MINING, LTD., MIAMI, AZ 

8711080278 Forwards Oecomtnlesionlng.Docoriiamlnai’ion & RocIsmaf/Ort Jnsp Repl 40- 
8752/67-01 on 870721-22 No viotaUons or deviations noted. 

PETTENQiLl.H.J. Uranium Recovery Field Ole. R4. 87/09/iQ. CLARY,T. Pinal Miner- 
als & Mining. Ltd. Ip. 43310.354-43310:358. 

-6711060286 Insp Rept 40'8752/67-01 on $70721-22 No violations or dovlationa 
nofedAfaior areas inspecled.-independeni messuremenfs & soil sampKng.revfow of 
eurvaiy tecortK & observations by inspector pnot to termination of license. 
SHOf^NN.N.M.. PrrTENGiLL.H.J. Uranium Recovery Field Olc. R4. 87/09/10. Epp. 
43310:355-43310 356 


DOCKET 40-8768 KERR-MCOEE NUCLEAR CORP-, OKLAHOMA CITY, OK 

6711180225 Forwards eddl daia re Bill Smith mine water treatment selli’iig 
ponds Arnount ol barium eultate Irom In situ leach (ISL) has not changed but peresric- 
ege due lo iSL operation revised to 1 8%. 

FhEEMaN.M.D. Sequoyah Fuels Coip. (subs, of Kerr-McGee Nuclear Corp.). 87/10/ 
20 GRACE.S. Uranium Recovery Field Ofc. R4. Spp. 43370.059-43370:061. 

6711230008 Discusses licensee O-Sand/O-Sand Second Quarter 1667 environ monilor- 
ing repl All data other man drscharga water wilhin appllcablo limlls.No further action 
necessa^. 

GRACE.sR, HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 87/10/29. Uranium 
Recovery Field Ofc. R4. 4pp. 43416.070-43416:073. 

8711230144 Forwards "'Quarterly Rwl . Third Quarter 1987 0-Sand In Silu U R&O 
Project.Converse County, WY.'" per Condition 52 of License SUA-t3e7.Rept final quar- 
leriy repl lor O-Sand pHol as pilot deleted Irom license. 

FREEMAN.M.O. Sequoyah Fuels Corp. (subs, ol Kerr-McQee Nuclear Corp.). 67/| 1/ 
06. HAWKINS.E., GRACE.S Uranium Recovery Field Ofo, R4. 2pp. 43426:009- 
43426049. 

-6711230153 "'Quarterly Repl - Third Quarter 1967 for O-Sand In Situ U R&D 
P»^i,Cc>r)vwea County, WY." 

* Sequoyah Fuels Corp. (subs ol Ken-McGee Nuclear Corp). 87/00/30. 3900 
43426011-43426:049 


DOCKET 40-6794 MOLYCORP, INC., LOS ANGELES, CA 


8711230386 “Third Semiannual ALARA Audit Apr-Sept 1967 for Willow Creek RAO 
Ptojecl" 

' Malapai Resources Co. 67/09/30. 14pp. 43428:131-43428:144. 


6711040196 Forwards "Environ Rept lor Molycorp.Inc York Plant," per 670722 request 
DOUGLASS. SJ. Molycorp, Inc. (subs, of Onion OH ol California) 87/10/21 
LAROCHE, G. Fuel Cycle Safety Branch Ip. 43279:336-43260:079. 


1711240201 Requests review & commenls on restorstkv) repl on Willow Creek R50 -6711040201 "Environ Rept for Mofyeo/p, Inc York Plant." 

titled, "MalapafResources Co ATMifles Restoration Efforts & Results." by 871120. * Molycorp, Inc. (subs of Union Oil of California) 67/10/07 103 do 43279 337. 

HOGQ.S Wyoming. Slate ol. 87/11/03. MOONEY.Q .STROHMANJ., INGLE, S Wyo- 43280:079 

ming. State ol. Ip. 43445:304-43445 304 


DOCKET 40-6668 PUTEAU RESOURCES. LTD., GRAND JUNCTION, CO 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA. INC., CRAWFORD. 


9711230128 Responds to 870918 lU re Amend 3 lo License 8UA-1371. License Condi- 
tion 33E does not allow tor resampling lo confirm analytical results.Inclusion ol listed 
statement In License Condition 33E would solve subj problem. 

SAVIGNAC, N. Sattonac. N. 87/10/07. SMtTH.R.D. Uranium Recovery Field Ofc. B4. 
2pp. 43425:200^43426:204. 


6711030032 Discusses review ol Ferren Exploration Co quarterly repl for Crow Butte u 
preyed for Apr-June 1987.No significant changes or trends identifled.No further action 
required. 

OONZALE8,R O., HAWKIN&E.F. Uranium Flecoveiy Field Oto, R4. 87/09/24. LAenl- 
um Recovery Field Ofc, R4. 3pp. 43263:314-43263:319. 



DOCKETED ITEMS 5 


-S711030039 Discusses Ferret E^lorallon Co semiannual ALARA rept iw Crow Butte 
R&D project lor Jen*June 1967. Radiation protection program acceptable. ALARA con- 
cept being Incorporatd Inradlatlon safely program No action required. 

QONZALES.R a. HAWKINS, E F Uranium Recovery Field Ole, R<t. 87/09/24. Urar4- 
um Recovery Field Olo. R4. 3pp. 43263.317-43263:319. 

6711030204 Forwards results from 870626 split samples taken from Rve wells ol Well- 
field 2.0f 160 restoration valuos specified for five wells. 168 have boon moLUlC permit 
application expected by end of Oct t6S7. 

COLLINGS.Sp. Ferret Exploration Company of Nebraska, irtc. 67/10/02. 
RINGENBERQ.J. Nebraska, stele of. 8pp. 43264;n7-432e4;124. 

8711160227 Informs that Ferrei Nebraska had break In pitless adaptor unit on Injoclion 
Well PT-13 on 671007. Break In pitloss resulted In estimated spill of leas than 20 gal- 
lons of Mectlon waler.Top of pitlees unit repaired 

KNODE.H. Ferrol Exploration Company of Nebraska, Inc. B7/t0/i3. GONZAIES.R. 
Uranium Recovery Field Ole, R4. Ip. 43360;343-4336d.343. 

6711030022 Advises of issuance of Amend 16 to License SUA- 144 1 .revising CotxfHforts 
18 & 21 , requiring licensee to maintain min freeboard & sufllclertt reserve 
capacIty.respecUveTy. 

SMITH, R 0. Urenlum Recovery Field Ofo, R4. 87/10/18. Forrol Exploration Company 
ol Nebraska. Inc. 2pp. 432e4:102-43264;1 16. 

-6711030026 Amend 16 to License SUA-1441 lor Ferret Exploration Co of 
Nebraska, Inc.auihorlzing possession & use of 18,180 kg natural U for in s'rtu U minmo 
& U recovery from pregnant lixivlant at listed location. 

SMITH.R.D. Uranium Recovery Field Ofe, R4. 87/10/19. dpp. 432e4;l04-43264-iie 

6711030057 Recommends that License SUA-144t be amended to chango CortdlUorxs 
t8 & 20 as llstod based on review of llconsee 870018,27 & 09-21 submittals re reduc- 
tion in freeboard requiremeni. 

GONZALES.r o. Uranium Recovery Field Olo, R4. 67/10/10. Uranium Recovary Field 
Ofc, R4. 4pp. 43264:282-43264:266. 

6711230003 Discusses licensee 661211 rapt ol calculated exposure of individual lo 
soluble U in excess of 10CFR20.103 weekly limits Actual overexposure did not 
oceur.LleensoQ look all appropriate aellona 8 no furtner action nocossary. 
GONZALES.fl.. OLSEN, f.. iMWKiNS.E F. Uranium Recovary Field Ole, R4. 87/10/ 
2t. Uranium Recovery Field Ole, F4. 3pp. 43416:043-43416'046 

671 1230052 Ack receipt ol 671013 Itr Informing of 871007 break In piliesa adaptor on 
injection Well PT-3.per License Condition 24 ol License SUA-144i.Ltconsoo ectiona 
cqnslderod proper & roaponsiva. 

HAWKINS, E F. Uranium Recovery Reid Ofc, R4. 67/10/29. Ferret Exploreiion Com- 
pany of Nebraska, Ino. ip. 43416;169-434I6:169. 


DOCKET 40-8867 EVEREST MINERALS CORP., CONVERSE COUNTY, WV 

8711030547 Application lor amend to Uconso SUA-i6ll.amending Licenao Condliiona 
38 re baaeiine water quails daia.providing reaulla ol aand mining unit h^oiogic tost 
& methods lor production i injection well rntegrlty tosting.Foe paid. 

MORZENTi.SP. Everest Minerals Corp. 67/10/07. OLSEN, T.T. Uranium Recovery 
Field Ofc. R4 4pp. 43258 292-43266:295 

8711160266 Application lor amend to License SUA- 1 51 1. revising License ConckUon 39 
re requirement lo perform & document aquiler pump (eel & deioiing Fart 8 eince eetis- 
lled by 671067 submittal ol hydrologic lostlng proposal. 

MORZENTI.S P. Evorest Minerals Corp. 67/10/^16. OLSEN, T.T. Uranium Recovery 
Field Ole, R4. Ip. 43370:149-43370;149 

8711230093 Forwards baseline vogelallon study lor Highland U ProjecL per Spedei 
Permit Condition S.W/o end. 

MQRZENTI.S.P. Everest Minerals Corp. 87/ 1 1 /02. SPEARS, R. Wyoming, Stale ol. Ip. 
43425:357-43426:357, 


DOCKET 40-6902 ANACONDA CO., GRANTS, NM 

6711060276 Informs lhat when NRC rules re protection ol groundwater et acUve mine 
become ellecUve.NRC will expect application from licensee requesting emend to li- 
cense to incorporate essential features ol delectlon monitoring sys. 

SMITH.R.D. Uranium Recovery Field Ole, R4. 87/00/16 BERQSTROM.P. Anaconda 
Co. (div. ol Atlantic Richfield Co.). 3pp. 43310:0ie-439t0:018. 

6711160274 NoUiles that Anaconda Co has alerted geotechnical lest cover over laHngs 
slime area at Bluawaler mill site M Bollenbecher represenis subcontractor Dames & 
Moore re radiatior} prolecMon.Prof profile end. 

PATEL, N. Atlenlic Richfield Co. (ARCO). 87/10/07. ROSE.H. Uranium Recovery FleW 
Ole, R4. 3pp 43370:096 43370:097. 


DOCKET 40-8»0a HOMESTAKE MINING CO., GRANTS, NM 

8711060267 Informs lhat application for amend to llcense.incorporatlng essenlief lee- 
lures ol deieotlon monitoring sys, will be necessary when mods ■ to 
10CFR40.lncorpora(ing EPA requlremenls, Issued. 

SMITH,fl D. Uranium Recovery Reid Olo. R4 87/09/18, KENNEDV.E. Homeslake 
Mining Co. 3pp. 43310:357-43310:359. 

6711030014 Discusses review of semiannual environ monitoring date (or Homeslake 
Minlrig Co for First Hall 1987.Conclude8 lower limit of detection appropriate. 
HEY^.R.S., PETTENGILL.H.J. Urenlum Recovery Field Ofo, R4. 87/10/16. Urartkim 
Recovery Field Ofc, R4. 3pp. 432^:094-43264:09^ 


DOCKET 40-6904 BP AMERICA. INC./L-BAR URANIUM FACILITY, SALT LAKE 

6711030012 Approves renewal of DIecharge Plan OP-150 for L-Ber U tailinge 
facillty.Approval sub) lo listed conditions. Including Installation ol addi monitoring wells 
no later than 871231. 

MiTZELPELT.R. New Mexico. Slate ol. 87/10/02. 8CHURTZ.Q.0. Kennecott Corp. 
Spp. 43262:214-43262:216. 


8711030107 Roquosis wholhor NRC wishes licensee to Incorporate groundwater plan 
r»dew m "now plan" d.scussed at 670730 meeting covering various la lings-relaled 
aspects ol L-8ar reclamation plan. 

ANOREWS.n.K. Konnecoll Corp. 87/10/02. PFTTINGILL.H.J. Uranium Recovery Raid 
Ofc. R4. 2pp. 43264:090-43264:091. 

871 1030086 Rounds to recipient questions & concerns re Kennecott L-Bar u m II site 
& darilies NRC position re mill reclamation & decommissioning. New reclamation plan 
not required. Facil.fy volunlanly submitting revised plan. 

HAWWNS.E.F, Uranium Recovery Field Ofc, R4. 87/10/09. CHESTNUT,P.C. Chest- 
nut. P C. 3pp. 43264 050-43264 052 

8711160301 Forwards moislure conlonta, radon emanation coefficients 6 radium con 
Ionia on L-Bar la lmgs samples & chemical analyses of lallings salt samples, per 
870730 moating w/NRC. 

ANOn£WS.n.iC Kennecott Corp. 87/10/12. PETTENGILL.H J. Uranium Recovery 
Flew Ofc. R4. 12pp 43370 023-43370 034. 

6711160311 Provides results ol first pond vol runs,8liowng vol decrease over Iasi seven 
monihs.Work continuing on compulor water budget model le renewal ol Discharge 
Plan OP-ISO floponing ol water budget results expected by end ol month. 
SCHURTZ.Q.D. Konnecoll Corp B7/10/15 LEWIS.Q. New Mexico, Slate ol. ip 
43370098-43370:098. 

6711170062 Fonvards lirsl 1987 somiannual groundwaler monitoring rept lor L-Bar U 
Mfne.w/o encl. 

SCHUHTZ,Q.D. Kennacoll Corp. 87/10/16. LEWIS.Q. New Moxico, Slaie ol. ip 
43375«6|.43376:061. 

6711030129 Forwards analyt csl results from NRC water samples taken from tailings im- 
poimdmont to vailly potential oxistenco ol (amilios of hazardous constituents Oala 
may bo used lo determine existence ol hazardous ground watoi conslituents. 
IIAWKINS.E.F. Uranium Recovery Field Ole, n4. 87/10/21. Kennecott Coro 13 dd 
43263 127-43263:136 

6711230141 Forwards correspondence re Konnecoll L-Bar mllsHo per agreement w/ 
Coboiieia Lend Gram. 

GflACE.S, Uranium Recovery Field Ofc. fl4. 07/10/29. HOMCRO.E. Cobollola NM 
Ip 43428:145-43428.174. 

6711160001 Application lor amend lo License SUA'l472,changlno licensee lo BP Amer- 
ica & amonding License Conditions 27 & 20.Fee pa'd. 

GRISAK.Q.E. INTERA Technologies, Inc, 87/11/03. PETTENGILLpH. NRC • No Do- 
laifcd AINIatlon Given. 2pp. 43395 038-43395.041. 

-6711190004 idenhlies site coniracior lor L-Bar project es INTERA Technoioaios & au- 
Ihorizes INTERA lo piovido direct lepreeentslbn to NRC on behall ol SP America. 
LAGRAFF.M.B. BP America, Inc. 97/i 1/02. PEHENGILL.H. NRC • No Detailed Aflill- 
alien Given 2pp. 43395 040 43395.041. 

6711230204 Forwerds Inlets 871104 & 08 submittals re Kennecott L-Bar ml‘l8llo.per 
aivoemeni w/Ceboiieia Lend Orani.W/o ends 

OhaCE.S. Uranium Recovery Field Ofc, R4. 87/11/10. ROBINSON, P. Soulhwesl Re- 
search and iniormation Center. Ip. 43425:316-43426:316. 

6711230076 Advises ihei 87i 105 Bppllcanon lor amend to Licenso SUA-1472 reviewed 
by Urenlum Field Oic.App:icsiion ciassdied In Fee Category 2E. 

ORACE.S.R. NRC - No Deiaiied Allineilon Given. 67/11/12. HOLLOWAY, C.J. License 
Foe Mensgomenl Branch. Ip. 43426:152-43428:160. 

-871 1230066 Application lor amend to License SUA-1472, providing lot Phase II ground- 
waior hydrology inveaiigeiion for environ monitoring program Fee pald.W/pne oversize 
ligure. 

OniSAK.Q £. INTERA Technologies, Inc. 67/11/06. ORACE,S. Region 4, Ole ol Iho 
CHrecior. epp. 43420:153-43426:160 


DOCKET 40-8906 KERR-MCQEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
OK 


6711170022 Forwards "Update ol Groundwaler Monitoring ol Bedrock at Ambrosia 
Lake Faoiily," per 870707 meeting re Diachatge Plan DP-169. 

STAUTERJ.C. Oulvira Mining Co. 87/10/13. MORGAN,?. New Mexico. Slate ol. ip, 
43371:324.43372:150. 

-6711170034 "Update ol Groundwaler Monitoring ol Bedrock at Ambrosia Lake Faclli- 
w/lour ovoraize ends. 

ANUS.W J. Korr-McGoe Corp. 87/09/30. 200pp 43371:326 43372:160. 

9711090001 Informs that wher> NRC mods lo I0CFR4D re protecllon ol groundwaler 
becomes elfecllvo In 2-3 months.appllcation lor amend lo license lo reflect mods will 
be rmM-'red from llcensoe. 

SMITH,RD. Uranium Recovery Field Ole, R4. 87/09/16. STAUTER.J.C. Oulvira 
MMng Co. Spp. 43315:092-43315:094. 

6711090053 Recommends Issuance ol Amend 4 to License SUA-t473, Incorporating ra- 
diation safety program.deleting Condriion 18 & revising Conditions 10,21 & 27. 
QARC1A,P.J., PETTENGILL.H.J. Uranium Recovery Field Ofc, R4. 87/09/17. Uranium 
Recovery Field Ofc. R4. 14pp. 43324:012-43324:025. 

6711060210 Recommends lhat License SUA-1473 be amended lo authorize processing 
o( calcium tiuorlde sludge from Gore lacility by moditying License Condition 31 to read 
as aialed.per licensee 670606 request. 

HEYEB.R.S.. PEnENGILUH.J. Uranium Recovery Field Olo, R4. 87/09/18. Uranium 
Recovery Field Ofc, R4. 4pp. 43310:339-43310.342. 

6711090070 Amends License SUA-1473 by deleting Condition 16 & revising Conditions 
t(L2l & 27 re U ore processing 6 Implementalion of Interim stabilization program lor 
laiirxgs areas.Amend 4 to license encl. 

SMini.H.D. Uranium Recovery Reid Olc. R4. 87/09/18. STAUTER.J.C. Oulvira 
Mining Co. 3pp. 43324:O28-43324;042. 

-6711090081 Amend 4 lo License 8UA-1473 lor Oulvira Mining Co, authorizing use ol 
U In Ambrosia Lake tacllily & Implemenlation ol Interim slablllzatlon program tor tail- 
ings areas. 

SMITH.R.D. Uranium Recovery Field Olc. R4. 87/09/18. iOpp. 43324:029-43324:042. 
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3711050246 Forwards revised pages to Section 7.App A to Amtiros'a Lako Mia Tai'lnqs 
stabilization ropt for >NF1C appioval.per 870601 meeting R Gonze'oa concerns re siab4- 
ity oJ iBllinQs A cover flddrassed Feo pa/d 

CLEVELAND JE. Quivfra Mnir.g Co, 87/09/21. GARCIA, P. Uranium Rocovary FioW 
Ofc. n4. Ip. 43299 270-43300 012. 

-6711050249 Remits fee lor 870921 request lor amend to tailings siabiiirailon ptanjier 
NRC 871009 Ur. 

STAU7ERJC. Ouma Mining Ca 07/10/26 WEISS.D NRC . No Dotaitoo AlUtatfon 
Given, ip 4329d.279-43299.279. 

-8711050256 Requests lee for 870921 application for amend to License SUA-I473.per 
tOCFR i70.31.ReV.sed pages to licensee tailings stabilization ropt oncl. 

WEISS.O. License Fee Management Branch. 67/10/09 CLEVELANO.J.E Ouiviia 
Mining Co. 90pp 43299.280-43300012. 

6711060205 Forwards Amend 5 to License SUA-1473, authorizing processing o1 calcium 
lluoiido generated during yollowcake purillcailon process at Soquoyah Fuels Coip 
Gore.OK lecility by moditying License Condition 3l. 

SMlTH.no. Uranium Recovory Field Ole, R4. 87/09/21. STAUTER.J.C. QuMia 
Mining Co. Ip. 43310327-43310337. 

-8711080221 Amend 5 to License SUA-t473 for Ouivlta M<nlng Co.modilying license 
Condition 31 to aulhorize processing of calcium tluoilde generated during yeilowcake 
punfloaticn process at Sequoyah Fuels Coro Gore.OK facility. 

SMITH, R 0. Uranium Recovory Field Ofc. R4. 87/09/21. 10pp. 43310.328-43310:337. 

8711160200 Informs thal renewal o( Discharge Plan OP'362 lor old slope leaching 
approved Approval does not relieve I'censee of liability In case of poButiot) of surface 
or groundvralor. 

MifZElFELT.R. Now Mexico, Stale ol. 87/10/15. CLEVELANO.J E. Ouivlra Mining 
Co. 3pp. 43370;139-43370.14I. 

8711030232 Discusses lovlew ol sem'annual environ monitoring rapt for Quivtta Mining 
Co Abrosia Lake Mill lor Second Hall 1686. suhmltied on 870227 Lower hmiis of de- 
led on appropriate & no further action deemed necessary. 

HtYEn.R.S.. PETTENGILL.H.J. Utan-um Recovery Field Olc. R4. 87/10/16 Uranium 
Recovery Field Ofc. n4. 3pp 43264:209-43284 2 1 1 . 

8711230170 Oiecusses closure of case on groundwater monitoring repia lor OuMta mil- 
s.ie submiliod lo Stale of NM & NRC for reiPow-Caae considered dosed 
QRACE.Sn.. HAWKiNS.E.P. Uranium Recovery Field Olc, R4. 87/10/30. Ucanhim 
Recovery Field Ofc. R4. ip. 43420 239-43428:239 

8711230060 Discusses semiannual environ moniiorlng repi for Ambrosia Lake Mill sub- 
mitted on S70827.Siaif review indicates that environ moniiorlng porfotmed per require* 
rriente of 1‘cense as Iranslerred Irom Stale of NM.No further action necesaary. 
OARClA,P.J.. PETTENQILL.H J. Uranium Recovery Field Ofc, R4. 87/1 1/04. Urantum 
Recovery Reid Olc, R4. 3pp. 43416:203'43416:205. 


DOCKET 40*8907 UNITED NUCLEAR CORP., SANTA FE. NM 

6711060196 Diocussea NRC proposed rule 10CFR40 Incorporating 6PA requirements 
contained in Subpatis 0 6 E ol 40CfRi92 concerning ground walor prqteclion-Rule 
will require detection monitoring Pfogram when specified by license. 

SMITH.RO. urenkun Recovefy Ofc, RA $7/09/16. y£LASOUEZ.J. Umied Nu- 
clear Corp. (auba. of UNC Resources, inc) 3pp 433i0.009-433i0.0it 

6710290090 Forwards lab results for water samples coiieeied dunng wk ol 870714. 
SHUEY.C. Southwest Hesoa'Cti and informadgn Center. 67/09n7. PET7ENGILL.H.. 
QARCIA.P. Uranium Recovery Field Ofc. R4. Ip. 43208:341-43206-346. 

-e7t0<]70337 "Lab Rosutls lor Water Samples Collected In July igs/.” 

' Southwest Reseeich and Inlormalion Center. 87/07/31, Spp 43206 342-43206-346. 

8711030310 Oiecusses review of United Nuclear Corp effluent monlioririg cept lor 
Cburchrock Mill for 870108-0701, submitted on 870e27.Rept does not appear to con- 
tain all environ monitoring data generated at site. 

HEYER R.S., PETTENGILUH J Uranium Recovory Field Olc. R4 87/10/16 Uranium 
Recovery Reid Olc, R4. 2pp. 43259:354-43259:355. 

8711170067 "EPA Comments on United Nuclear Corp Reclamation Pfan." W/ roleted 
enci 

• Environmonlal Protection Agency. 87/10/20. 2tpp. 43375:040*43378 060. 


OOCKET 40*8911 MOBIL ALTERNATIVE ENEROY, INC., BOULOER. CO 

671 1230403 Requests as^slance in arranging Informal meeting w/local CrownpokilNM 
of/icie/s lo review Mobil Mlnl/^ 6 MlUng Co U In situ leach project Meeting shoukf be 
scheduled for early Dec to prevent any undue delays. 

HAWKINS, E.F. Uranium Recovery Reid Ofc. R4. 87/10/29. ANALI-A.J. Interior. Oepl. 
ol, Bureau ol Indian AHalrs. 2pp. 43428:077-43428:078. 

8711240216 Provides some background info about Crownpolnl project as well as ro* 
quested map Background info consists of brochure prepared bv Mobil Off Corp on b> 
^lu leaching & introduclory pegas from discharge plan of project. 

REBUCK.E^. New Mexico, Stale of 67/1 1/03. BERBER.W. Inlerlor. Dept. of. Bureau 
of Indian Affairs. Spp. 43445:305-43445:307. 


DOCKET 40-8913 UNITEO NUCLEAR CORP., GALLUP, NM 

6711060265 Forwards.for review & agreement draff upgraded License SUA*1461.Li- 
canse will replace former License SUA-1082. Written response confirming total agree- 
ment or providing Suggested changes lor NRC lo consider requested by87092S. 
SMITH.fTd. uranium Recovery Field ac, R4. 87/09/10. V^SQUEZJ Untied Nu- 
clear dorp. (subs, of UNC Resources, fnc.). 6pp. 439T0.347-433t0.352. 


DOCKET 40-^914 ENERGY, DEPT. OF, SCOVILLE, 10 

6711030104 Summary ol 670915 meeting w/HecIa Mining Co In Oenver.CO re cleaiwp 
of alte.Company committed to submit proposed work plan, to Include listed Items, wHfin 
30 days from 8709l7.Usl of aitendeea ancl. 

HEYER, R.S. Uranium Recoveiy Reid Ofc. R4. 87/10/16. Uranium Recovery Field Ofc. 
R4. Spp. 43263:120*43263:122. 


DOCKET 40-8926 ALTAIR RESOURCES, INC., CASPER, WY 

87fll603(3 Advises thal on 671005 all source mall (yeilowcako) shppod from S'lo 
leaving 00 kg invontory.Advisemonl re continued lorwarclmg ol annual source mall In- 
ventory rapt requested 

CATCHPOLE.G.J. Allair Resources. Inc. 87/10/13. KONWlNSKl.G. Uranium Rocovery 
Field Olc. R4 Ip 43371:240-43371:240 

87ffT803t4 Summarizes 671007 tefcon re 871005 shipment of yullowcaka frxim projeci 
site Closeout rept coniainina Ihird quarter radiation data & prosent condit.on & status 
of facikN will replace ALARA audit lor Third Quarter 1987. 

CATCHTOLE,G.J. Altali Resources, Inc 87/10/13. KONWlNSKl.G Uranium Recovory 
Field Ofc. R4. ip 43371:239-43371:239 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

8711060014 Forwards application lor source matt ficense for Cruw Quito commercial 
(adkly.lncludtrw environ repl.Fea paid 

COLLING&Sk Fwroi Expio/alro/i Company ol Nebraska, inc 87/10/07. 
GONZAIES.H. Uranium Recovery Field Ofc, h 4. 2pp. 43297:028-43299 159. 

>•6711080025 Application lor source mail Itconso, authorizing operation of commorciet 
acala U in situ teach facility to produce U308 which will be sold as reactor luei-W/six 
ovotafze drawings 

COLLtNGS.S.P. Fewel Expkveiion Corjipany of Nebraska, Inc 07/10/07. 050pp. 
43297.030-43299:159. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency A fire prolecffen pfans 


6711030310 Forwards public version of revised pages lo Book 2 ol emergency proco- 
dures document.IncluOing App A, "Emergency Roster" & App B. "Con Ed Medical 
Oepi.Cortsuitants & Agencies.'' W/971029 release memo 

SEImaN.M. Consolidated Edison Co of New York. inc. 87/10/15. Document Conirol 
Branch fOocumenl Control Cask). 3pp 43245:249-43245:319. 


-8711030216 Public version ol revised pages to Book 2 ol omergency procouutoa 
documont.tnctudino App A, "Emergency Rosier " & App R. "Con Ed Med cal 
Oepi.Consuiiants & Agevicios " Revised Book i procedures also end. 

* Consolidaled E 0 « 0 n Co ol New York. me. 87/10/15 7tpo. 43245.240-43245.310- 

8711060111 Forwards "SuppI to Post-Exerciso Assassmeni, Version 2, 861110-1203 Ro- 
tnerjiei Exerdse ol Radiolgical Emergency Preparodnass Plans of 
Wesicbaster.Rockiend & Orange C^unues," including conocted tables 
KRiMM.R W. Fadorai Emergency Managemeni Agency 87/10/26. CONQEL.F.J. Olvi- 
aior> of RadiaUon Prpiaction & Emergency Pteparednoas (Post B704II). ip. 
43291-246-43292:039. 


-8711080007 "SuppI lo Post-Exerdso Assessment, Verdon 2,661110-1203 Homodial 
Exercise of Radiologicei Emergency Preparedness Plans of westchusior.Rockland & 
Orange Counties ” 

* Federal Emergency Marwoemcnl Agency. 87/09/16. iSipp 4329i-240'43298;030. 

8711130342 Ack receipt Of ulil 001208 Hr transmitting proposorl amend to plant physical 
secudty dan CommeniB on physical socurtly plan cnanees re miscollonoous amends 
& search requiromenis enci Response requested within 30 days. 

SIOSSON.MM Pio]oci Dlreclorate 1-1. 87/11/05. SELMAN.M. Consol deled Edison 
Co. of New York. inc. 4pp. 43380.179-43360.102. 


P. Operating license stage documenta A correspondence 

8711090153 Advises that ulil B71022 Hr, describing resulis ol investigation into anony- 
mous 871016 allegation re fimass for duty program, Including drug use among onsilo 
contractor personnd, reviewed No further action currontly needed. 

WEN^NGER.EC. Region I, Ofc ol the Director. 87/11/03. SELMAN.M. ConsoLdatod 
Ed«on Co Ot New York. Inc 2pp. 43313:309-43313 310 

8711100431 Generic LU 87-IS to all holders ol CPs for nuclear power plants ro polcy 
statement on daferrod planls.Svc llsl end. 

MIRAGLIAF J. Assoefale Director for Projects (Post 87041 1). 87/11/04 ConsoHdotod 
Edison Co. of New York. Inc. 46pp 43401001-43402.046. 


O. Inspection reports, IE Bulletins A correspondence 

8012170482 IE Bulletin 60-25, "Operating Problems W/Targot Rock Safoly- Rellol 
Vatves at BWRs." 

• Ofc ol Inspacilon A Enforcement, Director (020201-870413). 80/12/19- Consolidat- 
ed Edison Co of New York, Inc. 6pp 43226:201-43226:205. 

8305110473 IE Info Notice 83-39. "Failure of Sefety/Relief Valves to Open at BWRs - 
Interim Rept." 

JOROAN.E L. DIv of Emergency Preparedness A Engineering Responso.lE(8502l2- 
870413). 63/06/17. Consolidated Edison Co. ol New York, Inc. 2pp. 43226206- 
43226:207. 

8710230213 NRC Info Notice 87-055, "Portable Moisture/Denslly Gauges: Recent Incl- 
denta of Portable Gauges Being Stolen or Lost " Sve list end. 

CUNNINGHAM, R E. Division of Industrial A Medical Nuclear Safety (Post 670729). 
87/10/29. Consolidated Edison Co. ot New York, Inc. 89pp. 43324:139.43324:227. 

6710290234 NRC Info Notice 87-056. "Improper Hydraulic Control Unit Installation at 
BWn Plants." Sve Hal end. 

ROSSI, CE. Division of Operational Events Assessment (Post 670411). 67/11/04 
CtHisolfdated Edison Co. of New York, Inc. 1 12pp. 43324;228-43324'339. 



DOCKETED ITEMS 7 


711020017 NRC Info Notice 07-057, "Loss ol Emergency Boraliori Copalr^lity Duo to 
Nitrogen Gas Intrusion." Svc list end. 

ROSsi.C.E. Division of Operational Events Assessment (Post 870411). 67/11/06. 
Consol'daioO Edison Co. of Now York, fnc l I7pp. 43355 003-43355 i tO. 

7110S0040 NRC Compliance Bulleiln 87-003. ‘’Fastener Testing to Oolormino Con- 
formance W/Applicable Matl Specs " Svc list encl. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 07/11/06 
Consolidaiod Edison Co ol New York, Inc 1 16pp. 43397:142-43397:267. 

711090140 NRC Info Notice 87 050. "Continuous Commun'calions Following Emeioon- 
cy Notifications " Svc list end. 

ROSSI, C-E. Division ol Operational Events Assessment (Post 870411). 87/11/16. 
Consolidaiod Edison Co oi New York, inc Ii3pp 43404: 176-434O4-280 

71 1 120027 NRC Into Notice 87-059. ‘‘Potential RHR Pump Loss." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post B704II). 87/11/17. 
Consolidated Edison Co. of New York, Inc. I20pp. 43487:001-43487:121. 

711130008 Suppi 2 to NRC Info Notice 86-108, ‘‘DogradetiQn ol RCS Pressure Boutxl- 
ary Resulting From Boric Add Corrosion." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 87041 1). 87/11/10. 
Consolidaiod Edison Co. of New York, Inc. 1 19pp. 43444:195-43444:314. 


tOCKCT 60-S PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


I. Periodic operating reports & related correspondence 

711060258 Forwards annual oporatmg tepi lor Jul 1986 - June 1987, per Todt Spec 
e.6.1.lnduding changes oppiicohlo to lOCFRGO.SO. Thlily-socond annual progress ropi 
Included as suppi fnb. 

HOSLER.C.L. Pennsylvania State Untv., University Park, PA. 87/10/26 Oocumeni 
Control Branch (Oocumeni Control Oosh) ip. 43307:103 43307:100. 

-871 1060262 ‘‘Penn Slate Rroarealo Reactor, Annual Oporoling nepl,PY B6-67.‘' 

* Pennsylvania State (jniv.. University Park, PA. 07/06/30. 7pp 43307M04- 
43307:110. 

-6711060266 "Thlrly-Socond Annual Progress Rcpi.Penn Stole Qroareaio Rooclor.Jul 
1986- June 1987.'^' 

VOTH,M.H., TOTENBIGR.n.F. , FLINCHQAUQH.T, Pennsylvania Slate Univ.. Ufttvorerty 
Park. PA. 87/00/30. 72pp. 43307: 1 1 1.43307:190. 


Operator Erramfnallons 

711240340 Forwards revised roeusiiiicoiian program for Commission rnv>ow & approval 
per 10CFRS5-S9{c)Plan follows ANSI/ANS-l5 4'1977(N3e0).3ectlon 0.l(2)(a).whore 
biennial wriiton test used In lieu ol preplanned locturo series 
H0SLER,C.L. Pennsylvania Stole Univ., tJnIvOfSity Park. PA. 87/l0/3t. Oocumeni 
Control Branch (Document Control Dusk) 2pp. 43431-390-4343 1 304. 

'671 1340256 Rev to "Operator & Senior Operator nequolificailon Program " 

’ Pennsylvania Stato Univ., University Perk. PA. 07/10/21. 5pp. 43431:300- 
43431:304. 


lOCKET 60-6 BATTEUe MEMORIAL INSTITUTE RESEARCH REACTOR 


I. Inapectlon reports, IE Bulletins 6, correspondence 

711160172 Forwards Safety Inap Repis 60 006/67-03 0 70'0008/07 03 on 871010- 
23. No violations Identified. 

SHAFER.W.D. Region 3, Ofc ol the Director. 87/11/10. MADIA.W.J. Botloiio Momonal 
Insdtute. 2pp. 43368:262-43368.269 

-8711160168 Health & Safely Insp Ropls 60 006/67-03 & 70-0008/07-03 on 871019- 
23.No noncompliances nolod Major aroas Inspected: nucloar cnlice'lly sofoly,rsdie*>on 
prolectlon, spent fuel handling & mgi & oiganirellon conlrol. 

FRANCE.QM, GREGER.L.R Region 3, Ole ol Iho Ditoclor. 87/11/00. 6pp. 
43366:264-43368:269. 


lOCKET 60-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


. Security, medical, emergency A lire protecllon plana 

711000236 Rev 2 to Emergency Plan Implemenling Procedure EPIP 300-18. "Oolormi- 
nation ol Eirtent oi Core Damage Under Acddonl Conditions." W/rovisod kidox. 

• Commonweallh Edison Co. 87/10/30. 21pp. 43300:287-43308:307. 

711130003 Rev I to Procedure EPIP 200-8, "Operation During Earthquake Condrtions 
(Primary Responsibility • Operations Diroclor)." 

‘ Commonwealth Edison Co. 87/10/31. 7pp. 43350:162-43360:168. 

711100109 Forwards requosl lor addl info ro 661126 application lor amend fo physical 
security plan In response lo miscellaneous amends & search requIremonis.ReQuosls 
response wllhin 60 days of receipt ol Itr. 

GROTENHUIS.M. Project Dirocloralo 111-2. ERICKSON, P.O. Standardlratlon & Non- 
Power Reactor Prolocl Directorate. 87/11/02. BUTTERFIELD, L. Commonweallh 
Edison Co. 4pp. 43340.030-43340:033. 

711300269 Rev 6 to Emergency Plan Implementing Procedure EPiP 100 Cl. '‘Station 
Director (Checklist ot InlllarGonerating Station Emergency Plan Responsibilities)." 

• Commonwealth Edison Co 87/11/30. 12pp. 43465:093-43466 104. 


. Operating license stage documents & correspondence 

711100431 Generic Llr 87-15 lo all holdera of CPs lor nuclear power plants re policy 
slelement on deferred plants. Svc list end. 

MIRAGL1A.F.J. Associate Director for Projects (Post 670411). 87/11/04. Consolldaled 
Edison Co. ol New York, Inc. 46pp. 43402:001-43402:048. 


6711160198 Ack roce'pt of Allegation Rill e7-A 0l38 tn which allegor expressed con- 
cern re plant fuel pooLUtil requested to address ptocoduros or practices in place to 
assure Iniegnty of fuel racks In fuel poo! & concrete atruciuro. 

NOnEllUS.C.E. Region 3, Ofc ol Iho Drreclor 87/11/10 REED.C. Comrnonwoallh 
Edison Co. Ip 43366:236 43366:236. 


O. Inspecllon reports, IE Bulletins A correspondence 

8012170482 IE Bulieiin 60-25, "Oporating Problems W/Target Rock Safety- Relicl 
Valves at BWRa " 

* Oic of Inspection A Enforcemont, Director (820201-870413). 00/12/19. Consolidal- 
Od Edison Co of New York, Inc 5pp. 43226:201-43226 205. 

8905110473 IE Info Notice 03-30, ‘‘Failure ol Safoty/Roliof Valves Ip Open at BWRs ■ 
fmotim R^l." 

JOROAN.E.L Div of Emergoncy Proparodnoss A Engineering Rasponso.lE(6503l2- 
870413). 83/06/17. Consolidated Edisor^ Co. ol New York, Inc. 2pp. 43226.206- 
43226:207. 

8710230213 NRC Info Notice 07-055, "Portablo Moisiure/Denslly Gauges noccnl Inci- 
doms ot Porlsbio Gaines Being Stolen or Lost " Svc list encl. 

CUNNINGHAM.fl £ Division of Industrial A Mod col Nuclear Safely (Post 870729) 
67/10/29. Consi^Ufaled Edison Co. of New York, Inc. 89pp. 43324-139 43324.227. 

8710290234 NRC Info Notice 87-056, "Improper llydroulc Control Unit Insiallalon at 
6WR Plenis ' Svc list end 

ROSSI.C.E Oiviston of Operational Evonis Assessment (Post 070411). 87/11/04 
Consoikfaiod Edison Co. of New York, Inc 1 12pp 43324 220 43324.339. 

0711020017 NRC Into Notice 87-057, "Loss of Emergoncy Oorstion Capatulify Due to 
Niltonen Gas ininislon." Svc hel Oncl. 

ROSSi.CE Division ol (teorallonal Evonis Assessment (Post 870411). 67/11/06. 
ConsoHdatod Edison Co of Now York, Inc. 1l7pp. 43385 003-43355:110 

67I10S0040 NRC Compliance Bulleiln 87-002, "Fastener Tosing io Dsturmne Con- 
formance W/Apdicabia Mat) Spocs." Svc list encl. 

ROSSi.C-E. Division ol Operational Events Assessmenl (Post 070411). 87/11/06 
ConsolMaiod Edi^n Co. of Naw York, inc. I16pp 43397:142-43397 257 

8711090140 NRC Into Notice 87-050, "Continuous Communications Following Emorgon- 
or NoMicaiions." Svc i-st onci 

ROSSI.CE Division of Oporallonal Events Assossmont (Post B704I1). 87/lt/l6. 
Consolklaied Edison <^- of Now York, inc. 1i3pp. 43404:176-43404 200. 

8711120027 NRC Inlo Notice 87-059, "Poiemiai RHR Pump Loss" Svc list end. 
ROSSI.C.E. Division of Oporaiionsl Evonis Assessment (Post 870411). 87/11/17. 
Cor^idated Edison Co. ol Now York, Inc. 120pp. 43487:001-43407:121. 

8711130008 Suppi 2 lo NRC Inlo Noiico 68-108, "Osgrodailon ol RCS Pressure Bound- 
ary RosuiUng From Boric Add Coriosion." Svc list end. 

ROSSI.C.E. Olvlson ol Oporallonal Events Assossmont (Post 870411). 87/11/10. 
Consokdaied Ed-sonl^ of Now York. inc. I19pp. 43444:195-43444:314. 


n. Periodic operating reports A related corteapondencs 

8711880143 Fonvards biweekly sieiua rep) from resident slsH at uani for 871009-23. 
RiNO.M.A. Region 3.01c ol (he Director. 07/n/0l. NOnELlUS.C.E. Region 3, Ole of 
Iho OkOClOf. 4 k>. 43303:213-43303 216. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


F. Security, medical, emergency A tire proloelion plana 


8711090155 Ro^TomJs to violations notod in Insp Rept 60-020/66 01. Emergency plan 
A procerkite pages requiring mod to rolled aclion taken lo resolvQ Horn 84-01-02 
end. 

BERNAno.JA. CLARK.L. Nuclear Roaclor Laboratory. 87/11/05. Document Conlrol 
Branch (Oocuneni Control Deak) 7pp. 433 13:312-433 13316 


O. tnepecUon reports, IE Buliellni A correspondence 

87II090I55 Responds to violations notod In Insp Hept 60-020/06-01. Emergency plan 
8 procedure pages requiring mod lo rolled action taken to rosolvs Item 64-01-02 
oncL 

0ERNARO.J.A., CLARK.L. Nuclear Reactor Laboratory. 87/ 1 1 /05. Document Conlrol 
Branch (OcicumenI Conlrol Desk). 7pp 43313 312-43313:318. 


$• RepoNebie occurrences, LERa A refaied correspondence 

8711260203 RO 50-20/l987-2:on 87nt0,lmproper performance ot roedor reshtm re- 
sullod In excessive power rlse.Caused by operator ertor.Ooeralot suspended from all 
licensed duh'es pending further review of circumsiancos A aisciplinary measures. 
KWOK.K.&. 8ERNAR0.J.A.. CLARK.L. Nucloar Roacior Laboratory. B7/11/I9. Docu- 
meni Control Branch (Document Control Desk). 4pp. 43460:223-43460 228. 


DOCKET 50-22 WE8TINQHOUSE TEST REACTOR 


Q. Irspectiort reporta, lE Bulletins A correspondence 

8711100374 "Annual Insp ol Retired Westinghouse Teat Reactor lor 1987." W/671 104 

Nr. 

NAROIAJ- Westinghouse Electric Corp. 87/12/31. 7pp. 43343:322-43343:328. 


6711100374 "Annusi insp ol Relited Westinghouso Tosi Reactor for 1987." W/87tl04 
Hr. 

NARDI A J Wostinghouso Elecltic Corp 67/12/31. 7pp. 43343:322-43343.326. 


DOCKET SO-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIGA) 


I . nwyiuM i, ui tiie i owmmv 

ElecIricCo. 2pp. 43234:153-43234:190 

-8711020234 Insp Rept 50-029/87-06 on 870427 0720.No violallons noted. Three inad- 
equacies noted areas Inspecled llcensee action on previous findings, oporaiional 
safety verlficellon & radiological controls. 

ElSASSEfiJ. Region l, Ofc ol the Director. 87/10/23. 36pp. 43234:155 43234:190. 


Q. Inspacllon reports, fE SulleHns & corresportclence 

6711170209 Forwards Exam Repi S0-O27/OL-B7-01 on e7l006-07.Exam edminisfered 
to facil.ty member applying for reactor operator license to operate TRIGA Test Reac- 
tor laci'ilies. 

PATE.R.J. Reg'on S. Ofe of the Director. 67/11/02. WILSON, W.E. Washington State 
t/niv., Pu’/man, WA 2pp. 43385 028-43385 088. 

-8711170214 Exam RepI 50‘027/OL-67-Ot on e71006-07.ExBm resullsone reactor op- 
erator candidate failed both oral & wiiiten exams. 

MORRILL, P.J., ELIN,J.O. Region 5, OfC ol tho Director. 87/10/26. 49pp. 43385:030- 
43365 068. 


V. Operator Examlnalfons 

B711170209 Forwards Exam Repi 60 027/01-87-01 on 87l006‘07.Exam edministeted 
lo facility member applying tor reactor operator license to operate TRIGA Teal Reac- 
lot leciiities. 

PATE,R.J. Rogion S. Ofc ol the Director. 87/11/02. WILSON.W.E Washington Stare 
Univ . Pullman. WA 2pp. 43385:028-43385:068. 

-671 1 170214 Exam Rapt 50-027/OL'87-01 on 8710Q6-07.Exam lesultstone reactor op- 
erator candidate failed t>oih oral & written exams. 

MORRILL.P.J.. ELIN.J.0 Region 6, Ofc ol the Oirocior. 87/10/26. 49pp. 43365:030- 
43385.068. 


DOCKET 60-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency S fire protactian plana 

6711090346 Erreta 10 Change 15 lo emergency plan 
' Yankee Atomic Electric Co. 67/01/31. 2e9pp. 43245:320-43246:246. 


P. Operating license stage documanlt & correspondence 

6711020468 Forwards response lo 670723 requesl for addi into on performance testing 
& design of pressutfzet safety & relief valvea.per NLIR£G-0737.ltem fi.O.t.W/two 
Qversire drawings. 

PAPAN1C.Q. Yankee Atomic Eleclric Co. 67/10/27. FAIRTILE.M S. ProiecI Directorate 
1-3. 67pp. 43236.046-43236:102. 

8711020420 Forwards ovaiuaUon of open item re vapo' container column- to-sheli con- 
necUon for slmulianeous application of dead, ambient tnermai,LOCA pressure S temp 
& three dIrocUonsi NRC spectra loadi.per NRC 670716 redue8t.Connectfon adequate. 
PAPANIC.O. Yankee Atomic Efecinc Co. 67/ io/26. FAiflTlLS.M. Project Oirectorele I- 
3. 9pp. 43236:291-43236:299. 

8711030339 Partfaf response to FOIA request Forwards documents listed in App 
A Oocumenie also avaiUbie in POR 

ORiMSLEY.OH. OMsion of Rules & Records (Post 870413). 67/ii/02. CONNOR.L 
Doc-Search Assodaies. 2pp 43256:339-43256.021. 

-6606060100 Forwards petlormance Info lor C-6 supplied nuclear fuel lor CY65 on 
plant-by-pisnl baslsper NRC 860618 requestlnlo Irtciudes number ol fuel assemblies 
& fuel rods Irradiated S/or discharged S batch average burnups 
SCHERERAE- CombusUon Engineering. Inc. 66/06/01. 8ERLINQER.CH. Reedoc 
Systems Branch (PWR-A) Opp. 43256-347-43256:352. 

6711100071 Advises Ihet util commits lo Incorporate applicable components of safe 
shutdown sys Into Inservice tesUng program concurrent w/schedules lo selsmicauy 
upgrade plant through 1990 S to revise Secdon XI program tn I99f . 
f^ANl(i.Q. Yankee Atomic Electric Co. 87/ 1 1 /02. FAIRTILE.M.B. Profect Oireclorale 
1-3. fp. 43333:290-43333:290. 

871 1 100431 Generic Llr 67-15 lo all holders ol CPs lor nuclear power plants re poGcy 
sialemenl on deferred pfants Sve llsl end. 

MlRAOLIA,F.J. Assodsle Oireclor for Projeda (Posf 670411) 87/11/04. Consdldeted 
Edison Co. of New York, Inc. 46pp. 4340l00l-43402:046. 

8711170117 Submits evaluation ol potential fuelpellel tolerance devlallon for Cycle 18 
& 1 9 reload lueLDevlalion bounded by selected uncertainty ladors 6/or assurnpttons 
PAPANIC.O. Yankee Atomic Electric Co. 87/11/09. Document Control Branch (Docu- 
meni Control Desk) 2pp. 43361:022-43381:023. 

6711300144 Discusses melhodology for treating seismic anchor motions In eveluaUonoi 
Shutdown ays piping at plant lor NRC concurrence.per NUREG/CR-0Q96 6 SEP Topic 
ILI-6.Critefia will be revised & comrdiments will proceed umn concurrence. 
PAPANIC.O. Yankee Atomic Electric Co. 07/11/23. FAIRTILE.M Project Oiredorale I- 
3. 2pp. 43471:068-43471:066. 


Q. Inapeellon reports, IE Bullatirta & correspondence 


9710230213 NRC Info Notice 87-055, "Portable Molature/Oensity Gauges: Recent Inci- 
dents ol Portable Gauges Being Stolen or Lost " Sve list encl. 

CUNNINGHAM.R.E. Division ol Industrial & Medical Nuclear Safety (Post 870729). 
87/10/29. Consolidated Edison Co. ol New York, Inc. 89pp. 43324:139-43324:227. 

6710290234 NRC Into Notice 67-056, "Improper Hydraulic Control Unit Installation at 
8WR ^ants." Sve Hal end. 

ROSSI.C.E. Division of Operalional Events Assossmenf (Post 870411). 67/11/04. 
Consobdaied Edison Co. ol New York, Inc. 1 12pp. 43324:228-43324:339. 

6711020017 NRC Inlo Notice 87-057, "Loss of Emergency Borailon Capabilily Duo to 
NiPogon Gas intrusion." Sve Hsl encl. 

ROSSI.C.E Division ol Operational Events Assessment (Post 870411). 87/11/09. 
Consaidaled Edison Co of Now York. Inc. f f6pp. 43355:003-43353:1 19. 

6711050040 NRC Compliance Bulletin 87-002, ''Fastener Testing to Determine Con- 
formance W/Appllcab(e Mall Specs." Sve list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/11/06. 
Consolidated Edison Co. ol New York, Inc. 1 lepp. 43397;142-43397:257. 

97110M140 NRC Inlo Notice 87-058, "Continuous Communications Following Emergen- 
cy Nodllcalions." Sve llsl end 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 87/11/16. 
Consohdated Edison of New York, Inc. It 3pp. 43404:176-43404:288. 

6711120027 NRC Inlo Notice 87-059, ''Potenllal RHR Pump Loss." Svo list encl 
ROSSl.CE. Division ol Operalional Events Assessment (Post 870411). 87/11/17. 
ContoHdatad Edison Co. of New York. Inc. 120po. 43487:001-43487:121. 

6711130008 SuppI 2 IP NRC Info Nbllce 68-108, "Degradation of RCS Pressure Bound- 
ary Resulting From Boric Acid Corrosion." Sve list encl. 

ROSSI.C.E Division ol Operational Evenla Assessment (Post 870411). 87/11/19. 
Consolidaied Edison Co. of New York, Inc. 1 19pp. 43444:195'4g444;314. 


ft. Pariodle operating reports A related correspondence 


67 1 1 170249 Mohtniy operailr<g ropi for Ocl 1987.W/871 108 Ur. 

WHIPPlE.S., HEIDER.LH. Yankee Atomic Electric Co. 87/10/31. 6pp, 43384:217- 
43384:222. 


8. Raperlable occurrences, LERs 6 ralalad correspondence 

6711130217 PNO-ll-87-077:Chem'Nuc1e8i Sys.inc reported small liquid leak from laclllty 
tadwsste shipment whon parked el truck slop near Winchester, VA.Chem-Nuelser diB- 
paiched survey crew by aircraft Shipment will be leiurned to licensee. 

R)TTER.J. Region 2. Ofc ol the Director. 87/11/04. Ip. 43357:360-43357:360. 


DOCKET 50-59 TEXAS A6M UNIV. RESEARCH REACTOR 


P. Operating licenee etege documenie A correepondence 

67t>0204>3 Conlims lhat JL Pallet will easume poeiifon A dullee of section chief of 
Operator Licensing Section in ON ot Reactor Safely effecllve on 871026 to replace R 
Cooley. 

CALL^.LJ. Region 4. Ofc ol me Director. 87/10/26. PEDDICORD.K.L Texas ASM 
Univ., Collet Station. TX. 2pp. 43234:091-43234:092. 


DOCKET 60-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


0. inapeellon reports, IE Bulletins A correspondence 


•711020310 EN-97-09Q:on 87>028,no(ice Of vtotaflon A proposed Imposition ol cMf pen- 
^ In amount ol $2,600 will be Issued to licensee based on several 
viola(k)n8.lnciudlr)g failure to perform surveys to idenlity high radiation area. 

FLACK.E. LIEBEflMAN.J. Ole of Enforcemenl (Post 670413). 67/10/21. Id 
43236.033-43236 033. 

6711130331 Discusses Insp 60-062/87-03 on 670706-08 S 16-17 A forwards notice ot 
vfcXaUon A ImposiUon ol dvil penalty. 

GRACE,J.N. Region 2, Ofc ot the Director. 67/10/26. STARKE.E.A. Virginia Univ of 
Charlottesville, VA. 5pp. 43381:104-43361:1 1 1. 

-6711130360 Notice of violation A proposed imposition ol cMI penalty In amount of 
$2,500 Noncompiiance noted:licen8ee failed to make surveys necessary lo klentr^ 
high rsdlallon area In neutron radlograhpy faclllly A lo post signs property. 

’ n9(^on 2. Ofc ol the Director. 67/^l0/». 3pp. 43361:109-43361:111. 


8012170462 IE Bulletin 60-25, "Operating Problems W/Target Rock Safety- ReKet 
Valves at BWRs." 

* Ofo ol Inspection A Enforcement, Director (620201-670413). 80/12/19. ConsoMdet- 
ed Edison Co. of New York, Ino. 6pp. 43226:201-43226:205. 


A711300143 Forwards responses to notice of violation A proposed imposition of ohril 
mnalty Irom Insp Rept 50-062/87-03. Mitigation ol dv4l penalty to zero requested 
8TARKE,E A. Virginia, Univ. of, Charlottesville, VA. 87/11/18. Ofc of Enforcement 
(Post 6704 13). 2pp. 43487:293-43487:320. 


8306110473 IE Inlo Notice 83-39, "Failure of Safety/Relief Valves to Open at BWRs • 
Inlerim Rept." 

JORDAN, E.L ON of Emergency Pr^>aredne$s A Engineering Re8ponse.lE(8S02l2- 
870413). 63/06/17. Consolidaied Edison <io. of New York, Inc. 2pp. 43226:208- 
43228 :^ 7 . 


-8711300150 Responds lo NRC notice of violation A proposed Imposition of cMI penal- 
ty from Insp Rept 50-062/87-03.Correcllve actlon8:iicensee posted A controlled 
access lo interior ol blockhouse A special survey of area performed. 

MULOER.R.U., COPCUTT,B.G. Virginia, Univ. of Charlottesville, VA. 87/1 1/1 1. Olo of 
Ertforcemeni (Post 8704 13). 28pp. 43487:295-4^87:320. 


DOCKETED ITEMS 9 


DOCKET 60*72 UNIV. OF UTAH RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

6711020340 Informs thai.elfeclive 871025, JL Pellet will replace R Cooley as aocb'on 
chief ol Operator Licensing Section In Oiv of Reactor Safety. 

CALLANLJ Region 4, Oic of the Director. 87/10/26. BROPHY.JJ. Utah. Un'w. of. 
Salt Lake City. UT. 2pp. 43235;203-43235:204. 


0. Inspection reports, IE Bulletins & correspondence 

8711130287 Forwards Insp flepts 60-072/87-01 S 50'407/87'01 on B7fO0B-08 No vie* 
lallons or deviations noted. 

YANDELL.L A. Region 4. Ofc ol the Director. 87/1 t/IO. BROPHY.J.J. Utah. Unhr. of. 
Salt Lake City. UT. 2pp. 43357;001-43357;009. 

-671113028B Insp Repts 50 072/87-01 & 50 407/67-01 on 87l008 09.No violallons or 
deviations notad.Major areas Inspected; corrective actions re violatlona 6 doviatlona 
Identified in Insp Repts 60-072/86-01 & 60-407/86 01. 

CHANEY.H . MURRAY.0. Region 4, Ofc of the OlreciOf. 87/11/08. 7pp. 43357;003- 
43357:009. 


DOCKET 80*73 OENERAL ELECTRIC NUCLEAR TEST REACTOR 


0. Inspection reports, IE Bulletins & corrsspondance 

8711090220 Ack receipt of 871021 Hr Informing NRC of slaps taken to coireci violallons 
noted in Insp Rept 60-073/87-01. 

WENSLAWSKI.RA. Region 6. Ofc of the Clreclor. 87/11/02. OARMITZEL.RW Gon- 
eral Electric Co Ip 43313:207-43313:211 


DOCKET 60-83 UNIV. OF FLORIDA TRAINING REACTOR 


0. Inspection reporte, IE Bulleiins A correspondence 

8711190278 Forwards Insp Repl 60-063/67-04 on 871019 22.No vtolelnyis or devi- 
ations noted. 

HEROT.AR. Region 2, Ofc Ol ms Director. 87/11/13. TULENKO.J.S. Florida. Univ. ot. 
Qalnaavllle, FL 2pp. 43399:32e-43399;334. 

-8711190286 insp Rept 60083/67 04 on 87I019-22.N0 violations or devlaUons 
noled Major arsas in8paelad:bi6nniai insp of Clasa li rossarch reactors. 

BURNETT, P.T., JAPO- Region 2, Olo of the OIreclor. 67/11/10. 7pp. 43398:328- 
43396 334 


DOCKET 60*87 WE8TINOHOU6E CRITICAL EXPERIMENT 


F. Security, medical, emergency A fire proleollon plans 

6711230001 Forwards addi Into re heelth physica rasponslbllitles lor dismantling of 
lacility.per J Minna requost. 

SACKSCHEWSKY,fl. Westinghouae Electric Corp- 87/11/11. MrCHAELS.T.S. NRC * 
No Detailed Aflllialion Given. llpp. 43416:126-43416:136 


P. Operating licenae atage documenta A correepondenoe 

871 1230196 Fonwarda info re radiological status of mails A sources maintained ai nudo- 
ar lesi reactor lacility.per J Minns request- 

SACKSCHEWSKY.R. WesUnghouse Electric Corp. 87/11/03 MICHAELS.T-S- NRC • 
No Oolalled AlfiHstion Given. 17pp. 43433:071-43433:067. 


DOCKET 60*89 GENERAL ATOMIC CO. 


S. Reportable occurrenoaa, LERa A related correapondence 

8711300169 PNO-V-87*076;on 871123-24, two moderale earthquakes centered noar 
Westmoreland.CA occurred, triggering seismic alarms at San OnoftaUnusel event 
declared.Plant sys A components not adversely aflecled.Effecta on other focalions 
noted. 

JOHNSON.P., CILLIS,M.. WAQNER.W. Region 6, Ofo of the OIreclor. 67/11/24. 2pp. 
43486.264-43486:295. 


V. Operator Examinatlona 

8711100206 Informs lhat written senior operator licensing exams achedulod lor 
e71214.Facility mgl responsible for providing adequate space A lacilltres for exams 
"Requirements (or Adminlslratlon of Written Exams end. 

PATE.R J. Region 6. Ofo ol the Director. 87/11/03. ASMUSSEN.K. QA Tochnotog-'es. 
lno./Oeneral Atomlo Co. 3pp. 43335:045-43336:047. 


DOCKET 60-97 CORNELL UNIV. ZERO POWER REACTOR 


Q. Inapeotlon reports, IE Bulletins A correspondence 

6711040169 Forwards Safety Insp Repts 60-167/87-01 A 60-097/6701 on 670923- 
24.Requked annual exam of licenaed opeiatora not performed (dr one 
operator.Ucensee should review available administrative sys outside Ward Lab. 
WEN2iNQER,E.C. Region 1, Ofo of the Director. 87/10/29. 8TREETT.W.B. Cornell 
Univ.. Ithaca. NY. 3pp. 43269:167-43268:166. 


-8711040177 insp Repis 60-157/67-01 A 60-097/87-01 on e70923-24.Ma|or areas 
Inspected operation A records ol reactors. Problems continued re licensed operator re- 
qualificauon exams A annual operations audit Annual audit needed to be upgraded. 
M£Y£fl.G.W., PERRY, N.S, JOHNSON.J.R. Region 1. Olc ol the Director. 87/10/28. 
7pp. 43260:160-43289.166. 


V. Operator Examinations 

9711040189 Forwards Saloly Insp Repts 60-157/87-01 A 50-097/87-01 on 870923- 
24.Required annual exam of licensed oparatora not performed lor one 
operat^.Llcensse should review available admlmsl/alive sys outside Ward Lab. 
W£N2INQER,EC. Region 1. Olc ol ihe Diroclor. 87/10/29. STREEH.W.B. Cornell 
Unhr.. Ithaca, NY. 3pp. 43289:157-43289:166. 

-8711040177 Insp Repts 6O 157/07-O1 A 50-097/87-01 on 870923-24.Ma:or areas 
inspected.rvorallon A records of reaclora Problems continued re licensed operator re- 
quaitficaaon exams A annual operations audit Annuel audit needed to be upgraded. 
MEYEH.G.W., PERRY.N.S.. JOHNSON.J.R. Region I, Olc ol the Director. 87/10/28. 
7pp 43288.160-43289:166 


DOCKET 60-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


P. Operating license stage documents A correspondence 


871I0202S5 Informs that J Pslloi r^lacing R Cooley as Secilon Chief ol Operator li- 
censing Section in Div of Reacior Saloty, affective 871026. 

CALLAN.L.J. Region 4. Ofc of tha Director. 87/10/26. EGLE.D.M. Oklahoma. Univ. ol. 
Norman. OK. 2pp. 43234:213-43234:215. 

87II2S0809 Forwards updated Tech Specs for OU AON 2t1-P reacior per conversation 
w/NRCRoquesis that facility be exempt from 10CFRS0.S4 (R) since no critical oper- 
ations w4l bo allowed A exempt from mainlainrng requaUficailon program. 
JENSEN.CM Oklahoma, Univ. of, Norman, OK. B7/1f/ID. MiCHAELS,T. NRC • No 
Oeia4od Alfillaixiri Given. Ip. 43459.076-43459.0S6. 

-8711260011 Proposed Tech Specs for Reacior Model AGN-21 IP (S.N. 103). 

* Oklahoma. Univ. of. Norman. OK. 67/11/19. 11pp. 43459.076-43469.086. 


DOCKET 60*113 UNIV. OF ARIZONA RESEARCH REACTOR 


O. Inspection reports, IE BullsHns A corraspondsnea 

8711020351 Forwards Exam Rapt 60’fi3/OL-67-01 ol exam adminisiarad on 670922- 
24. 

PATE.R.J. Region 6. Olc ol iha Dirscior. 67/10/23. SEALE.R.L. Arisons. Univ. of, 
Tucson. A2 2pp. 43235:337-43236:020. 

-8711020361 Exam Rapt 60-ll3/OL'07-0l on 670922-24.Exam rasuilsilhrae reacior 
oporaiot cand dates passed both wdtion A oral axams One laacior operator candidate 
laiad wriuen.oxam A passad oral dxam.wriilen exam A answer Kay and. 
JOHNSTON.O W.. ELin.j.O. Region 6. Olc of the Director. 07/10/20. SOpp. 
43236:330-43236 020. 


V. Operator Examinations 

8711020361 Forwards Exam Rapi 60'1t3/OL-e7-01 ol exam administered on 670922- 
24. 

PATE.R.J. Region 6, Ofc ol the Director. 87/10/23. SEALE.R L. Arirona, Liniv. ol, 
Tucson. A?. 2pp. 43235:337-43236:028. 

-8711020381 Exam Ropi 50-113/01-87-01 on 870B22-24.Exam resull8:three reactor 
opetaior cendidaies passed both written A oral oxams.One reacior operator candidate 
tailed wdtton exam A passed oral exam.Wrilien exam A answer key end. 
JOHNSTON.O.W., eCiN.J.O. Region 6. Olc ol Ihe Director. 67/10/20. 60pp. 
43235.338-43238:026. 


DOCKET 60*123 UNIV. OF MISSOURI RESEARCH REACTOR*ROLLA 


O. Inspection reports, IE Bulletins A correspondence 

8711300271 Forwards Safety Insp Rspl 50-123/87-Ot on 871026-30 A notice of vlola- 
Uon. 

SHAFER.W.D. Region 3, Ofc of the Drrector. 87/11/24. WARNER.D. Missouri, UnW. 
Ol,Rol1a. Ma 3pp. 43471:082-43471:098. 

*•8711300273 Notice of violation from Insp on 87 1026-30. Violation noted: individuals 
rouffntfy bypass frIsKer station area when leaving bay area A occasionally eat.drlnk or 
amcAe in bay area 

»fAFEH,W.O. Region 3, Olc of the Director. 87/11/24, Ip. 43471:O05-43471:O05. 

-8711300278 Insp Repl 60-123/87-01 on B7l02e-30.Vfo1atlon8 noled.Major areas 
Inspecled’operaions.radiation protection A radwasle mo] program 
Inouding/ecorda.logs A organiratlon A licensee response lo selected IE Info notices. 
SLAWINSKI.WJ., QREGER.L.R. Region 3. Ofc of the Director. 87/11/23. 13pp. 
43471086-43471:096. 


V. Operator Examlnailona 

8711300271 Forwards Safety Insp Repl 60-123/87-01 cn 67t026-30 A notice of viola- 
tion. 

^AFER.W.D. Region 3. Olc of the Director. 87/11/24. WARNER.D. Missouri. Univ. 
ot, Rolla, MO. 3pp. 43471:0e2-4347i;096. 



-a?JM00276 insp fls'pi 50-I23/870J on B7)02B-30V>o'aiicns nolsilMalor areas 
inspccled oporations.odialion protection & radwasto mat ptoyram 
incrjdmg.records.iogs & organliation & licenseo (csponse to se'criod iti into nonces. 
SlAWiNSKI.WJ . GFtEGER.LR Region 3, Olc Of the DucciOf. 87/11/33 13pp. 
43471:068 431171.098 


DOCKET 50-138 TEXAS A&M UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

87(1030403 Confirms (dal JL Po'.'ei n.il assume aosit’cm & cfufies of section ctWel of 
Operator Licensing Secilo.n m Orv of Reactor Safety olioclive on 87 1033 to replace R 
Cro'ey 

CALlAn.LJ Region 4. Olc ot the O.recior. 87/10/28. fliCHARDSON.H.H Texas 
A&M Un,v., College Station, TX. 3pp 43237 Q3a-43237.0CIS. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


J. Insurance & Indemnity Information 


6711050055 Forwards Endorsement 35 to MAELU Pol Cy UF-103 & Endorsement 65 to 
NEUA PolcyNF 328 

LOCKE.R F. Pacific Gas & Eloctnc Co. 87/10/26. SALT3MAN.J. NRC - No Oolrulod 
Alfi'iallon Grvon. 3pp. 43303 03g‘43302 041. 


P. Operating license stage documenie & correspondence 


8711100431 Generic Ltr 87-15 IQ e'l holders of CPs lor nuclear power plenis to policy 
stalemoni on delerred plants Sve lisi end. 

UIRAGLIA.F.J Associate Oirecior lor Prolocts (Post 870411} 37/11/04 Consolidaiod 
Edisa.n Co. ol New York. Inc 4Epp. 43402 001-43402 046. 

6711230242 Forwards Rev 3 lo proposed Tech Specs for SAFSTOR Revs lolleci uiil 
870821 response lo NRC tequesl for addi info. 

SHIPPER, J.O. Pacific Qes & Electric Co 67/1 1/16. Oocumeni Control Branch (Docu- 
ment Control Desk). E3pp. 4343t:172'4343t;234. 


Q. Inspection reports, IE Oullellna & correspondence 


8012170462 IE Bulletin 80-25, "Oporalinu Problems W/Targoi Rock Safety- Reftel 
Valves at BWRs." 

' Olc of Inspection & Enforcement. Director (620201-870413}. 80/12/18. Consoiidai- 
ed Edisnn Co. ol New York, Inc. Spp. 43226 201-43226:205. 

8305110473 IE Info NoUce 83-39. "Failure of Saiety/Reiiei Valves to Open at BWRs - 
interim Rwi." 

JOROAN.E.L Olv of Emergency Prsoaredness & Eng'neering Res0onse.iE(e6O2l2- 
070413). 83/06/17. Consolidated Edison Co. ol New York, ine. 2pp. 43226:206- 
43228',207. 

6711060137 Forwards Insp Repi S0-I33/67-0S on 670928-1001 No v.olations noted. 
WENSLAWSKI.F.A. Region 6, Ofc of the Ouedor. 87/10/23. SHlFFER.JO. PacHic 
Gas & Electric Co. 2pp. 43303:204 -43303:212. 

'6711060144 Insp Repi 60-133/67-05 On e70926-l00l.No violations or deviations 
noted Major areas Inspeclod ecL'ons on previous insp nndlngs.rad'oiogrcai conlirmaiory 
messuremenla, radiOlpolcsl environ momtorfng & review of licensee lepts. 

HOOKER, C A , YUHAS.Q P. Region 5, Ofc of Ihe D.iectOf, 87/ 10/ 19 7pp. 43303-.206- 
43303 212. 


8710230213 NRC Info Notice 87-055, "Portable Molsture/Oensity Gauges: Recent Inci- 
dents ol Portable Gauges Being Stolen or Lost." Sve list end. 

CUNNINGHAM, R E. (Jwlslon ol Industrial & Medical Nuclear Safety (Post 6/0729). 
87/10/29. Consolidated Ed, son Co. of Now York, Inc 89pp 43324 139 43324-227. 

8710290234 NRC Info NoUce 67 056. "Improper Hydtaul.-c Conirol Unit insteilelion at 
8WH Plants." Sve list end. 

ROSSI, C.E. Division of Operational Events Assossmonl (Post 870411). 67/11/04. 
Consolidated Edison Co. of New York, Inc. 1 12pp. 43324:226-43324:339. 

8711020017 NRC Info Notice 87-057, "Loss of Emergency Boratlon CapabUtty Duo lo 
Nitrogen Gas Intrusion." Sve list end. 

ROSSI, C.E. Division of Cteeradonal Events Assessment (Post 670411). 87/11/06. 
Consolidated Edison Co. of New York, Inc. ll6pp. 43355:003-43355:119. 

8711050040 NRC Compliance BulleUn 67-002, "Fastener Testing to Determine Con- 
formance W/Appllcable Matt Specs.” Svo Hsl encl. 

ROSSl.C.E. Division of Operational Events Assessmenl (Poet 870411). 87/11/06. 
Consolidated Edison Co. of New York. Inc. tl6pp. 43397;142-43397:25/. 

8711090140 NRC Info NoUce 87-058, "Continuous Communications Fallowing Emergen- 
cy NoUficatlons." Sve list end. 

ROSSl.C.E. Division p( Operational Events Assessmenl (Posl 870411). 87/11/16. 
Consolideled Edison Co. of New York, Inc. 113pp. 43404:1/6-43404:288. 

8711120027 NRC Info Notice 87-059, "PolenUd RHR Pump Loss." Sve list end. 
ROSSl.C.E. Division of Operational Events Assessmenl (Post 670411). 87/11/17. 
Consolldaled Edison Co. of New York, Inc. 120pp. 43487:001-43487:121. 

8711130008 Suppi 2 lo NRC Info NoUce 86-108, "Degradation of RCS Pressure Bound- 
aiy Resulting From Boric Acid Corrosion." Sve list encl. 

ROSSl.C.E. OMsion of Operational Events Assessmenl (Posl 670411). 87/11/19. 
Consolidaled Edison Co. of New York, Inc. tl9pp. 43444:195-43444:314. 


DOCKET 50*146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


H. General correspondence 

B711300060 Lists concerns ro (tismanilng ot facility Presoni fonco wi'l allow larger ro- 
siricted area when time comes for dismsnli rg. 

ELDER.J.I1 Concerned Citizens (or SNEC Safety 67/tl/l0. ADAMS.A NRC • No 
OdalGd All/iat-'on Givun 3pp. 43473 117-43473 1 19 


S. Reportable occurrences, LERs & related correspondence 

6711160150 RO.on 670915, during third qua’lcrly Insp ol 1987, collection ol water In con- 
lanmani vessol sump noted. Caused by condensutlon from inside containinent 
vessel Pododic moniinnng.removel & d.sposai ol water planned 
KEWARO.R.W. Saxton Nuclear Exponmeniai Corp 87/11/06. Oocumoni ConlroS 
Branch (Oocurnent Cnnirol Desk). 3pp. 43366:210 43308:220. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


f. Security, medlcaf, emergency & (Ire protection plans 

8Trf3iIl}0S9 Forwards Safely (nsp Repi 50-150/87-04 on 8/1102-OS.No vio'ailons 
noted 

SHAFEfl,W.O Region 3. Ofc Ol Iho DifOClPr. 87/11/20. TZAGOURNIS.M Ohio Sielo 
Univ . Columbus. (JH ?pp 43469:333 43469 346 

-8711300072 Insp Repi 60-150/87-04 on 671102-05 No violations noted. Major areas 
Irtapocied records, logs, otganlzaiion.reviaw & audit functions, roqualihcaiion 

irefrvng.piocoduras. surveillance & maint, emergency planning S dovlotions. 
HIOGWAY.KR, GiLL.C.F., GREGER.LR Reolnn 3, Ofc of Ihe Oirecior 87/11/19 
I2pp 43460335-43469 346 


Q. Inspection reports. IE Bultailns & correspondence 

8711020414 Forwards Exam Ropi 50-150/OLS-87 01 of oxam adminislorod on 871007- 
08. 

HEHL.C.W. Region 3. Olc ol the Director. 67/10/27. TZAQOlJflNIS.M Ohio Siaio 
Univ.. Colun^us, OH. 2pp. 43238-312-43236 360, 

-6711020421 Exam Repi 50-150/OLS-87-01 on B7lO07-0O.Ex8m results: two reactor 
operator candidates passed. 

HARE.e A.. 8UROlCk.T.M. Region 3, OIC Of the Oliector. 87/10/22. 46pp. 43236'314- 
43236 360 

6711300059 Forwards Saiaty Insp Ropi 50-150/67-04 on e71102-0S.No violailone 
nolod 

SHAFER.W.O. Region 3. Olc ol the Dnedor. 87/ 1 1 /20. TZAQOURNIS.M. Ohio Gleio 
Univ.. Cofumbus. OH 2pp. 43469.333-43469:346. 

-8711300072 Insp Rept 50-150/87-04 on 871 i02-05.No violations noied. Major areas 
inspocio(lrecord$.togs.orgenizalion,rcviow & audil lunctlone.roqualiflcallon 
iiafnmg.proceduies. surveii'ance S malnLemoigency planning & devlallons. 
RiOGWAY.KR.. GiLL.C.F , cnECER.L R Region 3, Olc o" tno Dirocloi. 67/11/10. 
12pp. 43400 335 43469 346. 


V. Operator Examineilons 

6711020414 forwards Exam Ropt S0-160/OLS-87-01 of exam admlnlsierod on 871007- 
08. 

HCHL.C.W- Region 3, Olc of the Dlrectof. 67/10/27, TZAQOURNIS.M, Ohio Slato 
Unw.. Columbus. Oil. 2pp. 43236:312-43238:360. 

-8711020421 Exam Ropt 60-160/OL3-87-01 on B7l007-08.ExBm rasulie: two reactor 
oporalor candidates pessed. 

HARE.E-A., BLfRDICK.T.M. Region 3. Ofc of iha Oirecior. 87/10/22. 46pp. 43238:314- 
43236 300. 

0711300069 Forwards Salely Insp Repi S0-t50/B7-O4 on B7tt02-0S.No violations 
noted. 

SHAFEB.W O RoQlon 3. Ofc Of the Diroclor. 67/ 1 1 /20. TZAQOURNIS.M. Ohio Sleto 
Unfv.. Columbus. OH. 2pp. 43459.333-43469:346. 

-8711300072 Insp Rept 6O-16O/07-O4 on 87n02-05.No violations noted. Major areas 
Inspocied.records.togs.organlratlon.revlew & audit functions, requalificatlon 

Irafntng.procadures, survmllance & malnl.emergency planning & deviations. 
BIOGWAY.K.fl., GILLpC.F., GREGER.L.R. Region 3, Ofc of the Director 87/11/19 
I2pp. 43469.335-43469.346. 


DOCKET 60-155 BIO ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plana 

871116010S Forwards Salety Insp Rept 60-165/87-23 on 87O0O9-lO19.No violations 
noted. 

OULOeMOND.W.Q. Region 3. Olc ol ihe Oirecior. 87/10/29. BUCKMAN.FW. Con- 
sumers Power Co 2pp. 43386:059-43366:068 

-6711160109 Insp Repi 50-155/67-23 on 870829-l019.No violations noted. Major 
areas lnspacleQ.liconsee actions on previous insp findings, operational safety melnl & 
eurveWance (»erallons, emergency preoaredne9s,LER8 & security. 

JACKIW.iN. Region 3, Ofc of the Dfreclor. 87/10/29. Spp. 43366:061-43366.068. 

8711060274 Forwards Special Allegation Review Insp Rept 60-166/87-24 on 870519- 
l014.No violations fdenllfiad. 

HINO.J.A. Region 3, Olc of the Director. 87/10/30. BUCKMAN.F.W. Consumers 
Power Co. 4pp. 43303:1 14-43303:1 17. 



DOCKETED ITEMS 11 


•871t060279 Special Allegation Review Insp Rept 50'l55/67-24 on 070518- 1014.No 
violations noledMaior areas lnspected:namBd individual allogodly convicted ol pos- 
session ol controlled substanco.DotaHs withheld (ref 10CFR73.21). 

PIRTLE.G.L Region 3, Ofc ot the Director. 87/10/30. 2pp. 43303:116-43303:117. 


8711090029 Fonivards response to 870027 request lot addi Info re Rev 13 to security 
plan.EncIvrllhheld (tel 10CFfl73.21). 

FRISCH RR Consumors Power Co 87/11/02. Document Control Branch (Oocumon! 
Control Desk), ip. 43315;018-43315.018. 


8711110113 Forwards comments on util 861202 proposed amend to plant physical se- 
curity plan for response within 30 days AddI Info 4 rev8 required prior to NRC approv- 
bI 

HALL JR Proloct Dlroctoraio lil-1. 87/11/05. BERRY.X.W. Consumers Povroi Co. 
4pp. 43347:336-43347:339. 

6711240170 Revised omorgoncy plan Implomontlng procedures, Including Rov 09 to 
EPIP-4G, "On-Call Dose Assessor." Rev 99 to EPIP-4J, "Technical Support Ctt/Oper- 
ations Support Clf Data Recorders’’ 4 Rov 99 to EPIP-4P. "Emeroency Operations. 
HOBE.M.A. Consumers Power Co. 87/11/10. 16pp. 43432.021-43432:035. 


8711200248 Forwards FEMA 871019 Hr 4 associated enerciae evaluations re oliaiie 
portion ol plant emergency preparedness exercise on a70407.No detidoncles 
noted Areas requiring corrective actions noted on county level. 

SHAFERWD Region 3. Ole of the Director. 87/11/17. SUCKMAN.F.W. Consumers 
Power Co. 2pp. 43417:045-43417:046. 


-8710230331 Requests that end memo 4 FEMA ropl to plant exorcise be forwarded 10 
licensee No dericlencles nolod.Ateaa requiring corrective acllons on county level ob- 
served & approved schedule ot corrective actions included In ropl.W/o rept. 
MATTHE\\^OB Emergency Preparedness Branch. 87/10/19. HIND.JA, Region 3. 
Ofc of the Director. Ip. 43417:047-43417:101, 


871130006S Forwards Enforcomonl Conference Repl 50-165/87.27 on 671021. 

HIND J A Region 3, Ole of the Director. 87/11/20 BUCKMAN.F.W. Consumota 
Power Co. ip. 43470.070-43470:073. 


-8711300071 Enlorcomenl Conlerence Repl 60-l55/fl7-27 on 871021. Me|or areas 
discussed enforcemanl options pertaining lo apparent violation of licensee security 

E lan re vital area physical barrier. 

IAOEDAT.J. MALLETT.Q.S. Region 3, Ole Of the Osoctoi. 87/11/20. 3pp. 
43470;071.43470.073. 


P. Operating llcenaa stage documenta 4 eerreapondence 

6711030456 Forwards Rev 6 lo "QA Program Oascriptlon tor Oporeilonel Nudoar 
Power Plants" & lists of affected pages a change matrices for Revs 6 4 7 of OA 
piogram description 

FRISCH R R. Consumers Power Co. 87/10/30. Document Control Branch (Document 
Control Desk). 25pp. 43260.038-43250:180. 

-8711030464 Rev 4 10 "OA Program Ooscripiion (or Operational Nuclear Power 

MOOORMICK.W.T., RBYNOLDS.J.W.. HOWELL, S.H. Consumers Power Co. 87/06/ 
26. eOpp. 43250.083-43260:160. 

8711100431 Genorlc Ltr 87-16 to all holders ol CPs lor nudoar power plants ro pokey 
siaiemeni on deferred plants. Sve list end. 

MiRAQLiA F j Associate Director for Projecls (Post 8704 1 1 ). 87/ 1 1 /Q4. Consoifdaled 
Edison Co. of New York, Inc. 46pp. 43402:001 -43402.046. 

8711160164 Forwards application for amend to License OPR-o.changing Tech Specs 
edmlnislrailvely lo rcMecl features 4 lermlnolopy used w/now out-of-core power ronge 
nuclear Instrumonlallon Licensing lopical repis end Fee paid. 

BERHY.K.W. Consumors Power Co. 87/11/00. Document Control Branch (Oocumonl 
Confrol Desk), ip. 43366:081-43366:108. 

-8711160196 Application (or amend to License DPR-6,changlng Tech Specs admlnls- 
iratively lo relied features 4 terminology used w/ new oul-ol-core power range nudo- 
at Inslrumentalion. 

BUCKMAN.F.W. Consumors Power Co. 07/11/09. 6pp. 43306:002-43366-067. 

-8711160224 Proposed Tech Spec Figure 6.1 4 Secllona 6.1,6 2,6.3 & 7.3. making ad- 
ministrative changes to reflect fealuros 4 lermlnology used w/now oul-of-core power 
range nuclear instrumentation. Power range monllor sys description ond. 

‘ Consumers Power Co. 67/11/09. l8pp. 433e8:088-4336e'.102. 

-8711180246 "Nuclear Measuremenl Analysis 4 Control Logarfthmio Radiation Monllor 
(NUMAC-LRMI," licensing lopical repl. 

R6IGEL.D W.. flOBARE.D J. General Eleclrlc Co. NEOO-30883-A 07/01/31. 62pp 
43366:103-43366:164. 

-8711160260 "Nuclear Measurement Analysis 4 Control DC Wide Range Monllor 
(NUMAC-DCWRW." licensing summary. 

RElQEL.O.W., ROBARE.D.J. General Elecirlo Co. N60O-31399. 87/04/30. 34pp. 
43366:165-43368:198. 

6711190325 Submits results ol ulil review of EPRI BWR chemistry guidelines (or appU- 
cebillty to plant.Listed lables In Chapter 3 will be Incorporated into plant procedures 
during next applicability review cycle. 

FRISCH, R R. Consumers Power Co. 87/11/16. Document Conlrol Branch (DocumenI 
Control Desk). 3pp. 43401:333-43401:335. 


8710230213 NRC Info Nelice 67-055, "Portsble Moisturo/Denslty Gauges: Recent Inci- 
denls ol Podado Gauges Being Stolon or Lost." Sve list end. 

CUNNlNGH/Ui4.R.E. (PMslon ot Industrial 4 Medical Nuclear Saloty (Post 870729). 
B7/I0/29. Consolidated Edison Co. of New York, Inc. eopp. 43324:139-43324:227. 

8711180106 Fonvards Saloty Insp Rept 50-165/67-23 on 870609-1019.No violations 
noied 

GULDEMONO.W.G. Region 3, Ofc of the Director. 87/10/29. BUCKMAN.F.W. Con- 
sumers Power Co 2pp. 43366:059-43386:068 

-B7H180109 Insp Repl 60-165/87-23 On 870829-l0l9.No violations noted. Major 
aroas Inspeded.iiconses actions on previous insp findmgs.operaUonal salety.malnt 4 
survdlatKe opeiatiens. emoeganey pteparedness.LERs 4 securtly. 

JACKlW,l.N. Region 3. Ofcot the Director. 87/10/29. epp. 43366:061-43366:060. 

8711060274 Forwards Spoclal Allegation Review Insp Rept 50-165/87-24 on 070519- 
IOl4.No vldatlona ideniilfed. 

HIND,JA. Rogion 3. Ofc ol Ihe Director. 87/10/30 BUCKMAN.F.W Consumors 
Power Co. 4pp 43303:114-43303:117 

>•8711060279 SpedsI Allogatlon Review Insp Ropl 50-165/87-24 on 870510- l0l4.No 
viofatlone rK>1od.Ma|or areas inspactod namod Individual allegedly con^cied ol pos- 
session of cofltrdled substance.Ootails withheld (laf l0CFR73.2t) 

PIRTLE.G.L. Region 3. Ole ol the Diioctor. 87/10/30. 2pp. 43303:1 16-43303:1 17. 

8710200234 NRC Info Notice 87-056, "Improper Hydraulic Control Unit Installation at 
BWR Plants.*' Sve ksl end. 

ROSSl.CE. Ov^n ol Operotienol Events Assessment (Peal 870411). 07/11/04 
Consoudated Edison Co. of New York, Inc 1 12pp. 43324:226-43324:339 

8711020017 NRC Info Notice 87-057, "Loss ol Emergency Boratlon Cepablty Due lo 
Nitrogen Gas Intrusion. " Sve list end 

RO^i.CE Division of Operational Events Assossmonl (Foal 070411). 87/11/06. 
Consolidated Edison Co of Now York, Inc 1 16pp. 43355:003 43355 1 19. 

8711050040 NRC Compliance Bulletin 87-002, "Fastaner Tosling to Determine Con- 
lormartca W/Appkcablo Mali Specs " Sve list ond. 

ROSSl.CE Otvidon ol Operational Events Assessment (Post 870411) 07/11/06. 
Consolldaiad Edison Co ol Now York, me. 1 16pp. 43397:142-43397:257. 

8711170128 Forwards Rov 1 lo "Big Rock Polnl IGSCC Insp Program." Addi roviow de- 
larminad that soven welds not proviousiy listed porilaily suscoptiblo to IGSCC AN addi 
welds branch connscied lo sieintess stoei p’po. 

FRlSCH-R R. Consumers Power Co. 67/11/13. DocumenI Control Branch (DocumenI 
Control Desk), ip. 43376.23S-43376 244 

-6711170132 Rev 1 to "Big Reck Polnl IGSCC Insp Proorem." 

* Consumers Power Co 87/t1/l3. 9pp. 43376 238 43376:244. 

8711000140 NRC Info NoHco 87-068. "Conlinuous Communicoilons Following Emeigen- 
cy NoUNcaliOns. ’ Sve liSl anci. 

ROSSl.CE OMs'on of Operational Evonis Assessment (Foal 670411). 87/11/16. 
Consoldaled Edison Co. of Now York, Inc. 113pp 43404: i7e-434O4;280. 

8711120027 NRC tnlo Notice 67-069, "Polentrat RHO Pump LOSS." Svt tist end. 
ROSSl.CE. Oivieion ol Opereiional Evems Assessment (Post 870411). 87/11/17. 
Consdldaied Edison Co. otNew York. Inc. I20pp. 43487:001-43407:121. 

871 1 130008 8u(»l 2 to NRC Into Notice 86- 108, "Oogradaiton ol RCS Pressure Bound- 
ary ResuiiirM Rom Boric Acid Corrosion." Sve lid end. 

RO^l.C.E. Division of Operational Evenis Assessment (Post 070411). 87/11/19. 
Consoldaled Edison of New York, Inc. 1 1Bpp. 43444:195 43444:314. 

8711300085 Forwards Ei'lorcomoni Conlerence Ropl 50-165/07.27 on 671021. 
HINOJA Region 3, Ofc of the Diroclor. 07/11/20. BUCKMAN.F W. Consumers 
Power Co. Ip. 43470070 43470:073. 

-8711300071 Enforcomonl Conlerence Repl 50-165/87-27 or-i e7l02l.Major areas 
discussed enforcement options pertaining to apparent vtolalion ol licensee security 

e an ro vital eras physical barrisr. 

AOEDA.T-J.. MALLETT.B.S. Rogion 3, Ofc ol Iho Director. 87/11/20. 3pp. 
43470X171-43470.073. 


9 . Reportable occurrences, LERe & related correspondence 

8711300245 LER 67-003-03:on 670127 & 0601.throe primary safety relief valves Indicat- 
ed conslslendy high Initial as-found seipo’nls.Caused by bonding effect of lapping 
compaund Vaives rebuilt & retested on 671 1 12 W/871 124 Hr. 

/aEwNOEH.RJ.. FRISCH.R.R. Consumers Power Co. 87/11/24. 10pp. 43472:243- 
43472:262. 


DOCKET 60-167 CORNELL UNIV. RESEARCH REACTOR 


O- Inspection reports, IE Bulletins & correspondence 


Q. Inspection reporte, IE Bulletins 8 correspondence 

8012170482 IE Bulletin 80-25, "Operating Problems W/Taiget Rock Safety- Rellel 
Valves 81 BWRs.” 

‘ Olo ol Inspection & Enforcement, Director (620201-870413). 80/12/19. Consondal* 
ed Edison Co. of New York. Inc. 6pp. 43226:201-43226:205. 

6305110473 IE Info Notice 63-39, "Failure of Satety/Rellel Valves to Open al BWRs - 
Interim Rept." 

JORDAN, t.L. Olv of Emergency Preparedness & Engineering Response, lE(8602t2- 
870413). 83/06/17. Consolidated Edison Co. of New York, Inc. 2pp. 43226:206- 
43226:207. 


8711040188- Forwards Safety insp Repts 60-167/67-01 & 50-097/67-01 on 670923- 
24 R»i)ired annual exam ol licensed operaiors nol performed (or one 
operator Licensee should review available adminlstrallve sys outside Ward Lab. 
WENZINQER.E.C. Region 1, Ofo of the Director. 87/10/29. STREETT.W.B. Cornell 
Unhr., Ithaca. NY. 3pp. 43289:167-43269:166 

-8711040177 Insp Repts 60-167/87-01 8 60-097/67-01 on 670023'24.Ma|or areas 
Inapeciad.operation & records ol reaciors.Pioblems continued re licensed opeiatoi re- 
ciualiftcetion exams & annual operations audil.Annual audil needed to be upgraded. 
MEYEfl,G.W., PERRY, N.S., JOHNSON.J.fl. Rogion 1. Ole of the Director. 87/10/20. 
7pp. 43280: 160-43289: 186. 


e7U0401&9 FoTMatds Safety Repis S0-fS?/e7-0\ & S0'QS7/e7-Qt on 670a23- 
24. Required annual exam of licensed operators nol podotmed lor one 
operalor.licensee shou'd review available adm.nisttativo sys outside War d Lab. 
WENZlNGEfl.EC. Region I. Ole ol ibe Direclor. 87/10/29 STREETT.WD. Cornell 
Univ , Ithaca. NY. 3pp. >l3289:157-43239.166 

-8711040177 Insp Repts 50-167/87-01 & 60 097/87 01 on 870923-24.Malat areas 
lnspected:opor8tlon 8 records ol reactors Problems continued ro licensed operator re> 
qualifcation exams 8 annual operations audi.Annual audit needed to be up^aded. 
MEYER.G.W. R6g.an t. Ole ol the Oirecioi. 87/10/26. 7pp 43289:160 43269:166. 


DOCKET S0<t63 QA TECHNOLOQIE8 


S. Reportable occurrencee, LERs 8 related correspondence 

8711300169 PNO-V-87'076.on 871 l23-24,iwo moderate earthquakes cenleiod near 
Wesimoreland.CA occurred, triggering seismic alarms at San OnolreUnusal event 
declared.Plani syS 8 components not adversely eliecied.Ellocis on other locatlona 
noted. 

JOHNSON.P. Reg'on 5. 0<c ol the 0:reclor. 67/ 1 1 /24. 2pp. 43466.294-43466:295 


DOCKET 50-166 UNIV. OF MARYUND RESEARCH REACTOR 


0. Inspection reports, IE Bulletins 8 correspondence 

6711130169 Forwards Exam Rapt SO I66/87-04OL ol exam admin’slored on 870908- 
11 . 

GALLO, R.Ai. Region 1, Ole ol the O-reclor 67/11/06. OIETER.G.E. Maryland. Univ 
ol. College Park.MD. 2pp. 43356 189-43356.270. 

-6711130161 Exam Repi S0't66/67 040L on 670906-1 1. Exam resuitsail lout sonlor 
reactor operator 8 two reactor oporalor candidalas passed wntten exams & operating 
tosis 8 received licenses 

TURNER.R.L.. NORRIS, B.S.. KELLER.R.U. Region 1, Otc ol the Oitoclor. 67/10720. 
89pp. 43356:101-43356:279. 


V. Operator Examlnallone 

6711130166 Forwards Exam Rapt 60-ie6/87-040L ot exam admmistered on 870906- 
11 . 

OALLO.R.M. Region 1. Ole ol the Dirgdor. 67/11/06. OlETER.O.E. Maryland. UMv. 
ol, College Paik.^O. 2pp. 433Se.ie9-4335e'279. 

-6711130161 Exam Rapt 50-16e/67-040L on 670906-1 t.Exam resultsait lour senior 
reactor operator 8 two reactor operaior candidates passed wntion exams 8 operating 
leaia 8 recoivad licenses. 

TURNER,R.L. NQRRIS.eS., KELLER.R.M. Region 1. Ole ol the Oireetor. 67/10/20. 
eOpp. 43356:101-43356 279. 


DOCKET 60*170 ARMED FORCES RAOIOBIOLOOY RESEARCH INSTITUTE 


V. Operator Examlnslleni 

8711300116 Informs that reactor operaior 8 senior reactor operator wtmen 8 operating 
exams scheduled lor wk o( 880222.Encl rel mad requirements lor exams should be 
eubmitletf by 671222 In order lor NRC lo meet scheduie-Related into end. 
KELLER.R.M. Region i, Ofc of the Oirecior. 87/i i/24. IRVING.O. Armed Forces Ra- 
diobiological Research Institute. 10pp. 43461045-43465:054. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT t 


G. Adjudicatory corrasporrdence 

6711260107 Responds to 870831 Hr re security al national 8 local level at faciiitias.NRC 
concluded lhai no substantial health 8 safely Issues exists that would warrant suspen- 
sion or revocation of any license or permit lot lacllitles. 

ZECH.L.W. Commissioners. 87/10/27. CLINTON.B. Arkansas. Slate ot. 6pp. 
43461:356-43462002. 

-6711250144 Addresses serious problems re erosion of public confidence In abMy of 
NRC to safeguard public adequsiely from dangers ol nuclear power plant acektenis- 
CLINTON,G. Alaska, Stale of 67/06/31. LANOO.L.W. Commlasloners. 2pp. 
43482.001-43462.002. 


P. Operating license stage documents 8 corrsspondenca 

6711100431 Generic LU 67-16 lo all holders of CPs for nuclear power plante re pofey 
atatement on deferred plants.Svc list end. 

MIRAQLlA.F.J. Associate Direclor for Projects (Post 670411). 87/11/04. ConsoHdeied 
Edison Co. ol New York, Inc. 46pp. 43402001-43402.046. 

6711160306 Requests lhal Hsled discharge polnl for treated radwasle be added lo 
NPOES permll.Discharge point Inadvertently omitted In 610702 NPOES permit reappR- 
cation due lo confusion over regulatory autnority.Permil Page 2d end. 

WILLSEY.W.B. Philadelphia Ereclrio Co. 87/^11/00. CORRIVEAU.E. Pennsylvania. 
Commonwealth of. 4pp. 43369214-43360:217. 

6711240001 Summadiea various documents deitveied to NRC on 671013 & 30 & 1106 
to assist in preparation for operational assessment of selected plant operatfrtg 
crews.pef NRC 670021 request. 

GALLAGHER,/. W. Philadelphia Electric Co. 67/11/17. GALLO, R. Region 4, Ofc of the 
Director. 2pp. 43437:2864^37:287. 


plan ^iKnilled per NRC order shutting down plant on 870331. Comments forwarded to 
util for constderaiion In rovising plan. 

RUSSELL.W.T. Region I, Ofc ol iho Direclor. 87/ft /19. 8ACUS.C. Pennsylvan.a. 
Conunorwvealth of. 2pp. 43419:255-43419:258. 


S. Reportable occurrences, LERs & related correspondence 

6711060159 NPOES noncompliance nolification:on 870911 & 24, total phosphorus ol 
samples hv Discharge Point 501 exceeded monthly average permit llmii.Cousod ty 
sewage treatment plant Inability to reduce phosphorus below permit llmll. 

LEIT^.G.M. Philadelphia Eleciric Co. 67/10/28. Pennsylvania. Commonwealth ol. 
2pp. 43291:246-43291:247. 

871I0S8176 NPOES noncompliance noilficaUon.on 870911 8 24, biochemical oxygen 
demand of two samples from Discharge Point SOI exceeded monthly average rarrml 
Nmit.Caused by excessive carryover from darillers.Sollds passed through sys reduced. 
LEI1CH.G.M. Philadefphia Electric Co. 87/10/28. Pennsylvania, Commonwealth cd. 
2pp. 43291:222-43291:223. 


DOCKET 60-164 NATIONAL BUREAU OF STANDARDS REACTOR 


F. Secudty. medical, emergency & fire protection plana 


6711130179 Forwards Safely Insp Rapt 50-164/87-03 on 87060e-t l.No violations Iden- 
btied. 

MARTiNJ.T. Region 1. Ofc of the Director. 87/11/05. CARTER. R.S. Commorce. 
Dept of. NationarBureau ol Standards 2pp 43359:326-43359.332. 

-6711130166 Emergency Preparedness Insp Rapt 50-184/87-03 on 870908-1 1 No vio- 
laiioos rtotsd.Malor aieas Inspocted.iacllity opetailona.noiillcations.communlcaiioris 
oquumenl 8 ItaNng. 

GOROON.C.2. LAZARUS, W.J. Region 1. Ofc ol the Direclor. 87/tt/03. 5pp. 
43359 326 43359.332 


Q. Inspection reports, IE Bulletins 8 correspondence 


6711130179 Forwards Safety Insp Rept 50-184/67-03 on 870908-1 f.No violations Idon- 
iiiied 

MARTIN.T.T. Region t, Ofc of the Direclor. 87/11/05. CARTER.RS. Commeico, 
Oepl. of. National Bureau ol Standards. 2pp. 43359.326-43359.332. 

-6711130188 Emergency Preparedness insp Rept 50-164/67-03 on 870908-1 1. No vio- 
laitons rtoiedMafet areas inspecled.lacinty operations, notlllcetlons,communlcatlons 
ocMipmani 8 training 

QOROON.cz. LAZARUS, W.J. Region 1, Otc ol Ihe Director. 87/11/03. 6pp. 
43359.328-43359 332. 


DOCKET 60-166 UNIV. OP MISSOURI REBEARCH REACTOR-COLUMBIA 


F. SetvTity, medioM, amergenty 8 lire proiectioh plane 


6711020317 Responds lo NRC 870903 Itr re violations noled In inap rept. Corracllve 
ections:€mergency Equipment Main! Procedure SEP-O revised to properly reflect de- 
sired & requited inveniodes Procedure encl. 

MCKI8BEN.JC, ALGER, O.M. Missouri. Univ. of. Columbia. MO. 87/10/02. 
PArr£RSON.j.P. Region 3, Otc of Ihe Director. 3pp. 43238:131-43238:136 

-6711030068 Revised Procedure SEP-6. "Emergency Equipment Maint Procedure." 

’ MIssourf. Univ. of. Columbia. MO. 67/10/02. 3pp. 43238:134-43238:136 


P. Operating llcenae stage documents E correspondsnee 


671 1090090 Forwards Into re radioactive spent fuel shipments from Univ of Missouri re- 
aevch reaclor.lnlo wUhneld (rel 10CFR73.21). 

* Missouri. Onh/. of. Columbia, MO. 87/10/11 NRC • No Detailed AfflllaUon Given tp. 
43324.045-43324 045. 

6711100019 Informs that evaluation ol high hand exposure distributed w/persorxal/pro- 
prietan mto on one page.Removal of Into from files requeaied.Page w/proprfetary Info 
encf.W/o encl. 

AOAMS,A. Standardization 8 Non-Power Reactor Project Direclorete. 67/11/03. 
LANHAM.D.H. Document Control Branch (Document Control Desk). 2pp. 43339:331- 
43339^332. 


0. Inspection reports, IE Bullellna 8 correepondenoe 


8711020317 Responds lo NRC 670903 Itr re violations noted in Insp rept. Corrective 
acdona Emergency Equipment Maint Procedure SEP-8 reviaed to property caflect de- 
sired 8 retyrired invemorlea. Procedure encl. 

MCKI88EN.J.C , ALGER, O.M. MEsaourf, Univ. of, Columbia, MO. 87/10/02. 
PATTERSON.J.P. Region 3. Ofo of the Director. 3pp. 43238:131-43238:136. 

-6711030068 Revised Procedure SEP-8, “Emergency Equipment Malnl Procedure." 

* Missouri, Univ. of, Columbia, MO. 67/10/02. 3pp. 43238:134-43236:138. 

6T11030339 EN-67-092'.on Ot about 871028, notice ol violation 8 proposed ImpoMHort ol 
civi penally In amount of $6,000 will be Issued lo Hcenses-Aotlon based on violation 
involvfng extramlN overexposure.faflure lo train 8 evaluate people. 

CANT,a>, LiebERMAN,!. Ofo of Enforcement (Post 870413). 67/10/23. id. 
43234:189-43234:199. 


DOCKET 60-188 KAKSA8 STATE UNIV. RESEARCH REACTOR -8711040327 '•Simulaiion of Grounctwaier Flow Near Nucloat Fuol Reprocessing FacM- 

3 ’ 8! Wostorn New York Nuclear Svc Cit, Caiiaraugus County, NY.’ W/ono oversiis 
rawiru 

P Ooeratlna license stage documents & corresportdence YAGER, R.M. inlodor, Oepi of, Goolog'cal Su/voy. 86-4306. 87/i3/3t. NRC • No Po- 

■ ^ ” talodA«.l-aionGivon.67pp. 43279.076-43270.142. 

8711020249 Informs that J Pellet repfacmg R Cooley aa Sociion Chfol ol Opotatots U- 

cerjsing Section In Div of Roaciofs Safety, oflectivo 671025. -8711040369 "Surface Water Hydrology of Western New York Nuclear Svc 

CALLAN L-J Region 4 Ofc ol the OTector. 67/10/26. FAW.R.E Kansas Stale Un!v-. Cir.Coilataugus County,NY.’’ 

Manhattan KS ip 43234 206-43234:207. KAPret.W.M.. HARDlNG,W.E. Iniotlor. Dept, ol, Geofogical Survey 05 4309. 87/12/ 

31. NRC • No Detailed Affiliation Given. 43pp 43279 143 43279:164. 


DOCKET 60-192 UNIV. OF TEXAS RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8711020262 Informs ihal offociivo 871026,JL Pollal will roplaco R Cooley as section 
chief ol Operelor Licensing Section in Oiv ot Reactor Safoty. 

CALLANLJ. Region 4. Ofc of tho Direcloi. 67/10/26 KLEIN.D.E Texas. Univ. ol. 
Austin, TX. 2pp. 43236:060-43236:069. 


-8711040374 "Ceohydrologic Cond-iions ot Nuclosr Fuels Reprocessing Plant & Waste 
Mgt Faci'itios ai Woslern Now York Nuc'eat Svc Ctr Cattaraugus County.NY." W/one 
overtfze drawing. 

BERGERON.M.P. KAPPCL.W.M , YAGBR.R M Interior. Dept of. Geological Survey. 
65-4145. 67/12/31. NRC • No Dotalfod Alliliation Given. 5&pp. 43279.t&5-4327&.2A2. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


DOCKET 60-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC P- Security, medical, emargency 4 lire protecilon plane 


F. Security, medical, emergency & fire piuivction plana 

8711190119 Responds to NRC 871027 Hr re Amend 15 to LIconso R-05.EPZ will not tx) 
modified during consl & after completion of Ctr lor Atmosphoric Chemistry Slurltes 
bldg Provisions made lo notify workera during const In event of omotooncy. 
Ol>SEGLlO.A.f Rhode Island, Stole of. 87/1W09 M1CHA6LS.T SietyietdUaUon & 
Non-Power Reactor Prolecl Oirectorelo. 2pp. 43390.021-43390:022. 


P. Operating license stage documenla 4 correapondence 

8711040260 Forwards Amend 15 to Llcenso R-05 & safely evaluation. Amend rodefirtes 
restricted area to Include reactor hldn & adiaconi ole lab wing only 4 lo exCudo 3- 
acre aroa known as Nuclear Science Ctr. 

MICHAELS,T.S. Standardirallon 4 Non-Powor Reactor Projecl Olrocloiaia 67/10/27. 
DlMEGLIO,A F. Rhode laland. State ol. 3pp. 43279.054-43279 063 

-8711040267 Amend t5 10 License R-6S.changlng Toch Spoca lo rodeima rasiriciod 
area to include reactor bldg 4 adjacent ofc tab wing only 4 to oxciudo 3-acie area 
known aa Nuclear Science Ctr. 

RUBENSTElN.l.S. SlandardHatton & Non-Power Reactor Proloct Oirectoiate. 67/10/ 
27. 5op, 43279:057-43279:061. 

-6711040270 Safety evaluation si^poning Amend iS to Llconsc R-OS 
' Olllce of Nuclosr Reactor Regulation. Oiroctor (Post 9704(1). 67/10/27. 2pp 
43279 062-43270 093 

8711190119 Responds lo NRC 071027 Hr ro Amond 15 to License R-8S.EP2 will not bo 
modified during const 4 altar compielion of Ctr for Atmospheric Cheov'siry Studios 
bidg.Provisions made lo notify worhora during consi in event of omo/goncy 
OIMEGLIO.A.F Rhode island. State of. 67/11/09. MICHAELS.T. Sienderdr/etion 4 
Non-Power Reaciot Project Oirectaraic 2pp 43390.021-43398 022 

8711200081 Forwards Amend 16 lo License R-9S 4 llcon8ao67l100fir coniosllngNnc 
recemmondstion that Cti lor Atmospheric Chemistry Studios should be inciudod in 
EP2 UcensQO need not expand lone.Coitobotaiing memo requestod.W/oencia 
MiCHAElS.T.S. Slandardi/ation 4 Non-Power Hoaclor Projoct Oirociorate. 87/11/16. 
MATTHEWS, 0 6. Emergency Preparedness Sranch. 2pp 43406071-43406.072 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency 4 lire prelection plans 

6711200167 Forwards Saloguards Insp Repis 60-I99/67-01 4 70-2951/67-01 on 
671007 4 06. No violations noted. 

MARTIN.T.T. Region 1, Ofc ol the Dirocior. 87/11/13. BERLIN, R.G Menheiien Col- 
lege, RIverdale. NY. 2pp. 43402:347-43402:351. 

-871120016b Insp Repis 50-199/87-01 4 70-2951/67-01 on 871007 4 06. Uconeoo In 
compliance Major areas ln8peclad:nucloar mall control 4 accounting 4 phyafeal 
security, including organhallon 4 operaiion.Inventory.recorda 4 repis. 

DELLA-RAnA,A-. SCHULINQKAMP.C . KEIMIG,R.R. Region 1, Ofc ol the Ofroclor. 
67/11/13. 3pp. 43402:349-43402:351. 


0. Inspection reports, IE Bulletins 4 correspondence 


8711170202 Change 1 to "County ol Orange Incident Response Plan for Son Onnl'o 
Nuefeat Gonorairng Stailon.’’ 

* Orange County, CA. 87/11/04. 5S2pp. 43361:096-43362:260. 

871 1240009 Informs that roviow ol 67061 1 transmittal ol most recent rev to emergency 

f )ian conipfelo Based on uHl implomonlation of changes described tn 671014 Itr & 
isrod chengos discussed In 671028 lelcon.omoigo.'icy plan eccopiablo 
FiSH.n.F. Region S, Ofc of iha Director. 67/ 11/16. BASKIN.K P. Soulhorn Cal.lorn a 
Edison Co 2pp 43437:351-43437:357 

-6711240017 Responds to NRC 670730 tolcon qjosiions is 870515 Rev 2 to p'ani 
offlorgency ptan.Roqu remoni lhal NRC bo notiliod Immod aioly after state 4 local 
agonclos vwN be Incorpoioled Into noxl rev. 

MEOFORD.MO. Soulhorn Calilomta Edison Co. 87/10/14. PBENOERGAST.K. 
Region 5. Ofc of the Direcloi. Spp 43437;3S3-43437'357. 

8711260032 Revised emorgonev plan implomonling procedures.including Temporary 
Change Notice 2-5 lo Rev 2 to SOI23-VIII-0.30I. "Oflsito/OnsHe Communicaicns 
Tost” 4 Tonryjorary Change Nol'Ce 0-6 to HovO loS0123-Vlll-0.302 W/071 117 iir. 

* Southern Calilomta Edison Co- 67/11/17. 200pp 43457:070-43467:295. 


P. Opsraling license stage documenie 4 correspondence 


6711030321 Forwords Amend Appilcaiion 144 to License DPR-l3,con8isiinQ of Pro- 
posed Change ISO.iovising Tech Spec 4.16 to delation of insp roqulromanls & Pro- 

K sod Change 172 ruvising Tech Specs 31.4 & adding Tech Spec 4.1.13 re 
ikage Fee poid. 

OASfON.K.P. Southoin Caiilernia Edison Co. 07/10/30. Oocumoni Control Branch 
(Oocumont Conliol Desk). 2pp 43251:034-43251 103. 

-6711030328 Amend Appi, eaten 144 le uconso OPR-iO.cons'Sting ol Proposed 

3 i6e.tevl»ing Tech Spec 4.16 re deiei-on ol apodal insp loquiromenia & Pro- 
change i72.revi8no Tech Spec 3.1 4 4 adding Toch Spec 4.1.13 to loaKego. 
i.X.P. Soumein Cameinia Edison Cb. B7/10/39. 9pp 43651.036 43261.044. 

-8711030333 Proposed Changes 168 4 172 to Toch Specs 4.16,3 t.4 4 4.1.13 re spe- 
cial Insp requiromonts 4 loakaga. 

* Soulhorn Ca-'ilornlD Edison Co. 07/10/30. 69pp 43251:045-43251:103 

8711040031 Requosis addi just-iicailon or clanl-cailon 10 review ol 670631 Change 
NoUco 21 to OA Program SCE-I-A, Including organlroVons losponsiblo lot rovlsw & 
approval ol plans 4 procoduros If not OA. 

KIRSCH.D.^ Hog-'on 6. Ole ol tho Dirocior. 67/10/30. BASKIN.K.P. Souiham Caliloi- 
niB Edisoi Co. 2pp. 43290:166 43290:167. 

6711040265 Rosponds to appeal ro donlal ol FOIA requesl lot documonls concerning 
Irtdividual allogations Iron) 1963 lo presonl ro Son Onoiro aoismic design. Thioo docu- 
monls -MlhholvJ I'Oi FOIA ExompUon 5). 

STEILO.V Olc ol Ihe Executive Oiiactor lor Operations. 87/ 1 1 /03. BAUMAN.L. Gov- 
ornmeni Accountability Projecl. 2pp. 43279.065-43270.066. 

0711100341 Fonvaids filth edition ol Inlograled Implemonlailon schedule in rosponse to 
NRC request for semiannual updaios of backfil schedules. 

MEOFORO.M-0. Soulhorn California Edison Co. 87/11/04. Documont Control Branch 
<0<Kumgnl Control Desk) 7pp. 43333:342-43333 046 


8711200157 Forwards Safeguards Insp Repis 50-199/07 01 4 70-2851/87-01 on 
871007 4 O8.N0 violations noted. 

MARTIN.T.T. Region 1, Ofc ol Ihe Dlreclor. 67/11/13. BERLIN.R.E. Manhattan Col- 
logo, Rtvardele, NY. 2pp. 43402:347-43402:351. 

-6711200165 Insp Ropls 50-199/87-01 4 70-2951/87-01 on 671007 4 08. Ucenseo In 
compllance-Major areas Inspoctod nuclear mail conirol 4 accounIVig 4 physical 
sacurfty.lncluding organization 4 operellon.lnvenio^.recorda 4 repis. 

OELLA-RATTA.A., SCHULINGKAMP.C, KElMIQ.Fl.R. Roglon 1, Ofc of the Dirocior. 
87/1 1/13. 3pp- 43402:349-43402:351. 


DOCKET 50-201 WEST VALLEY REPROCESSING PUNT 


P. Operating license atage documents 4 correapondenca 

6711040321 Fonvards USGS Waler-Resourcea InvesllgeUon Repla 65-4306, "Simida- 
tion of Ground Water Flow Near Nucloar Fuel...," 65-4309, "Surface Wafer Hydrology 
ol Western New York..." 4 65-4146, "Qoohydrologic Conditions el Nuclear Fuels....' 
COSTANZI.F.A. Waslo Management Branch. 87/10/01. ROUSE, L. Fuel Cycle Salety 
Branch. 2pp. 43279.074-43279:242. 


8711100431 Gonoric Lir 67-15 lo all holders of CPs lor nuclear power plants re policy 
statomanl on doforrod plania.Svc list onci. 

MIRAQlIA.F.J. Associate D'racior lor Projocls (Post 670411). 67/11/04. Consolidated 
Edeon Co. ol New York, Inc. 46pp 43402.001-43402:046 

8711Q80370 RoQuasis lee for 670025 applicahon for approval of CQtporaio rosirucluring 
which will resull in creation ol holding company for plant. 

OlOOS.R.M. License Foe Managomont Branch. 87/11/05. BASKIN, K.T. Souiham 
CaMomle Edison Co. ip. 43324:066-43324:066. 

6711190163 Submits Info outlining extent of plant mods necassary to Implement on-line 
testing,lncludina estimated cosi.por NRC 670720 roquesi (or addi info ro Genetic Lir 
63-2e.f(8m 4.6.3 Existing reactor flip sys acceplablo. 

M£OfORD,M.O. Southern California Edison (jo. 67/11/13. Oocumont Conirol Branch 
(Document Control Desk). 2pp. 43400:142-43400:143. 

871 1240036 Forwards meeting agenda documenting agreemonis made at 670925 meet- 
ing re resolution of remaining Items on SEP Topics 111-2 S lIM.A & providing complet- 
OT responses to remaining flams 

MEDFORO.M.O- Southern California Edison Co. 67/tf/l6. DocumonI Control Branch 
(Document Control Desk). 27pp. 43437:312-43437:338. 
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8711230218 Forwards design descdpiions (or mods lo auxiary (codwaler sys.stoam/ 
feodwaier How mismatch trip & mam focdwater isolation & revised auxikary toedwsier 
transient anaivs's, per util 67| 106 commitment 

UEOFORO,!^ O Southern Cal.fornia Edison Co. 87/11/20. Document Control Branch 
(Document Control OosM- 43419 286 43419:352 


Q. inspection reporla, IE Bulletins 8 correspondence 

6012170482 IE Bulletin 80-25, "Operating Prob'cms W/Targoi Rock Satety- Relel 
Valves al BWRs." 

’ Ole ol Inspection & Enforcement, Drector (820201-870413). ao/l2/l9. Coittol.dai- 
ed Edison Co of New York, inc. 5pp. 43226:20t-43226 205. 

630S1 10473 IE Info Notice 83-39. "Failure ol Safely/nol-el Valvos to Open at BWRa • 
Intedm Rcpi." 

JORDAN, t.L. Otv of Emergency PiepBfednoss & En^nwinng Rospon5e.lE(6502>?- 
870413) 83/06/17. Consolidaled Edison Co of New York. Inc 2pp. 43226206- 
43226 207. 

6711040239 FOIA request for documents & all records gonerated In connection w/ali 
NRC Insps or investigations on allegations raised by L Penses from 1983 lo pioseni 
ro San Onofre seismic design. 

BAUMAN, L. Government Accounlab lity Project 87/07/09 NRC - No Detailed AlIJi- 
ai-on Qnren 3pp. 43279.067.43279.069. 

6711030251 Forwards SALP performance summaiv.reflQclng Improved portoimance In 
soma ereas.ospecially plant operations & rraml Reduction in number ol plant trips & 
other occurrettces noted 

BASKIN.K.P. Southern Cafiforn a Edison Co. 87/10/28. MARTIN.J.B Re^n S. Ofe o< 
the D-reclor. 8pp. 43251:349-43252.004. 

8710230213 NRC Info Notice 87-OSS, "Portable Molsiure/Oenslry Gauges: Rocent Incl- 
denis of Portable Gauges Being Stolen or Lost." Sve list ond. 

CUNNiNGHAM.n E Otvis'on ol Industrial & Medical Nuclear Safety (Post 970729) 
87/10/29 Consolidated Edison Co. ol New York. Inc 89pp 43324-139-43324-227. 

8711030321 Forwards Amend App'lcatlon 144 to License OPR-iS.conaislmQ of Pro- 
posed Change lea.reviaing Tech Spec 4.18 re deieilon of Insp requremenis & Pro- 
posed Change 172 rei/a-ng Tech Specs 3.14 & adding Tech Spec 4 1.13 re 
leakaae Fee paid. 

BASiGN.K.P. Southern California Edison Co 67/10/30. Oocumoni Control Branch 
(Oocumenl Control Desk]. 2pp. 4325l:034'4325t;lO3. 

-8711030328 Amend Application 144 to Licenso DPR-l3.consi6ilng ol Proposod 
Change 186, revising Teen Spec 4.16 re deletion of special insp roquiremenis & Pro- 
posed Change i72,revis<ng tech Spec 3.1.4 & adding Tech Spec 4.i.t3 re ieakege 
BASKIN.K P Southern California Ed4on Co. 87/10/30. 9pp. 4325i<f3e-4325id)44. 

-9711030333 Pioposed Changes 168 & 172 to Tech Specs 4.16.3.1 4 & 4.1.13 re ape- 
ciai insp requirements 6 leakage. 

' Southern California Edison « 67/10/30. 59pp 43251:045-43251:103. 

6710300234 NRC Info Notice 67-056. "improper Hydraulic Control Umt Inetaiiation al 
BvuR Plants" Svciist end. 

ROSSI, C.E. O.vlelon of Operational Events Assessment (Post 870411). 87/11/04. 
Coneoiidated Edison Co. pi New York. me. 1 12pp. 43324:228-43324:339. 

8711190316 Pofwerds Inep Repte 50 206/87-24,50-361/87-23 6 50-362/87-26 on 
870823-1003 No violaHons noted. 

ZIMMERMAN.R.P. Region 5, 0(c of the Director. 87/11/05. BASKIN.K.P. Soulhetn 
Cafffomlg Edison Co. 2pp. 4340l:341-A340u3S7. 

-8711190326 Insp Reple 50-206/67-24,50 381/67-23 & 60 362/87-26 on 670823- 
1003. No violallons or deviations nolod. Major areas inspeciedoperalions 

ra rem,lncluding operational safety venficallon.plant trips 8 events « LERs- 

y.F H., TATUM, J.B., HON.A.L Region 5, Ofc of the Director. 87/11/03 I6pp. 
43401:343*43401:357. 

6711020017 NRC Info Notice 87 057, "Loes of Emergency Bo'atlon CapebAty Duo lo 

S sn Gas Intrusion. " Sve list end. 

l.C.E. Divieion ol Operational Events Assessment (Posi 870411). 87/11/06. 
Consolldaiecl Edison Co. of New York, Inc. 1 16pp. 43355:003-43355:t 19. 

8711060040 NRC Compliance Bu'letin 67-002, "Festener Testing to (TetermAo Con- 
formance W/Appilcable Matl Specs." Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 67/11/06 
Consol'daled Edison Co. ol New York, (no t I6pp. 43397:142-43397:257. 

8711190089 Forwards Insp Repls 50 20e/e7-2S.50-36t/87*2S & 50*362/87-27 on 
870914-18 5 1005-08 5 rx7tlce of vfdaL’od. 

V/ENSLAWSKI.F.A. Region 5. Ofc of the DireclOf. 67/11/06. BASKIN.K.P. Southern 
Calllornia Edison Co. 2pp. 43396.195-43396.208. 

-8711190098 Notice o( violation from Ittsp on 670914-16 & 1005-08. ViolaUon 
noted radiation area approx 15 ft by 25 ft within radwaste bldg Room 3356-0 w/ 
measurable dose rates not posted w/sign bearing radiation caution symbd & required 
words 

WENSLAWSKI.F.A. Region 6. Ofc of the OIroclor. 87/11/06. Ip 43396:197* 
43396:197. 

-8711190107 Insp Repls 60-206/e7*2S, 60-361/67-26 & &0-3e2/67*27 on 870914-18 8 
1005-08.Violation noied.Major areas Inspected: licensee action on ftema ol 
rroncompffance.unresofved & open Items, aifegaffon fofiowup & A'sfed Insp procedures. 
RUSSELU-J.E., CICOTTE.Q.R.. YUHAS.G.P. Reg'on 6. Ofc of the Director 87/11/05. 
11pp. 43396:198-43396:208. 

8711090140 NRC Info Notice 87-058, "Continuous Communications Following Emergen- 
n NotiDcaltons." Sve list end. 

flOSSl.CE. Division 0/ OpereilonaJ Evenls Assessment (Post 870411). 87/11/1& 
Consolidaled Edison Co. of New York, Inc. t13pp. 43404:176-43404:266. 

8711 120027 NRC Info Notice 67-059, “Potential RHR Pump Loes." Sve list end. 
ROSSI.C.E Division of Operational Evenls Assessment (Post 870411). 87/11/17. 
Consolidaled Edison Co. of New York, Inc. 120pp. 43487:001-43467:121. 


871113<K>08 Su^l 2 to NRC Info Notice 86-108, "Oegradation ot RCS Pressure Bound- 
ary Resulting Prom Boric Acid Corrosion " Sve l,sl encl. 

ROSSl.CE. Oivisdn ol Operational Evenls Assessment (Post 670411) 87/ti/i9 
ConedKiaiod Ed-son Co. of New York, Inc 1 19pp. 43444: 105-43444:314. 


R. Periodic operating reports & related correspondence 

8711190090 Monthly oporaiing ropt for Oct 19B7.W/87I113 Hr. 

SIACOR.E.R, MORGAN.H E. Southern Cal.fornia EO;Son Co. 87/t0/3l 7pp 
43396 236-43396:244 


S. Reportable occurrences, LERs & related correspondence 

8711100361 Part 21 & dofidoncy rapt ro ait pressure rogulators on Imo OolavsI.Inc 
slarxtiy d esol generators Regulators noi instailod on diesel generators or In stock or 
on order. Batlolram Typo 50 & 60 air regulators included in program. 

MEOFORD.M.O Southern California Edison Co. 87/11/04. Document Control Branch 
(Document Control Desk) 2pp 43334:344-43334.345 

8711100271 Forwards “ESF Single Failure Analyais.San Onoiro Nuclear Gonerailng 
Staffon.Uflfi 1." final rept.per 671016 Hr. Analysis performed por NRC 660923 (ti ro 
failure ol PT-4S9 on 860730. 

MEOFORO.MO. Southern California Edison Co 87/11/06. Document Control Branch 
(Oocumoni Control Desk) 2pp 43336 107 43338 068 

-8711100274 “ESF Sirtgia Failure Ar^alysl9.San Onoire Nuclear Generating Stai-on.Unit 

* Southern Cahfornla Edison Co. D7/i 1 /30. 660pp. 43336:109-43338 066. 

8711100358 lER 67*0l5-00:on 87l007,doterm'ned that engineered saloty sys design 
faitod 10 moat single entoria Caused by newly Identified lime-dependent single fs'iuie 
suscepubiity Special operator training provldsd.W/87t108 Hr. 

M(Dfl<iANJf£. Soulhorn California Edison Co. 87/11/08. 6pp. 43343:347-43343:351. 

8711300046 LER 87-005 01:on 870324, nuclear Instrumenlallon ^s power range Chen- 
ttel 1207 dadaiod inoperable. Channel placed In trip eondlt.on.On 870426 & 29.ChGn' 
rt^ 1207 automeiiceiiy rasal from trip to Inoporab'a conclitioh.W/87111B Hr. 
MORQAN.H.E Southern Californ'a Edison Co. 87/11/19. 4pp. 43473:049-43473.052. 

8711800169 PNO V-6?-0?6.on 67f 123-24, two modatafa earthquakes cenierad near 
Wodimoretand.CA occurred, Irlggerlng so,smic alarms at San Onolro.Unusal evoni 
declared Plem sys 8 components not adversely affected Elleete on other loca'lone 
noted 

JOHNSON.P., CIIUS.M,, WAGNER, w. Region 5, Ofc Of tho Director 87/11/24, 2pp 
43466 294-43466:295. 


V. Operator Examinations 

8711116605 Roqyosts uiil to lurnish ral matl listed in Attachmoni 1 by 671 113 lo meet 
schedule tor 871214 wriuen reacioi operator licensing exam. Attachment 2 re facililoa 
for exam 6 rules & ouldar^ce inai win be in elfeci during exam also encl. 

PAT6.R.J. Region u, Ofe ol ihe Diiecior. B7/it/03. RAY,H. Soulhern Calllcin'e 
Edison Cto. 5pp. 43345 246-43345:260. 


DOCKET 60-213 HADDAM NECK PLANT 


F. Security, medical, emergency 8 tire protection plans 

8711050098 Forwards Insp Rept 50-2I3/67-25 on 870826- l008.Util B70916 Hr advis ng 
NRC of decision lo discontinue convening separate plant operations review comnulieo 
meeltogs lor review of plant design change records ack & acceptable. 
BEnENllAUSeN,L Re^n 1. Ofc of the Director. 87/10/28 MROCZKA.E.J. Coi- 
necUcut Yankee Atornlc Power Co 2pp 43295:327-43205:359. 

-8711060105 Safety Rept 60-213/87-26 on 870826-1008.No violations noted. One un- 
resolved Hem identilied.Major areas lnspecled:planl outage activities, radiation 

B roctoctton.flre^olection, security & licensee events. 

ICCABE.e.C. Region f, Ofc at (he Director. 87/10/28. 3lpp. ‘13295:329-43295:359. 

8711060077 Rev 9 to Emergency Plan Implemenllng Procedure EPIP 1.5-24, "Manager 
ol Communlcaliona " W/B71 102 Hr 

MROCZKA.E.J. Connecticut Yankee Alomio Power Co. 87/1 1/02- 12pp. 43306:242- 
43308263. 

8711170260 Temporary Procedure Change 87-551 to Rev 4 to Emeigonr^ Plan Imple- 
menUng Procedure EPIP 1.5-48. “Control Room Data Coordinator.'’ W/871112 Itr. 
MRO(^KA,EJ, ROMBERG.WD. Connecticut Yankee Aiom’c Power Co. 67/11/12. 
3pp. 43381:086-43381:088 

8711240140 Forwarde addi Info re miscellaneous amends/soarch requiromenle for 
amend to physical security plan, per NRC 671005 request Encl withheld (ref 
IOCFH2.79qr 

MROCZKA.E.J., SEARS, C.F. Connecticut Yankee Atomic Power Co. 87/11/17. Docu- 
ment Control Branch (Document Control Desk). Ip. 43459:180-43459:180. 

8711300123 Advises that 870901 Rev IS to physical security plan consistent w/provl- 
stonsof i0CFR50.54(p) A acceptable. 

MARTIN.T.T. Region 1, Ofo of the Director. 87/11/20. MROCZKA.E.J. Conneclicul 
Yankee Momlc Power Co. 3pp. 43466:356-43466:358. 


H. General correspondence 

6711100006 Responds to S Sztaba 870910 Itr expressing concerns re sale operation ol 
Stale of CT nuclear power plants. Plants in state not rated among most troublesome In 
nadoaLlcsnsee performance monitored In publicly available SALP repts. 

SIHLLO.V. Ofc ol tho Executive Director (or Operations. 87/11/03, OODD.CJ. 
Senate. 7pp. 49459:266-43459:276. 



DOCKETED ITEMS 15 


-87ff100012 Forwards S S 2 l 0 ba 870910 Mr re safety of Stale of CT nuclear powor 
o'ants.for response. 

DODOCJ Sonale 87/09/21. KAMMERER.C NRC • No Detailed Allillalion Qhron 
3pp. 43<f59.273-43459 275. 

8711090330 Informs of organizational change affecting distribution Ists for correspond- 
ence from NRC.RW Bishop no longer employed as corporalo secretary & should bo 
removed from list 

MROC2KAEJ ROMBERG, WO- Connedicut Yankee Atomic Povror Co 
MROCZKA.E J. Nonhaast Nuclear Energy Co. (subs ol Northeast Utilities) B7/ti/06 
Document Control Branch (Document Control Desk). 2pp 43321:13I-4332M32. 


p. Operating license stage documents & correspondence 

67110201S1 Ack rece'pt ol Invoices C0029.GO063,GQ0e4 & 00065 tor Urst Quarterty in- 
stallment ol 1983 annual foe, per iOCFfli7l. Undorsionds that foo vrill be wlro-trens- 
lorrod on 871030 in payment of invoices 

MROCZKA.E.J. Connedicut Yankee Atomic Power Co. MROCZKA.E J. No-'iheest Nu- 
clear Energy Co (subs ol Northoasl VJtilrtlos) MROCZKA.E. J. Norttwast UlUlioa. 87/ 
10/26 Oocumom Control Branch (Oocumont Control Doak). 8pp. 43233:306- 
43233.313 

0711030214 Forwards markod-up updated listing ol saloty Issues mgi sys Po:ni9 rele- 
vant to approach In updating lisiing llstod 

MROCZkA.E J. Connocticul Yankee Atomic Power Co. 87/10/27. Document Control 
Branch (Oocumont Control Desk). 20pp 43255 282-43255 301. 

0711100431 Gonotic Ltr 87-15 10 all holders ol CPa lor nucloar power plants ro policy 
staioment on deferred plants. Svc list encl. 

MIRAGLIA.F.J. Associate Diiecior tor Ptojocis (Post 870411). 87/11/0*. Co.n&okdalod 
Edison Co of New York, Inc 46pp. 43402 001-43402.046. 

0711250109 Forwards Amend 97 to LIccnso DPR-61 8 safety evafualion. AmoiKl sup- 
ports operalion ol plant for Cycle 15 & rellecis major ollorta in upmading dosign basts 
accident analyses 8 reformatting Tech Specs per Wostinghouso STS. 

AKSTULEWrcZ.F. Iniograled Safely Assessment Projoci Orrocioroto 87/11/12. 
MROCZKA.E J. Connecilcut Yankee Atomic Power Co. 4op 43462.013-43462:145 

-0711260112 Amend 97 to License OPR ei.supportlng operelion ol plant lor Cycle 15 
8 tolieciing major oliQtis in upgrading do-s!gn basis acddoni aneiysds & in roformal- 
iino Tech Specs as part of conversion to Wostinghouso STS. 

B(5ylB,M.I. Integrated Saloty Assessment Project Orocloraio. 07/fl/l2. I06pp. 
43462.017-43462:123. 

-67112S0114 Saloty evaluation supporting Amond 97 to License 0PR-6I- 
■ Office of Nuclear Reactor Roguiaiion, Oirodor (Post 870411). 87/11/12. 22pp. 
43462.124-43462:145. 

871 1200146 Forwards response lo NRC topic evaluations eiaius of iniogiaiad sefoty as- 
sessmenl program topics & review ol draft NUREG-ltOSAitochmoni A p/owdos dis- 
cussion on scope, oveluaiton & prioritization o< each topic 

MROCZKA,E J. Connecilcut Yankee A(om-'c Power Co. 67/it/i3 Documunt Control 
Branch (Document Control Desk). 5lpp, 4341 7:147-4341 7 107. 

8711240098 Application lor amond to Liconso OPR-Et.revisng Toch Spec 3.12 roaddr- 
Ion ol operabifity requirements on olfsilo & onsite power sources w/iimiimg cond-tfons 
for operelion & ilmo roQuiromonis lor eorrecilvo aclions Foo paid 
MROCZKA.E J. ROM6ERG.W.O. Connecticut Yankee Atomic Power Co- $7/ii/i7. 
(^cumonl Control Branch (Doeumonl Control Desk). Spp 43431:3 1 t-4343l:323 

-8711240106 Proposed Tech Spec 3.t2 adding oporability requirements on olfsito 8 
onsho powoi sources w/i’miimg conditions for opei&tion & timo roquiiomonts for cor- 
rective actions 

• Connecticut Yankee Atomic Power Co. 07/11/17. Spp. 43431:316-43431:323 

0711230142 Forwards addi Info ro NUSCO-151. "Haddam Nock Plant Roanalysis oi 
Non'L<3CA Des'gn Basis Accidents," per NRC 871015 request. Responses lo (Aiea- 
iions from 6706^0 mooUng & rovised pages for NUSCO-tSI also end 
MflOCZKA.E.J. Connedicut Yankee Atomic Power Co. 07/11/19. Document Conbol 
Branch (Document Control Desk). 51pp. 434t8 289-43418:330. 

6711230307 Appfical’on lot amend lu Liconso DPR-Bl. modifying calbr requiremonie lor 
power range nucloar instrumentation when plant oporatod at stoady-sleto roducod 

K iwor 8 channels adiuSlod lo provide enhanced overpower proiecilon.Feo paid. 

ROCZKA.E J. Connecticut Yankee Atomic Power cSo. 87/11/10. Doeumonl Control 
Branch (Document Control Desk). 4pp. 43419:128-43410: 134. 

-6711230310 Proposed Toch Spocs.modifying calibr reoaremenls (or power rarrge nu- 
clear Insirumenlalion when plant operated ol sleady- state roducod powor & channels 
ad.usted lo provide enhanced ovorpowor protection. 

■ Connocticul Yankee Atomic Power Co. 07/11/19. 3pp. 434I0:132-434I9;I34. 


Q. Inspection reports. IE Bulletins 8 correspondence 

8012170482 IE Bulletin 80-25, "Oporaling Problems W/Targot Rock Saloty- Rellel 
Valves at BWRs." 

' Ole of Inspection 8 Enforcomenl, Director (820201-870413). 00/12/19. ConaoLdal- 
od Edison Co ol New York, Inc. 6pp. 43226:201-43226:205. 

8305110473 IE Info Notice 83-39, "Failure of Saloty/Rellof Valves lo Open at BWRs - 
Interim Rept." 

JORDAN, E.L. Oiv Of Emotgency Preparedness 8 Engineering Responso,IE(6502l2* 
870413). 83/06/17. Consolidated Edison Co- ot Now York, Inc. 2pp. 43226:206- 
43226.207. 

8711020114 Forwards Safety evaluation ol util 0/0825 8 0923 requesis for relief from 
performance ol sys hydrostatic tost of svc water sya 8 reactor coolant pump seal 
water return sys. Rellel from Section XI ol ASME CoiJo granted. 

THOMAS.CO. Integrated Safety Assessment Pfolocl Directoralo. 87/10/26. 
MflOCZKA.E J. Connecilcut Yankee Atomic Power Co. 2pp. 43240 058-43240:063. 

-8711020141 Safely evaluellon supporting ulil 870625 8 0023 roquosis lor relief from 
inservice Insp reou rementa for hydroslauc testing of svc water sys Rsriuests granted. 
' Office ol Nuclear Reactor Regulation, Director (Post 070411). 8//t0/26. 4pp. 
43240.060 43240.063. 


8711060100 Cofllams dates ot 67 1 116-20 lor NRC t0CFR50.49 equipment qualification 

a at plant siie.per B7I020 telcon.lnsp will include listed items. 

NSTON.W.V. Region 1, Ole of the Olrectof. 87/10/27. MROCZKA.E J. Connocll 
cut Yankee Atomic Power Co 3pp. 43292:106-43292:108. 

8711050098 Forwards Insp Rept 60-213/67-25 on 870826-i008.Util 670918 ltr advising 
NRC of deciskm to (Hscontlnua convon ng separate plant operations review cemmittoo 
meetings lor roview ol plant design chango records ack 8 acceptable 
BETTENHAUSEN.L. flagon 1. Olc Of the Director. 87/10/28. MflOCZKA.E.J. Con- 
necUcul Yenkeo Atomic Power Co. 2pp. 43295.327-43295:359 

-071I08010S Saloty Rept S0-213/B7-25 on 37082e-l006.No violsv'ons noted One un- 
resolved Item Idsnliiiod.Major areas inspected plant outage activitles.radlailon 
proctoctlon.hro proieciion, sscunly 8 licensee events. 

MCCAOE.E.C. Rog'on I. Ofe of Iho Director. 67/10/26 31pp. 43295.329-43295:359. 

8710230213 NRC Info Notice 87-055. "Portable Molsturo/Oonsity Gauges* Recent Inci- 
dents of Porlablo Gaimes Be'ng Stolen or Lost." Svc list end 
CUNNINGHAM.R.E Division ot Industrial 8 Med cal Nuclear Safety (Post 870729). 
67/10/26. Conso'fdeted Ed>sol^ Co. ol N&m York. Inc. 69pp. 43324.138-43324.227. 

8710290234 NRC Info Nollco 87 056, "Improper flydrauhc Control Unit Inslsllal'on ot 
0WR Plants." Svc list onci 

ROSSt.CE. Oivlsian of Operational Events Assessment (Post 670411). 87/11/04. 
Consekdaied Ed son Co of Now York. Inc I12pp 43324:226 43324 339. 

8711020017 NRC fnlo Nollco 87-057. "loss of Emergency Boral on Capability Duo lo 
Nivogen Gas intrusion " Svc list and 

ROSSl.CE Oarision of Oporalionsl Events Assessment (Post 8704tl). 87/11/06 
ConsoRdalod Etkson Co of New York, inc 116pp 43355:003-43355:119. 

8711060040 NRC Complisnco Bulloiin 87-002, "Fasisner Testing to Determine Con- 
loimanco W/Apdiceblo Mail Specs " Svc list end 

ROSSl.CE OivTs'on Of Operational Events Assessment (Post 870411). 87/11/06. 
Consoldaiod Edison Co. of New York. Inc l16pp 43397:142-43397:267. 

071 1090140 NRC Info Notice 87-058, "Conlimious Commun cations Following Emergen- 
cy Noblicaiiorts " Svc ksi end 

ROSSl.CE. Oivisriy) of Operational Events Assessment (Post 870411). 87/11/16. 
Conso'ideiod Edison Co. of Now York, Inc. l13pp. 43404:176-43404:268. 

8711120027 NRC inioNeiics 87-059, ‘’Potential RHR Pump Less " Svc list and. 
ROSSl.C E Oivisron of OporaiionBl Events Assessment (Post 870411). 87/11/17. 
Consotidaled Edison Co 0i Now York, Inc. I20pp 43407.001 -43407: 121- 

8711130008 Suppi 2 lo NRC Info Nolico 06-108, "Degradation of RCS Pressure Bound- 
ory Rosuiting From Boric Add Corros'on.’’ Svc list onci 

ROSSl.CE. Division ol Oporatienal Events Assessment (Post 870411). 97/11/10. 
Consol daied Edison Co. of Now York, Ir^c. Hppp. 43444:165 43444:314. 


R. PoriodJc operating reports 8 reislad correspondence 

8711100103 MondYy operailrrg rept for Ocl I987.W/871 1 16 Hr. 

WAIL.K.C.. M1LLER.OB. Connocncui Yenkeo Atomic Power Co. 07-10. 87/10/31. 
lOpp 43306 172-43398.181 


8- Reportable occurrencee. LERe & related correspondence 

8711090376 LGR 07-019 OOon B71009,lsi’uto to ropt two inatoncss ot piossurizor code 
saloty vaivos not meoimfi lilt soipomi lotarancos discovorod.Causod by misinterprala- 
Hon ol Toch Spoca Tech Specs win bo ciBrttiod.W/87tl06 ltr. 

L'HEUREUX.P.F.. MilLER.DB Connecticut Yankee Atomic Powot Co- 87/11/06. 
Spp 43321:169 43321 173 

8711180031 PNS-l e7'0l8:on 871 1 12,handgun Oeloctod in dulNe bag ot contract secun- 
ly guard Guard den'ed access to plant & suspended pend-ng lurther 
iiwoaiigoiion Plant socurlty personnel confirmed ihst guard was licensed lo carry gun. 
BAILEY.n. KEIMIG.R floglon 1, Olc of the Oitocior. 87/11/13 ip 43391:317- 
43391:317. 

071124028S lER e7-0>7-00:on 871023,(lre watch loft post bolore svc water pump water 
curiafn ews lolurnotf to svc.Caused by personnel error. Review ol incldsnt lor lessons 
■oarr>ed« upgrades to slailon training program perfoimod.W/Q7lll9 Hr. 

EGER.W.. MILLEH.O.B Connecilcut Yankee Alom'c Power Co. 87/11/19. Spp. 
43442077-43442.081. 


DOCKET 60-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Sacudiy, medlca), emergency & lire protection plans 

8711100343 Forwards new proposed security plan incorporoling add! commitments & 
clarfllcellans.pQr NRC 870^04 Hr. Plan Identifies how util will comply w/mlscellaneous 
amotids & search requirements. Plan withheld (ref I0CFR73.21). 

BARTONJJ. General Public UMilles Corp. • (jPU Service Corp. 87/10/22 Document 
Control Bmttch {Oocumenl Control Desk), fp. 43334:343-43334:343. 


P. Operating license stage doouments A correspondence 

8711250IS7 FOIA request (or llstod documonls.lncluding ends from NRC 870831 ltr re- 
questing addI Info on GPU Topical Repis Tn-033 & tR- 040 & onci to NRC meel-ng 
summary did 670819 re SPDS. 

GRABER.L NLIS Corp. 87/10/20. Division ol Rules & Records (Post 870413). Ip. 
43461:304 -43461:iK)4. 

0711030317 Otscussss uM proposed methodology lo develop new seismic floor re- 
sponse epectra for leciiily.per 870903 mosling. Methodology acceptable provided lhal 
listed qualiticadons mel 

DROMERICK.A.W. Project Directorate 1-4. 87/10/27. FIEOLER.P.G. General Publ'C 
UUliUos Corp. • GPU Service Corp. 3pp. 43259:358-43259:353 


87 1 1 100431 Generic Lir e7-t5 to all holders ol CPs for nuc'oar power plants ro po'icy 
staiemonl on deterred ptanis Svc list enci 

MIRAGLIA.F J. Assocaie Director for Projects (Post 870411). 07/lt/O4. ConsotKialed 
Edison Co. ol New York. Inc. 4epp 4340? 001-43402 046 

8711130188 Responds to NRC 661138 lir reques' ng that ulil address provisions lor 
monilodng low water level In intake cane' re svc water pump suction etevaUon.Ubl ba- 
lioves exislent procedjies can cope w/low or high water levels. 

FIEOLEn.P.B. General PuLl.c ijii'iiies Corp ■ GPU Service Carp. 87/11/06. Oocumeni 
Ccmtol Biarith (Ootumem Control Desk) 3pp 43360.313-43a6^.3l3. 

8711160070 Forwards Amend ii8 to License OPR 16 & safety evaluatioft Amond 
changes Tech Spec 4.3-G to include requirement for leak testing alter each pnmary 
coolant sys pressure Isolation valve movement. 

OROMERiCkAW. Project D.iectoraie 1-4. 87/it/06 FlEOLER.P.B. Gcftetal Pubhe 
Utilities Corp. • GPU Service Corp 3pp. 43363 140 43363:147. 

-8711160073 Amend 118 to Ucense OPR to.chang-ng Tech Spec 4.3-0 to include re- 
qu-remerti for leek lesling after each p'lniary coolant sys pressure isolaUon vakra 
movemenl. 

STOL2,JF- Project D'lecloraie 1-4. 87/11/06 4pp 43363 143 43303.145. 

-8711160079 Safety evaluation si^porting Amend 1 10 to License OPR-lO. 

' OIUco of Nuclear Reactor Regu’aiion, D-recior (Post 670411). 87/11/05 3pp. 
43303.146-43303 147. 

8711200106 Forwards safety evaluation re 870911 violation of Safely Uml 3.1 E ol 
Tech Specs that occurred when two sets of recirculallon loop valves fully opon.S&lety 
significance of event low due to adequate core cooling. 

MURLEY.T.E Olf/ce of Nuclear Reactor Regulalon. Oiicclor (Post 870411). 07/11/ 
06. CLARK, P.R. General Public Uillit.-ea Corp. - GPU Service Corp 4pp. 43400:109- 
43408:156. 

-8711200110 Safety evaluation re safety im;i violation on 870911 SafeN 8lgn.6cence 
considered low due to adequate core coo'ing & low decay heal levels Basis for con- 
clusion elaborated in end Insp Rept 50-219/87-39. 

' OILco ol Nuclear Reactor Regulation, O.recior (Posi 870411). 87/11/06. 3pp 
43408:113-43408:149. 

-8711200114 Forwards Augmented Insp Team Insp Repi 50-219/87.38 on 870911- 
17. Issues rosulLng from Insp Including possible enlorcemeni acOon wHi be subj lor 
luluie correspondence. 

KANE.W F. Region 1. Ofe of ihe Director. 87/09/38. CLARK.P R General Pubkc Ubk. 
lies Corp. • GPU Service Corp 3pp 43406:118 43405117. 

-8711200120 Insp Repl 60. 319/87-39 on 87091 1-17.Vlolaiion noied.Major areas 
inspKted.lechnical Issues re reported vloleHonof Safety Limit 3 1.E on 670911. 
BETTENHAUSEN.L. Region 1. Ole ol ihe Director. 87/09/25. 32pp. 43408:116- 
43408.149. 

-8711200137 Directs recipient to pedorm Insp ol eauaes.saiety implications & associai- 
ed eparatd/ actions dunng radi08et^e cootanl spin & actions taken roauit-ng in safety 
limit vfotailon on 870911. 

RUSSELL.W.T. Region 1. Ofeof the Director. 87/09/16. KANE.W.F. Reg'on i.Oicof 
the OteetOf. 3pp. 43408:150-43408:154. 

-8711300193 Advises that euthor auihordod lo release all plant equipment lo be main- 
tained as found by Condition 2 of Connrmaiory Action Lir 87-l2.Condiiions no longer 
needed lo analyze event 

BETTENHAUSEN.L Reg'on 1, Ole ol me Director. 87/09/14. FlEOLER.F.8. Genoial 
Rublic uunnes Corp. - QPU Service Corp. 2pp. 43408:155 43408:168. 

8711300004 Forwards request for eddi info re various submittals dascrtbing 8 aneiyzino 
eieciAcal isolation oetwean rsactor proiaeuon sya & nonsaiety sys.per SEP To^ Vir 
I A. Rasponse requested by 671216 

OROMER1CK.AW. Pro|eei O'-rectorate 1-4. 87/11/10. FIEDLER.P.8. General PubLc 
Ull'lties Corp. • GPU Service Corp. 3pp. 43407:121-43407:123. 

8711190328 Provides supplemental Info re Tech Spec Change Request 157 proposed 
rev to bases of Section 3.5 to permit access to trunn'on room (or Insp & maim 
acUvittes.per NRC questions. Request Isotetes room from secondary conleinmoni 
boundary. 

FIEDLER.P B. General Public Utilities Corp. • GPU Service Corp. 87/11/11. Document 
Control Branch (Document Control Desk). 2pp. 43401:331-43401332. 

871t180020 Forwards response to 870931 request tor eddI Into re Reload Topical 
Repla033 a 040. 

WILSON, R F. General Public UbNUes Corp. • GPU Service Carp. 87/11/12. Oocumeni 
Conbol Branch (Document Control Desk). 46pp. 43395:1 19-43395:163. 

8711200163 Notiflcatlon ol 871113 meeting w/ulil In Seihesda.MO lo discuss meneisre 
drywell corrosion problem.W/o slated meeting agenda. 

OflOMEHICKAW. Project Direclorale M. 87/11/13. MURLEY.T.. SNiEZEK.j. 
MiRAGLlA.F. NRC • No DeteW Atfiliabon Given. 3pp. 43416:013-43416:014. 

0711250182 Final testae to FOIA lequest lor documents Itsled in App A.Oocuments 
also available in POR. 

GniMSLEY,O.H. Division of Rules 5 Records (Post 870413). 87/11/20. GRABER.L. 
NUS Corp. 2pp. 43461:305-43461:318. 

-8711260185 Package consisting ol requests lot eddi tnlo te GPU Topicat Rwls 1R- 
033, "Methods (or Generation of Core Kinetics Data for Relran-02’' a tR 040. 
"Steady-Slats a OuasJ-Steady-Slate Methods Used in Analysis...." SPOS meebng 
surnmary ertcl. 

' DIvtslon of Rules 8 Records (Post 870413). 87/1 1/20. 12pp. 4348t:307-434ei 316. 

8711300077 Forwards util technicel functions safety/environ delermlnabon a 
tOCFRSO.69 review confirming condition ol drywell above sand entrenchmer*! 
redlon.One oversize drawing also encl. 

WILSON.R.F. Oenerti Public Ulilities Corp. • GPU Service Corp. 87/11/20. STOUJ 
Project Otrectorate 1-4. t20pp. 43470-.t64-43470-.26a. 


Q. fnapectlon reporta, IE Bulletina 8 correspondence 

8012170482 IE euBbtin 80-25. "Opwatlng Problems W/Target Rock Salely- ReSel 
Valves at BWRs " ' 

* Old of inspection a Enforcement. Director (830201-670413). 80/13/19. ConsrAdal- 
ed Edison Co. of New York, Ino. &pp. 43236.-301-43326:205. 


830S110473 IE Info Notice 83-39, "Failure ol Salety/Relief Valves lo Open at BWRs • 
Inlenm Repl " 

JOROAN.EL Oiv ol Emergency Preparedness a Engineering Response.lE(8S0213- 
670413). 83/06/17. Consolidated Edison Co. ol Now York. Inc 2pp. 43226:206- 
43226 207. 

8711950001 Forwards Insp Ropt 50-219/87-30 on 870938-1002. No violations nolad. 
ANOERSCm.C.J. Region 1. Ofc of the Director. 87/10/38. FlEOLER.P.B. Genera' 
PriXlc Ubiilies Corp • GPU Service Corp. 3pp. 43303:134-43302:142 

-8711050002 Insp Rept 50 219/87-30 on 870928-1002.No violations or deviations 
noiedMajor areas Inspected open items. 

WiNT£RS.fl.W.. STROSNIOER.J. Region 1. Ole of the Director. 87/10/19. 7pp. 
43302:136-43302:143. 

8710230213 NRC Into Notice 87-056, "Portable Molsluro/Density Gauges: Recent Incl- 
dmts of Poiiable Gauges Being Stolen or Lost." Svc list encl. 

CUNNINGHAM.R.E. Division ol Industrial a Medical Nuclear Safety (Post 670739}. 
87/tO/29. ConsoLdated Edison Co. of New York, Inc. 89pp. 43334:139-43334:227. 

6710290334 NRC Info Notice 67-056, "Tmpropoi Hydraulic Control Uml insiaHalion el 
6WR Pfania." Svc list oncl. 

ROSSI.C.E. Division of Oporallonal Events Assessment (Post 870411). 67/11/04. 
Coftsohdated Edison Co. of New York, Inc. t t2pp. 43324.226-43324.339. 

8711100317 £N-67-09S.on or eboul 871 lOS, confirmatory order will be Issued to ull 
based on 87091 1 safely limit violation. Order confirms uiil commllmenl lo remove per- 
sonnel Involved from licensed duties a lo provide NRC w/copy ol Investigation 
LUE»ttMN.j. UEBERMAN,J 01c ol Enlofcemani (Post 870413). 87/11/04. Ip. 
43344 245-43344:345 

8711060114 Forwards confirmatory order confirming commllments made to NRC in vari- 
ous Hrs (0 events associated w/vlolation ol safely limit at plant on 670911 S subse- 
quent desbuetton ol sequence ot alarm tapes 

TAYLOR JAit. Deputy Executive Director (or Regional Operations, EDO (Post 670419). 
87/11/05. Cl-ARK.P.R. General Public Utilities Corp. • QPU Service Corp ip. 
43303.330-43303:345. 

)71106Ci125 Order modifying Hcanse lo prohibit any member ol operating Shift B In- 
volved in 67091 1 Incident from performing licensed duties & directing licensee lo pro- 
vitlo Region I w/ invttsligslion rapt. 

TAYLOhJM Deputy ExocuUva Director (or Regional Operailone, EDO (Post 8704131. 
87/11/05. General Public Ulilllioe Corp. - GPU Senrice Corp 6pp. 43303 240- 
43303 245. 

8711030017 NRC Into Notice 87.057. "Loss of Emergency BoraNon Capability Due lo 
Ntirogen Gas intrusion." Svc list encl. 

ROSSI.C.E. Division ol Operational Events Assessment (Posi 870411). 87/11/06. 
Consolidated Edison Co. of New York. Inc. 1i6pp. 43335:003-43355:119. 

87H050040 NRC Compliance Buiieim 87-003. "Fastener Testing lo Determine Co.'i- 
lormance W/ Applicable Mail Specs." Svc llsl encl. 

ROSSI.C.E. Division of Operational Evonta Aasassmant (Poat 67Q4tt). 67/tl/06. 
Consolldsled Edison Co. of New York. Inc. 1l6pp 43397;142.43397;257. 

8711300106 Forwaids safety evaluation re 870911 violation of Safety Limit 2.I.E of 
Tech Specs mat occurred whan two sets ol reclicuiaiion loop valves fully open Safety 
stofttneance ol event low due to adequate ooie cooling, 

MURIEY,T E Cilice ol Nuclear Reactor Reguiailon, Director (Post 670411). 87/11/ 
06. CLARK, P.R. General Public UtiitUes Corp. ■ GPU Service Corp. 4pp. 43408:109- 
43408:156. 

-8711200110 Salely evaiuaiton la satbiy iimn vtoiaiion on 87091 l.SaieN signihcanca 
consideied low due to adequate core cooling & low decay heat levels. Basis for con- 
clusion elaborated In encl insp Repl 60-319/67-30. 

’ Office ol Nuclear Reactor Regulation, Direclor (Post 670411). 87/11/06. 3pp. 
43408.113-43408:140. 

-8711300114 Forwards Augmented Insp Team Insp Rept 60-2I6/67-29 on 870911- 
17 Issues resulting from insp Including possible enlorcemeni action will be eub] for 
future correspondence. 

KANE.W.F. Reg'on 1. Otc ol Ihe Director. 67/08/28. CLARK.P.R. General Public Ullli- 
ues Corp. - GPU Service Corp. 3pp. 43408:118-43406:117. 

-8711200120 Insp Rept 50-219/87-29 on 87091 1-l7.VlolBtfon noted.Major areas 
lnepecled:iechnlcal Issues re reported violation of Safety Limit 2.1.E on 870911. 
BETTEMtAUSEN.L Region 1, Ofc ol the Director. 87/09/25. 33pp. 43406:118- 
43408.149. 

-8711300127 Directs recipient to perform insp ol causes.safety Implications & associat- 
ed aerator actions during radioactive coolant spill & actions taken resulting In aafaty 
Rmn vkritilon on 870911. 

RUSSELL.W.T. Region 1. Ofc ol the Director. 87/09/15. KANE.W.F. Region t. Ofo ol 
(he Director. 3pp. 43408:150-43408:164. 

8711180040 Forwards Inlegrated Performance Assessment Team insp Rapt 50-219/87. 
24 on 8708fO-2t-ResponSQ detailing evaluation ol Insp team llndlngs te ALARA pro- 
gram 5 administrative controls for plant engineering requested within 45 days. 
KANE.W.F. Region 1, Ofc ol Ihe Director. 87/11/09. FlEOLER.P.B. General Public 
UbSttes Corp. • GPU Service Corp. 4pp. 43391:057-43391:1 12. 

-8711180040 Integrated Pertormence Assessment Team inep Repl 50-219/67-24 on 
670810-31. No violations noted.Major areas lnspacted:oper8tloii8.malnt, surveillance ra- 
diaUon control A onsite engineering support 

BLC»JQH.AR.. BEnENHAUSEN,L Region I, Ofo ol the Direclor. 67/10/29. C2pp. 
43391.061-43391:112. 

8711180138 Forwards Insp Rapt 60-218/67-26 on 870928-1002 & notice of violation. 
dC»4NSTON.W.i/. Region 1, Ofo ol the Director. 87/11/10. FlEOLER.P.B. General 
Puiriic Utilities Corp. • GPU Servica Corp. 2pp. 43391:340-43301:352. 

•^11180143 Notice ol vtoiailon from Insp on 870928- t002.ViolaUon noledrvslidlty oi 

E revious callbr tests of installed plant equipment & acceptability ol equipment not 
sing evaluated for controlled test equipment discrepancy. 

* Region I, Ofo of the Director. 87/ll/TO. Ip. 43391 ;342-43391;342. 
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-8711180148 Insp Rept 5a-219/67-28 on 870028-1002 Violations notvu. ca.tnis 

inspecled non'icenssO stall naming, inc'utl.riQ observalion o1 wotW acit«iue3,lialn'ng 
progress & OA/OC Inlorface w/Kaln-ng. 

OLIVEIFIA.W.. BLUMOERG.N Region 1. Otc ot ihe Directof. 07/11/02. 9pp. 
4339r343-43391:362 

8711190328 Prov.des supplemenlal info ro Toch Spec Change Requast 1S7 proposed 
rov to bases ol Section 3.5 lo permit access to trunnion room lor insp & mslnt 
aciivities.por NRC questions. Request isolates room from secondary containment 
boundary. 

PIEOLER.P.B. General Public UliliHos Corp • GPU Service Coro. 07/1 1/1 1. Oocument 
Control Brancn (Oocuineni Control Desk). 2pp 43401:331-43401 332. 

6711O90U0 NRC Inlo Notice 87 050, "Cottimuous CommiinlcQUons Following Emergen- 
cy Nollflcaiions." Svc list end. 

ROSSICE. Division of Operational Events Assessment {Post 870411), 87/11/16 
Consolidated Edison Co. of Now York, Inc t I3pp 43404: 1 76 43404 266. 

8711130027 NRC Info Nobce 87 059, "Polonllal RHR Pump Loss" Svc lisl end. 
ROSSLC.E Division of Operaiionel Events Assessment {Post 870411). 87/11/17. 
Consoi rtaied Edison Co of Now York, Inc. I20pp. 434Q7:0Ql -43487:»2l. 

8711130008 Suppi 2 lo NRC Info Notice 86-100. "Dogiadalion of RCS Pressuio Bound- 
ary Resulting Kom Boric Add Conoslon." Svc lisl end 

r6sSi,CE. D-viSion'ol Operational Events Assessmenl (Post 870411). 87/11/19 
Consoiidaietl Edison Co of Now Yoik, Inc. 1i9op. 43444:195-43444.314 


R. Periodic operating reports & related correspondence 


8711160282 "Elflueni Rolaaso Rapt lor Jen-Juno 1087." W/a70831 hr. 

FIE01ER,P.B. General Public Utilitios Corp. • GPU Sorvico Corp 67/06/30. 
flUSSELL,W.T. Region 1. Ole of the DIredOr 07pp. 4336G:t01-43360:l8?. 

B7110S0231 "Nucloar Safety & Compl.-anco Commllloo Som'annual Ropi 7 lor Apr-Sopi 
1987." W/a71102 lir. 

LANEY,R,V., HUMPHflEYS.L,L. WIT2IG.W.F. Gonoral Public UiiLtws Corp. - QPU 
Sorv.cB Corp. 87/00/30. MUnLEY,T.E. Office of Nudoar floacior Rogutabon. OtroeW 
(Post 970411). IQpp. 43292:040-43292.057. 


8. Reportable occurreneea, LERa 8i related correspondence 


8711100292 Spec el Rapt 87-06:on 070928'30,f<ro barner penotiation seels klenbfiod as 
noi meevnn aocopianco cnioria.Causo not staiod.Firo watch osiabhshod 
immediaioly.Piro barner seels will bo tosiored to lund'onal status by 871030. 

FIEDLER, Kb. General Pubic UtiLilcs Corp. • QPU Service Corp 07/10/29. Documont 
Control Branch (Documonl Conirol Desk). 2pp. 43330:200 43330 201 

8711130224 Forwards Rev < lo LER 67-030.Evonl dale incorrocily reported In iwo 

f laces on LER duo to adminisiralivo oversight. 

lE0LEn,P.6. General Public Uli'uloa Corp. - QPU Sarvico Corn 67/11/05 Oocumonl 
Control Branch (Oocumonl Conirol Desk] ip. 43357:331-4335* 334. 

-8711130211 LER 07'030 0f:on 860432.primary & secondary cornalnmonis isolatotf & 
standby gas iraatment sya Iniiiatod duo to voiiago ironsfeni from flohin'rtg insulator 
failure.Causcd by aulomaiic bus transfer ocoodinn roiav dropout i<me. 

MCQRANE.J.P. Goneral Pub'lc Uti'liloa Corp. • OPU Survico Corp 87/ii/OS. 3pp. 
43357:332-43357 334. 

8711170226 Summary of Operating Roaclors Evonis Maeling 07-30 on 0711031181 ot 
aiiendeos.vtewnrapns & summary of reacior scrams onCl. 

LANNINQ.W. bvonis Assessment Branch 87/11/OS. ROSSl.CE. Division o1 Opor- 
aiional Events Assossmonl (PosI 0704t 1). 20pp. 43305 215-43305:234. 

6711130079 LER fl7-037-00.on 67t009,monlhly calculalions of doso duo to iadfoiodtr>o 
& particulales In gaseous offluonis not performed (or Jul & Aug l007.C8U8od by per- 
sonnel orroi duo lo Inadequele train ng. Calculations compielod.W/67 1 106 Hr. 
LEITMAN.L.W., FIEDLERP.B. Qonerel Public Uiilillas Corp. • OPU Service Corp. 07/ 
11/06. 4pp. 43354:020-43364.031. 

6711190262 LER 87-039-0a:cn 0710l4,d,scovorcd that Signal dreutt (rom lockout rolay 
nol In complianco w/App R. Caused by dosign doliclsncy.AcIlon IsKon lo modify clr- 
cuiiiy al Relay 861D-X lo comply w/l0CFR50,App R ctrtoiia.W/874l>2 1«. 
LEi™an,L.W.. FIEDLER.P.B. Genera! Public Ulllillos Corp. - GPU Sorvico Corp. 87/ 
11/12. 4pp. 43401:043-43401;046. 

6711230445 LER 87-036-00:on 071013, four workois enlorod locked high rediaUon aroa 
w/o min radiation monitoring egulpmenl roqu'rod by procoduro & aiallon Toch 
Specs Caused by porsonnol error & procedural noncompllance W/871 1 13 Ur. 
GALANTO.J., FIEDLER.P.B. Qsnoial Public Utilities Corp. • GPU Sorvico Corp. 07/1 1/ 
13. 6pp. 43421:207-43421:291. 

8711230233 LER 07-040 OO.on 8710I6.IOIU8 oxygen sampio lino isolation valves logic 
determined not to meet sfnglo (allure criteria, per NRC GDC Caused by dosMn 
defIciency.Mod lo valves vriir be made & atonckng order & procedure tssueiLW/ 
07l116ltr. 

LEITMAN.L.W.. FIEDLER.P.B. General Public Ulililles Corp. • GPU Sorvico Corp. 87/ 
1 1/16. 4pp. 43424:092-43424:095. 

6711230396 PNO-l-87-l09:on 8/1 11 6, NRC Informed by hconsoo mgt lhal large malorlly 
ol members of Inti Brotherhood ot Electrical Workers volea to reloct contract 
olfer.Pickol lines mey be set up al mldnighl.Cntlcallty anticipated by early 871 1 19. 
COWGILL.C., BETTENHAUSEN.L. fleg'on 1. Ofc ol the Director. 67/11/19. Ip. 
43419:001-43419:001. 


87112S0231 Special Rept 67'07:on 871020,nonluncllonal thermo lag (ire barrlar nol to- 
siqrad to functional status within 7 days par Toch Spec 3. 12.E. Caused by coralralnls 
Imposed by increased mainl activities. Fire watch established. 

FIEDLER.P.B. General Public Utilities Corp. • QPU Service Corp. 07/11/19. Oocument 
(^ntrol Branch (Oocument Control Desk). 2pp. 43460:166-43460:167. 
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F. Security, medical, emergency & fire protection plans 

8711020193 Ack receipt of 661202 proposed emend to security plan ro m'sce'leneous 
amends & search requirements Response to commonis requested within 30 days. 
HAUGHEY.M. Project Dl'ccto/aio l-t. 87/10/20. MANGAN.C.V. Niagara Mohawk 
Power 4pp 4.3239 210-43239 213 

8711130092 Advises that schQduled comp’otion date ol Oct 1987 lor updating Ire 
hazard anotysls.por 670030 Hr, has been extended lo Doc 1067. Addi time nocossary to 
convert documeni lo lormai consistent w/Branch Technical Pos ilon 9.5.1. 
MANGAN.CV Niagwa Mohawk Power Corp Q7/1U06 Oocumcnl Control Branch 
(Oocument Control Desk), ip. 43355:128-43355:120. 

0711180059 Forwards Insp Repis 50-220/07-21 & 50-410/87-39 on 071005-30.Vlola- 
Uons noted wll bo discussed al Bntorcomont conference Concerns re edoquacy of 
arte operaaons review commifieo & addi Tech Spec violai ons a'so noted 
WEN2INGEfl,£.C. Region 1, Ole of tho Director. 87/11/10. MANGANC.V. Niagara 
Mohawk Power Corp. 2pp. 43391 :132.43391: 140. 

-9711180089 insp Rapls 50-220/67-21 & £0-410/87-39 on 871005-30 Violations 
notod.Malor areas Inspocted slat on aclivifas. Hconseo actions on previously identliiod 
llems.s^oty sys wo'kaowns.ptiysicai eacurity reviews & a'logai'on followup 
JOHNSON.J.R Region 2. Ole of lha Dl'ector 07/11/09 l6pp 43391:134-43391:149. 

6711300180 Forwards addi Inlo & reva lo lacllty site socuniy A safeguards coni ngancy 

K r lOCFR60.54(p}.lmplomonlallon schoduio also end Ends w lhho'd (rol 
73.21) 

B6flATTA.JP. Niagara Mohawk Power Corp. 07/11/25. .WURLEY.T.E. Ollico of Nu- 
dear Reacior Rogulaiion. Oirocior (Post 070-111) ip 43471.034-43471.034. 


I. Financial Inlormation 


8711160151 Forwards onnual cortiHod staiamoni lot I996,conso'idalod balance sheet & 
slaiomont el earnings lor 0 months ending 070930 & 12 months ending B70930.1 yr 
Internal cash (few projocbon & JW Powaia nsriativo statomoiA le cash Ito-rr 
nuSHMORe.J.W. Niagara Mohawk Power CJorp. 87/11/10. DINITZ.I, Olhco ol Nucle- 
ar RoaciO' Rogjlaiion. Diroclor (Post 87041 1) 6pp 43365040-43305:065 


P. Operaling licanae stage documents & cotraapondanea 

0711100353 Responds lo Nvo quosnons In NRC 670020 Hr ro quality of spent lual racks 
labdcaied by US Tool & Dm Co & prooacossor. Racks innsiioa in 1963 fabitcated 
under US Tool Co OA/OC control program Program reviewed by util. 

MANGAN.C.V. Niagara Mohawk Power Corp 07/10/20. Oocumonl Conirol Branch 
(Oocumonl Control Dosk) 2pp. 43335 202-43335:203. 

071 1040020 NotiHcaiion ol 071117 moeimg w/uM In Boiho8da,MO lo discuss licensing 
Issues 

HAUQHEY.M.F. Project Di’ocioraio l-t. 07/10/29. CAPRA.R.A. Projoci O.recioraia l-i. 
3pp. 43200.083-43200 005. 

0711100431 Oono'ic Lir 07-15 10 OH holders of CPs for njc’oar power plants ro pol'cy 
siaiomeni on deloired plants. Svc lisl onci 

MiRAGLiA.F j. Associate Oiractoi (or Projects (Post 670411). 07/11/04. Consoiidaied 
Edison Co. ol NOW York. Inc. HOpp. 4340^001 43402.040. 

8711190136 Forwards responso lo NRC 07i03i request lor review of tobuletion ol 
siaius of implemontailon of generic reguialory roouirod impiovomonts lor (aclrty. 
MANOAH.CV. MiBnaiB Mohawk Power Coip 87/11/16. Oowmenl Coh’rol Biancli 
(Oocuntoni Conirol Desk). 13pp. 43398.001-43390:013. 


O. inspection reports, IE Bulletins & correepondance 

0012170402 IE UuHotln 00-25. "Operating Problems W/Targoi Rock Safety- Rel.of 
Valvos al OWRa" 

’ Ole of Inspoct'on & Enforcemont, Dirocioi (820201-670413). 80/12/19. Consolidat- 
od EdiMn of Now York, Inc. Spp. 43226 201-43226:205. 

0305110473 IE Info Notico 03-30. "Failure ol Saloty/Roiiel Valvos to Open at DWRs • 
Interim Repi.” 

JORDAN.E.L (7<v ol Emergency Preparodnuas & Engineering Rospan6e.lE(e502l2- 
870413). 83/1^/17. Conaordatrtd Edison Co of New York, Inc. 2pp. 43226:206- 
43220:^7. 

0711040338 Forwards updato.per ul-l 670917 comm imont In responso to Insp Repis 
60-220/00-23 A 60 410/66-59 W/o end 

BERATTAJ-P. Niagara Mohawk Power Corp. 87/10/10. MARTIN.T.T. Ragion I, Ofc 

01 11)0 Olroclor. Ip 4320U 056 43290 056 

8710230213 NRC Info Notice 87-055, "Portable Moislure/Oensity Gauges: Recent Ind- 
denia ol Portable Gauges Being Stolon or Lost." Svc list end 
CUNNINGHAM. R E. (Jivlslon of Industrial & Medical Nuclear Safety (Post 870729). 
87710/29. ConsdHJaled Edison Co. ol Now York, Inc. Oepp. 43324:109-43324-227. 

0711040372 Forwards Insp Repis 50-220/e7-l6 & 60-410/87-37 on 870631-1004 & 
noheo of violation. 

WENZINGER.E-C. Region 1. Ofc of tho Diredor. 07/10/29. MANGAN.C.V. Niagara 
Mohave Power Corp. 2pp. 43273:298-43273:312. 

•4711040376 Notice ol violation from Insp on 67083l-t004.Viofatlon notcd:l3 high/low 
pressure Inlertace valves required to ba disabled par FSAR Table 9S.6-I. energized 
during normal operation al approx 40% rated power. 

* Re^n 1. Ofc ol the Director. 07/10/29. ip. 43273:300-43273.300. 

-9711040379 Insp Repis 60-220/07-10 & 60-410/07-37 on 870631-1004. Violations 
fxHed.Major areas lnspecied:8lallon activities including Unit 1 power opera! or)s A Unit 

2 power ascens’on lasting A licensee action on prewously ideniilled Hams. 
JOHNSON.J.R. Region 1. Ole ol me Director. 87/10/29. 12pp. 43273.301-43273:312. 
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B710290J34 NRC In'o Notice 87-056. "impfopo.' Hytfrau'ic Coftttol Unr Installation at 
BWn Plants " Svc list end 

ROSSl.C.e. Orvlsion ol Operat-onai Evo.tls Assessn-.eni JPosi 8?04tl) 87/1 1/04. 
Consolidated Edison Co. oi New Voik, I'nc. 1 1 2pp. 49324 228-4 3324: 339 

8711090296 Forwa/ds Safety msp RopIS 50 220/87-20 & £0-410/67-36 O.'t 870914- 
1 6 No vIpfatiORS noted. 

MARTIN.T.T. Region 1. Otc ol the Difec-or 67/11/05 MANGAN.C-V. r^agaia 
f^OhawK pQwor Cotp. 2pp 49921:120 49331:126. 

-371 1060255 Sa'oty Insp Repis S0-22O/37-2O& 50-410/87-36 on 870914-18. No vio'a- 
lions OI deviations noledMaior areas inspected: rodwasie 8 transportation 
BCtivitias.Incfud ng rrgi cont/o’. shipments ol redwastes.tiainino.praccdstas & QC. 
OAVlOSONflS.. PASCIAK.WJ Region i. Ok of the Di/ectOf, 07/11/02. 7pp 
49921:122-49921:128. 

8711020017 NRC Pnlo Ndlke 87-057. “Loss ol Emergency Bc'ato.'i Capatokty Dua to 
Nitrogen Gas Intrusion." Svc list end. 

ROSSi.C.E. Division of Operational Events Assoss-rant {Po.sl 870411). 87/11/06 
Cohsoitdaied Edison Co. w New Yoth, inc. 1 16pp. 43355.003-43355 t19 

B7110S0040 NRC Compliance Qullelin &7-002. "Fastener Teaiing to Determine Cen- 
toimance W/Appllcablo Mall Specs." Svc list end. 

ROSSI, CE. Oivison ol Operatio-'tai Events Assessment (Post 870411). 87/11/66. 
Consolidated Edison Co. of New York. Inc. 1 16pp 43397:142-43397:257. 

8711190094 Responds to violalons noted -n Insp Repis 50 220/87-13 & 50-410/67- 
29.Cor(eclivd acii'ons:diceol generators wiped down regularly unii' soepagos problem 
correcied.Re^onse to IE Suliotins 79-27 a 60-25 a'so provided. 

LEMPGES.T.t Niagara -Mohawk Power Corp 87/11/06. Docurrenl Control Branch 
(Documeni Control Desk). 5pp 43361:082-43361:080 

6711180059 Forwards Insp Reals SO 220/87-21 8 £0-410/87-39 on 87tOOS-90Vioia- 
tions noted wi'l be discussed al enlotcerrienl conle-'ence.Concorns re adopuacy ol 
silo operatiorts review commiitee & addi Tech Spec v-olat ons a'so noiod 
WENZiNQER.E C. Region 1. Ok ol the Director 87/11/10. MANGAN.CV. Niagara 
Mohawk Power Corp. 2pp 43391:132-43391:149. 

-8711180069 Insp Ropts 50-220/87-21 & 60 410/87-39 on 671005-30. VtotaHons 
noted Major areas Inspecled'Slotion activities, licensee eevons on pruvtousV fdeniilied 
iioms, safety sys waikaowns.phys’cel security reviews 5 aiiogaton followup 
JOHNSON.JB. Rog'on 2, Ole ol ine O-iecior, 87/11/09 16pp. 43301:134-43391.149 

8711180328 Responds to violations noted in (nsp Repl SO-220/67 1 7 Cortecbva 
sciions./nomo sUessina importance ol Jminodiaiely recounting petsonnei w/posiifve 
wholo body counts, peitorming Intake ce'culailons 8 noticing euponnsots disirAuied. 
IEMPQES,T.E. Niagare Mohawk Power Corp 67/ii/il. Oocumeni Control Stanch 
(OocumenI Conl/ol Desk). 3pp. 43365 914.43365 019 

8711090140 NRC Inlo Nofee 87-058. "Conlnuous Commun‘caildn$ Fol'owng Crrorgon- 
by NotiUcatlons." $vc list end. 

POSSi.CE. aviaion of Operational Evente Assassmeni (Post 6704ti). 67/11/16. 
Consolid8iad,EdSQnCo oi Now York, me 1 13po. 43404:176-43404 288. 

87tU2Q0S7 NRC (cilo NclKO 87-059. "Po'4ivtial RHR Purnp Loss" Svc l.sl ef>c> 
R0$SI.C.E. Divlaion ol Operational Events Aaseisment (Post 670411). 87/ii/i7. 
Consoldaied Ediaon Co. bf New York, inc. i20pp. 43487 001 -43467: i2i. 

87IH30008 Suppi 2 10 NRC Inlo Notice 86-108, "Oog'adation of RC6 Pressa'e Bound- 
ary Resulting Prom Boric Acid Cor/oaion " Svc Hat enci. 

RO&SI.C.E. ON^von of Operational Events AciseismotM (Post 870411). 67ni/i9. 
Conaondaiad Edison Co. of New York, Inc. ti9pp. 43444.195-43444:314. 

871 1280177 Forwards Equipment Oualificetlort Insp Repl SO 220/86 OS on 660414-18 8 
notice of vio'ailon. 

JOHNSTON.W.V. Region 1, Ole of the Oirocior. 87/11/19 MANQAN.C.V. Negara 
Mohawk Power Carp. 2pp- 43459.l8l-4345g.'i63. 

-8711250184 Nolice ol violation from Inap on 860414-18 Vio.'aiicm noted, qua! ecatior) ol 
Kerlte cables & Model HTK power cab'e w’led lo L'rnliorque vaNe actuafor noi estab- 
lished at time ot Insp. 

' Region i.Olcol me Oireclor. 87/11/16. Ip. 43459:183-43450:183. 


R. Pertodic operating reporta & related correapondence 

8711160240 Forwards monifily operating repl for Ocl 1867 & narrairve repl ol opetafng 
eimahenca lor Sepl 19B7.W/a narraiivo root ol operai.ng euMrience 
LEMPGES.T E Niagara Mohawk Power Corp. 87/11/10. Oocumeril Control Branch 
(Oocumeni Coni/ol Desk), ip. 43388:248-43386:253 

-8711180257 Monthly operali'ng repl for Oct 1687. 

ROMAN, I. Niagara Mohawk Power Corp. 87/10/31. 5pp. 43360:249-43368.253 


S. Reportable oeeurreneeai LERa 6 related corraapondence 

8711180052 Informs that uiil 671013 notification of event (Licensee Occurrence Repl 
87-05) should be logged as 24 h event 

BERATrA,J.P. Niagara Mohawk Power Corp. 87/11/12. MURLtY.T.E. Olf.ee c4 Nu- 
clear Reactor Regulation, Director (Post 670411) Ip. 43391-131-43391:131 

871119008S LER 67-014-00.01 67l016,rnal{uncL'on of turb'ne control ays occurred 
causing reactor scram.Cauaed by failure ol electrical pressure regulator sorvo-velve 
dire to binding of Internal componenta.Servo-velve replaced.W/d71 1 18 Hr. 
UAZZAFERffO.P., LEMRGES.T.E. Niagara Mohawk Power Corp. 87/11/16. 7pp. 
43396:210-43396 216. 

6711190280 LER 87-016-00:0/) 67 101 7, unit e>perienced full reactor scram, ectuation of 
turbine trip signal 8 actuation ol HPCI mode of logic Caused by spurious actuation of 
iniermediale-range monitor circuit due to noise .Scram re&ei.W/671it6 Itr. 
MAZ2AFERRO,P., LEUPGES.T.E Niagara Mohawk Power Corp. 87/11/16 Bpp. 
43401:038-43401:042. 

8711240162 LER 87-01 6-00:on 67101 9.full reactor acram, turbine trip signal eclueGon & 
HPCI actuation occurred.Caused by spurious actuation ol Intermediate range monilor 
Wp due to r)oiee.Nol8e problem lnvestlgated.'N/67i 118 Hr. 

M/LZ2AFERRO,P., LEMPQES.T.E. Niagara Mohawk Power Corp. 67/11/18. 4pp. 
43442.033-43442:037. 


8711240221 LER 87-017’00:on 671020, section of raw waiei to core spray intercio piping 
not twdrostalta'iy leaied dscovo/ed Caused by engineering dosign error. Piping lo 
cMssiiiod to proper design piessuio & Iemp.w/871 1 19iii. 

MAZZAFEnnO.P., LEMPGES.T.E. Niagara Mohawk Power Corp 87/11/10. epp 
43431:244-43431 249 

6711240196 LER 87-010 00;on e7t022,ins|rirctor noHoed that 1 16 kV power lailuto spo 
cfal operating procedure not Included m Index Caused by personnel orroi Conl-ol'od 
copy of p/oceoure obtained & Inserted into master lile.W/67l 120 Hr. 
MAZZAFERHO.P.. L£MPGES,T.E N.-egara Mohawk Power Corp. 87/11/20. 5pp 
43444 132-43444:130 

8711240223 LER 67'0l6'0l>:on 87l02l,areas In Daitory & Battery Board Rco.-ns it 6 
12 w/unproiecled openings between raied colling S lloor assembiios & nonraiod wa 
discovared Caused by porsonnol enor.FIro watch patrol ostabished W/671 120 hr. 
RANOALLR.G. LEMPGES.T.E. Niagara Mohawk Power Corp. 67/11/20 tOpp 
43431:234 43431-243. 
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E. NRC Safely Evaluation Report (SER), suppls 8 correspondence 

8711240109 Responds lo open Homs noted In NRC 670916 intorim SER re pump & 
vaivo insenrice testing program Revised Insaivlco testing program wi.’l be subrr-ued In 
Frst Ou^ar 1968. nolial Requosts PR-1.PR-1A,VR*22 & vR-IO end. 

SiLAOYJjt. Commonwoalih Edison Co. 87/11/17. MURLEY,T.E. Olllce ol Nuclear 
Reactor Regulai-on. O.recioi (Post 670411). 6pp. 43432:001-43432:008. 


F. Security, medical, emergency & fire protection plans 

6711030272 Forwards Rov 20 lo plant security plan.Rev addresses viiel area descr-p- 
1-on changes lequasted by Region HI safeguards tnspecior & admln-straVvo 
charmes.Rev wilhheliJ (lof 10CFR73.2I). 

euTTERFiELO.L. Commonwealth Ediaon Co. 87/10/29. Oocumeni Control Branch 
(Oocumem Conirol Desk), ip. 43252:307-43252.307. 

8711060236 Rev 2 to Emergency Plan implomanting Procedure £PIP 300-18, "Delormf- 
neiion ol Exieoi ol Core Darnage Under Accident Conditions.” W/revised Index. 

• Commonwealth Edison Co. 87/10/30. 21 pp. 43308:287-43300 307, 

8711130003 Rov 1 to Procedure EPIP 200-6, "Operslion During Earthquake Cond Lons 
(Primary Respohsib.iiiy - Operations Oirselor).’’ 

• Commonwealth Ed*onCo. 87/10/31 Tpp, 43350;t62-43350:168. 

971 1100 109 Forwarils request lor addI Info r» 861128 application for amend to physical 
socirniy plan in leeponso lo miscoHanacua amends & search raquiremanla.Roquesi8 
response wlfiin 60 days ol >ace>pl of Hr. 

GROTCNHUIS.M. Projaci Diiecfoiale m-?. ERlCKSON,P.B. Standardirelion & Non- 
Powor Roacior Project Diracioreia. 87/11/02. BUTTERFIELD, L. CommonweaHh 
EdiaonCo 4pp 43340 030 43340 033. 

8711170243 Notifies that ccrnblned teeponae lo requests lor addi Inlo re uiil 861126 
security plan amends In response to changes in 10CFR73.55 & tClCFR73.70 will be 
aool by 67121 l.por 971027 (eleon agroernenL 

/UlEN,C.M. Commonwealth Edison Co. 67/11/09. Document Conirol Branch (Doe-u- 
rnoni Conirol Desk) ip 43303 357-43303:357. 

8711300289 Rov 6 io Emergency Plan implementing Procedure EPiP lOO-Ct, "Station 
O.'iociot (Checklist ol inri’al Qenerallna Sialion Emergency Plan Rasponsibiliiias).” 

• Comrnonwoahh Edison Co. 87/11/30. 19pp. 43465.083-43465:10^. 


P. Operallng Hcenas stage documenla 8 eorreapondenca 

8711030524 Repis sialiis ol piogiem lo resolve apparonl disciepencles found botwoon 
as-bui-T & as- analyzed condition ol certain Mark I torus attached piping at 0.*esden 
Unris 28 3 8 Ouad Cities Units 1 & 2.per 870622 commilment. 

30HNSON.IM. Commonwealth Edison Co. 87/10/23. OAVIS.A.B. Region 3, Ole ol 
the Directs. 3pp. 43260:223-43280:226. 

8711130244 Forwards response to NRC Technical Evaluation Repl EGQ-NTA-7762 ro 
cottfotmancs of facility lo Reg Guide 1.97, Rev 2. 

SlLAOY,J.A. Commonwealth Edison Co 07/10/26. MURLEY.T.E. Office ol Nuclear 
Roeclor Reguiailon, Director (Post 87041 1). 16pp. 43355:263-43355:293. 

8711100431 Generic Llr 67-18 lo aU holdeis ol CPs tor nucloar power plants re pc’icy 
siatoment on delertod plants.Svo list ancl. 

MIRAGLIA.F.J. Associate Drreclor for Projects (Post 870411). 67/11/04. Conso'ldeted 
Edison Co. ol New York, Inc. 46pp. 43401001-43402.046. 

8711160370 Forwards seloty evaluation re util 83110t response to Generic Ltr 83- 
28,lien) 2.1 (Part 1) ro equipment classificatlon.Responss acceptable. 
GROTENHUIS.M. Project Oiraciorate Nl-2. 87/11/09. BUTTERFIELD.L. Common- 
weallh Edison Co. 2pp 43404:341-43404:356. 

-9711190371 Salaty evaluation supporting util 631101 response lo Generic Llr 83- 
26,Hem2.l (Part 1). •'EqutpmentClasMHcaHon," 

* NRC - No Doiailed Affiliation Given. 87/1 t/OS. 2pp. 43404-343-43404:358. 

871I19012S Forwards addi Info re surveillance exam In reactor bldg basements to de- 
termine If water draining from expansion gap through other paths. per ubl 87051 1 re- 
sponse to Generic Ltr 67-05. 

Mt^OAN.W.E. Commonwealth Edison Co. 87/11/13. Office of Nuclear Reactor Reg- 
utalion, Director (Post 87041 1). 4pp. 43397:093-43397:007. 

87)1190191 Forwards description of allegations received S Identity of some personnel 
allegedly involved In filneas for duty Issue. ResulU of review & Investigation should be 
submitted wHhin 46 dws o( ltr tecelpt.Encl wfUiheld (ref t0CFR2.790). 

HINO.J.A Region 3, Ofc of Ihe Director. 67/11/13, CommonweaHh Edison Co. 2pp. 
43400:123-43400:124. 
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8711250091 Forwards requosi (or addi in(o ro 031101 rosponso lo Generic Lit 83- 
20, Ham 2.2.Pari 1 re oqu pmani claasillcaiion.Util should provide into roQuoslod wittiin 
60 days of Hr dale or provide schedule (or submittal ol info. 

lnlULLtRDR Pro’eci Dueciorate ilt-2 07/11/20. BUTTERFIELO.L. Commonwealth 
Edison Co. 4pp 43462 20‘1-13462:287. 


8711260268 Forwards saiety ovalueiion accepting uM 030615 S 070109 rowonsos lo 
Open Issues 4.2.4. l & 4.2 4.2 ro reactor prolecHon sys control sys & process 
computer rospoclively. to integrated plant safety assessment ropt, Topic vll-1 A 
MULLERDR Project Dirocioraio 111-2. 87/11/20. aUTTEnFifc1.0.C Common-wealth 
Edison Co 4pp 43463.013-43463.016. 


O. Inspection reports, IE Bulletins & correspondence 

6012170482 IE Oulletm aO-25, "Operating Problems W/Targol Bock Solely- Rebel 
Valves ai BWRs." 

' Otc ol Inspection & Entoicemoni, D-roctor (020201-070413). 80/12/19. ConsoHdet- 
ed Edison Co. of New Ycrk, Inc 5pp. 43226 201-43226:205. 

6305110473 IE Inlo NoHce 63-39. "Failure of Safoly/Bollef Valves to Open ol BWRs - 

JORDAN^^L. D.V Ol Emergency Preparedness & Enginooring Hespon30.lE(B502l2- 
870413) 63/06/17 Consol.dalod fd.son Co. of New York, Inc. 2pp 43226200 
43226.207. 

6711090295 Responds to NRC 070727 Hr ro violations noted In Safety Insp Repi 50- 
237/87 06 6 50-249/07-11 on 070114-0717 Correclivo ecllorksma'n (lento alruclural 
steel connections inspected & siillening piaiti wolded lo channel 
Tl/ROAK M S Commonwealth EdiSon Co. 67/09/24. OAVIS.A.B Region 3. Ole of Iho 
Oweetw. 7pp. 43313:240-43313.247. 

-8711090317 Oocurronis 07C819 tolcon re 30-(Jay oxlons'Qn for response to Insp 
Hopla 60-237/87-06 6 SO 249/87-1 1 duo lo lovol ot activity caused by ongoing diog- 
nostlc & augmented map team feedwalur iranS'eni ovaluaiions. 

JOHNSON,! M. Commonweailh Edison Co. 67/00/20. OAV(S,A.B Region 3. 0(c ol 
the Oireclor. Ip. 43313 247-43313 247. 

6711030093 Responds lo NRC 670620 & OOlO firs ro violalions noted in Insp Roots 50- 
237/07-20,50 249707-27,50 456/07-26, 50-457/07.26,50-373/67-25 4 60 374/67- 
25 Corrective actions clotieai personnel soni to finish filing procuduros. 

TORSAK.M 8. Cerrmonweellli Ed'-son Co. 87/10/01 OAVIS,A.U. R©9ion3.0tcol ttte 
aroeioi. 2pp 43252-216 43252:217. 

8711020419 Advises that commlmcnts nolnd m Confirmaiory Action Hr CAL-Hlll/67-Oi 
ro recovery program for licensed operator rogusiification prog'om mot insp losuiis 
sent in insp RepTs S0-2377e7-32 & 6o-249/07-3I.Conl<rme(o^ action Hr closorl. 
OAViSAB Roolon 3, Ofe of Iho Olrocfo'. 67/10/27 RECO.C Commonweailh Edison 
Co Ip. 43236'300-43236311. 

6710230213 NRC Info Noilco 67-055. "Portabio Mo sturo/Oonslty Oaugos: RoconI Incl 
denis of Portabio Gsugos Qoing Stolon or Lost." Sve lisi enci 
Cunningham R E 0.vision of incfusinai & Medical Nuclear SaioW (Posl 670720) 
87/10/29. Consolidated Bdison Co. of Now York, inc. 09pp. 43324;id0 43324:227. 

67t0390234 NRC in'o Notice 67-056. "Improper fiydroui'c Control umi insiailaiion ai 
BWR Plants " Sve list oncl. 

ROSSiCE Onrision ol Oporaiionai Events Assossmeni (Post 870411). 67/11/04 
Consolidated Edison Co. of Now York. inc. 1t2pp 43324:220-43324:309. 

6711020017 NRC Inlo Nonce 87-057, "Loss of Emergency Oorai-on CapabHiiy Due lo 
Nitrogen Gas Intrusion " Sve Hsi onct. 

ROSSl.CE. O.vislon ol Oooialional Events Assessment (Post 070411) 07/11/06 
Consolidalod Edison Co. of Now York, Inc 1 16pp. 43355.003-43355.1 19. 

6711050040 NRC Comnlance Bullolln 67-002. "Faslonor Tosling to Dolormirro Coi>- 
lormance W/ApplicaDio Mail Specs." Sve list end. 

ROSSl.CE. Division of Operational Evonia Assessmeni {Post 870411). 87/11/06. 
Consolidaied Edison Co. ol Now York, Inc. 1 16pp 43397:142-43397:267. 

6711160177 Forwards Insp Ropis 50-237/87-26 & SU-24U/87-25 on 870724-1022 & 
not ce of violation. 

FORNEY.W.L Rogion 3. Ole ol tho D.roclor. 07/11/12. Hfc'ED.C. Commonwoelih 
Edison Co 2pp. 43369 017-43369.030 

-8711160192 Notico ol violation from insp on 870724-1022.VlOlat'on nolod:on 870616 
Un4 2 loaclor modo sw.lch In "Run" posilion at 94% power level w/one APRM 
downsca'o/Intormodialo rango hl-bl Inopeialile trip luncllon (IRM-l5/APnM-5) 
FORNEY.W.L. Region 3, Ofc of Iho Dreclor. 87/11/12. ip. 43309.019-43360:019. 

-8711180203 Insp Ropis 50-237/67-26 & 60-249/87-25 on 670724-1022 VMjfaltons 
nolod Majot areas Inspected previous Insp Itoms, morallonal safely 
voriflcation.forowup of ovenls.monlhly malnt observation & monthly surveillance ob- 
servation. 

WNG.M A. Rog on 3, Ofcol Hie Oitoclot 67/11/12. 19pp. 43360.020-43369.036. 

8711090140 NRC Into Notico 87-056, "Continuous Communications Following Emorgon- 
Cy Natiflcailons." Sve lisl encl. 

ROSSI, C.B. OiviS'on of Operational F.vonis Assossmoni (Posi 870411). 87/11/16. 
Consolidaied Edison Co. of Now York. Inc. 1 13pp. 43404:1 76-43404:208. 

8711120027 NRC Info Notico 87-059, "Potential RHR Pump Loss." Sve 1*1 oncL 
ROSSI,CE. Division ol Operational Events Assessment (Post 670411). 87/11/17. 
Consolidalod Edison Co. of New York, Inc. 120pp. 43487:001-43487:121. 

6711130008 Sumt 2 to NRC Info Notice 66-106. "Degradation of RCS Pressure Bound- 
ary Resulting Rom Boric Ac-d Corrosion." Svc llsl oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411) 67/11/10. 
Consol dated Edison Co. ol Now York, Inc. 1 16pp. 43444:165-43444:314. 


6711060143 Forwards biweekly status repi from resident slatf at plant far 871009-23. 
RING.MA. Reg on 3. Ofc of the Director. 67/11/01. NORELIUS.CE. Region 3, Otc of 
Ihe Oiractor. 4pp. 43303 213 43303 216. 


S. Reportable occurrences, LERs & related correspondence 

6711060078 LER 67-03i-00:on B7l003.unplannned reactor bldg ventilation Isolation 6 
siaruftiy gas Irostmoni sys auto start occurred. Caused by irradiated motel on fuel 
cask Cask pad & areas In refuel poo's wi'l be lnspociod.W/67l026 Hr. 

QOYAR,j.w.. EENIGENBURG.E. Commonweailh Ed son Co. 07/10/26. 5pp 
43308 230 43300 234 

8711040331 LER 67-029-00 on 671001, HPCI sys conservatively declared Inoperablo as 
tosull of steam leak in lurbino shaft seal. Cause unknown Seal sroa obsonrod (or leak- 
age dimng ihtoo startups W/B7I027 Hr. 

Lr2ALEK.J, EENIGENBURG.E Commonwealth Edison Co 67/10/27. Spp. 
43265-349-43265353 

6711200029 LER 87-034-00.on 07t0t6.(liscoverotJ that nancr^nsorvaUvo core thermal 
power calculation duo to Inadequate caLbr procoduro.Rosemouni feedwater How 
ironsmitlors reco'ibr & I sled pioesduros to ba revised W/07t 104 Itr. 

WAGNER.M., EENIGENBURG.E. Commonwealth Edison Co. 07/11/04. Spp 

43410 158-43410 162. 

67II23016B LER 07-032 00 on B7l020.prlmaiY conisinmotil Group I Isolal'on & reactor 
scram occu’rad.Caused by vibration ol main steam line low pressure swiicli isolators 
■nsu'iod lo moke switches loss suscept bla lo vibrsiion.w/071020 Hr. 

WHALEN.nj.. EENIGENBURG.E. CommonwnoHti Edison Co. 87/11/05. Spp. 

43418:115-43410 119 

6711200112 LER 87-019-01 on 86081 1, reactor scram occurred Irom main turb'ne trip on 
hgb waior lovel Caused by personnel error. Event will bo reviewed w/a'I operators 6 
/Vciion Horn Record 12-07-10 issued to BWR ong noerlng dopt.W/671 105 Hr. 
JACKSON.R. EENIGENBURG.E. Commonwealth Edison Co. 67/11/07. 3pp 

43402321-43402 323. 

6711200143 Forwards LER 87 001-01, providing results ol addI ultrasonic ovams per- 
lormed on ikpu^ welds as lesuli ol indicsNons roportod in original repi 
EENiQENBURdE. Commonwealth Ed son Co 67/11/07. Document Contiol Branch 
(Oocumoni Control Desk) tp 43400:225 43408 229. 

-8711190311 LER 87 001.01:00 070102, ultrasonic toslIng showed through wall Indica- 
lions on weld RO5-O20On 670l2l.ciicumloronllsl l.-idlcoiibn tlirough wa'I ol RwCU 
sye 6 wokJ 6-12 discovoiod Caused by lOSCC Evaiuaton performed & welds re- 
paired 

KOTniCii.E.J. Commonwealth Edison Co. 67/11/07. 4pp. 43408 225-49408 220. 

6711190249 LER 67 030-00 on 671013 & i6,maln steam valve sotpolnis found outside 
Tech Spec 4.d.E limits Caused by mishanding ol valves during transpoit & solpo’nl 
dtiii.vaives wit be ovorhauiod.roiostod.iasol & procedure Improved W/671 1 13 Hr. 
FLAHERTY.JM. EENKjENBURG.E Commonwealth Ed.son Co 67/11/13. Spp. 
43401.058 43401 060 


V. Operator EiBmlnallOne 

871 1020410 Advjsos i)<al commltmonta noted m Conlirmatcry Action Lir CAL-Rlll/e7-0l 
ro recovery pioo'am lo' licensed oporaior requaiillcailon program mol Insp results 
som in Insp Ropts 60.237/87-32 & 50-240/67 31 Conllrmmo^ action Hr closed. 
OAVISAB. Reg on 3, Olcol Iho DHoclor. 67/10/27 HEED.C. Commonwealth Ed son 
Co Ip 43236300 43236:311. 


DOCKET 80-243 OREGON STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & tire protection plana 

6711230378 Forwards completely townllon physical secunlv plan dosignod to conaoll- 
dalo amonds lo oxiSlmg plan inlo single documenlClarifylng info re rowMlon p'an & 
spocHic cliangos oncl. Ends withheld (rel IOCFR2.700]. 

.TCfHNSCMAG Oregon Slsio Univ., Corvallis, OR. 07/11/19. Documer^l Conlrol 
OrarKh (Oocumoni Conuol Desk) 2pp 43424:216 43424:217 


DOCKET 60-244 ROBERT EMMET OINNA NUCLEAR PLANT. UNIT 1 


F. Security, medical, emergency & tire protection plans 


6711040367 "Emorgoncy Preparedness Exorcise Manual:1887 Plume E^osute Emer- 
QWicy Piopatedhoss Exorcise & Addendum For NY Slsle l<\gosllon PaUiway Exer- 
dso.'* 

• Bochasier Gas & Elocirlc Corp. 67/10/25. 371pp. 43298:125-43289:135. 


6711300033 "GInna Station 1967 Plume Exposure Emergency Preparedness Exercise & 
AMondum lor New York Stale Ingestion Pathway Exercise. 

• Rochester Gas & Eloclric Corp. 67/10/31. 449pp. 43408 001.43469 1 72. 


8711090170 Forwards Insp Rapt 60.244/87-24 on 871026-29.No violations noted. 
MARTIN T.T. Region 1. Ofc ol Iho Director. 67/11/05 KOBER.R.W. Rochester Gas & 
Electric Corp. ?pp. 43313:321-43313:326. 

-8711090171 Insp Repi 60-244/07-24 on e7l026-29.No v.'oleiions noted Major areas 
Inspociod llcenseo annuel emergency exercise performed on 871027. 

CONKUN.C., FOXJ., LAZARUS, W.J. Regon 1. Ofc Ol Iho Director. 87/11/02. 6pp 
43313323 43313:326 


R. Periodic operating reports 8 related correspondence 

8711200163 Monthly operating repi lor Oct 1987.W/671 105 Hr. 

MAXWELL.D.C., EENIGENBURG.E. Commonwoallh Edison Co. 87/10/31. 28pp- 


8711170120 Forwards Rev 14 lo Emergency Plan Implomenling Procedure SC-420. 
"Eslimating Offsite Doses," Rev 16 to "Nuclear Oitslte Response Procedures 
Manual" & revised "Nuclear Emergency into Plan" from emergency plan lor plant. 
KOBER.R.W. Rochasier Gas & Electric Corp. 87/11/09. STAHLE.C. OffICQ ol Nuclear 
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-6711170183 Rev 14 lo emergency Plan Implerr.enhng Procoduro 50-420. "Esiimalrtg 
OifSite Doses" & Rev 16 lo "Emergency Response OHsiio Response Procedures" 
MEYER.T.A Roctioslor Gas 4 Electric Corp 87/11/09. SOpp 43375;l64-43375 213 

-6711170233 Rev lo "Nuciea.' Emeigoncy into Plan" Irom emergency plan lot Gintia 
Nuclear Slabon. 

NACY.G RPth&slet Gas 8. EleclncCoip. 07/10/15 21pp. 43375214-43375234. 


P. Operating license stage documenis S correapondence 

8711030007 Fonva/ds Amend 24 lo License OPR-IS & safety evaluation. Amend to- 
vises requirements ol Tech Specs te delation ol operability. 

STAHLE.C. Project Directorate 1-3. 87/10/27. KOQER.RW. Rochester GasS Elecinc 
Corp 4pp. 43202.135 43262212. 

-8711030003 Amend 24 lo Uconso OPR-tO.revising Tech Specs re deiinnion ol oper. 
ab'l.ty. 

ROONEy.V.L. Project Oiieciorate 1-3 87/10/27. 66pp 4,'i2e2.l39-43262 205- 

-8711030009 Salety evaluation si^porting Amend 24 to License 0PR-t8. 

* Oti:co of Nuclear Reactor Rogjiation. Oirecior (Post 870411} 67/10/27. 7pp 
43262 206-43262 212. 

871 1100431 Generic Lir 67-1S lo all holde.'S of CPs lot nuclear power plants te poViy 
statemont on deterred plants Sve list enci 

M.RAGUA,F4. Associaio Ovecior lor Projects (Post 670411} 87/11/04 Consoldated 
Ed'son Co. ol New York. Inc. 46pp. 43404 001-43402:046 

871 t240l 19 Forwards numbered pages ol Attachment 1 to RW Kober 670611 tosponse 
lo Generic Hr 87-06 re periodic vcniicaiion ol leak tight Integrity ol pressure Isdabon 
valves. Eriol replaces original Atiachmeni i in entirety. 

KOQER.aW. Rochester Gas & Eloclnc Cetp 87/1 1/13. STAHLE.C. Oi/.ce ol NViciear 
Raactw Regutavon, Oitec'or lP(isi07Q4it). tOpp. 43430.001 -43430.090. 

87 1 1 300235 Forwards Rev 1 1d "Steam Generator Hydraulic Snubber Ropiacemeni Pto- 
ram," clar'lytng mall & correcLmg typos from 871103 version. 

OBER.n W. Ffochesier Gas & Elecinc Corp 87/11/20 STAHLE.C Document Con. 
irol Branch lOocumeni Control Desk) Ip 43467.I72'43467:2I9. 

-8711300246 Rov 1 to ‘'Steam Geneiaio' Hydraulic Snubber Reptacomeni Piogram." 

* Rochester Gas 8 Electric Corp 67/10/31. 47pp. 43467 1 73-43467 219 


0. Inapection reporta, IE Bullellna & correapondence 


6711130006 Su^l 2 10 NRC Info Notice 86-tOO, "Degradation ol RCS Pressure Bound- 
ary Ras^bng Rom Boric Acid Corrosion." Sve list encl. 

ROSSI.CE. Division of Operational Events Aesossmont (Post 870411). 87/11/19. 
Cortsobdalod Ed son Co. of Now York. Inc. I I9pp. 43444 19S 43444*314. 

871 1300042 Forwards Insp Ropt 60-244/B7-26 on 07 1007- 16. No violations noted. 
BETTENHAUSEN.L. Region i. Ole ol the Olroctor. 87/11/24. KOBER, R W. Rochosler 
Gas & Electric Corp 2pp. 43470:058-43470:065. 

-6711300052 Insp Repi 50-244/87-26 on 671007-16. No violations noted. Major areas 
Inspoctod.OA annual review, Including records program. document control 

program.onale review committee & personnel changes 

COWOH.L.CJ. Reg'on 1, dc ol me Oirectot. 07/11/20. 8pp. 43470.060-43470.085. 


OOCKEr SO-245 MILLSTONE NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency & Hie proleciton plane 


8711230443 Revised omergoncy plan implementing procoduros.includlng Rev I (o EPIP 
Form 4201-16. "MP2 Steam Lina Monitor" & Rev O.Chango 2 to EPIP Form 4606-1. 
"EOF EO/G Operabikty Test " W/87t 1 16 Hr 

MROCZKA.E.J. Northeast Nuclear Energy Co (subs ot Noritieast Utilities). 
MflOCZKA.E.J. Nonheast UWrttes. 67/11/16. Bpp. 43421.311-43421.320. 

6711230212 Ack recelpl ol Itr Informing NRC of stops taken lo correct vio'alions noted 
In Insp Repts 60-245/87-15, 50-336/07 I7 & S0-423/67-l4.Llr also addresses weak- 
nesses IdeniiPod during Insp re performance ol hepllh phys'cs audit. 

MAHTiN.T.T Reg'on I. Ole ol the Director. 07/11/17. MROCZKA.E.J. Northeast Kj- 
cloa/ Energy Co (suDs ol Northeast IJlililiosl. 2pp 43421 163-43421 171. 


H. General correspondence 


6711090330 iniorms of organijet onal change afiscling distribution lists lor correspond- 
ence Irom NRC RW Qtsnop no longer employed as corporals sacreiary & should bo 
lOfflOvod from list 

MROCZKA.EJ.. ROMBERG.W.D. Connecticut Yankee Atomic Power Co 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs ol Nodhoasl Utilities). 67/11/06. 
Oocumoni Control Branch (Document Control Desk). 2pp. 43321:131-43321:132. 


6019170462 IE Bulletin 60-25, "Operal'ng Problems W/Target Rock Safety- Rebel 
Valves at OWfls." 

* Oic ol Inspection & Enlorcamant. Director (820201-870413) 80/12/18. Conso-ldai 
od Ed.8on Co. ol New York. Inc. Spp. 43228 201-43226 205 

83061 10473 IE Info Notice 83-39, "Fa-lure Ol Saiety/Roliai Vaivos to Opan at 6WR$ • 
Interim RmI " 

JOROAN.E L. Olv of Emergency Praparadnass 6 Engi'naanng Rcsacnse.<E(6502l2- 
870413). 63/06/17. Ojnsoiidaiad Edison Co. of Naw York. Inc. 2pp. 43226-206- 
43228207. 


8711030100 Rasponds to violations noted in insp Rapt 60-244/87-23- Corrective 
actions dc fuse d-aeropancias reovaiuaiad 8 documaniation oi seiatv fmpaci exp^ 
ed In form Of design analys-'s. 

KOBER, fl.W flochasiar Gas & Elscutc Corp. 67/10/21 flUSSELL,W.T. Regkm i. 
Ofc of the Director, 4pp. 43260:173-43260:178. 


6710300118 Fonvatds Insp Repl 50-244/87-20 on 670823- lOOSWovloiaKorisrMlod 
BETTENHAUSEN.L. Region 1. Ole of the Director. 87/10/22. KOBER.R.W. Roctiaslar 
Oaa 8 Elocldc Corp. 2pp. 43233:314-43233:324. 


P. Operaling license siege documents A correspondence 


6711020161 Ack receipt ol Invoices 00029,00063.00064 6 G0065 for llrst quarterly In- 
siaiiflisni ol 1986 annual lee, par lOCFRin. Unde'aiands thal foe will be wiie-Uens- 
lerrod on 871030 In peyment ol Invoices. 

MROC2KA.E.J. Connecticut Yankoe Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs. ol Nonheast uniihes). MROCZKA,E.J. Northeast Utilities. 87/ 
10/20. OMtmienl Control Branch (Document Control Desk), epp. 43233.300- 
43233313 

6711100431 Generic Lit 67-15 lo all noiders of CPe tor nuclear power plants re pdlKy 
stelemeni on deferred plems.Svo list onci. 

MlRAOLlA.F.j. Associate Diroctor lor Projocie (Post 67041 1). 67/11/04. Conso1>dalad 
Edison Co. of New York. Inc. 46pp 43402.00 1 -43402 040 


O. Inepectlon reports. IE Bulleline A correspondence 


-8711020051 Insp Repl 60-244/07-20 on 67O023-lOO3Ho Yotalions noted. Major 
areas inspecled.llcensee action on previous findings, plant operallons.operaHonal 
safety verilicailon.plani mainl.aurvelHancd A review of periodic & special rapis. 
COWGILL.CJ. Region 1. Ole of the Director. 87/10/^22. 8pp 43233.316-43233 324. 

6710230213 NRC Info Notice 87-055, "Portable Molalure/OensHy Gauges Recent Inci- 
dents of Portable Gauges Being Stolen or Lost " Sve list end. 

CUNNINGHAm.R.E. division ol tndusinal & Medical Nuclear Salety (Post 670729) 
87/10/29. ConsoWaled Edison Co. ol New York, Inc. 89pp. 43324:139-43324:227. 

6710290234 NRC Info Notice 87-056. "Improper Hydreu'lc Control Unit tnstaUatlon al 
BWR Plants. ' Svo list encl. 

ROSSI, C.E. Division cl Operational Events Assessment (Post 870411). 87/11/04 
Consolidated Ed'SOn Co of New York, Inc. 112pp. 43324:228-43324:339 

871 1090170 Forwards Insp flept 50-244/87-24 on 071026-29 No violalions noted 
MARTIN.T.T. Region 1,0(0 of the Oireciof. 87/11/05. KOBER.H.W. Rochester Gas A 
Elecinc Corp. 2pp. 433t3:321-43313.328. 

“0711090171 Insp Rept 60-244/87-24 on 67f026-29.No violations noted Major areas 
inspocled.licensee annual emergency exercise performed on 871027. 

CONKLIN, C-. FOX.J., LAZARUs.W.j. Region 1, Ofc of (he Oirecior. 87/11/02. 6pp. 
43313:323-43313:320. ^ 

871 1020017 NRC Into Notice 07-057, "Loss ol Emergency Boratlon Capability Due lo 
Nitrogen Gas intrusion." Sve lisl encl. 

ROSSl.C.E. Division of Operational Events Assessmeni (Post 670411) 67/11/06. 
Consolidated Edison Co. of New York, Ino I lepp. 433SS 003-43355-.I19. 

6711050040 NRC Compliance Bulletin 87-002. "Fastener Testing to Delormtne Con- 
formance W/ Applicable Matt Specs." Sve list encl. 

ROSSI.C.E. OMsfon of Operational Events Assessment (Post 670411). 67/11/06 
Consolldaled Edison Co. of New York, Inc. 1l6pp. 43397:142-43397:257. 

8711090140 NRC Info Notice 87-058. "Continuous Communications FoUowng Emergen- 
cy NotiPcalfons." Sve list encl 

FlOSSl.C.E. Division of Operational Events Assessment (Post 870411} 87/11/16. 
Consolidated Edison Co. ot New York, Inc. 1 13pp. 43404:176-43404:286. 

6711120027 NRC Info Notice 67-059, "Polenlial RHR Pump Loss." Sve list end. 
ROSBI.C.E. Division ol OperaHonal Events Assessmeni (Post 870411). 87/11/17. 
Conaolidalw} Edison Co. ot New York, inc. 120 m> 43407.OO1-A3407*.I21. 


6012170462 IE Bulioim 80-25, "Operaling Problems W/Targai Rock Safely- F^elief 
Valves Bl BWRs." 

* Ofc of Inspection & Enlorcemenl, Oirecior (820201-670413). 80/12/18. Consolidel- 
ed Edrson Co. ot Now York, Inc. Spp 43226 201-43226:205. 

6306110473 IE Info NoHce 63-39, "Failure of Safoty/Rellel Valves lo Open al BWRs - 
tnledm RW-’* 

JOROAN.E.L. Olv of Emergency Preparedness A Enginoerlng Response,IE(8S02l2- 
670413) 83/06/17. Consolidated Edison Co. ol New York, Inc 2pp 43226 206- 
43226:207 

6711020313 Responds to NRC 670924 Hr re violations noted In Insp Rept 60-24&/&7- 
2l.Correctivg acUons.dlscusaioo held between Inslrurnantatlon A control dept supervi- 
sory personnel A technicians lo Improve performance. 

MRCCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utililles). 
Mn0CZKA.E.J. Northeast Utilities. 87/10/23. WIQGINS.J.T. Region I. Ofc ol the Dl- 
leclor. 4n>. 43232:340-43232:343. 

0711020090 Forwards safety evaluation supporting licensee 870730 A 0814 submilials 
re IGSCC insp A repair conducted dunng 1987 retueling outage. Plan (or Insp A/or 
moil to recirculation ays requested 3 months before start ot next refueling outam. 
BOYlE.M.l. iniagialed Safety Assessment Project Directorate. 67/10/26 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast UtiliUes}. 2pr>. 
43238:139-43239:144. 

-OT11020104 Batety evaluation supporting licensee 670730 A 0814 submiiLaia re 
lOSCC Insp A repair conducted during 1987 refueling outage. ■ 

* Office of Nuclear Reactor RegulatJon. Director (Post 670411). 67/10/26. 4pp. 
43238:141-43239:144. 

8710230213 NRC Info Notice 67-055, "Portable Molslure/Oensity Gauges: Recent Inci- 
dents of Portable Gauges Being Stolen or Lost." Sve list encl. 

CUNNINQHAM.R E. D^MsIon of Industrial A Medical Nuclear Safely (Post 670720). 
87/10/29. Consolldaled Edison Co. of New York, Inc. 89pp. 43324:139-43324:227. 

8710290234 NRC Info Notice 87-056, "Improper Hydraulic Control Unit InstellaVon at 
BWR Plants." Svo list end. 

ROSSI, C-E. Division of Operational Events Assessment (Post 670411). 87/11/04. 
Consolidated Edison Co. of New York, ino. 112pp. 43024:220-43324:339. 
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871110037S Respords to violations noted in Insp Repis S0'24&/e6'06 & S0-33B/86-06 
on 060324 2 7.&>rrectivo actlonsd'dlnlng program dovetoped & Impiomonlod & ladn- 
active matls hanal ng personnel will be trained by 071231. 

MROCZKA.E.J., SEARS.C.F. Northoesi Nuclear Energy Co (subs, ot Northeast Ulil 
ties) UROCZKA.E J. Northeast Utilities 87/11/04. Document Control Branch (Docu- 
ment Control Desk). 3pp. 43335:220-43335.222 

B7110200I7 NRC Into Nonce 87-057, "Loss ol Emorgoncy Boralion CapabTity Due to 
Nivogen Gas intrusion." Svc list encl. 

ROSSl.C.E Division of Oporatlonal Events Assessment (Post 870411) 87/11/06. 
Conso'idated Edison Co. oi Now York. Inc I16pp. 43355:003-43355-ll9- 

8711050040 NRC Compliance Bulletin 87-002. "Fastener Testing to Detormino Corw 
(ormanco W/Appl cablo Mall Specs " Svc list encl. 

ROSSI, CE. Division ol Operational Events Assessment (Post B704II). 87/11/08. 
Consolidated Edison Co. of Now York, Inc. 1 16pp. 43397:142-43307-257. 

87(1090140 NRC (nfo Nolfco 87-056, "Conttnuous Commun'caiions Foftewfng Emergen- 
cy Notifications." Svc list encl. 

ROSSl.C.E Division of Operational Events Assessment (Post B704II). 87/11/16. 
Consol dated Edison Co. of New York, Inc. 1 13pp. 43404;1 76-43404 2QB. 

871 1120027 NRC Info Notice 67-059, "Potential RHR Pump Loss." Svc hsi end 
ROSSl.C.E. Oivis'on of Operational Events Assossmont (Post B'/04ll). 87/11/17 
Consolidated Edison Co. of New York, Inc. 120pp. 43487.001-43487:121. 

871 1230212 Ack rece pt ol Hr Informing NRC of stops takon to co/ioci violations rrotod 
In insp Ropts 50 245/67-iS,S0-336/07-1 7 & 50 423/87-14.18 also addroseos woak- 
nosses Idenillied during Insp re porlormance of health phys'ea audit. 

MARTIN.T.T. Region t; Ofc of the O.rector. 87/11/17. MROCZKA.E.J. Noithoasi Nu- 
ctoar Energy Co. (subs, of Northeast utilities). 2pp. 43421.163-43421-171. 

8711240032 Forwards Insp Repis SO-24d/07-24.50-3a6/G7-2t & 50-423/07-10 on 
070914. 1 7 & 23-24 No violaliona Ideniifiod.Thirteon previously kiooiiiud Horns closed 
during Insp Throe items requiring addi inlo 8 review discussed in ropt. 

MARTIN.T.T. Region i, Ofc of Iho Diioctor. 87/11/17. MROCZKA.Ed. Norihoasi Nu- 
clQsr Energy Co (subs of Northoesi Utilitios). 2pp. 43444:046 43444.060. 

-9711240037 Insp Repis SO'246/07-24,S0-336/Q7'2l & 60-423/67-19 on 870914-17 8 
23-24. Major ereas Inspocted.foUowup of Items previously Idoniiiiod to capabrMy for 
post-eccidenl sampling Concern ro technical review level noted. 

WcADOCK.A., SHANQAKy,M Region I. Olc Of the Director 07/ii/i2 I3pp 
43444.048-43444:060. 


8711240193 Irv'orms ibaf util vvl'l enlond inservico insp 8 lasung program lor second >0- 
yi interval by one yr.por Subanicio iWA-2400.New completion date lor iniotvai will bo 
completion iiaie lor 1991 refueling outage scheduiod for May idOt. 

MRCjCZKA.E J. SEAR3.CF. Norihoasi Nuclear Energy Co. (subs, ol Nonhoasi Uilii- 
tloa). MROCZKA.EJ. Norihoasi Utilidoa 87/11/18 Document Control Otancli (Oocu- 
rrent Control Desk). Ip. 43444:137-43444:137. 

8711130008 Suppi 2 to NRC Info Nokco 86-100. "Degradation Ol RCS Presduro Bound- 
ary Reauiiing Prom Bone Acid Corrosion " Svc nst unci. 

ROSSI, CE. Division ol Operational Evonis Assossmont (Post 870411) 07/11/19. 
Consol daiod Edison Co. of Now York, inc. I i9pp. 43444:195 43444 314. 

8711268170 Forwards Insp Rapia 60-245/87-17 & 60 336/87>t5 on 870715-17 & notice 
of vioiai'on. 

dOHNSTON.tV.V. RegtoP I. Olc ol (fio Diracior. 87/»f/f8, Mf10CZKA.£.j No'thoaer 
Nuclear Energy Co (aubs. of Norihoesl Uliiiilos). 2pp. 43469 356 43460:007. 

-87112S0172 Notice of violation from Insp on 670715-17. Violations noiod’ Mconsoo not 
ab'e to provide documenlallon lo osiabllsh qualllication by tost or analysts ol GE SIS 
wire used In Valves 2-SI-6SI,2-CH-50l & 2-81-644. 

' Region t. Ofc ol the Dlroctoi. 87/11/19. 2pp. 43450:350-43469.359. 

-8711260178 Insp Ropls 60'24S/67-17 & 60-338/87-16 on 870716-17. VIolallona & 
one uniosolvod Item notud.Ma|or areas Inspoctod.lollowup ol oqufpcnoni Quadi cation 
findings Idontified In Insp Ropls 50-245/86-30 & 50-336/8^35. 

KOSHY.T.. PAOLINO,R., ANDERSON, C. Region 1, Ofc ol Itio D.roclor. 87/11/17, 
9pp. 43459:360-43460.007. 


R. Periodic operating reports & related corraapondance 


8711160104 Monthly operating repi for Ocl t807.W/8711 10 Ur. 

NEW6UROIH.G., SC-ACE.St. Northeast Utilities. SCACE.SE. Northeast Nuctoer 
Energy Co. (subs, ot Northeast Utilities). 87/10/31. 5pp. 43366:069-43368:073. 


S. Reportable occurrences, LERa & related correspondence 


8711040219 LER 07-006'02;on 660206,valve l-MS-IO open limit switch (aifod lo resol 
following valve closure & valve i'MS-30 felled to oporaio.Caused by limi switcfi fa4- 
uro8 dirt i/> valve Vafvos repaired W/87 1029 Ur. 

SUMMA.J.A., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Norihoasi UHiHes). 
SCACE.S.E. Northeast Utilities. 87/10/29. 6pp. 43290:012-43200:016. 

8711180019 LER 87-041'00:on 871016, discovered design change Imptemonled during 
recent refueling outage.ioquiring Tech Spec chango. did not rscolvo prior NRC 
approval. NRC notified & license amend request submIlted on 67t020.W/ft7lt13 Itr. 
MURPHY, K.E.. SCACE.S.E. Northeast Nucloer Energy Co. (subs, of Northeast UUI- 
Has). SCAC£,S.E. Northeast Utilities. 87/1 1/13. 4pp. 43395:1 16-43395-.1 16. 

6711260191 LER 87-015-02:00 870606,durlng refueling oulago.addi Isolatlort valves cfcd 
not meet local leak rale leal (LLRT) requirement.per Tech Speo 4.?.(.2.o.LLRT require- 
ment satisfactorily retested subsequent lo ropal(.W/871119 Itr. 

GEORGIAN. L. SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Norihoasi Um- 
lies). SCACE.S.E. Northeast Ut/kites 87/1 1/19. 7pp. 43460."O37-f346O-<743. 


DOCKET 60-247 INDIAN POINT STATION, UNIT 2 


F. Secu/ity, medIcsJ, emeroency 8 Mrs proiscllon plana 

6711030210 Fonwards pubic version of revised p^os to Book 2 of emergency proce- 
dures dMument.Includ ng App A, "Emergency ffosier" & App B, "Con Ed Mod cal 
Odpi.Consutients & Agenc-os W/07i029 re'easo momo 

SELMAN.M. Consolidaled Ed son Co. ol New York, Inc. 87/ 10/ IS. Document Control 
Branch (Oocumom Control Dosk). 3pp. 43245 246-43246:319. 

“8711030216 Ptbl.c version of revised pages lo Book 2 ol omergoncy procedures 
documanLi*.c!ud ng App A, "Emergency Roster" & App B, "Con M Modicel 
□^.Consultants & Agencies." Revised Book 1 procedures also encl. 

• Consoldalod Edison Co. ol New York, Inc. 87/10/15. 7lpp 43245:249.43245 319. 

6711060111 Forwards " Suppi to Posl-Exorcise Assessment, Version 2. 861110-1203 Ro- 
meckaf Exoicaa ol nadio^lcal Emorgoncy Prepareefness Plans of 
Weelchostof, Rockland & Orange Counties, " including corrected tables 
KRiMM.R.W. Fedora! Emo.'goncy Management Agency. 07/10/26. CONGEL.F.J Divi- 
sion ol Radiaton Protection & Emergency Preparedness (Post 670411) to 
43291:248-43262:039 

-6711060007 ""Suppi to PosiExordso Assossment.Versio.'t 2,86lli0 l203 Romod-at 
Exorcise of Radiolog col Emorgoncy Ptoparednoss Plans cl Westchestor.Rocklond & 
Orango Counkos "' 

• Fadoial Emo.'goncy Managomoni Agency. 07/09/18 t5ipp. 43291.249-43202.039. 

67fi0S0275 Forwards rev to omatfloncy action lovol {£M) tables pet utl 870710 re- 
sponse to Insp flopl 50-247/87-14. Revs incorpo'alo NRC comments re interaction ol 
EAL w/£rr,6rfloncy Procedure IP 1007, " Doterminaiion ot Megniiudo ol Heloaso 
SELMAN.M Consoildalod Edison Co ol Now York, Inc 07/10/29 Documoni Coniro) 
BrarKh (Oocumom Control Cask). 1 1pp. 43284:064-43284.074 

6711130342 Ack receipt ol utit 861208 Itr tronsmitting proposed emond to p'ani physical 
socuiiiy plan Comments on physical security plan changes ro miscollanoous emends 
& search loqu lemonts or^cl Rosponse req'jesioJ with'n 30 days. 

SLOSSON.MM. Prolocl Droctorate i-i. 87/11/05 SELMAN.M. Conso'idated Edison 
Co. of Now York. Inc. 4pp. 43360,170-43360:162. 


P. Operating license elage documents A correspondence 


8710220407 Forwards "Toci'nlcBl Evaluauon RopI Of 1986 Maloorolog cal Data From 
Indian Poim Nudos' Power Plant." imai (opt.in response to IE Info Nokco G4-9i.0ala 
eppeara fo be d moilcoV /op/osoniaiivo i ol high quaiiy. 

SLOSSON.MM Pro, PCI Diipcioraie l-l, 07/10/14. SELMAN,M Consolidated Edison 
Co. 01 New York. frtc. 2pp 43132:209 43132:313. 

671)030347 Adv.sos ihal uH! 871013 ipquosi ip wilhdraw 860724 application lor emond 
to Uconso OPR-26 rp hurricane aiprt, granted. 

SLOSSON.MM Prp.oci D.rcciptaio 1-1 07/10/29. SELMAN.M Consolidated Edison 
Co of Now York. Inc. 2pp. 43250.034 43259.035. 

6711030442 Fprws'ds Amend 126 to Licenso DPR-26 & aatoiy ovalunHon. Amend ro- 
vi'aos Ted) Specs to iimli use ol containment purge & vani isolation valves during 
power oporaiions & cianlius lequiromoms ro containment isolaiion act-on alatamenis 
SLOSSON.MM Pio:oci Oi'octoiato l-l. 07/10/20 SELMAN.M. Consol dated Edison 
Ckl. of New York. Inc. 2pp. 43200.346-43200.350. 

-8711030448 Amend 126 lo Licsnso DPR-26,rovlsing Tech Specs 10 kml use ol con 
lainmeni (Hjtgo & vont Isolaiion valves during power oporaiions & ciarilying tequlro- 
monis ro conloinmoni isolation action slalomonls. 

CAPRA.RA Preioci Dlrodorato l-l. 07/10/29. Cpp. 43200 340 43260.353. 

-8711030447 Safety ova'uoiion si^porimg Amend 126 lo Licenso DPR 26 
* OlHce of Nuclear Reador Rogulaibn, D.roclor (Post 070411). 07/10/29. 5pp 
43200.354-43280:350 

8711090263 forwards eddi inlo auppoiling util 670116 & 860731 submittals re NRC 
questions on ATWS mitigation sys actuation drcunry & dos gn of Isolollon dovicos lor 
solely assossmont sya/S^PDS. 

SELMAN.M ConsolldQtod Edison Co. ot Now York, Inc. 87/ 1 1 /02. Documor)! Control 
Brartch (Document Control Dosk). 297pp. 4331 1:229-43312:165. 

8711090163 Advises that util 071022 llr.doscnblng results of Invostlgaiion into enorry- 
mous 871016 a'logation to liinoss for duly program.lnclud.ng drug uso among onsite 
contractor porsonnol.roviowod. No further action currently needed. 

IWNZINGtfl.E.C. Region 1, Ofc ol Iho Dirocior. 87/11/03. SELMAN.M. Consol. doled 
Edison Co ot Now York, tnc 2pp 43313 308-43313:310 

8711130216 Advisos that funds transferred on 871103 lo NRC as first inslal'meni of 
FY88 arviual lee tor oporation ot fac-kly. Payment made under proloal w/fu'l reserve- 
Uon ol fights. 

SELMAN.M. Consokdatod Edison Co. of Now York, Inc 87/11/03. Oocumont Control 
BrarKh {(^cumonl Control Dosk). Ip. 43355 310 43355:310. 

87)1100431 Qonoric Ltr 87-16 10 all ho'ders of CPs lor nuclear power plants ro policy 
aiatarnent on doforred pfanie.Svc ksl end. 

MiRA<3LIA,F.J. Associaie Director lor Projects (Post 870411). 87/11/04 Consclidaied 
Edison Co ol New York, Ino. 46pp. 43402.001 -43402.046. 

8711 160077 Advises Ihal maltoi re requested addi Into concerning Item 4 2 (Parts 3 & 
4) ol Goneric Ltr 03-26 wi.l be referred lo Weslinghouso Ownora Group Tech Specs 
Subcommiltoe 

SELMAN.M. Consolidated Edison Co. of Now York, Inc. 67/t 1/05. Document Control 
Branch (Oocumont Control Desk), ip. 43364-228 43364:226. 

8711160133 Conlirms 671102 & 03 lelcons ro allegetion concerning replacement ol 
main eleciricel generator.Urtdoralends that util evaluated concerns & wi I provide de- 
tails of rovlew to senior resident Inspector tor NRC review ol sub] Issues. 
SWETLAND.P.O. Rog'on 1, Ofc of the Director. 87/11/12. SELMAN.M. Consolidated 
EOiisonCo of Now York. Inc. 2pp. 40391:283-43391:994. 
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ft711200069 F&rw&tds Amond 127 lo Licenso OPR'2Q & oalsty eva'uatton Amenl tB- 
vlsos Tech Specs lo a low conlainment .-nieeratod leak rsio tesi du/aikM ol leas than 
?4 h,as described m Rev 1 lo Bechio! Power Corp Topical RepI 6N-TOP-1 
SlOSSON,MM. Project Difeciorat© 1-1. 87/11/16. SELMaN.M. Consottdaied Edson 
Co. ot New York, me. 2pp 43414 330 a34l4-336. 

-8711200071 Amend 127 lo License OPR-26,(ovislng Tecti Specs lo allow comammeM 
inieqrated leak rale lest duration ol loss than 24 h.pcr Rev t to Qechiel Power Corp 
Topicar Rept SN TOP-i. 

CAPRA.RA Pro.’oclOTCCloialoM. 87/11/16 5pp 43414 332 43414.336. 

-871 1200074 Setety evaluai'on sr^poding Amend 1 27 to License 0PR-2e. 

• Office of Nuclear Reeclo.' Rego'aiion. Oi'oclor {Post 070411). 87/11/16 2pp 
43414.337-43414330. 

6711240279 Forwards Amend 128 lo License or-R-26 & salety evaluabon. Amend re- 
vises Tech Specs lo permit RHR pumpg to roman operable during ptsrfotmaoco of 
safely ir^ecipn lest 

SLOSSON.U.M. Projoci OiroOorate 1-1 87/11/18 SELUAN.U ConsoUdaiod Edison 
Co. of New York. Inc. 2pp. 43446 100 43446 107. 

-8711240287 Amond 126 (o Licer^se OPn-26.ievl9ing Tech Specs to permit RMR 
pumps to rema'n oporab'e dunna performance of safely |r|eci'on lest 
CAPRA.RA. Project Oirocloraietl 67/ll/18 4pp. 43446.102 43446:105. 

-8711240289 Safely eva'ualion si^po/tmg Amend 126 to License OPR-86. 

' Offfee of Nucloar Hoacior Regulation. Oirecloi (PosI 870411). 87/11/18 2pp 
43446 108 43446 107. 

6711260038 Forwards Amend f2d lo License 0PR.2e & safety evaluafort Amend <o- 
visas Tech Specs to incorporate commiimeni to inservice Insp & lesiing ptog'am & 
perlod'c updaiing Issuance ol amend applied fo' by 630829 Itr eliminatod. 
SLOSSON.M.M P(Q|«cl Oitectorale 1-1 67/11/18 SEI-MAN.M Consot'dalad Ed son 
Co of New York. Inc. 2pp. 43449:065-43440:075. 

••6711250060 Amend 129 lo License OPR 26, revising Tech Specs lo Inccrporaie com- 
mitment to Inservice insp & testing program 8 periodic updating 
CaPRA.R a. Prefect Qltecloraie 11.67/11/18. 7pp. 43449.067*43449 073 

-6711250063 Safety avalual ort supporting Amend 129 to License OPR-26. 

' OITico of NdClcar Reacior Regulation, Oireclor (Post 670411) 67/11/18 2pp 
43449074-43449 075 


0. Inapeetlon raperia, lE Bulletins 8 correspondence 

6012170468 IE Bulletin eo-25. "Operating Problems W/Targei Rock Safely* Reiloi 
VaNes al eWRs." 

* Ofe ol Inspection A Enlorcement, Oi/ecior {e2020l-6704i3). 60/12/19. Cortsokdot- 
ad Edison Co. ol New York. Inc. Spp. 4 3226 28 1-43226 205 

69051 10473 IE jnfo Notice 63-38. "Failure of Saiety/Relief Valves lo Open si ewRs • 
inianm Hopl." 

JOROAN.EL Ohr ol Eme/geney Prepaiodneas A Englnoedng Re$pon$e.iE(8502l2- 
0704131. 03/00/17. Coftsoiidaied Edison Co. o( New York, inc. 2pp. 43226206* 
43226:207. 

8710220407 Forwards ‘‘Tec/mfcai Evaluation Rept of 1965 Usieoroiogicai Oaie From 
Indian PoIaI Nuclear Powef Plant," finsi repLin rasponsa to lE fnio Notico 64-gi.Oala 
aopeore lo bec!imaiicaiiyi«Bi08en(9Uve Aoi nighquaiiiy. 

SLOSSON.M.U. Project Olroctorate 1-1. 67/10/14 SELMAN.M. Conso'-^eied Edisort 
Co. of New York, Inc. 2pp. 43132 289-43132:313. 

-8709090378 "Technical Evaluation Ropt of 1985 Moteoroiogical Data From inikar) 
Polni Nuclear Power Plant.” final repl. 

ANDREWS.G.L Balielfe Memorial Institulo, Pacllic Northwest Laboratories 87/05/31. 
NRC - No Detalfed Alfillallon Given. 23pp. 43132:261-43132 313. 

8711030120 Forwards Insp Repl 50 247/67-25 on 870901-1005 A notice of 
violation. Ack receipt of 870918 revised response lo vk>lBt<on cited in Irrsp Rept 60- 
247/07.O1. 

1VEN2INOER.E.C. Raglan i. Ole of (he Oireclor. 87/10/26. SELMAN.M. Consohdaled 
Edison Co. ol New York. Inc. 2pp. 43248:257-43247;0lO. 

-0711030134 tievee o1 vlolallcn Irom Insp on 87090l-l005Vtolailon noledlit Sept 
l987.procedute8 not in place lo ImpleinGnt A document channel checks roduYed l>y 
Toch Spec Table 4 2.i. 

' Region 1. Ofc ol the Oireclor. 87/10/28. 2pp. 43246.359*43246.360. 

-0711030147 Insp Rept 50-247/e7-25 on 870901 -lOOS.Violallons noted. Major areas 
Inspecled.'llcensea ecifons ori previously Idenlified map 
Undings.operations.malnl.surveilfance A review of periodic A special repis. 
SWEfLAND,P. Reg-on 1, Ofc of Ihe Oiroclor. 87/10/27. 10pp. 43247^01-43247.010. 

0711040037 Forwards Relief Request 27 .supplementing 10-yr Iniorva) Inservice msp 
program for second insp Interval Jul 1984 - June f994.Feep8ld 
SELMAN.M. Consolidated Edison Co. of Now York. Inc. 87/10/28. Document Control 
Branch (Oocumenl Control Desk). 3pp. 43290:163.43290:165 

0710230213 NBC Info Notice 87-056, '‘Portable Moisture/Oensity Gauges: Recerit Ind* 
denis pf Portable Gauges Being Stolen or Lost." Sve list enol. 

CLINNINGHAM.R.E. Division of Industrial A Medical Nuclear Safety (Post 870729). 
67/10/29. Consolidated Edison Co. of New York. Inc. 89pp. 43324.139 43324:227. 

0711C5O27S Forwards rev to emergency action level lEAL) tables per uM 670710 re* 
^nse to Insp Repl 60-24 7/67- 14. Revs Incorporate NRC comments re Inleracbonot 
£AL w/Emeroency Procedure IP-1007, "Oelertnlneiion of Magnitude of Release 
SELMAN.M. Consolidated Edison Co. ol New York, Inc. 87/10/29. Document Control 
Branch (Document CionVOl Desk). I tpp. 43284.084 432e4:'074. 

8711080144 Confirms listed suppi Info.clarincatlons A corrections lo 670720 
submlttatJncluding fact that insp program will uUlise stale-a(-tne-ar| digital data analy- 
sis leehniques- 

SELMAN.M. Consoirdated Edison Co ol New York, tnc. 87/10/30. Document Control 
Branch IDocutnent Control Desk). 2pp. 43291:061-43291:082. 


07112CO291 Partially lovisod response lo NRG 870105 lit re violations noted i msp 
R^t SO-247/80-2O on 861014-1 121. Original tosponso Submitted on 670204 Rr^ doc- 
urrtenls specific actions taken w/original response submilletl 
SELMAN.M. Consoiidaled Edison Co. ol New York, Inc. 87/10/30 KANE.W F. Rog-on 
1. Ofc of (he Diroctor. 3pp. 434 10:075. 434 10:077. 

6710290234 NRC Info Notice 07-056. "Improper Hydiau'ic Control Unit Ins'a 'al.on al 
6WR Ptanls " Sve list encl. 

ROSSl.CE Division of Oporaiional Events Assessment (Post 670411) 67/11/04 
Consol dated Ed sorr Co of Now York, Inc. 1 12pp. 43324:220 43324:339 

8711130207 Forwards Insp Rept 60-247/67-23 on 87081 7 21 A not-ce ol viciai Oi'> 
JOhnSTON.W.V. Rngion 1, (Me ol iho Oiioeior. 87/11/04 SELMAN.M. ConsoixJa'ed 
Edsen Co. ol New York, InC. 2pp. 43356.285 43356:296. 

—6711130213 Notice of violellon from Insp on 6706l7-21.Vfolaiion noted docurronis 
used lo support qualillcalion of Reychem Model STICKY. SCL.TSC A WCS csbio 
spaces found rrol lo contain sulllclont evidence to domonsiralo qualilication. 

• Reg'on 1, 0/c ol the Director. 87/i i /04. Ip. 43356 207-43356:207. 

-8711130239 Insp Ropt 50-247/87*23 on 67081721 VlolsMons nolod.Major oroas 
Inspoctad Raychom cwle spUces to dotormlne il licensee adequately add.'ossod con- 
coms of IE Info Notice 86 053. 

CHEUNG.lS.. ANDERSON, C.J. Region 1. Ole of Ihe D-rector. 67/11/03. 0pp. 
43356288-43358-296. 

0711160266 Fowards Rohal Roquasl 28 supptamontino secorid 10-yi interval Insorv-co 
Insp program lor roview A approval. RsHof requeslod duo to prosonco ol h gh red ai on 
holds omanating from pressurizer Inisrjor.Foa paid. 

SELMAN.M Cortsolidatod Edison Co. of New York, Inc. 87/11/04. Document Co-r/ol 
Btattch (Document Control Desk). 3pp. 43371:213-43371:215. 

8711020017 NRC Info Notico 87-057, "Loss ol Emorgoncy Soratlon Capab.'ty Duo to 
NHrogoft Oas intru^on." Sve kai end. 

ROSSi.CE Division of Oparailonal Events Assessment (Post 870411). 07/11/00. 
ConsoTdaied Edison Co. orNewYorlc, Inc. n6pp. 43355.003 43355:110. 

6711050040 NRC Compliance Bullslin 07-002, "Fastener Tosting to Dotormirro Con- 
tormarreew/ Applicable Malt Specs." Sve list one). 

HOSSI.C.E. Division o' Ope/aiional Events Assessmeni (Post 870411) 87/tl/C6. 
Cooso-'idaisd Edison Co. of Naw York, Inc. 1l6pp. 43307 142-43397 287, 

8711170166 Forwards Roiiel Raquast 26 re second lO-yr inienrel inservice insp p.'og'e'r 
demonsiraiing impracC'caiity ol leguiromenle of sections ol A8ME Sectior> xi to emor* 
goncy A lempora/y repairs A piovIdinQ allsrnaiivos.Fee pa-'d- 
SCLMAN.M.R. ConsondaiaO Edison (:o. ol New York. Inc. 07/11/09. Docutnonl Con- 
trol Brandi (Oocumenl Control Desk). 5pp. 433Bl:O6i-433et:O06. 

87M090140 NRC Into NoUce 87-059. "Continuous Communlcallons Following Emorgon- 
^ Notiheeuons " Sve list enci 

ROSSi.C.E Division ol Operalionel Events Assessment (Post 870411). 87 /ii/Id 
C onsolldeted Edison Co. of New York, Inc 1l3pp. 43404:176-43404:260. 

0711120027 NRC Info Nokce 87-059, "Potential RHR Pump Loss." Sve list end. 
ROSSi.CE Division ol Operational Events Assessmont (Post 8704it|. 67/11/17 
Consoudeted Edison Co ol New York, Inc. I20pp. 43487:001-43487:121. 

0711260038 Forwards Amend 129 to License DPR-26 A safety eva’uatlon. Amend re- 
vises Tech Specs lo Incorporate commitment lo Inservice insp A testing program A 
penodic updetiro. Issuance ol emend eppKed lor by 030829 fit oliminaiod. 
810SS0N.MM Profocl Dlreclorate M. 87/11/16. SELMAN.M. Consolldstod Edison 
Co. Ol New York, inc. 2pp 43440:065-43449.076 

-0711260060 Amend 129 to License OPR.28, revising Tech Specs lo Incorpotote eom- 
mttment lo Inservice Insp A testing program A periodic updating. 

CAPRA.R A Project Directorate 1-1. 87711/18. 7pp 43440:O6M3449:O73 

-8711250063 Safoty ovafuallon si^portlng Amend 129 to License DPR.26. 

* Oilico ol Nuclear Reacloi Regulallon, Director (Post 870411). 87/11/13. 2pp. 
43449 074-43446 075 

0711130008 SoppI 2 lo NRC Info Notice 08*108, "Degradation ol RCS Pressure DoorHd- 
erv Resuldrtg From Boric Acid Corrosion." Sve list end. 

ROSSI.CE. DNaton ot O^eitonet Events AssessmetM (Post 870411). 67/11/19. 
Consolidated Edison Co of New York, Ino. It 9pp. 43444: 195-43444 314 

6711260041 Grants requests for relief Irom certain Inaorvfca Insp program ASME Code 
requuemenls for second 10-yr Interval until next refueling ouiaga following 1987 
0(4ege.when detailed NRC review complete 

OPRA,R.A. Project Directorate M. 87/1t/l9. SELMAN.M. Commonwealth Edison 
Co. 3pp 43402- 281-43462 283. 


S. Reportable oeourrencea, LERs A related correspondence 


0711180230 LER B7-OlO.OO:on 871006, corttalnmenl noble gas radioactivity level mo- 
mentarily elevated.Caused by momentary release of pressure from reactor vessel 
during Conossat connector matnl.Evaluabon of design changes underway.Vii/671l03 
Itr. 

ELLWANQERJ.R . SELMANA1 Consoiidaled Edison Co. of New York, Inc 07/11/07. 
4pp. 43365:021-43365:024. 

0711170137 LER 67-01 1-OO.on e71009.two svo water pumps failed ASME Section Ml 
Surveillance teat.Caused by damage due lo vorlexlng.{;banges to pump malls A repair 
malhods under evatt>alloir.W/67f i09lir- 

QOESEL.J., SELMAN.M. Consolidated Edison Co. of New York, Inc. 67/11/09. 5pp. 
43365:001*43305:005. 
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E. NRC Safety Evalualloa Report (SER), suppis & correspondence 

8711340109 Responds to open items noted tn NRC 870916 Interim SER re pump & 
vetvo Inse.-vice tesiing progiam. Revised Inserv.ce testing program will be submittod In 
First Ouaner 1980. Ro’iel Requests PR-1, Pfl-1A,VR-22 & vR I6 end. 

SILADV.J A Commonwoailli Edison Co 87/11/17 MURLEY.T.E. Office ol Nuclear 
Reactor Regulation, D.recior (Post 870411) 8pp. 43432.001-43432:000. 


F. Security, medical, emergency & lire protection plans 

871 1030272 Forwards Rev 20 to plant security plan Rev addresses vital eroa descrip- 
tion cbangos roquostod by Region III aeloguarda Inspector & admlnislialivo 
changes Rev wllhhe’d (rol l0CFfl73 21). 

Bl>TTERFiELD,L Commonwealth Edison Co. 87/10/29. Document Control Qianch 
(Document Control Desk)- ip 43252:307-43252:307 

871 1080236 Rev 2 to Emergency Plan Implementing Procedure EPIP 300-18. "Detoimi- 
nation o< Extent of Core Oamage Under Accident Condiilons." W/rovised Index. 

* Commonwealth Edison Co. 87/10/30. 2ipp. 43308:267-43306:307. 

8711130003 Rev 1 to Procedure EPIP 200-8, "Operation During Eortlxiiiake Conditions 
(Primary Respons-b I ty - Operations Director)." 

* Commonwealth Edison Co. 87/10/31. 7pp. 43360.162-43350:168. 

8711100109 Forwards request (or eddi Info re 861126 application lor amend lo physical 
security plan in response lo miscellaneous amends & search rcquiromenis Requosis 
response wiihn 60 days ol receipt ot lit. 

GROTENHUIS.M. Projocl Dlrcclorate 111-2. ERICKSON.P.B. SlandardUatlon 8 Non- 
Power Reactor Project Directorate. 87/11/02. BUTTERFIELD.!.. Commenwoalih 
Edison Co. 4pp. 43340.030-43340 03.1. 

6711170243 Noiiiles that combined response to requests for addi Info re uhi 661126 
security plan emends In response to changes In 10CFR73.SS 8 iOCfR73.70 wrll be 
sent by 87l2ii,per 871027 lolcon agroemeni 

ALLEN.C.M. Commonwealth Edison Co. 87/11/00. Document Control Branch (Docu- 
ment Conircl Desk) tp. 43363:3S7-43383:3S7. 

8711300269 Rev 8 lo Emorgoncy Plan Implementing Procoduro GPfP lOO-Cl. "SleUon 
Director (Chocklist Of Iniiiar QonoraUng Slallon Emorgoncy Plan ResponsibiMlos).’' 

* Commonwoa'th Edison Co 67/11/30. I2pp. 43465:093 43465 (04. 


P. Operating lieenas atage documenia & correapondence 

67I1030S24 Ropts status ol program to resolve apparent discrcpancios (outkI bolwoon 
Q8-bui:t aa-ane1y2Cd cond-Hon ol coriain Mark i torus attached piping ol Dresden 
Un ta 2 & 3 S Quad Cillea Un is l & 2.par 870622 commitmoni. 
jOHNSONiI.M Commonwoaiih Ed son Co 67/10/23 OAVIS.A.6. Region 3. Ole ol 
me Director. 3pp. 43260.223-43260:225. 

6711130244 Fonivards response lo NRC Technical Evaluation Repi EOG'NTA-7702 re 
conformance ol laci ity lo Rog Guido l .97. Rev 2. 

SILAOY.J.A. ComiTionwaaiih Edison Co. 87/10/28 MURLEY.T.E. Ofl>co of Nuclear 
Roaolor Regu'atlan. D<racior (Post 870411). I6pp. 433S5'203-433SS:296. 

6711100431 Generic LIr 07-15 lo all holders of CPs for nuclear power planis ro policy 
sfaremont on deforrod pianis.Svc list oncl. 

MIRAGLIA.F.J. Assoclale D.'rocior lor Prolocie (Posi 070411). 87/11/04. Consotidatod 
Edison Co. ol New York, Inc. 46pp 43402:001-43402.040. 

6711190370 Forwards safoiy evaluation re ulil 831101 rosponso lo Oonoric LIr 83- 
20. Horn 2 I (Fart 1) re equipment ciassHiceilon. Response accepiablo. 

GROTENHUiS.M Projoct Oireclorato 1112. 87/11/00. GUTTERnELO.l. Common- 
wealth Edison Co. 2pp. 43404:341-43404:356. 

-8711190971 .Safely evalual'on supporting ulil 831101 response to Genetic LIr 03- 
2C,llem 2.1 (Part 1), "Equipment Ciassllicatlan." 

* NRC • No Dele led Affiliation Given. 07/11/09. 2pp. 43404:343-43404’356 

6711190125 Forwards addi into ro surveillance exam In reactor bldg basements lo de- 
lormlna if waior cfrelnlng from expansion gap through other paths, per uM 87051 1 re- 
sponse lo Generic LIr 07-05. 

MORGAN, W.E. Commonwoaiih Edison Co. 87/1 1/13. Ollice ol Nuclear Roaclor Rog- 
u’ailon, D.recior (Post 870411). 4pp. 43397:093-43397:097. 

6711190191 Forwards description ol allegations received & Identity of some peiaonroi 
atlogodly involved In hlnoss lor duty Issue. Results ol review & Invesllgellon should bo 
submitted within 45 doys ol Hr receipt. Enel withheld (ref I0CFR2.790]. 

HINO.J.A. Region 3. Ofc ot the Dlroclor. 87/11/13. Commonwealth Edison Co. 2pp. 
43400:123-43400:124 

B7112S0091 Forwards request ler addi Info re 831101 losponse lo Genonc Ltr 03' 
28, (tom 2. 2, Pan t re oquipmeni classification. Uhl should provide Into roquosted wiIMn 
60 days ol ltr dato or provide schedule for submittal ol Info. 

MULLER. D.R. Project Oirociorate III-2. 87/11/20. BUTTERFIELD, L. Commonwealth 
Ed.30n Co. 4pp. 43462:204-43462:287. 


0. Inepecllon reports, IE Bulletins 8> correspondence 

8012170462 IE Bulletin 60-25, "Operating Problems W/Targel Rock Safely- nellet 
Valves at BWRs." 

* Otc of Inspection & Enforcement, Director (020201-670413). 80/12/19. ConsolHfat- 
ed Edison Co. ol New York. Inc. 6pp. 43226-201-43226:205. 

6306110473 IE Info Notice 83-39, "Failure of Saloty/Retiof Valves to Open at 8WR8 • 
inicrim R^f." 

JORDAN, t.L. Div of Emergency Preparedness & Engineering Ro8ponso.iE(890212- 
870413). 83/06/17. Consolidated Edison Co. of Now York. Inc. 2pp. 43226:206- 
43226207 

871 109029S Responds lo NRC 870727 Hr re violations noted In Safely fnsp Rept SO- 
237/87-06 & 50-249/87-11 on 870114-0717. Corrective aclions:main frame siniciutal 
steel connections inspected & stiffening plate welded to channel. 

TURBAK.M.S. Commonwealth Edison Co. 67/09/24. DAVIS.A.B. Region 3. Ofc of the 
Director. 7pp. 43313.240-43313:247. 


-8711090317 Oocurronls 870819 tolcon re 30-day extension for response to Insp 
Rapie 50-237/67-06 & S0-249/87-ti due to fevel ot activity caused by ongoing dlag 
fiosUc & augmontod Insp loam feedwater translor^l ova'uations. 

J0IIN50N,rM. CommorMwoallh Ed sort Co. 87/06/20. DAVIS.A.B. Region 3. Ofc ol 
thoOuector. Ip 43313 247-43313 247 

871 1030093 Responds to NRC 870820 & 0918 IKS ro violations noted In Insp Repts 50- 
237/87-20,6O24O/87-27.6O-450/Q7 26. 50-457/87 26,50-373/07-25 & 60-374/87- 
26.Correc1iva actions: clerical personnel sent to linish fi'ingproceduros. 

TURBAK.M.S CommonwoaMh Edison Co 87/10/01. DAvis.A Q. Region 3, Ole ol the 
DreciOf ^.43252:216 43252 217. 

871I2G006S Forwards IGSSC msp plan lor Winter 1968 outage, per Generic Ltr 64- 
1 1 NRC concuironca roquostod by 871215 

SILAOY.J.A. Commonwealth Edison Co 87/10/15 MURLEY.T.E. Ollice ol Nuclear 
Reactor nogu'aiien, Diroctor (Post 870411). spp. 43457.020-43457:031. 

8711020224 Provides revised Info in rosponso to safety sys outage mod insp design 
phase ro 250 volt battery siring caleu'aiion Page 2-38 ol response end. 
JOHNSON.I.M. Commonwaaiih Edison Co. 87/t0/l9. TAYLOR.J.M. Ole ol the Execu- 
tive Oiroclor (or Oporaiions 2pp 43234:147-43234:15? 

871 10204 19 Advisoa that CDmm'imonts noted in Corti rmaiory Action Ltr CAL-nill/67-0l 
ro focovory program tor licensed operator roqualif caiion program met insp rasults 
sent In In^ RopTs 50-237/87-32 & 50-249/67-31. Confirmatory act<on ltr closed. 
OAVIS.A8. RoQlon 3. Otc of the Oroctor. 87/10/27. REED.C. Commonvreallh Edison 
Co. ip 43236:300 43236 311. 

0710230213 NRC Info Noiico 87-055. "Portoblo Mo.siuio/Dansity Gauges: Recent Inci- 
dents ol Poiiablo Gaimos Being Stolen or Lost." SvC l>sl oncl. 

CUNNINGHAM. R E Division of Industrial & Medical Nuclear Safety (Post 870729). 
07/10/29. Consolidaiod Edison Co uf Now York, Inc 09pp. 43324 139-43324:227. 

8710290234 NRC Info Notice 071)56, "Improppr HydrauTc Control Un.i instal'ailon at 
OWR Plants " Sve I st end 

nOSSl.CE Division ot Operational Events Assossmoni (Post 870411). B7/tt/04 
ConsotWalod Edison Co. ol Now York, Inc. 1 1 2pp, 43324:220 43324:339 

8711020017 NRC inie Notes 07-057. "Loss el Emergency Boraiion Capabl’lty Qua lo 
Niirooen Oas intrusion." Sve l st end. 

ROSSi.CE Division of Opetaiiensi Evonis Assessment (Poet 0704lt). 67/11/06. 
Consolidaind Edison Co of Now York. Inc. 1i6pp. 43355.003-43355 119. 

8711050040 NRC Compiiencd OuHotn 07-002. ’’Fasiener Tasting lo Oolorrr-Ino Con- 
formance VY/Appiicab'o Man Specs " Svc list oncl. 

ROSSi.CE. Division ol Operai-onsi EverMs Assossmoni (Post 870411) 67/11/05. 
Conso-yiated Edison Co. of Now York, Inc. 1 16pp. 43397:142-43397.257. 

8711180177 Forwards Insp HopiS 60 237/87-28 & 50-246/87-25 on 8707241022 & 
houco ol Mdsiion 

FORNEY.yy.L. Region 3. Ole of iha Director. 67/11/12. REED.C. Commonwaaiih 
Edison Co. 2pp 43360:017.43380.038. 

-8711160192 Noiico Ol violation Item Insp on 670724-i022.Vioiation noted.on 670010 
Unit 2 roaclor mode switch in "Run" posilon bt 94% power level w/one APRM 
downscaio/intormoOiato range hl-hi inoparabta irip lunciien (IRM-15/APRM-5). 
FORNEY.W L. Region 3. Ole d Ihe DIrador. 07/ 1 1 /I2 ip. 43359 0I0'43369;019. 

-8711160203 insp Ropls 50 237/07-28 & 50-249/07-25 on 070724-1022 Violations 
nolodMaJor areas Inspociod prov.ouS insp iioms. operational saloiy 
vortncsHon.fotiowup ol ovonia.montnty maml obsarvailon & monthly surveillance ob- 
sorvalron 

RING.M A. Region 3. Otc ol iho Director. 87/11/12. tOpp. 43369.020-43369:038 

0711090140 NRC Into Neticq 87-058, ''Continuous Communications Following Emergen- 
cy NoUfIcations " Svc list oncl 

ROSSI.CE. Division of Operational Events Assossmoni [Post 870411). 67/11/16. 
Consokdaiod Edison Co. of Now York, Inc. 1 13pp. 43404: 1 76 43404:288. 

8711120027 NRCfnfo Notice 87-059. "Poiont'alRHR Pump Loss "Svc l.st end. 
ROSSI.CE. Division ol Operoiional Evonis Assessment (Post 6704)1). 67/lt/i7. 
Consokdaled Edison Co. of Now York, Inc. 1 20pp. 43487:00l-434Q/.12t. 

871 1130808 Sui^l 2 to NRC tnlo Noiico 86-106, "Dogrodation ol RCS Pressure Bound- 
ary ResiHling From Boric Acid Corrosion." Svc list end 

ROSSI.CE Division ol Oporoiionol Events Assessment (Post 670411). B7/it/t9. 
Consdidalsd Edison Co. of Now York, Inc. 119pp. 43444:195-43444.314. 


n. Periodic opersling repons & related correspondence 


8711080143 Forwerds biweoKly status ropi from rosideni stall at plant lor 871009-23. 
BING.M A. Rog on 3, Ole ol {ho Diroctor 87/11/01. NORELIUS.C.E. Region 3, Ole of 
iheOkactor. 4pp. 43303:213 43303:216. 


S. Reportable occurrences, LERs & related correspondence 


8711030125 LER 87-0 1 8-00. on 670930. lire protection procedure IncortecHy classified In 
surveillance program.Ceusod by procedural doficioncy.Survo llanco program changed 
to require performance on to month int8rval.W/87t026 Hr. 

WHALEN, R.J. EENIQENBURQ.E. Commonwealth Edison Co. 87/10/26. 4pp. 
43255:330-43255:333. 


V. Operator Enamlnatlons 


87110204 19 Advises that commitments noted in Confirmatory Action Ltr CAL-RIII/87-01 
ra recovery program tor liconsed oporalor reQua'ifIcatlon program mol. Insp results 
sen! In Insp Repts 50-237/87-32 & 50-249/87-3l.ConlirmalorY action Hr closod. 
DAVIS.A.B. Region 3. Ole of the Diroctor. 87/10/27. REED.C. Corrimonwoallh Edison 
Co. Ip. 43296 300-43236 311. 



HI I luoui/^ ACK leco.pi O' lesponse lo inmi,! a/u/tfo iiuuce o’ vo'tuon a iJioposeu m- 
pos ;<on ot civil penalty. Violations rema n as presonlcd Order imposing cM monetary 

e anaitv m amount ol $75.000, resu'tng Irom security program vio:aiions.encl 
leeEHMANJ Ole of Enlo'cemem (Post 870'113) 877n/05 wOOOY^;o FCorate 
Powers Light Co 2pp 43308 309-433083I4. 

8711130055 Forwards Insp nepts 50'250/87-42 a 50-25I/87-4? on 870928- 1002 8 
no'.ice ol viotaVon Reply <;nnecessa(V smee collective actions to pioveiu tocuirance 
completed. 

HgnOT.A R. Reg on 2. Ofc of the Oirectoi. 87/ 1 1 /05. WOOOY.C O. Florida Power 8 
Light Co. 2pp 43354:199-43354 211. 

-87III30072 Notice of vto'ation from msp on 670928-lQ02.Vioiaiton rtoled-ire pump 
tested on 651007 a again on 851203. thus exceeding max time between suveifances 
ol 45 days by 1 2 days 

HEROT,A.R. Region 2. Ole ol the O.ietlof. 67/11/06. Ip, 4336a.201-A3354.201- 


~87t1l30201 Procedure 0-AOU'OI9, "Mgt On Shift (MOS).'' weekly summary rept 'c 
wk starting 871024 

• Florldn Power a LighiCo 87/10/24. 103pp. 4335B.002-43356 184. 

8711200188 Summary of 871020 22 meetings w/util re conversion of Toch Specs I 
formal & content ol STS for Westinghouso PWRs (NURE<j- 0452] List ot attendee 
enc) 

MCOONALD.O.G. Profect Directorate 11-2. 87/11/06. Projecl Oiroctoraie 11-2. 4p| 
43414:339-43414:342. 

ftTInaoiSO Informs of rev to tnservice lesl piogtam to provide lot loellTig cerlein safoi 
inteclion valves al cold shutdown when RCS depressurized & vented a du'irg ea: 
refuottng outage. Revised relief request Bases 3,4 & 8 oncl. 

WOOOY.C.O.'Flofida Power a Light Co 87/1 1/09. Document Control Branch (Ooci 
mom Coni'Dl Desk). 3pp. 43366.075-43356.077. 


-8711130076 insp Rapts 50-250/37-42 a 50-251/87-42 on 870928-1002 ViOfaUOAS 
noted Major areas inspected.lito protection/ prevention 8 loliowup on previously Iden- 
litied insp Hems. 

HARRIS.JR.. CONLON.T.E. Region 2, Ofc of the Duaclot. 87/10/29. tOpp. 
43354 202-43354 211. 


8711200189 Forweids "Integrated Schedule Turkey Point Nuclear Power Plant Rogir’' 
lory RepI Nov 1937." conialning correct baseline schedules for forthcoming inlogrelo 
icartse amends. 

WOOOY.C.O. Florida Power & LfghI Co. 87/1l/f6. Document Control Branch fDoci 
meni Control Desk). Ip 43417:261-43417:288. 


8711160267 Emergency Proceda’e £P 20101, "Dulles ol Eme'gericy Coordraior." tii 
971110 Hr 

WOOOY.C 0. Florida Power a Light Co. 87/11/10. 63pp 43369 227-43369:203. 


-8711200230 "Integrated Schedule Turkey Point Nucloar Power Plant Regulatory Rei 
Nov 1987." 

* Flortda Powor a Light Co. 87/11/30. 27pp. 43417:262-43417:280. 


8711170217 Forwards response In form ol coneclod page changes.Rev 12. lo physical 
secunty plan per NRC 871005 Itr.Responsa withheld (rel 10CFH73.2I). 

WOODY.CO Florida Power a Light Co 67/11/12. Document Control Branch (Docu- 
ment Coniioi Desk). Ip 43365:027-43385:027. 

6711 130081 Fonvards aummary of 870730 meeting w/ui'l re discussion ol SALP Hepis 
50-250/67'l9 a 80-251/67-19 8 NRC response to ul>l 870921 comments Meeting 
sl.des also onci 

GRACF..J N. Region 2, Ofc ol the Director. 87/11/06 WOODY.CO. Fiodda Power a 
Light Co 2Spp. 43354.092-43354:116. 

6711240312 Forwards 871028 enforcemont conference summary re new a coniinu'ng 
programmetic probfoms associated w/phyaical security program noted frt Insp Repia 
50-250/87-36 a 50-251/87-38 Summary withheld (rel I0CFR2.790((I) a 73.21). 
ORACE.J.N. Region 2, Ofc of the O.reeior. 67/11/16. WOODY.CO. Florida Power 8 
Light Co. 2pp. 43442.145-43442:146. 

6711240308 Revised omergency plan implementing proceduros.mctuding MP-92. "Emer- 
gency Radiation Team Response • Offsite" a HP-91, "Emergency Radiation team 
Response • Onsite " 

WOODY, C.O. Florida Power a UghI Co. 87/1 1/20. 2tpp. 43442:293-43442.313 


Q. Adjudlcalory eorraipoddance 

6711040166 Iniervenor motion lor e<lension of time to f-ie Intervenor proposed imding 
of fecl& concfuslons of law.' Raquasts extension until 87i{t2.C«mfic8ieolSvc enef 
lOmON.J Center lor Nuclear ResponsibltAy. #467 4735. 67/10729. Atomic Sateiy 
and Licensing Board Panel. 4pp. 43/54 033-43254.036. 

6711110091 Memorandum a order.' Affirms Board 870823 memo a order terminabng 
proceeding on util application lor emends to ilcense.Sorvgd on 67 1 >05. 

SHOEMAKER, C.J Atomic Safety end ucensing Appeal Panel. #487 4762. 87/11/04. 
Florida Powor a Light Co. Spp 43333.010 43333:014. 

6711110119 Order.Extenda time unui 671112 lor Commission to act lo rovlew 84-504-07 
LA.Served on87ftOS 

LA20.RM. Atomic Safety end Ucensing Board Panel. #467 4763. $7/ii/04 2pp. 
43334 130-43334:131. 


P. Operalftig llcenee stage documents 6 correapondenee 


8711230323 Confirms 871110 lolcon re 671124 silo mgl meeting to discuss indoponi 
ortt audit described in Order EA'87-085. Proposed agenda enci 
GRACE.J.N. Region 2, Ofc ol the Direcior. 87/1l/l8. WOOOY.C.O. Florida Powor 
UghlCo. 3pp. 43424 098 <13424.100. 

8711240199 Forwards lasponsa lo NRC questions raised in 670922 to'con re util ATW' 
submittal Issues discussed Include conceplual dosign.isolators.uninterruptiblo powi 

» a lioquency of end-to-end lasting. 

IV.C.O. Florida Power a LIghI Co. 87/11/19. Oocumeni Control Branch (Doo 
mem Control Desk). 4pp. 43430:^2-43430 285. 


O. Inspection reports, IE fiulletine A correspondence 

6012170462 IE QuKeiln 80-25. "Opetallng Probfams W/Tatgel Rock Safely- Rot ' 
Valves al BWRe" 

* Ole ol Inspection & Enforcement, Director (820201-670413) 80/12/19. Consolide 
ad Edison Co. ot now York, Inc 5pp. 43226:201 '43226.205. 

6305110473 IE Into Notice 63 39. ''Failure of Salety/Rellaf Valves lo Open al BWRe 
interim Rept." 

JOROAN.E L DIv Ol Emergency Preparodness & Engineerirtg Re8pdn8e.iE(e502l; 
870413). 83/06/17. Consmidsted Edison Co. ol Now York. inc. 2pp. 43226.20i 
43228207. 

8711020009 Forwards Insp Pepts SO 250/87-39 & 60-251/e7-39 on 870824- 0021 
nonce pi vloieilpn. 

REYES, L A. Region 2. Ofc el the Di/eder. 87/10/86. WOODY, C.O. Florida Power 
LighiCo 8pp 43226 254 43226:279 

-8711020027 Notice Of vioieUon from insp on 870824-0921.Vlolatlons noiedTellure 
properly jmpiemeni maim piocedutea lor saleguarda circuitry fuse control & laiiuro 
bhc4omant post-maini functional tasi. 

PEYES.LA. Reglort 2, Ofc ot the Director. 67/10/28. 2pp. 4322e;25e-43228'.2S7. 

-8711020036 Insp Repts 50-260/87.39 & 50-25l/e7-36 Oh 870624-0921. VIolellOf 
nofed.Majpr areas inspected beckshift Insp, annual & monthly surveillances, malnl oi 
servettons & iDviewe.ESFs, ppoisiiohet saiety.pieni evoMa & refueftng sianup. 
8REWER.OR. MACDONAl(3.J.B.. WILSON.B Region 2. Ofo ol the Director. 67/1( 
23. 22pp. 43228 258-43226:279 


6711020408 Forwards responses lo chemistry survey concerning feedwater A conden- 
sate sys.Daify chemistry records retrieved from microfilm & averaged lo deiermine 
yearly values Etfon required five man wks 

WOOTY.C.O. FtorWa Power & UgW Co 87/10/27. Oocvimont Control Branch {Docu- 
ment Control Desk) 7pp. 43234:079 43234 065. 

8711040120 Forwards Procedure OADM-OlO, "Mgt On Shift." per NRC 071019 
ctdei.Augmenied mgt on shill program fniltaled on 871024.LK>f uirdersiands lhal no 
further order associaied restnetions prevent plant from eniering Mode ? slaitup. 
WOOOY.C.O. Florida Power & Light Co. 87/10/30. Oocument Control Brancn (Docu- 
ment Conuol Desk), ip. 43290.281-43290:277. 

-8711040125 Procedure O-ADU-019. "Mgl On ShifL" 

• Florida Power & Ught Co- 87/10/26. 16pp. 43290.282-43290 277. 

8711050230 Forwards safety evaluellon re leaclor vessel eurveillsnce program anely^ 
ol Capsule V.Method ol analysts & results 8cceplable.lniegraied analy^ oi al w>ih- 
drawn capsule surveillance data should be provided & program revised. 
MCDONALD.OO Prelect Dlrectoraie II-2. 87/10/30. WTODY.C.O. Flortda Power « 
UghI Co. Spp. 4330l;082-43301:093. 


67M130200 Ack recelpl Ol 671012 Hr Inlormlng NRC Ol steps taken lo correct violalloi 
rtoledin Insp Ropis 50-250/87-35 & 50-251/87-35. 

REYES.l A Region 2, Ofc oT Ihe Director. 87/10/27. WOOOY.C.O. Florida Powor 
UghI Co Ip. 43356:041-43356:041. 

8710230213 NRC Into Notice 87-055, "Portable Molaiure/Oensity Gauges: Reconi fni 
dents of Portable Gaikos Being Stolen or Losi " Sve list end. 

C</NNINGHAM,R.E. [jivislon of Industrial & Medical Nuclear Safety (Post 87072( 
87/10/29. Consolidated Edison Co. of New York, Inc. 89pp. 43324:139-43324:227. 

8711030551 Responda to violations noted In Insp Repia 50-250/67-36 & 50-261/6 
SOCortecUve •cUons.ProcedijrQi 3/4-OP-038.1. ''Prepa/alkjtx for Reluellng AcUvilioi 
8. 3/4-OP-040.3, "Refueling Preahuffle in Spent Fuel Pit" revised. 

WOODY, C.O. Florida Power & LIghI Co. 87/10/30. Document Control Branch (Doc 
ment Control Desk). 4pp. 43260:229-43280:232. 

8711040360 Forwards Supplemental response to IE Bulletin 80-11 In response lo r 
quest for addl Info made In Insp Repia 50-260/87-21 & 50-251/87-21. 

WOOOY.C.O. Florida Power & Light Co. 87/10/30. Oocument Control Branch (Ooc 
menl ConVol Desk). 3pp. 43290.0^-43290.022 


-6711050223 Safety evaluation supporting util 860829 & 670226 submittals re reactor 
vessel mail surveillance program analyst of Capsule V.Rept sccepisbfe.Future vse of 
Info & data requires systematic error evaluation to support analysis 8 resufis- 
* Office of Nuclear Reader Regulation, Director (Post 870411). 87/10/30. 7pp. 
43301:087-43301:093. 


071106016S Informs of uUi Intent to use ASME Boiler & Pressure Vessel Code Case I 
237-2, "Hydroslailc Testing ot Inlemal Piping, SecUon III, ON I.CIasses 2 & 3" i 
second lO-yr Inap Intervals.per Reg Guide 1.84. 

WOOOY.C.O. Florida Power A Ugnt Co. 67/10/30. Oocument Control Branch (Ooc 
n>enl Control Desk). 2pp. 43303 226-43303:227. 


8711100431 Generic Lir 87-15 lo all holders of CPs lor nuclear power plants re policy 
slalemenl on dsletred planls Svc list end. 

MIRAQUA.FJ. Associate Director lor Projects (Post 870411). 87/11/04. ComoHdaled 
Edison Co. of New York. Inc. 46pp. 43402 001-43402 048. 


9710290294 NRC Info Notice 67-086, "Improper Hydraulic Control Unit Inslallali'on 
BWR Plants." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 67/tl/0 
Consolidaled Edison Co. of New York, Ino. 112pp 43324 226-43324:339. 
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8711060177 AcK receipt of rosponse lo NRC 870728 notice ol violation & proposed Im- 
position ol ciwi ponaliy.Violalions remoin as presented.Order Imposing civil monetary 
penalty In amount ol $75.000, resulting from securih program violatlot>a,encl. 
[lESEPlMANJ OJc of Entofcemeni (Post 870413). 87/11/05. WOODY.C.O. Floilcte 
Power & Light Co. 2pp 43308:309-43308:314. 

-6711090076 Order Imposing civil monetary penalty In amount ol $75,000. 

LIEBEPMANJ Ofc Of Enlorcomeni (Post 870413). 87/11/05. Florida Power & Light 
Co 4pp. 43308-31 1-43308:314. 

8711090035 EN-87 060A:on 871 105,oider Imposing cMI penalty In amounl ol $76,000 
issued lo licensee based on two violations re access control & search.NRC conckided 
that violation did occur lollowing review of util 870826 rosponse. 

ROSANOn, UEBERMAN.J. Olc Of Enforcement (Post 870413). 87/11/05. Ip. 
43314:356-43314:356. 

87111300S5 Forwards insp Ropis 50-250/87-42 & 50-261/e7-42 on 870926- 1002 & 
notice of violation Reply unnecessary since corrective actions to prevent recurrence 
completed. 

KEROT A R Region 2, Ofc of the Director. 67/1 1/05. WOODY.C.O Florida Power & 
Light Co. 2pp. 43354:109 43364:21 1. 

-8711190072 Notice ol violation Irom Insp on 670928-1002. Violallon noted.fiie pump 
tested on 851007 & again on 851203, thus exceeding max time between survellances 
el 45 days by t2 days. 

HEnDT.A.R. Region 2. 0'c of the Director. 87/11/05. Ip. 43354:201-43354:201. 

-8711130076 Insp Repls 50-250/87-42 8 S0-25t/67-42 on 870928-1002 Vioialions 
noted.Major areas inspected. fire protection/ prevention & followup on prevtously tdon- 
tilled insp items. 

HARRIS J.n, CONL-ON.T.E. Region 2, Olc of the Director. 67/10/29. lOpp 
43354:202-43354-211. 

8711020017 NRC Into Notice 87-057, "Loss ol Emergency Boration Capability Due to 
Nitrogen Oas Intrusion." Sve list encl. 

nOSSl.C.E. Division of Operational Events Assessment (Post 670411). 67/11/06. 
Consolidated Edison Co. of Now York, Inc. 1 16pp. 43355:003-43355-110. 

6711050040 NRC Compliance Bulletin 67-002, "Fastener Testing lo Determine Con- 
formance W/Appilcabio Mali Specs." Sve list end. 

ROSSI.CE. Division ol Operational Events Assessment {Post 870411). 07/11/06. 
Conso'ldaled Edison Co. of New York, Inc. t I6pp. 43397:142-43397:257. 

8711130081 Forwards summa^ of Q70730 meeting w/ulH re discussion of SALP Ropis 
60-250/87-19 8 50-251/87-19 & NRC response lo udi 870921 comments Meeting 
e'idos eiSQ enci. 

ORAC6,J.N Rog’on 2. Olc of ihe Direclot. 87/11/08. WOODY.C.O. Florida Power 8 
LIghI Co. 25pp. 43354:092-43354:1 16. 

8711170278 Responds 10 violations noted In Insp Ropis 60-250/67-41 & 60-261/67- 
41. Corrective 8eiidn8:6iartup dept organized to be responsible for sys acceplence 
waikdowns & testlno. 

WOODY.CO Florida Power i Ughl Co. 87/11/12. Oocumont Control Branch (Oocu- 
monl Control Desk). 3pp. 43385:204-43365:206. 

8711190279 Forwards Insp Repls 50-260/87-43 & 60-261/87-43 on 67082M0I9 & 
nonce of vioiafion 

REYES.IA. Region 2. Ofc ol Ihe Director. 67/11/12. WOODY.C.O. Florlde Power & 
Llghi Co. 2pp. 43401:061-43401:080. 


8711180006 SuppI 2 lo NRC Info Nollco 66-108, "Degradation ol RCS Pressure Bound 
eiy Resulting From Boric Acid Corrosion." Sve list encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 670411] 67/11/10. 
Consolldaled Edison Co. of New York, Inc. 1 19pp. 43444:195 43444:314. 

8711260226 Remits payment for NRC 871105 order imposing civil penalty, per En'orce- 
ment Action 87-066. 

WOCXJY.C.O. Florida Powor & Light Co. 87/11/23. LIEBERMAN.J. Ofc of Enlorce- 
mont (Post 870413). ip. 43480.030-43460 030 


R. Periodic operating reports & related correspondence 


8711020374 Forwards Sept 1967 progress summary of select sys 
assessmani.Rosponsibliity of mgl & coordination of performance enhancement project 
aciivtites assigned to JK Hays as result of reassignment. 

WOODY.C.O. Florida Powar & Light Co. 87/10/27. Document Control Branch (Oocu- 
menl Control Desk) 2pp. 43238 229-43238:230. 

6711230444 Monthly operating rapta lor Ocl 1067.W/B71 1 16 Itr. 

OflANT.N.W.. WOODY.C.O. Florida Power & light Co. 87/10/31. 19pp. 43421:292- 


8711180241 Forwards aeleci sys assessment progress summary lor Oct 1987. 
V/OOOy.CO. Florida Powor & Light Co. 87/11/10. Document Conirol Branch (Docu- 
ment Cml/Ol Desk). 2pp. 43369:001-43369 002. 

8711190176 Forwards summary of mgt-on-shifi repls per NRC 871029 order. 
WOCHJY.C.O. Florida Powoi & Light Co. 87/11/12. GRACE J.N Region 2, Ofc of mo 
Director. 86pp. 43396:248-43398:335 

8711200337 Forwards biweekly status ropi discussing recent operating events & per- 
lormonco Hands for 871008-30. 

GRACE.J.N. Region 2, Ofc of the Director. 87/11/13, WOODY.CO. Florida Powor & 
Llghi Co 6pp. 434t0.038-434l0.040. 

8711240026 Forwards summary ol mgi-on-shllt rapts weekly rept for wk of 871109- 
16^r Commission 871019 order. 

WOODY.C.O. Florida Powor 8 Light Co. 87/11/18. GRACE.J.N. Region 2. Olc of tho 
Director. 07pp. 43440:257-43440.353, 

8711300248 Forwards mgt-on-shill weekly repi lor 87111623, per NRC 871019 order. 
WOODY.CO. Florida Power 8 Light Co. 87/11/25, GRACE, J.N. Region 2, Ofc of Iho 
Oirector. 94pp. 43472 149 43472:242. 


S. Reportable eeourrencee, LBRe 8 related cerreependence 


8711040139 LER 87'027-00;eri e70930.eoriiainmom vent isoial'on logic actuated duo lo 
fediailcn monitor Increase above setpoint. Caused by tisnspori of coniam riaied filler 
through eumkary bkfg.Procodures revised io prevent recurronco.W/871030 Hr. 
WAOER.V.B.. WOODY.C.O- Floride Power 8 Light Co. 87/10/30- 4pp. 43200:21 1> 
43^:214. 


-8711190283 Notice Of viofaiion from insp on d7092l'lOI6.Vloialion noied.nucl»ar op- 
erator manipulaled thermostat lot hoei tracing circuit Number 8 8 failed lo submit 
plant work order lo nave efociricel maim check neat tracing thermoeiai. 

REYES.L A. Region 2, Olc ol Iho Director. 87/11/12. 2pp. 43401:063-43401:064. 

-8711190285 Insp Ropis SO 260/87-43 & 50-251/87-43 on 870921-1018. Vfglallon 8 
one unresolved Item noled Major areas Inspected: backshift Map in areas of annual & 
monthly surveillance, malni observations & reviews, ESFe 8 operational ealeiy. 
GREWER.O.R., MACOONALD.J B.. MCELHINNEY.T.F. Region 2. Olc ol the Director. 
67/11/04. lepp. 43401:065-43401:080. 

6711200111 Forwards revised rosponse to violations noted In Insp Repfs 60-250/87-41 
8 60-261/67-41, per util 671112 Itr.Rov correcls Inaccurate deles provided in SwUon 

5 ol original response. Mods performed In 1981-82 tested on 87O902 
WOODY.C.O. Florida Power 8 Light Co. 87/1 1/1 3. Document Conirol Branch (Oocu- 
menl Control Desk). 3pp. 43413:^8-43413:360. 

8711090140 NRC Info Notice 87-058, "Continuous Communfcallons Following Emergon- 
cy Noilficelions." Sve list end 

ROSSI.CE. Division of Operational Events Assessment tPoel 870411). 67/11/16. 
Consolldaled Edison Co. ol New York, Inc. 1 13pp. 43404:176-43404:206. 

8711190296 Revises response to violation Example E.2 Irom Insp Repls 60-260/86-33 

6 50-25t/66-33.AP 0103.32 re reactor cold shutdown conditions reviewed 8 revte^ 
to c’arify requirements lor RHR loop operability. 

WOODY.C.O. Florida Power 8 Light Co. 87/1 1/16. Document Control Branch (Docu- 
ment Conirol Desk). 3pp. 43402:240 43402:242. 

8711120027 NRC Info Notice 87-059, "Potential RHR Pump Lose." Sve llsl end. 

ROSSI. C.E. Division oi Operational Events Assessment (Poet 870411). 87/11/17. 
Consolidated Edison Co. of New York, Inc, 120pp- 43487:001-43487:121. 


8711060016 LER 87-026’00An 871Q02/liscoverecl that hydiogon tocomblner kno Inad- 
equately tested atior piping mod.Caused by deletion ol loquiromonl tor lest'ng in Ad- 
minlsirBiive Sue Procooure ASP-2.Recombrner tins tested 6 ASP-2 rovl$od.W/67i i08 
lb. - 

WAOEfl.V., WOODY, C.O. Florida Power & Light Co. 87/11/02. 4pp. 43308268- 
43308 271 


8711170226 Summary ol Operating Roaciors Events Meeting 07-38 on 871103.Llsl ol 
aitendees.vlewgrBpns 8 summary ol reactor acrams and 

LANNINO.W. Events Assessmenl Branch. 67/11/05. ROSSI, C.E. Division of Oper- 
ailonal Events Assessment (Post 870411). 20pp. 43385:21 5-43305 234. 

8711100307 Special (epLseveral Impairmenta Incurred during eltornale shutdown 
mods.induding Impairments opened prior lo Nov 8 stayed open lor longer than re- 
quired per Tech Specs. Compensalory measures coniinuo. 

WOODY, C.O. Florida Power & Light Co. 87/ 1 1 /06. Document Control Branch (Oocu- 
monl Control Desk)- 3pp. 43344:268-43344:260. 

6711190181 LER 87-028-00;on 671016, discoverod that roquired Tech Spec surveillanco 
of control rod positions missed during peak shift on 070912.Caused byporeonnel 
enof.Pflieonnel counseled.Logs being reviewed lor lmprovement.W/67t1 16 lit. 
SALAMON.Q., WOODY.C.O. Florida Powor 8 Ughl Co. 87/11/16 4pp. 43400:136- 
43400:141. 


8711200078 LER 87-029-00:on 671015.deiermlnod that waste gas sya operated In con- 
llgurallon not described In FSAR.Caused by Inadequala procedural rev.Procedure 3/4- 
OP-47.1 revised lo ensure that valve 4627 clo8ed.W/87l 1 16 Itr. 

SAIAMON.G., WOODY.C.O. Florida Power 8 Light Co. 87/11/16. 4pp. 43405:351- 
43405:354. 


8711230161 Ack receipt of 871030 rosponse lo notice ol vlolailan from Insp Repls 60- 
250/87-15.50-251/87-16,60-250/87-36 8 6O-251/07-3e, 

STOHB,J.P. Region 2, Ofc ol Iho Director. 67/11/17. WOODY.C.O. Florida Power 8 
Light Co. ip. 43419:136-43419:136. 

8711240116 Responds to NRC 871019 notice of violation 8 forwards payment for pro- 
posed civil penally Irom listed insp repls. AddI long-term correcllve acUona will be pro- 
vided In response to order. 

WOODY.C.O. Florida Power 8 Light Co. 87/1t/l6. Ofo ol Enforcement {Post 
870413). lOpp. 43431:109-43431:118. 

8711240312 Forwards 871026 enforcement conference summery re new 8 continuing 
programmatic problems associated w/phyelcal security program noted In Insp Repls 
^-250/87-38 8 60-251 /B7-38.8ummary withheld (ref 10CFR2.760(d) 8 73,21). 
GRACE.J.N. Region 2. Olc of the Director. 07/11/18. WOODY.C.O. Florida Power 8 
Light Co. 2pp. 43442:145-43442:146. 


8711300264 LER 87-030-00.on 671027, determined lhal existing min recirculalion design 
configuration for RHR sys polenlially Inadoquate.RecIrculaiion How path lor RHR 
purnps original design olplenl.Mods develope<f.W/871 123 Itr. 

HART.R.O., WOOdV.C.O. Florida Power 8 Ughl Co. 87/11/23. 6pp, 43472:132- 
43472:136. 


V. Operator Examlnatlona 


8711130081 Forwards summary of 670730 meeting w/utll re discussion ol SALP Repls 
M-260/07-19 8 50-2SI/67-i9 8 NRC response to util 670921 comments Meeting 
tfides also encl. 

GRACE.J.N. Region 2, Ofc ol the OIreclor. 87/11/06. WOODY.C.O. Florida Power 8 
Ught Co. 25pp. 43354;062-433S4:f 16. 
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OOCKer 50-251 turkey point punt, unit 4 


F. Securlly, medical, emeigency & lire protection plans 

5711060177 AcK rocelpl of rosponse lo NRC 670726 notice ol violation & proposed Lm- 
pos lion ol civ.l penalty Viclaiions temam as pteseriiep Otdat iT^tosirtp cwf ntonsiary 
pene’ty in amount ol $75,000.iesu'i ng Pom secunty program v.olalions.enci 
LieBEHMAN.J. Ofc of Enforcemerl (Post eTO'ilS) 87/11/05 WOOOV.C.O. Flonda 
Power & Light Co. 2pp <t3306.309-43308:314. 

8711130055 Forwards Insp Repts 50 250/87-42 & 50-251/87--ia on 870928- 1002 & 
notice of violation Reply unnecessary since corrective eciions to prevent recurrence 
completed 

HeROT,A.R Begiott 2. Ole of the Oreclor. 67/11/05. WOQQY.CO. Ftonda Power & 
Light Co. 2pp. aSSS-I 199-43354:21 1. 

-8711130072 Notice ol vio'aiion tiom insp on &7092a-1002.ViQlaiion noted.rue pump 
tested on 851007 & again on 6Si203.thus exceeding max i me between surveSlances 
ol 45 days by 12 days 

HERDT.A.R. Region 2, Ole ol Iho Oireclor. 87/11/05. ip 43354 201-43354 201. 

-8711130076 insp Repla 50'250/e7.42 & 50-251/67-42 on 870928-1002 Vn’aHons 
noted Major areas inspociod.fite proieci on/ prevention & lollowup on ptev.'eusly Kten- 
ti'ied Inap items- 

HABBlS.J R. Region 2, CMc of if-e Director 07/10/23. lOop 43354.202-43354.211 

8711130061 Forwards summary ot 870730 meeting w/uti ro d scuss-onol SAlP Oepls 
50 250/87-19 & 50-251/87-19 & NRC response to uUi 870921 contmenis Meoang 
slides afso end 

GRACE.J-N Region 2. Ole of the Director. 87/11/06. WOODY.C.O. Ftorida Power a 
Light Co 25pp. 43354 092-43354:116. 

8711160267 Emergency Procedure EP 20101, “Outies ol Emergency CooHUneiot " w/ 
87111011/. 

WOODY ,CO. Florida Power &Ughl Co. 87/11/10. 63pp. 43369227-43369 293. 


8711130177 Forwards Procedure O ADM-019. "Mot On Shift (MOS)." weoMy surnma-y 
lepl lor wA starling 67l024,pef NRC 871019 oroei. Ptogram vnii continue until rev/j-n 
ot resells of independont appraisal program completed. 

WOODY.CO. Florida Power a Light Co. 87/11/04. GRACE,J.N Region 2, O'c o( the 
Dvecior. ip. 43356 081-43356:184 

-8711130201 Proceduro O-AOM-019. "Mgt On Shill (MOS)," weekly summaty rept /or 
wk sloning 871024 

• Flotida Power a Light Co. 87/10/24. 103pp. 43356:082-43356184. 

87f12(K1l60 Summary of 871020-22 mootings w/ulil re conversion ol Tech Specs to 
formal & conloni ol STS for Westinghouse PWRs {NLIREG-0452j.List ol attendoos 
end. 

MCOONALO.DG. Projoct Oireciorato 11-2. 87/11/06. Project Oireclorate 112. 4pp. 
43414-339-43414 342 

6711130150 informs of rov lo insarvico lestprogram to provide for testing certain safely 
ifljieciion valves al cold shutdown when FtCS deptassutized a vented a during cecn 
refueling outage. Revised reflof request Bases 3,4 a 6 oncl. 

WOODY.CO. Florida Power a Light Co. 87/11/09. Document Control Branch (Docu- 
meni Control Desk) 3pp. 43356076-43356:077 

8711200169 Forwards "Iniegraiod Schodufo Turkey Point Nuclear Power Plant Flegu’e- 
lory Rept Nov 1987.” containing correct baseline schedules tor forthcoming inieg'ated 
license amends. 

WOODY.CO. flwlda Power a Light Co. 87/11/16. Document Control Stench (Oocu- 
monl Control Desk}, tp 43417:261-43417:288. 

-8711209230 “inlegraied Schedule Turkey Point Nuclear Power Plant Rogulalorv Flopl 
Nov 1087.” 

* Flortda Power a Light 67/ 1 1 /SO. 27pp. 434 1 7;262'434 1 7:268. 

8711230323 Con/trms 671 ttO telcon re 671124 site mgt meeting to discuss independ- 
ent a-jdtt described in Order EA-87 -085. Proposed agenda enci 
GHACe.JN Re^n 2, Ofc ol the Diroclor. 87/11/18. WOODY.C.O Flofida Powo' a 
Light Co. 3pp 43424 096-43424:100 


6711170217 Po/wards response in form ot corrected page changes, Rev 12. to phystel 
securtly plan, per NRC 87IC05 Itr.Response withheld (ret 10CFR732I) 

WOODY.C.O. Flonda Power a Light Co. 87/11/12. Document Control Branch (Oocu- 
menl Control Desk), ip. 43385 027-43385.027. 

871 1240312 Forwards 871026 enlorcemont conference summary re now a cotumuing 
progremmaiic problems assoc'eied w/physicaf security program noied in insp Repia 
50 2S0/e7-36 a 50-251/&7-38 Summary vrnhheld (rat lOCFfl2.790(«} a 73 21). 
GRACE,JN. Region 2. Ofc ot the Director. 87/11/18. WOODY.C.O. Fiorfde Power a 
LighlCo. 2pp. 43442:145-43442.146. 

8711240398 Revised emergency plan implementlne procedures.inciud>ng llP-92. "Emer- 
gency Radiei'on Teem Response ■ Offsna" a fiP-9i, "Emergency Radiation Team 
InasMnse ■ Otisiie " 

wOODy.C 0. Fledda Powora Ligm Co. 87/11/20. 2ipo. 43442.293-43442:313. 


Q. Adjudlealory correspondence 

8711040186 Intervener motion for exiensfon of time to Me Intervener proposed finding 
of fact a conclusiens of law.* Requests extension until 87 1 1 12 Certiiicete ol Svc encf 
LORiON.j. Center for Nudear ResponsDiiity gW 4736. 67/i0/2d. Atomic Safety 
and Ucensing Board Panel. 4pp. 43254:033-43234:036. 

8711110091 Memorandum a order.' Affirms Board 670623 memo a order lerminaiing 
proceeding on uUI appl-catlon for amends to license Served on 67l l05. 
SHOEMAKER.C J. Atomic Safety end Licensing Appeal Panel (7487 4762- 87/11/04. 
Florida Power i Light Co. Spp. 43333 010-43333.014. 

6711110112 Order.Exlends lime unbl 871 1 12 for Commission lo eel to review 64-504-07 
LA.Served on 871105. 

LAZO.RM Atomic Safety and Licensing Board Panel #487 4763 87/11/04. 2pp 
43334:130-43334:131. 


P. Operating license stage documenia a correapondence 


8711240199 Forwards response to NRC questions raised In 870922 letcon re util ATW5 
submniai.lssuos discussed Include conceptual daslgn.isolatora.uninterruptible power 
supply & Ireouancy ot end lo-ond lasting 

WOODY.C.O Flotida Power & Lighi Co- 87/11/tB. Documer^t Control Branch [Oocu- 
ment Control Desk) 4pp. 43430.282-43430.2e5. 


0. Inspection reports. lE Bulletins 8 correaponaenca 


8012170482 i€ Buiietin 80-25, ’’OpotaMno Probtems W/Teroei Rock Salety- Rcliol 
t/atves at ewRs ” 

* Olc 0> Inspoction & Enforcomanl, Director {820201-870413}. 80/12/16. ConsOt^dal- 
00 Edison Co of New York. me. Spp. 43226:201-43228:206. 


8308119473 lE Into NoUce 83-39. "Failure of Sefety/Rellof Valves to Open at QWR8 • 
inietun Rmi ” 

JOnOAN.E.L. Otv of Eme'Qoncy Pteparednass & Engineering Re8penas,IE(860212- 
870413). 83/05/17. Ccfisondatod Edison Co. ol New York, Inc. 2pp 43226'.20ft- 
43226207. 


8711020099 Forwards Insp Ropis 50-260/67-39 & 60-2&1/87-39 on 870824- 0921 8i 
notice of vM^ation 

REYESLA. Region 2. Olc ot the Director. 87/10/26. WOODY.C.O. Florida Powor & 
lighi Co- 2pp 43226 254 43226:279. 

-8711020027 Notice ol vioiBUon (torn Insp on e70824-0921.Vlo(Btions nolod.fe.il.jre lo 
properly ImpiemenI main! ptoceduree for safeguards circuitry luse conirol & failure to 
iiT^emenl poBi-malnl lunclional test. 

REYES.l A, Region 2. Olc ol the Director. 87/10/28. 2pp. 43228-258-43226 207. 

-8711020036 Insp Repts 50-250/67-39 & 50 261/67-39 on 870624-0921 Violalions 
noted Major aress in^ecied.backshifl insp, annual & monthly survelllances.malnl ob- 
sorvaUons A rovJews.ESFs. operational safety.planl events A refueling startup. 
8REWER.OR . MACOONALD.J 0., WILSON.S. Reglotf 2. Ofc of the Director 87/10/ 
23 22pp 43226:256-43226 279. 


6711020408 Forwards responses to chemistry survey concerning feedwater A conden- 
sate sys. Dally chemistry records retrlev^ from microfilm A averaged io determine 

O vsIueB.Etfori required INe ntsn-wks. 

3Y,C O Florida Power A Light Co 67/10/27. Document Conirof Branch (Ooev- 
menl Control Desk). 7pp. 43234:079-43234:085. 

8711040120 Forwards Procedure O-AOM-OIO, "Mgt On Shift," per NRC 671019 
order Augmerfled mgt on shill program Inliieiod on 871024. UbI understands that no 
further order associated restrictions prevent plant from entering Mode 2 startup. 
WOODY.C O. Flodda Power A Light Co 67/10/30. OocumenT Control Branch (Docu- 
ment Control Desk). 1p. 43290 261-43290-277. 

-8711040126 Procedure O-AOM-019, "Mgt On Shift " 

• Flotida Powei A Light Co. 87/10/26. 16pp. 43290:262-43290;277. 

671 1050220 Forwards safety evaluation re reactor vessel surveillance program ansfysfs 
ol Capsule V.Method ol analysis A results acceplable.lntegreled anatysis o) all w9i- 
drawn capsule surveillance data should be provided A program revised. 

MCOONALO.D G. Project Directorate 11-2. 87/10/30. WCJODY.C.O. Florida Powor A 
r.. -4301. 082-43301:093. 


8711130200 AcH tacolpi oi 871012 hr Inlormlng NRC ol eieps taken to correct violahons 
noted In In^ Ropis 50-250/87-35 A S0-251/B7-35. 

REYES.L A. Beglon 2, Ofc ol Ihe Diroclor. 87/10/27. WOODY.C O. Florida Power A 
UghlCo. Ip. 43356:041-43356:041. 

8710230213 NRC (nfo Notice 67-055. "Portable Molstute/Oensity Gauges: Recent Ircl- 
denle oi Portable Gauges Being Stolen or Loal.” SvC list end. 

CUNNINGHAM.R.E. Division ol Indusirfal A Medical Nuclear Salety (Post 870720). 
87/10/29. Comoltdaled Edison Co. ol New York. Inc. 89pp. 43324-.13d-43324:22y. 

8711030561 Responds to violaUons noted In Insp Reple 50-250/87-36 A 50-251/87- 
36Correctivo actlons:Procedures 3/4-OP-0d8-1, "Preparation for Refueling Activillos" 
A 3/4-OP-040.3, "Refueling Preshuffle In SpenI Fuel Pit” revised. 

WOOOY.C.O. Florida Power A Light Co. 87/10/30. Document Conirol Branch (Docu- 
menlContrdOesk). 4pp. 43260:229-43260.232. 

8711040350 Forwatds supplemental response to IE Bulletin 80-11 in response to to- 
quest lor addi info mado In Insp Repts to-260/67-21 A 60-251/67-21. 

WX)OY.C.O. Flonda Power A Light Co. 87/10/30. Document Control Branch (Docu- 
ment C«itrol Desk]. 3pp. 43290:020-43290:022. 


supportlrtg util 860629 A 670226 submittals re reactor 
im analysis ol Capsule V.Rept acceptabla.Fulure use of 
: error evaluation to support analysis A results. 

OkeclOf (Post 870411). 87/10/30. 7pp. 


8711060155 Informs of util Intent lo use ASME Boiler A Pressure Vessel Code Case N- 
237-2, "Hydrostatic Testing of Internal Piping, Section III.OIv I.CIesses 2 A 3” for 
secortd lO-yr Insp Intervals, per Reg Guide 1.84. 

WOOOY.C.O. FtOfida Powet A UgM Co 67/10/30. Document Control Branch (l3ocu* 
menl Control Desk). 2pp. 43303:226-43303:227. 


4ar power plants re poficy 8710290234 NRC Info NoUce 67-056, “improper Hydraufic Conirol Unit InsisfiatloA el 
^R Ptants.” Svo list end. 

87/ tf/04. Consolidated ROSSI.C E. Division of Operational Events Assessment (Post 870411). 67/11/04. 

Consofidaled Edison Co. of New York, inc. 1 t2pp. 43324:226-43324:339. 



)711060177 AcK recolpt of responso (o NRC 670728 notice of violation & proposed lm> 
position of civil penalty. Violations remain as presented Order imposing civil moi^etary 
penalty in amount ol $75,000,ro8uMlng from securih program violations, oncl. 
[lEBERMAN.J. Ofc Of Enforcement (Post 870413). 87/11/05. WOODY, C.O. Florida 
Powers Ligm Co. 2pp. 43306;309'4330B3t4. 

•8711090078 Order imposing civil monolary penalty in amount of $76,000. 

LIESEBMAN.J. Ofc Of En/orcemeni (Post 8704f3). 87/11/05. Florida Power 8 Light 
Co. 4pp. 43308:311-43308:314. 

1711090035 EN-B7-060A;on 67ll05.order imposing civil penalty In amount of $75,000 
Issued to licensee based on two violations re access control & search. NRC concluded 
lhal violation did occur lollowirto review ol util 870826 respoctse. 

ROSANO,n.. LIEeERMAN.J. Ofc of Eplorcemem (Post 870413). 87/11/05. Ip. 
43314:356-43314:358. 

}7111300S5 Forwards Insp Repts 60-250/67-42 & 60-261/87 42 on 670928- 1002 & 
notice of violatlon.Reply unnecessary since corrective actions to prevent recurrence 
completed. 

HEHOTA R. fleg'on 2, Ole of the Director. 87/11/05. WOODY.C.O. Florida Power & 
Ughl Co. 2pp. 43354:199-43354:21 1. 

•B7I1130072 Notice of violation from insp on 870928-t002.Vlolallon noied.fire pump 
tested on B51007 & again on 65l203.thus exceeding mav timo between survelHaiKes 
ol45 days by 12 days. 

H£nDT.A.fl. Region 2, Ofc of Iho Diroclor. 07/11/05. ip. 43354-20t-43354:20l. 

•8711130075 Insp Repts 50-250/67-42 & 50-251/87-42 on 870928-1002 VlolaUons 
noted Major areas lnspected:liro protection/ prevention & followup on previously Iden- 
liliod Insp Hems. 

HARRIS.J.R.. CONLON,T.E. Region 2, Ole ol the Director. 87/10/29. 10pp. 
43354:202-43354211. 


0711130008 Si^ 2 10 NRC Into Notice 86-106, ''Degradation ol RCS Pressure Bound- 
aiy Resulting From Boric Acid Corrosion." Sve list end. 

ROSSI.C.E. Mrition ol Operational Events Assessment (Post 670411). 87/11/19. 
ConsoBdated Eefison Co. of New York, Inc t lOpp 43444:195-43444:314. 

8711250226 Remits payment for NRC 871105 order Imposing civil penalty, per Enforce- 
menl Acbon 87-096. 

WOODY.CO. Florida Power & Light Co. 87/11/23. LIESERMAN.J. Ofc ol Enforce- 
meni (Post 870413). Ip. 43480.030-43460.030. 


n. Periodic operating reports A related correspondence 

8711020374 Forwards Sept 1987 progress summary of select sys 
aseossmeni nssponsUhly of mgt & coordination ol performance enhancomeni project 
activttles asp'gned to JK Hays as result ol reassignment 

WOODY.C.O. Flonda Power & ughi Co. 87/10/27. Documoni Control Branch (Docu- 
ment Comrof Desk) 2pp 43236:229 43236 230. 

8711230444 Monthly operating repis for Ocl 1987.W/871 1 16 Hr. 

GnANr.N.W.. WOODY.C.O. Florida Power & LighI Co. 87/10/31. f9pp. 43421-292- 
43421:310. 

0711160241 Forwards salad sys assossmenl progress summary tor Ocl 1987. 
WOODY.C.O. Florida Power & Light Co. 87/11710. Document Control Branch (Docu- 
ment Cortitol Desk) 3pp 43389.001-43369:002. 

871 1IB0178 Forwards summary of mgl-on shift repts.par NRC 871029 order. 
WOODY.C.O. Ffodda Power & Light Co. 67/11/12. GRACE.J.N. Region 2 Ofc of the 
Diroctot. 88pp. 433M 248 43396:335 


1711020017 NRC Info Notice 67-057, "Loss of Emergency Boratlon Capability Due to 
Nitrogen Oas Inl/uslon." Sve list end. 

ROSSI.C E. Division ol Oporational Events Aasossmonl (Post 670411). 87/11/06 
Consolidated Edison Co. of New York, Inc. 1 16pp. 43355:003-43355:1 19. 


9711200337 Forwarde b'lweokly status repl discussing roconi operating events & per- 
formance Itends for 671008 30. 

GRACEJ.N Region 2. Ofc ol Iho Diroclor. 87/11/13 WOODY.C.O. Florida Power & 
Light Co. 6pp. 43410 036 43410.040. 


17110S0040 NRC Compllanco Bullotin 87-002, "Festoner Testing lo Determine Con- 
formance W/Appl'cabla Mail Specs." Sve list end. 

ROSSI.CE. Division ol Oporallonal Events AssQSsmont (Post 670411). 87/11/06. 
(Consolidated Edison Co. of Naw York, Inc. 116pp. 43397:142-43397:257. 


8711240028 Forwards summary ol mgi-on-shilt repts weekly ropt for wk ol 871109- 
IdJier Comrtrisdon 871019 order. 

WWDY.C.O. Florida Power & Light Co. 87/1 l/IB. GRACE.J.N. Region 2. Ofc of the 
Oltedor. 97pp 43440257-43440 353. 


1711130081 Forwards summary ol B7Q730 mooting w/util re discussion of SALP Roots 
50-260/87-19 & 50-261/87-19 & NRC response to uHl 670921 comments.Meeung 
slides also end. 

QRACE.J N. Region 2. Ofc of the Ocrodor. 87/ 1 1 /06. WOODY.C.O. Florida Power & 
Light Co. 25pp. 43354:092-43354: 1 1 6. 

1711170278 Responds lo violations noted in Insp Ropie 50-250/87-41 8 50-251/67- 
4t.Correctlve actlona;slartup dept organized to be responsible (or sys accepianco 
waikdowna & testing 

WOODY.C.O. FiorWa Power & Light Co. 87/11/12. Oocument Control Branch (Docu- 
ment Control Desk). 3pp. 43365:204-43385:206. 

1711190379 Forwerds Insp Repte 50-250/87-43 & 60-261/07-43 on 67092M019 & 
notice ol violation 

REYES, L.A. Region 2, Ofc of the Director. 67/11/12. WOODY.C.O. Florida Power i 
Llgl)lCo.2pp 43401:081-43401:080. 

•8711190263 Notice Of violation from Insp on 67092MOI9.violailon notod.nudeer op- 
erator manipulaied iriermostai for heat tracing circuit Number 8 & felled to submit 
plant work order lo have electrical maint check neai tracing ihermostal. 

REVES.L.A. Region 2, Ofc of the Director. 87/11/12. 2pp 43401:063-43401:084. 

-8711190285 Insp RepiS 60 250/67-43 & 50-251/87-43 On 870921-1019. Violation & 
one unresolved item noted. Major areas Inspected: backshift insp in areas of annual 8 
monlhly surveillance, malnl obsenratlons & reviews, ESFs & operational safety. 
BREWER.D R., MACiOONALD.J B . MCELHINNEY.T.F. Region 2, Ofo ol the Diroclor. 
67/t1/04. 16pp. 43401.065-43401:080. 

1711200111 Forwards revised response lo violations noted In Insp Repts 60-2S0/87-41 
8 60-361 /07-41. per utM 871113 Itr.Rev corrects Ineccurele dates provided In Section 

5 of orlolr^al tesoonse. Mods gotlormed 1981-62 lostad on 870902. 

WOODY,C.O. Florida Power & LighI Co. 87/1 1/13. Documoni Control Branch (Ooew- 
menl Control Desk). 3pp. 43413:^8-43413:360. 

1711000140 NRC Info Notice 67-058, "Conllnuoua Communications Following Emergen- 
cy Notifications ” Sve list end. 

ROSSI.C E. Division of Operational Events Assessment (Post 670411). 67/11/16. 
Consolidated Edison Co. of New York, Inc. 1 13pp. 43404:176-43404:288 

1711190206 Revises response lo violation Example E.2 from Insp Repts 60-260/86-33 

6 60-261/86-3d.AP 0103.32 lO reactor cold shutdown conditions reviewed & revised 
to clarify requirements (or RHR loop operability. 

WOODY, C.(j. Florida Power & Ughl (Jo. 67/11/16. Documeni Control Branch (Docu- 
ment Control Desk). 3pp. 43402 240 43402 242. 

1711120027 NRC Info Notico 67-059, "Potential RHR Pump Loss." Sve list end. 

ROSSI, C E- Division of Operational Events Assessment (Post 870411). 87/11/17. 
Consolidated Edison Co. of New York, Inc. 120pp. 43487:001-43487:121. 

1711330161 Ack receipt of 871030 response to notice of violallon from Insp Repts 60- 
260/87-16,60-261/07-16,60-260/87-36 & 6O-261/87-a0. 

STOHR.J.P. Region 2, Ofc ol the Director. 07/11/17. WOODY.C.O. Florida Power & 
Ughl Co. ip. 43419:138-43419:138. 

1711240116 Responds to NRC 871019 notice of violation & forwards paymant for pro- 
posed civil penalty from llsled Insp repts. AddI long-term corrective aclions will bo pro- 
vided in response lo order. 

WOODY.C.O Florida Power & Light Co. 87/11/18- Ofc ol EnforcemenI (Post 
870413). lOpp. 43431:109-43431:118. 

1711240312 Forwards 871026 enlorcemont conference summary re new & continuing 
programmatic problems associated w/physical security program noted In Insp Repts 
50-360/67-38 &50-361/67-38.Summary withheld (ref 10CFR2.790(d) A 73.21). 
GRACE.J.N. Region 2. Ofc of the Director. 67/11/16. WOODY.C.O. Florida Power A 
Light Co. 2pp. 43442:145-43442:146. 


6711300249 Forwards mgt-on-shltt weekly repl lor 8711 l6-23.pBi NRC 871019 ordsr. 
WOODY.CO. fioilda Power A Ughl Co. 67/11/25. GRACE.J.N. Region 2, Ofc ol the 
OWetof. 94pp. 43472 149 43472.242 


3. Roporlabla occurrancaa, LERs A related correspondence 


0711130170 PNO-ll-87-076:on 671031 A 36, voiding noted In vessel head 
iogion$.Caused by mispositloned manual valve In nllrogen veni ilne.lnvestlgation con- 
tinuing. 

SCOfr.M. Region 3. Ofc of the Diroclor. 67/10/26. lp. 43367:269-43367-269. 

0711170226 Summary of Operaiing Reactors Evonis Mooting 67-30 on 871103.LlBt of 
aitendees.i^ovratapns A summary of reactor scrams end. 

LANNiNQ.w. Events Assessment Brench. 87/11/05. ROSSl,CE. Division ol Oper- 
ational Events Assossmenl (Post 87041 1). 20pp. 43365:315-43385:234. 

0711160102 LER07-O34>00 on e7i008,tomp for Bode Acid Heal Tracing Circuli Number 
0 deoreesed below 145 F.Ceused by cold Hushing of crosstie lins.nushing of boric 
add pump ciosstia line stopped A sys stignment re8tored.W/671 109 Itr. 

WOODY.CO. Florida Power 8 Light Co. 87/11/09. 4pp 43388:332- 

0711170113 LER 87'025-00:on B7tOt2.conialnmenl veni A conuol room ventHailon iso- 
lation aduaiedCaused by high levels ol Rb-Ba In containment following unit 
ehu1down.Coolainmenl aclivlly level relumed to normal.W/B71 1 12 Itr. 

WAOEB.V.. WOOOY.C.O Fforide Power A Light Co. 07/11/12. 4pp 43381:034- 
43361:027. 


V. ^Mretor Eiemlnallons 

0711130081 Forwards summary ol B70730 moeitng w/uM ro discussion of SALP Repts 
6D-260/87-19 A 60-261/87-19 A NRC response lo util 670921 comments. Mealing 
slides also end. 

ORACE.J.N. Reoon 2. Olo of the Director. 87/11/08. WOODY.C.O. Florida Power A 
Light Ca 25pp. 43354:092-433S4;1 16. 


DOCKET 60-262 UNIV. OF NEW MEXICO RESEARCH REACTOR 


p. Operating license etege documenia A correepondenco 

8711020213 ConTsms thal JL Pellet will assume posliion A duties ol section chlet of 
Operator Llcen^g Section In DIv of Reactor Safety, elfectlve on 87 1025, to replace R 
Cmley. 

CALLAN.LJ. Region 4, Olo of the Director. 87/10/28. WILLIAMS.F. New Mexico. 
Univ. or. Albuquerque, NM 2pp. 43234:126-43234:129. 


DOCKET 60-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

0711050283 Acfc receipt of ulil 661136 Hr transmitUng proposed amend to plant physical 
security plan.Commente on physical security plan changes end. Response requested 
«4U)ln w days from receipt ol Itr. 

RO^.T.M. Project Directorate III-2. 67/10/27. BUHERFIELO.L. Commonwealth 
Edison Co. 4pp. 43301:131-43301:134. 


26 DOCKETED ITEMS 


8711)30064 Revsofl proceOuies.jnc'uO'Tig Rev 2 SO OEP 185-\ ''Onsite EiYMon Oiiec- 
lor Implemonting PiococJiiro," Rev 1 io OEP ISS-SI, "En/irons Oitecioi ChecMisi" 8 
Rev t to QEP 185-S2, ' EnwUoos Team Summary Record " 

' Commonwealih Ed sort Co. 67/10/30 12pp. 43350 091-43350 102 

6711060163 Advises that 670816 Rav 7 & 670917 ctanhcalion to emargency plan coa- 
sisieni w/provis'oes of tOCFRSO S4(q] S accapiaPle. 

SHAFER, v/.o. ReoOA 3, Olc o1 the Oiiecloi. 67/11/03. REEO.C. ComtronrwoaWh 
Eef-son Co. 2pp. 4J303;ta4.43303 185. 

B71tl70243 Nctihos that combined response to raquesis tor addi irdo re util 661126 
security plen amends in response Io changes in 10CPR73.5S i IOCFR73.70 wii oe 
sent by 67121 1. per 671027 lelcon agreement. 

Al4.EN.CM Commpnweaiih Edison Co £7/11/09. Document Conitol Branch (Docu- 
ment ConUol OesV). ip. 43363 357-43383.367- 

6711340215 Revised station procedores.includlng Rev 28 to OEP 330-0, "Asseasmonl 
Actions" 8 Rev 1 (o OEP 330-14. "In- Plant Dose Rale Survey During Acciileni Condi- 
tions " 

' Commonwealth Edison Co. 87/11/12. 7pp. 43442;026-43442;032. 

6711250635 Revised pioceduiee,consis5<^ol Rev 37 to QEP 310-0. “Nohneation o< 
Responsible Aulhorities" & Row 21 to QtP 310-73. "Priontned Notitication Listing." 
* Commonwealth Edison Co. 97/1 1/30 I4pp. 43457:342-43457:355. 


P. Operating Hcense stage documenls & eoiiaipondence 

6711030534 Repts status ol program lo laselve apparent disctepancies lound boiweon 
as-built & as-anaiysod condition ot certain Mark I torus attached piping at Dresden 
Units 2 8 3 8 Q<jad Cities Uruis i 8 2, per 670622 ootncniuttoni 
jOhnSON.IM. Commonwealth Edison Co. 87/10/23. DAVIS.AB. Region 3. Olc ol 
me Drector. 3pp. 43280:223-43266 225. 

6711120032 Forwards notice Ol consideration ol issuance of amend to laohty OL 8 op 
ponunity fo' phot hearing lUed w/Olc ol FR tot pub'tcation.Amend revises license con- 
ditions 8 Tech Specs lo provide lor Cycle tO operation. 

MULLER, OR Protect Ovecloiate Ul-2. 87/10/30. BlirtERFtELO.L. Commonwealtn 
Edison Co. 2pp. 43348 043-43349.054. 

-6711120028 Notice of constderetion of Issuance ol emend lo lacIPiy OL & opponumty 
for o/tor hearing Amend will revise cari&'n ilcenso conditions 8 Teen Specs (o provide 
(01 Cycle 10 operation o( {acii'ity. 

MULLER, 0-R. Proleci Oireciorale 111-2- 87/10/30. 6pp 43349 045 43340050. 

6711100431 Generic Lir 67-15 to all holders ol CPs lor nuclear power plants re pokey 
sisleriteni on deferred plants Sve usi end 

miRAOlia.F-J. Associeie Oirecior lot Projects (Post 670411). 67/it/04. Consolidaiad 
Edison Co. of New York, me. 46pp 43402:001 43403.046. 

6711090369 Oocurnonts 671103 meeiing between uUl & NRC re discussion ot NRR po- 
sliion on environ guailflesidn of Simptex eiectdeai eabiea at p'ani.Q tioiahen 670930 
mamojjbi viewgraphs & attendee i-sl enci Util will be notified of review results 
MlU£\H.j. Region 3, Ofc ol the Oireeior 67/1 f/06 REEO.C. Commonweallh 
Edison Co 2pp 43322 176-43322222 

-8710080027 Responds lo 670715 re^iesl (or NRR assievance to determine enviioi> 
qual'ficaiian status ol cables mlg by SIMPLEX. Based on review, NRR certeicrdes that 
adequate luetiiicacion not provided to demonstraie environ quaMicatlan ol cables. 
HOLAHAN.G. OMsIon of Raacior Projecis ■ III.IV.V 8 Special Prolecis (Pest 87041 1). 
87/09/30. MlLLER.IU Region 3, Olc Ol iho Oirecioi. 38pp. 43322 I8i -43322 222. 

6711170119 Applicallon lor emends lo Licenses OPR-29 & OPR-30.revialng Tech Specs 
te HPCI & RCIC steam line high flow indication. Fee paid 

JOHNSON.I.M. Commonwealth Edison Co- 67/i1/(«. MURLEr.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 876411). 2pp 43362'304-43382'3l4. 

-8711176147 Proposed Tech Specs, revising HPCI 8 RCIC steam line high flowindica- 
lion 

' Commonweallh Edison Co 87/11/06. 9pp. 43382 306-43362314. 

8711190125 Forwards addi Info re eurvellance exam In rssctgr bldg basements to de- 
termine 11 water draining from expansion gap through other paihs.pei uiil 670511 re- 
sponse lo Generic LIr 87-09. 

MORGAN, W.E. Commonwealth Edison Co. 87/1 1/13. Office of Nuclear Reactor Reg- 
ulaiion, dredot (Post 870411). 4pp. 43397.090-43397.097. 

6711360093 App.'Icalion lor amend lo License OPR-29,siipplemenUitg 660129 amertd 
request re operation w/falied let pump Insuvmeni line. 

JOHNSON.I.M. Commonvvealih Edison Co. 87/11/16. MURLEY.T.E. Office of Nudear 
Reeclor Regulation. Director (Post 670411). 2pp. 43467:349-43497:360. 

-6711300093 Proposed Tech Specs ra opeialion w/faiied let pump tr»91rumani lioe. 

* Commonwealth Edison Co. 87/11/16. 10pp. 43467:351-43467:360. 

6711240236 Application lor amend lo Ucansa OPR-2d,8upponing mods (o elandby 
liquid control sys being implomanted to comply w/ f0CFR5092 & correcting ret made 
lo bgure in Tech Specs deleted as result ol proposed amend.Pee paid. 

JOHNSON.I M. Commonwealth Edison Co 87/11/17. MURLEY.T.E. Otllce ol Nocleer 
Reactor Regulaiion. Oreclor (Post 670411). 2pp. 43442:014-43442.025 

-6711240250 Proposed Tech Specs supporting mods lo standby liquid control ays 
being Implemented to comply w/l0CFR50.62 i correcting ref made lo figure In Tech 
Specs deleted as result of prr^sed amend 

• Commonweallh Edison Co. 87/11/17. 10pp. 43442.016-43442.025. 


0. Inspection reports, IE Bulletins 8 correspondenes 

6012170462 IE Bulletin 80-25, "Operating Probferrs W/Targei Rock Safety- Relief 
Valves at BWfls." 

* Ofc of Inspection 8 Enforcement, Oirecior (820201-970413). 80/12/19 Consolklal- 
ed Edison Co. ol New York, Inc. 5pp. 43226:201-43226:206. 

8305110473 IE Info Notke 63-39, "Failure ol Selety/Relfef Valves lo Open at GWRs - 
intedcn Rapt. ” 

JOROAN.EL Div of Emergency Preparedness 8 Englnee/lno Response, IE(890212- 
870413). 83/06/17. Consolidaled Edison Co. ol New York. Inc. 2pp. 43226:206- 
43226:207. 


9711020429 Forwards proposed IGSCC insp plan lot Fall 1007, per Getroric Lir 84- 
tl.Curont plans csli ror oulage lo begin in mId-Sepi & terminate In early Doc 1097. 
jOhnSONJ M. Commonweallh Edison Co. 07/06/01. MURLEY.T.E. Oilca ot Nuclear 
Reactor Regulaiion, Director (Post 870411). 3pp. 43235 068-43235 070. 

8710230213 NRC Inlo Notice 87-065, "Portable Moisture/Oonsity Gauges: Rocont inci. 
dents of Portable Gauges Being Stolon o' Lost " Sve list end 
CUNNINGHAM.R E. Division ol Industrial & Medical Nuclear Safety (Post 87072%). 
87/10/29. Consolidaled Edison Co. of Now York. Inc. 69pp. 43324:139 43324:227. 

6710290234 NRC Inlo Notice 87-056. "Improper Hydraulic Control Unit InsiQllalton ai 
Plaols." Sve list end 

ROSSI.C.E. Division Pi Oporetionel Events Aasessmeni (Post 870411). S7/tl/04 
Consoldaled Edison Co. of New York. Inc. 1 12pp. 43324:228-43324:330. 

8711020017 NRC Into Nonce 67-057, "Loss of Emergency Boralion CapSb'ily OuO to 
Nilrogm Gas Inirusion" Sve list encl. 

ROSSI.CE Ofvislon ol Operational Events Assessment (Post 870411) 87/11/06 
Consol^lod Edison Co. of New York, Inc. Il9pp. 43355.003-43355:119. 

67t10£(>940 HHC Comptianco Bullolin 67-002. "Fasioner Tosltng lo OoieimKio Con- 
tormance W/Appllcable Mall Specs." Sve hsl end. 

ROSSI.CE. Oivis'on ol OporsHonal Events Assessmoni (Post 870411). 67/11/09 
ConsoLdaiod Edison Co. ol New York. Inc. 116pp. 433g7:f42-43307’257. 

671 1090140 NRC Into Notice 07-058, "Continuous Communicaiions Following Errcrgen- 
A Noblications." Sve Lst oncl. 

nOSSf.C.E. Division ot Oporailonal Events Assessment (Post B704ti). 87/11/15- 
Consol'daied Edison Co. oi Now York, Inc ll3pp. 43404:176-43404:268. 

8711200032 D.scusses Confiimalory Action Lir (CAL) Rlll-e6-07, Amend 1. did 
&61i14.t« recovery program lor ttcerrseri (^alor icqual'tlcation program.Uht CAL 
commitindr^is mol.basod on encl Insp Ropls 50-254/67-29 & 50-265/87-29. 

DAVIS.A S- Region 3. Olc of the Director. 67/i I/16. REEO.C Commonweallli Ed-son 
Co lp.434lO-l47-43JtO:l57. 

-871 1200041 Safety Insp Roots 50-254/87-29 & SO-265/97-29 on 871019-21. No viola- 
tions or deviations noted Major areas inspected: Implementation ol condLons c( 
SStlUAmend 1 lo Conlumaiory Acttori Hr CAL-nill-8ft-07. 

HASSE.R A . HOPKINS.J.A , PHILLIPS, M P. Region 3. Qfc Of the Dirsclor. 67/11 /D4 
lOpp. 4341C 148 4S410.157 

8711120027 NRC Into Notice 87-059, "Poiontial RHR Pump Loss." 8vc list end. 
ROSSt.CE. Division pi Operaiionsi Events Assessment (Post 670411). 87/1 1/17. 
O^oiidaied Edison Co. ol New York, Inc i20pp. 43487:001-43487:121. 

6711130006 Su^l 2 to NRC info Notice 66-109, "Oegradalion of RCS Pressure Bound- 
ary Resulting rrom Bo/ie Add Corrosion." Sve list end. 

ROSSI.C.E. Division pf Oporailonal Events Assessment (Post 670411), 67/11/10. 
Coraoltdsiai} Eoisoh Co. of Now York, ine. H9pp 43444:195-43444.314. 

e?119000«9 Forwards Salety Insp Rspis 50-254/07-26 & 50-205/07-25 on 070922- 
1105 & notice ol violation 

HARRISON.J.J. Region 3. Ofo of Ihe Dlisclor. 67/11/23. REEO.C. Commonwealth 
Edison Co 2pp. 43470 082-43470 093. 

-6711300101 Notice ol violation irom insp on 870922-1 lOS. Violation noiecf:prec.auUon 
slaiement In ptocoduie which slated that opening racking screw shulter on closed cir- 
cut breaker wouto trip breaker incorrect. 

HARRlSON-JJ. Reglorr 3, Qfc of the Oirecior. 67/11/23. Ip. 43470:084 43470:094. 

-6711300113 Insp Repts 50-254/67-25 9. 50-265/87-25 on 870922-1105. Violations 
rroted Major aieas inspoctodficqrtaee Implementaliort ot Genetic Ur 65-06 re ATM/S 
mltidsUon sys (25020) 6 onslle followup events. 

WeSTBER6,R.A , GARDNER, R.N. Region 3. Ofc of Ihe Director. 87/11/23. BpP- 
43470K365-43470.093. 


R. Periodic operating reports 9 related correspondence 

6711170169 Forwards listing of facility changes, tests & experlmenis completed during 
OM 1967, pet 10CFRS0.59 

FtOBEY.RA. Commonwealth Edison Co. 87/1 1/04. LIEBERMAN.J. NRC • No Oelallod 
AtfSiaUon Given. 2pp. 43301:059-43301:060. 


V. Operator Examlnatlona 

8711200032 Discusses Confirmatory Action Ltr (CAL) Rlli-66-07, Amend 1, did 
89lti4,re recovery program for licensed operator requalification program.Ull CAL 
cwrvnllmenls mel.based on encl Insp Repts 60-254/B7-29 & SO-265/87-29. 

OAVlS,A B. Region 3, Olc ol Ihe Dfrector. 87/1 1/16. REEO.C. Commonweallh Edison 
Co. Ip. 43410:147.43410:157. 

-8711200041 Safety Inep Rents 60-254/87-29 & 50-205/87-29 on 071019-21. No viola- 
tions or deviations noled.MaJor areas fnspected: implementation of conditions of 
661 1 14 Amend 1 lo Confxm&loty Action Ltr CAL-Rlll-86-07. 

MASSE, fl.A., HOPKINS.J.A.. PhIlliPS,M.P. Region 3, Ofc of Ihe Director. 97/1 1 /04. 
K^. 43410.149-43410:157. 


DOCKET 60-265 PALISADES NUCLEAR PLANT 


F. Sacurlly, medical, arnergency 8 fira prolectlon plana 

6711030250 Rav 3 to AtlachmenI i lo Emergency Impimentalion Procedure El-6.10, 
"OtisMa Dose Calculaiion-SIralghi Line Qaussan (Manuai Method)." 

' Consumers Power Co. 67/10/20. 8pp. 43262:005-43252:0t t. 

S7110306S4 Rev 3 lo Emergency Implemenistion Procedure El-6.4. "Release/PotenUal 
Release Oelerminatfon From ConleJnment High-Range Monitors " 

* Consumers Power Co. 87/10/21. 3pp. 4325t:32o43251:322. 
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AT1 1030074 Forwards Saleiy Insp Ropl 50-255/fl7-2‘i on 87091 1-1005. 
GULDEMONOWG negdn 3, Ofc ol the Director. 87/10/22. BUCKMAN.F.W. Con- 
sumers Power Co 2pp. 43255 231-13255:241. 


-8711030087 Insp Flepl 50 256/87-24 on 07001 1-1005 No violations or ctewaHons 
noiod Major areas inspoctotl.lo'iowup ol prev-ous Insp flnclintj'r.oeerational 
sa'etvmalnt.survel'ar^co, physical socurily.radioiog cal proleciion & reportablo events 
BURqESS.O I- RoglOh ^ Ole ol the Director. 87/10/21. 9pp 43255:233-43255:241. 


8711020364 Co/n.-nonle on SALP 7 rept In rosponso to 071001 SALP moelinQ. Plant 
operailons enpoctations belter dolined & writton into procedures 8 opeiaiots ueined 
to meol new sids. 

BUCKMAN.FW. Consumers Power Co. 07/10/30. Document Conirol Branch (Docu- 
ment Control Desk) Opp. 43234:059 43234 067. 


-8711030464 Rev 4 to "OA P/og/am Doscr.pi'on (or Oporailonal Nucloar Power 

Plants" 

MCCOflV!lCK.W.T., REyNOLOS.J W,. HOWELL, S H Consumers Power Co 87/08/ 
25. 08^}- 43260 063-43250: 1 50 

8711050195 Forwards revised Tech Spec pages lo Amend 108 to License DPR-20 due 
to reproduction error.Pagos printed back-to back causing pages to bo out ol soquonco 
wtion msoriod Into Toch Specs 

W/LM0ACH.T.V. projocl CXroctoroto III-1. 87/10/30 BERRY, K.T. Consumers Powor 
Co- 2pp. 43300 353 43301 021 

-8711050264 Errata to Amend 106 to License DPR 20.cons sling of corroded Tacli 
Specs pages due to reprodjcticri orro.'. 

* Protect Directorate lll-l. 67/10/30 27pp. 43300.355-43301 021. 


8711180027 Rev 2 to Attschmont 2 to Procodura El-15.2. "Quarterly Communlcar-&ns 
Drill Tolophona Number Voriliea'Ions." 

* Consumers Powor Co. 67/10/30. 3pp. 4339t:205-43391i2B7. 


8711180036 Rev i0 to Aiiachment 4 qI Emergency Plan implemonllng Procectuie El-3. 
•'Eme.'pency Support Contact List " 

• Consumers Power Co 67/10/30. 2pp. 43391. 336-43301 339. 


8711160042 Rev 5 lo Soction 6 ol site emergency plan Rev & approval summary 8 re- 
vised lablo ol conionis also end 

BRUNET, J-R. Consumers Power Co. 67/11 /02. 27pp. 43386.056-43366062. 


8711100431 Gonorlc Lit 87-tS to all holders ol CPs for njcloar powor plants re polloy 
siatomenl on dolorrod plants. Sve I at oncl. 

MIRAGLIA.FJ, Associaia 0 roclor tor Projocis (Post 870411). 87/11/04. Ccnjol dalod 
Ed son Co of Now York, Inc. 46pp 43402 001-43402:046 

8711130060 /vdvisas that rova to Tech Specs lo Includo low lomp ovorprossuro proluc- 
lion roqu romenis lo prevani ptossuru/ to.rip curves Irom ba ng exceeded will bo sub- 
mritod wiihn 60 days Iniermod ato & long lotm piar^s expected W 67 1 201 
SMEDLEY.R.W. Consumers Power Co. 87/11/05. DocuToni Control Branch (Oocu- 
moni Conirol Desk] 2pp. 43354 212 43354 213 


8711160056 Rev & approval summary sheet to Rov 4 to Section 3 of silo emergency 

IrUNET.J.R. Consumers Powor Co 67/t1/02. 9pp. 43306:102-43366;t1O. 

8711160087 Rev 8 approval summary sheet to Rov 3 to Section 1 of silo emorgoncy 

IhunET.J.R. Consumers Powor Co. 87/1 1/02. 9pp. 43391;1B3-43361‘I6I. 

8711160124 Rev 1 1 IQ PtocQdure Ei-3. "Communications 8 Noillicaiions '* 

BRUNET J.fl DAWSONM.. K02L)P.C S Consumors Powor Co. 07/11/02 HPP 
43395 057-43395:087. 

8711170160 Documents verbal requests lor addi tesponsa lima to provide commenia on 
proposed amend to lac l.ly physical security plan (Jdi to submit roquoaiod response by 
671214. 

JOHNSON.QD Consumers Power Co. 87/11/12. Oocumonl Control Branch (Ooew- 
msnl Control Desk), ip, 43383:030-43363 030. 

8711230385 forwai'iJs Solely Insp Repi 50-255/87-25 on 07iOO6-iiO2No vioSanons or 
deviations noiod 

QULOSMONO.W.Q. Region 3, Olc ol the Olroctor. 07/11/17. BUCKMAN.F.W. Con- 
sumere Power Co. 2pD. 43424:070-43424, 091. 


671 1 100462 Submils rov lo 671 105 Ur ro low leirp oveiprosSuro prolocHorr Changos to 
Items I & 2 allow lower soipo:ni lo tie used 8 laclilaio seipolnl change & Item 4 
irtetaasoa lomp below which HPSI pump control fuses will bo rnmovud. 

SMEDLEY.R.W. Consumers Powe-' Co 87/11/06 Docu.T.onl Control Branch (Docu- 
monl Conirol Desk]. 2pp 43344:320 43344 321 

07III10007 Forwards Rov 1 to NLlS-1721, "App I Ai^alysls.Crystai River Nuclear Unit" 
8 NUS-i726. "App I Analys'S.Pa'isados Ploni," Icr placo.meht In (Tocumcni Control 

cIwNiNGHAM.L.J. Rr.dlalion Proiacilon Branch 67/11/09 SKOC2LAS.JA. Docu- 
moni Control Branch (Documont Co.hirol Desk) BAILEY, I K. Rccoirls Sorvicos Branch. 
Ip 43344.001 43344 206 

-6711110006 Rev 1 10 "App I Ana’ysis.Crysiol Rver Nuclear Unll'' 

AlOCRSHHlM.Sn, CONWAY, TW-, DINUNNO.J.J. NUS Coip NUS-1721 ROI. 76/ 
05/31. I32pp 43344 002 43344:133, 

-0711I1(K}10 Forwards "App I Aneiysis.l’eiisados Plani," per 10CFH60 App l 8 pro- 
posod Tech Specs re design objoclivos & imiiing condtions lor oporotlon ALARA lor 
cad'oaciivd man m I'giil-woior-coolcid reactor oiliuonis 

BIXEL.OA. Consumers Powo' Co 76/06/04. PURPLE, R A Oporaiing nooctors 
Branch 1 ((ha 000420) ip 40344134-43344 208. 


-8711230275 Insp Ropl 60-265/07-25 on 671006 i i02.No v:o<aiK)ns or doviaiions 
noted Maior areas Inspected operational safoty, maint,8uivo<fianco.pliysicai 
security.'sdioiogicai proiecuon 8 GSFs waikdown. 

BunOESB.BL Region 3, Olc of the D.roctai. 67/11/17. lipp. 43424 061 43424 001 

8711230390 Forwards Safeguards Insp Ropl 50-255/07-26 on 671010-23 8 nolico oi 
violation Notice of vlo'aiion withheld (ret I0CFR73.21) 

MALL^.B.S Region 3. Ofo of ihs Oirecior. 67/1 t/tO BUCKMAN.F.W. Consumors 
Powor Co. 2pp. 43423.056-43423.000. 

-8711230405 Partially withhold Physical Security Insp Dept 50-266/67-26 on 871019-23 
(rol 10Cr-R73.2l).Violai‘On noiod.Maior areas inspeclad:8ecurliy plan/implomonting 
proceduras.mgi ellocilvoness. security organlraiion & records 8 rapis 
DROUIN.O, GALANTl,D.M,. CHG60,J,R. Region 3, Olc ol ihoDirocioi. 67/11/10. Ip. 
43423 060-43423:060. 


K. Utility Final Safety Analysis Report (FSAH) 8 amends 

8711090278 Forwards Rev 3 lo updated FSAR (or Palisades Plenl. reltnctmg removal ol 
pressumer hoater load clrs (ram safely Injocllon sys.revlsod lurbino valve last fro- 

S 8 replacomoni of heal Irac-ng on Iodine removal sys pping. 

AN.F.W. Consumers Power Co 67/10/30 Documoni Control Branch (Docu- 
ment Control Desk). 4pp. 43319:030 43320.191. 

-6711090306 Rov 3 to updated FSAR for Palisades PlanlW/112 oveisiro liguros. 

• Consumors Powor Cr> 87/10/30. 510pp. 43310.034.43320:101. 


P. Opsrsllng llcenaa stage documents 8 cotraepondenca 

6711030320 Forwards Amend 109 to License □PR.20 & safoly evaluailon. Amond 
changes Tech Specs for surveillance of containment prasirosslng ays. Now suivail- 
lanco consisleni w/crilerla ol ponding ASME Coda, Section XI. 

WAMBACH.T.V. Prelect Diraclofalolll-1. 67/10/28. BERRY.K.W. Consunwa Power 
Co. 2pp. 43256:317-43258.335. 


-6711110012 "i^fi I Analysis, Pal flfidos P/ani.'' 

ENOLEMART.ffW, CONWAv.T.W.. DINUNNO.JJ. NUS Corp. NUS-1720, 76/05/31. 
74pp 43344:135-43344 208 

0711100083 Roquosts oulhorizai-on to dispose ol son hpleco Long-iarm so'uHon to 
lomovo radwasio ociiviiios from oioo bo'nn inc'udod in 5-yr 
plan. background, ovniuDUon 8 survey rosu'is dscusslon & in'crpshiold coda output 
anci Fao paW 

BOAOiNb.T.C. Consumors Powoi Co 07/11/12 Doeumani Control Brunch lOoeu- 
monl Control Desk) 33pp 4339t;iS0 43391:102. 

6711230410 Provides schodu'o (or 1000 intlal'ation ot block vPlvos.pci NRC leqirosi for 
addi inio ropasl anaiyss supponing NunGE-0737.item il.O.t complienco ol prossuns- 
ei block valvos 8 POhV. 

SMEDLGY.nw. Consumois Power Co. 07/II/I/. Documoni Control Branch (Oocd- 
monl Conirol Desk) 2pp. 43424 265 43424:266. 

6711230372 Submfts util intoTmobialo & long tstm plans to loviso plant low lomp ovct- 
prossuro prolocilon roquiromonls Util plons lo achedufo roqui'od mods & roviso Tocfi 
Specs acconfihQiy.if necoBsaiy 

SMEDLEY.nW. Consumors Power Co. 07/11/10. Document Conirol Branch (Docu- 
ment Conirol Oosk). 2pp. 43424:229-43124:230. 

B7II300134 Appllcotlon for amentf lo Llconse OPn-20.moditylng 851121 proposed 
change lo Tacn Spocs ra oparoblllly 8 survaillRnco roqui'ornonis for quallflod core oxli 
Ihormocouplos (o oo conalstonl w/ln-coro calibr roqulroinonts. 

BEnnv.K-W. Consumors Power Co. 67/11/25. Documoni Conirol Bronch (Documoni 
Conirol Oeah] 6pp 43466.050-43405:069 

-87113<K>137 Proposed Toch Spocs.modilylny oporabihty & survoiManco roquiremonis 
lor qualillod core oxil Ihormocouplos to bo consistont w/in-coro ca'ibr roquiremonis 
’ Consumers Powor Co. 87/ 1 1 /25. epp. 43465 064-43465.069 


O. Inspection reports, IE Bulleifns & correspondence 


-8711030326 Amend 109 10 License DPR-20.ch8ng'ng Tech Specs (or surveillanco of 
conlalnmenl presiressing sys.Naw surveillance consistent w/crjtorla of pending AS-ME 
Code, Section Xl, Subsection IWL. 

VinGlLlO,M.J. Prolect Oiiectorato lll-t. 87/10/26. 13pp. 43258:310-43268;331. 

-6711030326 Safoly evaluation supporting Amand 109 lo License OPR.20. 

■ Olllce ol Nuclear Reactor Regulation, Director (PosI 870411). 87/10/28. 4pp. 
43258:332-43258:335. 

6711030231 Forwards oxcepllons.clarificallons 8 schedule changes & sys (uncb'enal 
evaluation program updalo from 1966-1987 maint outage.per 070914 Hr In response 
to NRC confirmatory action Hr did 860521. 

BUCKMAN.F.W. Consumors Power Co. 87/10/30. Document Conirol Branch ((}ocu- 
ment Control Desk). 203pp. 43249:105-43250:037. 

6711030456 Forwards Rev 6 to "OA Program Description tor Opereiionai Nudoar 
Power Plants'' & lists ol alleoted pages & change matrices (oi Ravs 6 & 7 of OA 
program descripilon. 

FRISCH, R.R. Consumers Power Co. 67/10/30. Document Conirol Branch {Document 
Conirol Desk). 25pp. 43250:036-43250:160. 


9012170482 IE Bulletin 60-25, "Oporatlng Piubloms W/Tpigat Rock Safoly- Ro'lol 
Valvos at BWHs." 

* Olc of Inspection & Enforcomoni, Diroclor (820201-870113) 60/ 12/19. Consolidat- 
ed Edison Co. ol Now York. Inc. 6pp. 43226.201 .43228:205. 

6305110473 IE Info Notice 63-39, "Fo luio ol Safoty/Roliof Valves to Open at BWRs - 
inierWn Rwt." 

JOROAN.E.L Oiv of Emergency Preparedness 8 Englnoonng Rosponso, IE(050212- 
870413). 63/06/17. Consolidaiad Edison Co. of New York. Inc. 2pp. 43226:200- 
43226-i07. 

9711030074 Forwards Safely insp Rept 60-255/67-24 on 87091 1-1005. 
GULOEMOND.W.O. Region 3. Olc ol tho Uirecior. 87/19/22. BUCKMAN.F.W. Con 
eumars Power Co. 2pp. 43255:231-43255:241 

-6711030087 Insp Ropt 50-255/87-24 on 67091 1-1005 No violations or deviations 
noiad.M^ areas inspected. loHowup of previous insp findlngs.oporallonal 
safeN.m{unl,surveillance.physlcal securliy.radlolOQlcal proloction & leporloble ovenis. 
BURGESS, B L. Region 3. Olc of the Oirecior. 87/10/21. 6pp. 43255:233-43255:241. 
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8710330213 NRC Info Nolfco 67-1)55, “Poriable Moisiure/OenSi'Cy Gauges: Rocanl Incl- 
dants of Portable Gauges Ba.‘ng Slofon or Lost " Sve list end 
CUNNINGHAM, R E. OMsIon 6l industdal & Medical Nuclear SalQty (Post 670720). 
87/10/29. Consolidated Edison Co. ol New York, Inc. 89pp. 43324:130-43324:227. 

8711020364 Comrnenls on SALP 7 repi in response to 871001 SALP meelhig Plant 
opeia'jons expecialions bettar delmed & wntten Into p'oeeduros & oporeVKS trairied 
to meet new side. 

BUCKMAN.P.W. Consumors Power Co. 87/10/30. OocumenI Conbot Branch (Docu- 
ment Conlrol Desk). 8pp. 43234;05g*43234:067. 

6710290234 NRC Inlo Notice 87>056. "Improper Hydraulic Control Unit instalatlon at 
BWR Plenis." Sve lisi oncl. 

ROSSI, CE. Division dl Opereiional Evanis Assessment (Post 670411). 07/11/04. 
Conso'idated Edison Co. of Now York. Inc. 1 12po. 43324 228-43324 33S. 

8711020017 NRC Info Notice 67-057, "Loss ot Emergency Goranoo Capab4ity Due to 
Nitrogen Gas Intnislon." Sve list and. 

ROSSI.C E. Division ol Operational Events Aesesemenl (Post 670411) 87/11/06. 
Consotldalod Edison Co. o' New York, Inc liepp. 43355:003-43355:110. 

8711050040 NRC Compliance Bulletin 67-002, "Fastener Testing to Oelermine Con- 
formance W/Applicable Mail Specs." Sve Hal end. 

ROSSI.C.E Onislon ol Operational Events Aeaessrneitl (Post 670411). 67/11/06. 
Consolidated Edison Co. of New York, Inc. liepp. 43397:142-43397.257. 

8711160061 Forwards Insp Rept £0285/87-21 on 670624-267(0 vUlalions 
noted Commenls re review ol fitness for duty program rapuested wiihin 60 days 
PARTLOY/,j.G. Division of Reacior mspeclion 8 Seloguards (Post 6704ii). 67/11/ 
08. eUCKMAN.F.W. Consumers Power Co. 4pp 43362:1 10-43262;t27. 

-8711160065 Special Inep Repi 50-265/87-2 1 on 870624-26 No violsiions noted Ma)or 
areas inepociad.poncies.procedurea & precticos of frinoss lor duty 8 employee essfsi- 
ant programs 

SUSH.L.L., MCPEEK.G.ViI. DrviBlon of Reacior Inspection & Safeguards (Post 67041 1) 
PIRTLE,O.L. Region 3, Ole of the Director. 87/11/02 14pp 43362-114-43382 127. 

8711090140 NRC Inlo Notice 87-056, "Continuous Com/nunlcations Folowing Emergen- 
cy NolifKaltena" Sve list encl 

ROSSI, C.E Division o( Ope/alional Evonis Assessment (Rost 87041 1). 87/11/16. 
Conao-'idated Edison Co. ol New York, Inc. ti3op 43404. 176 43404:266. 

8711120027 NRC Info Notice 87-059. "Poiontiel RHR Pump Loss." Sve Hst end. 
ROSSI.CE Division ol Opersilonal Events Assessment (Posi 870411)- 67/ii/t7 
Consolidated Edison Co. of Now Yoik, me. i20pp. 43467.001-43467:121. 

8711230265 Forwards Safety insp Ropi S0-2SS/87-2S on 671006-1 t02.No vIolaUonsor 
dovisiiona noted. 

OULOEMONO.W.Q. Reg.'ori 3. Ofc of the Oi/edor. 87/11/17 SUCKMAN/.W. COA- 
sumers Power Co. 2pp. 43424;070-43424;09l. 

-8711330275 tnsp Repi 50-2S5/87-25 on 871008-1 lOS.No vk^ailone or dei/anona 
noted Male/ areas fnspectad operalicnai safety. malni.eutveMonce.phy$icai 
secu<icy.'ad<oiogica1 proiecuon & E^s wanulovtn. 

GURGESS.eL negionO, Ofc of the Ol/ocior. d7/11/l7. ttpp 43424 681-43424 091. 

8711230390 Forwards Safeguards Insp Repi 60-2S5/87-26 on $71019-23 6 notice of 
vfolatioaNotice ol viQlatlon wttnneld vet lOCFR73 2i) 

MALLETT.B S. Region 3. OIo ol the Director. 67/1 l/l6. SUCkMAN.F.W. Consumers 
Powor Co. 2pp. 43423:056-43423;060. 

-8711230405 Partially withheld Physical Securriy Insp Repi 50-255/67-26 on 871019-23 
(ref iOCFR73.2i).Violallon noted Major areas inspecied.secunty pla^lm^mOM>ng 

K lurea.mgi eneclNenesa.aecuuty organijetioo a records 8 repis. 

1N,B., OiALAiNTI,O.M . CREED.J.R. Region 3, Ofc ol the Otreciot. 67/11/10. ip. 
43423 060 43423.060. 

8711130008 SuppI 2 lo hfRC Info Notice 86-108, ‘‘Oegredaiion of RC3 Pressure Bound- 
ary Resultifsg From Boric Acid Corioelon" Sve list etKi. 

AOSSI, C.E. Division of Operaflona] Evenis Assessmertl (Post 870411) 87/11/19. 
Consolidated Edison Co. of (/ew York, frve i tdpp 43444: 195-43444.314. 


R. Periodic operating reports 6 related correspondence 


6711160138 Forwards biweekly slalua rept for period 871010-24 Ftept discusses pfanl 
slatus.lactUty operations summan.losa ol s(iuldowt> coohng.ovtage 
acINnties.olect/ohyaraullc control sys & NRC acHvliies dudng period. 

GURGESS.B L Region 3, Ofc of the Oireclor. 87/10/30. NOREOUS.C E. Region 3. 
Ofc ol me Director. 6pp. 43368.199-43360:204. 

8711200020 Monthly opeiaung repi for Oct 1967.W/e7i 106 Itr. 

PACKARD.G C , VANDENBtRQ.O Consumers Power Co. 87/10/31. 6pp 434I0:163- 
43410:167. 

8711230327 Forwards biweekly status rept lor 871023-1106. 

8URQESS,e.U. Region 3, Ofo of the Director. 87/11/18. NORELfUS.CE. Regam 3. 
Ofc 0< Ihe Dltecttit. 5f^. 43424:068-43424.072. 


S. Reportable occurrences, LEfta & related correspondence 


8711080135 LER 87-034-00:on 671002, normal range gas slack elfluent & parffculaie 
stack ettiuent ntonllors found tnoperablo due to low How condiUon.Caised by Inad- 
equate Tech Spoo procedure. Alarm window wll be modilied.W/87f f02flr. 
KOZUP,C.S., JOHNSON,B.O. COfvsumers Power Co 07/11/02. 6pp. 43303:M«- 
43303:293. 


0711200181 LER 87-O35-00.on B7l0t6,LPSl pump P-67A manueliy secured from oi 
alien due to erratic d.schargo pressure & flow. Caused by Improperly pis: 
jumper. Review ot requirements & controls on work planning process in progrosi 
871116 Itr. 

K02UP,C.S., JOHNSON.B.D. Consumers Power Co. 87/11/16. 5pp. 43413:1 
43413:143. 

8711230416 LER 87 036-00:on 87l0ld.waste gas decay lank released to ai/rospr 
alter Isoiation on seme day.Caused by date transposition error in completion ol k 
card. Procedure rov In progress. Trip function tesled.W/87t 1 16 Hr. 

KOZUPCS, KUEMlN.J.l. Corwumots Power Co. 67/11/18. 5pp. 4342di 
43424:283. 

8711240138 LER B7-037-00;on 071 106.undorground pipe in fire suppression waloi 
ruplurod.Rool cause under investigation. Ruptured pipe replecod.Personnel false 
recognize all pane of plant lo be alfecled due to misleading drawing W/a71l2(3 
K02UP.C.S., JOHNSON.B.D. Consumers Power Co. 87/11/20. 3pp. 43431:5 
43431:233. 

8711300213 LER B7-038-00:on 87l022,auxi’iaiv operator had worked 28 it In 4 

e Od.sxceoding work hour limliatlons.Caused by oporalor unlamiliartty w/oven 
lation criteria Memo issued as part ol required reading progrem.W/671i23 itr. 
K02UP,C.S.. JOHNSON.B.D. Consumers Power Co. 07/11/23. 4pp. 434871 
43467:281. 


V. Operator Examinations 


8711020364 Comments on SALP 7 repi in response to 671001 SALP ftioeiii:g P 
ooerauot>s expectations belter defined & wiitten into procedures 6 oporsiote tial 
to meol new aids. 

auCKMAN.F.W. Consumera Power Co. 87/10/30. Document Convoi QiancU (0: 
meni Control Desk). 8pp. 43234 059-43234.067. 
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F. Security, medical, emergency & tire prolaetlon plans 

9711030045 Revised emergen^ plan implementing procedures, Including Rev a to i 
"Opoiaiions Duly Specialist Procedure for Notification ol Unusual Event" & Rov i 
iP-3, "Operaiiens Duty Specialist Precadore for Alan..,." W/87I026 Ilf. 
GniDLEY.R.L Tonnesaoo Valley Authority 67/10/26. 76pp. 43246;276 43248 368 

8711100402 Immediate temporery change to Rov 0 lo Emergoncy Plan Implarror 
Procedure EPlP- 1 , "Emergoncy Pien CiaeaiHcaiton logic." W/e? 1102 Hr. 
ORIDLEY.R. Tennessee Vailoy Authority. 67/11/02. 8pp. 43336.OSO-43336.OS7. 

8711130076 Ack receipt ol radiological emergency plan e'xerclao scenario packsg 
scope & Objectives tot exerciee scheduled lor wk ol 67n02.8cenarlo package w 
^ovlded lo PDR foiiowrng compleiloh of exeicieo. 

^CH.G.Q. OIo ol Special PiofecU 8?/tl/Q3. WHITE,S.A. Tennessee Voi'ey Au: 
ny- 2pP- 4335S:iei-43355:ie2. 

8711150037 Trip rept ol 871026-29 site visit lo attend presentation on reslerl loshn( 
j Wall to discuss dilfoiencee betwoen Sequoyah & Browns Parry program Prog 
desenpHon pieaonierl by utii oncl. 

5TANO.J Ofo ol Special Projecie. 87/11/09. ZWOLINSKI.J.A. Ofc of Spr 
Projects 12pp. 43352:1 28-43352:139. 

571123D425 Forwards Inep Repis 50-259/57'35.5D-2e0/87-35 & 50-266/57 25 
870921-24. No violations or dovrations noiod Aiiemlon inviled to unresolved item f< 
tilled W Insp repVEncI withheld (tel 10CFR2.790(d) & 10CFR73.12). 

ZECH.G.Q Otc ol Special Projects 57/11/00. WHITE.S.A. Tennessee Valley Aul 
Ity. 2pp 43424:a34-43424;235. 

9711180134 Revised emergency plart Implementing procedures, Including Rev I to E 
6, "Personnel Accounlabllily 8 Evacuallon," Rev 1 lo EPiP-11, "Securlly & Act 
C^ntroi"iRev 1 lo EPlP-13. Radiochemical Lab Procedure." W/871 1 10 Itr. 
GRKXEY.RL. TenneasBo Valley Auihority. 67/11/10. 30pp. 43395:068-43395;O97 

8711240169 Revised central emergency control ctr implementing procedurcs.inclu 
Rev 0 to IP'2, "Operations Duty Specialist Procedure for Nolification ol Unu 
Evenr a Rev 9 to lP-3, "OporBlions uuly... " W/e71ll0 Hr. 

ADKINS. T.E., GRIDLEY.R L- Tennessee VaHey Authority. 87/11/10. 25pp. 43430 1 
43430 321. 

8711230187 Axlvlses that Rev 34 to tadioioQicel security plan consistent w/provlsion 
10CFR50.47 (bj a App E lo 10CFR60. 

ZECH.GQ. Otc Qf Special Projects. 67/tt/i9. WHITE.SA Tennessee Valley Aui 
Hy. 2pp 43421:126 43421:127. 

8711300162 Forwards response to JA ZwolinskI 871008 Hr requesting addi Info or> i 
cellaneous amends/saarch requlremonta re 861126 physical securlty/contings 
plan.EncI wflhheld (ref I0CFR73.21). 

GRIDLEY.R.L. Tennessee Valley Aulhodly. 87/11/23. Document Conlrol Bra 
(Document Control Desk). 2pp. 43466:292-43466:293 

8711300178 Forwards supplementary pages to Rev 8 lo plant physical security/coi 
^e^^^lan.per 871029 Icicon oelweon Region il & TVA.Page8 withheld 

QRlDLEY.R.C Tennessee Valley Authority. 87/11/23. Document Control Bra 
(Documenl Control Oeek). 2pp. 43471:035-43471:036. 


Q. Adjudicatory correspondence 


6711160202 FNO-lfl-67-l40.on 671 1 1 1, oiler on feedwater block valve exploded In tur- 
bine bldg.irilunng two workers One Inofvldual taken to local hosp & laler uonefened to 
Kalamazoo,MI hasp lor surgery A second worker treated at plant. 

BURGESS, B, GULOEMONO.W. Region 3. Ofc of the Director. 87/11/12. Ip. 
43365:167-43365:187. 


87112S0107 Responds to 670631 Itr re security ai national & local level at facilities. h 
concluded that no subsisnilal health & safety Issues that would warrant suspensla 
revocation ot any license or permit for facllilies. 

ZECH.LW. Commissioners. 87/10/27. CLINTON.B. Arkansas. Slate of. ( 
43461:356-43462:002. 
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-9711260144 Addresses serious prob!oms re erosion of public conlldonce in abiity of 
NRC to safogunrd pubic adoquaioly from dangers of nuclear power plerrt accidents. 
CLINTON, B. Alaska, State of. 07/08/31. LANDO.L.W. Comm sstorjera. 2pp- 
43462 001-43462 002. 


P. Operating license stage documents & correspondence 

6711030337 Application for amends to Licenses DPR-33.DPR-52 & DPR-es, cons'sting 
of Tocii Spec Cbango 235 to add ASMS Section XI pump & valve program dotintlon 
& ebange applicable lesiing frequencies to ref rfetln non Fee paid 
GRIDLEV.R Tennessee Volley Authority. 87/10/27. Document Control Branch (Oocu- 
mont Co.nuol Desk). 2pp. 43250 179 43260:256. 

-671 1030340 Proposed Tech Spec Change 23S,eddng ASME Section iX pump & valve 
program dofinton & changing eppl'cab'e testing froguencias to rot 
defn’tlon Juslihcalion for proposed cnangos S other supporteno Into alaoortcl. 

• Tennessee Valley Authority. 87/10/27. 76pp. 43250.181-43250 250. 

&7tl03Q2S7 Forwards tour engineering subceiogory repta oddressing employee con- 
corns special program Repls completed t,nel review by senior review panel & omploy- 
eo concern task group mgi. 

RUSSELL.J.R Tennosseo Valloy Authority. 87/10/28. Document Control Branch 
(Document Control Desk). 6pp. 43247:0i 1-43247:282. 

-8711030273 Rov 3 to TVA En^loyee Concerns Special Program Subcaiegoty Ropi lor 
Eng noering 20600, "As Built Rocancihatlon " 

TRANE J.'T, RUSSELL,J.R., MCNUTT.G.R. Tennossoe Valley Aulttofity. 67/10/26. 
54pp 43247:016-43247.069. 

-6711030263 Rev 3 to TVA Employee Concerns Special Program Subcatogory Repi lor 
Engineering, "Support Oosign General " 

PANG,A, PETERS,A, RUSSELL, J R. Tonnossoe Valley Authority. 87/10/26. 54pp 
43247.070 43247 152. 

-6711030269 Rov 2 IQ TVA Employee Concoma Special Program Subcaiegory Rapt tor 
Enginoormg 24200, "Electrical Separation.” 

nuSSELL,J.R., MCNUTT.G.R. TonnesacQ Valley Aulhonty. 87/10/26 52pp 

43247.153 43247:205. 

-6711030293 Rev 2 10 TVA Employee Concerna Special Program Subcatogory Ropi lor 
Eng'noofing 25000, "Civil/Siructurol Design (21600) & Pipe Whip Reauami Oeafgn 
>2700)." 

USSELl..J.fl, MCNUTT.GR. Tennessee Valley Authority. 87/10/26. 77pp. 

43247.206-43247:282. 

8711100431 Generic Llr 87-16 to all holdora of CPs (or nuclear power plants re policy 
etstement on dalorrod piania Sve nat end. 

MlRAOUiA.F J. Aesocieie Director for Piojocis (Post 87041 1) 87/ti/04 Consoiidaied 
Edison Co of New York, Inc 46pp. 434Q2.001-43402 046. 

8711248168 Forwards TVA Employee Concerns Special Program Repis 241.3(6). 
"CBbfo Tprmlnacdn & Sp'icmg" & 22400, "Recoway support Oosign." 

RUSSELL, J.R. Tonnossee valley Author(ty. 87/ii/0S. Oocumeni Cohlto' Branch 
(Oocuntent Conirof Desk). 3pp. 43444:140-43444:194. 

-8711240213 Rov 1 lo TVA Employee Concerna Special Progrem Sequoyah Etomonl 
Repl 241.3(6), "Cable Termination 8 SpllcIng.No Moggor Tost on Low Voliago 
Cabiea.” 

• Tennessee Valley Authority. 24t.3(B] ROl. 87/10/20. 8np. 43444:143-43444:150. 

-67 1 1 240226 Rev 2 to TVA Employee Concerns Special Program Subcatogory for Engi- 
noering Rapt 22400, "Raceway Support Oosign.” 

MCNUTT.Q., JOYCE.J.W. Tennessee Valley Authority. 22400 R02. 87/10/20 35pp 
43444:161-43444:104. 

8711200040 Trip reptol 071028 30 visit to plan! site. 

OEARS.O. Ofc of Special Proiecis 67/11/10 ZWOLINSKI.JA Otc of Special 
Prolecis 4pp 43400 032-43408:035. 

8711240163 Forwards listing of eng'neerlng subcaingary ropts addressing concerns lor 
omp'oyee concorns special program 5 live engineering subcategorv ropis.lnduding 
TVA Employoa Concerns Special Program Ropi 20600 re human laclora 
nUSSELL.J.n Tennossoe Valley Authority. 87/11/17. Document Control Branch 
(Document Conirol Desk). 5pp. 43443:02/-43444;033. 

-6711240169 Rev 3 to TVA Employee Concerns Special Progrem Subcatogory Rapt lor 
Enoit^eoring 20800, "Human Faclors.” 

' Tennessoo Valloy Aulhonty. 20800 R03. 87/11/10. 9Spp. 43443.032-43443:126. 

-6711240169 Rov 3 10 TVA Ernployoo Concerna Spocial Program Subcategory Ropi for 
Ena'neonng 21000, "Environ Qualihcatton.'' 

• Tennessoo Valley Authofity. 21000 ROl 87/11/10. 49pp. 43443:126-43443 174. 

-8711240(76 Rov 2 to TVA Ernployoo Concorns Special Program Subcaiegory Repl lor 
Eng'neenng 21300. "Electrical Testing & Planning.” 

JOYCE.J.VV. Tennessee Valloy Aulhority. 21300 R02. 07/11/10. 69pp. 43443:176- 
43443243 

-671 1240105 Rev 3 to TVA Employee Concorns Special Program Subcategory Repl for 
Engineeiing 22600, "Seismic Inletaciion Design." 

JOiCEJVv. Tennessee Valley Aulhonty. 24600 R03. 87/11/10. 8tpp. 43443:244' 
43443:324. 

-8711240194 Rev 3 lo TVA Employee Concerns Spocial Program Subcatogory Repl lot 
Engireehng 23000, "HVAC Design.” 

JOyCE,J.W. Tennessee Valley Aulhority. 2300D R03. 87/11/10. 70pp. 43443.32B- 
43444:033. 

6711240197 Forwards oddI inlo re NUREG-0737,llorn ll,E.4.1, •’Dedicated Hydrogen 
Penelrelions,” per 070514 lelcon.VenI portion of conlalnment atmosphere diuUonays 
redundant & can withstand single failure due to allernale power supply. 

GflIOLEY.R. Tennessee Valley Authority. 87/11/20. Document Control Branch (Docu- 
ment Control Desk). 5pp. 43431:356-43431:360. 


0. Inspection reports. IE Bullellna & correspondence 

8012170462 IE Guliolin 80-25, "Oporeling Problems W/Tnrgel Rock Safofy- Roller 
Valvos at BWRs." 

* Ole o1 tnspociion & Enforcervisnt, Oiroclor (820201-870413). 80/12119. ConadWai- 
od Edison Co. of Now York, Inc 5pp. 43226 201-43226.205. 

6305110473 IE Info Notice 63-39, "Failure of Safety/Rollel Valves to Open at BWRs - 
imorlm Root." 

JOROAN.E L Div of Emergency Ptoparodnesa & Gnginaoring Response, IE(860212- 
870413) 83/06/17. Consol.datod Edison Co. of New York. Inc 2pp. 43226206- 
43226:207 

8711040169 Forwards rovisod inservico insp progrem (Surve.l'anco Instruction SI 
4.6.G).<oflacltng program onhancoments & rouiseo relief roquosis ISI-4,ISl-5 8 ISI- 
O.per CE Murphy 0004 1 4 reouest 

GHIDLEY.R. Tonnossoe Valloy Aulhority. 87/00/04. Oocumani Control Branch (Docu- 
ment Control Dosk). 2pp. 43284 075-43283:207. 

-6711040230 Rev 0 to Survoll'enca l(\sltuclio(\ SI 4.8 Q, "tnsorvico It'sp Program ” 

• Tonnesaee Valloy Aulhonty. 66/12/20. 5G1pp. 43284:077-43205:297. 

67II8200B6 CopHrms 671021 lalcon ro mgt mooting to be conducted on 871029 to d.s- 
cuss ptobiams expotlencorf w/radwosto & radwasio irensponetion.Proposed moating 
agonaa encl. 

ZECh.O.G. Ole of Special Projocls. 87/10/23. WHITE.SA. Tennessee Valley Author- 
ity 3pp. 43226 200 43226:262 

6711020292 Responds lo NRC 870024 Hr re concorns noted In Insp Roots 60-259/67- 

22.50- 288/B7-23 & 50-296/B7-22.Correctivo actions: mod process sirengthened to 
sitoss comptlanca ahead ol production schadu'o & ernployoo concern program estab- 
lished. 

GRiOLEY.R Tonnessoa Va'loy Aulhority. 87/10/20. Document Control Branch (Docu- 
morti Cortirol Desk] 7pp 43236:111-43236 117. 

6710230213 NRC Info NoHco 67-055. “Poriablo Moisluro/Onnsity Gauges: Rocont Inci- 
dents or Poriablo Qsunos Doing Stolon or Lost." Sve Hat end 
CUNNINQiiAM.R.E Division of Industrial & Modicaf Nuclear Safety (Post 870739). 
87/10/20. Consoiidaied Edison Co. of Now York. Inc. eopp. 43024:139 43324:227. 

8711060156 Responds to NRC 070527 roquosi for addi Irtfo ro planned upgrado lo 
mooi alarm essossmont capablhtlos required by f0CFR73.55lli}.Ac1ual inslallalion & 
const aciiviiioa lontaLvoiy ovpoclod to be completed ond of FYOi. 

ORiOlEY.R Tennessoo Volley Aulhority. 67/10/30. Oocumeni Control Branch (Docu- 
menl Conirol Desk) 2pp 43300 32?-433O0:323, 

$711130060 forwards Insp Ropla 50-259/07.32.50-260/07'32 & 60-296/07-32 on 
870914- iG.No violations or doviatlons noted 

2ECH.G.G. Orool Spociol Projocts. 87/10/30. WHITE, 3.A. Tonnossee Valley Author- 
lly. 2pp 43354:164.43364:190. 

-8711130066 insp Rople 60-259/67-32.CO-200/67-32 6 5a-29a/07-32 on 670914- 
l8.No vioiailons or dovlaiions nolod. Major eraas inspeciod previous enlorcoment 
meilota.microbioipgicaiiy induced corrosion InvosiigoHon & ineotvice testing ptogrem. 
QlflARO.EH., BIAKE.J.J Region 2. Ole of Iho O recior. 87/10/14. iSpp. 43354 199- 
43354:190 

8711130084 Ack loceipt Ol 071008 Hr Inlorming NRC of stops taken lo coriocl violations 
noted In Insp Repls 50-2S9/07-27, 5O-28O/07-27 & 60-296/87-27.Tech Spec change 
commiimont cchstdored as porl ol long-lorm corractivo action program. 

2ECH.O.O. Ole ol Special Projocls. 8// 1 1/02. WHITE.SA Tennessee Va'loy Author- 
lly. Ip 43355 180 43355:160 

8710290234 NRC Info Notice 87-056, "improper Hydraulic Control Unit Insia’Iatlon at 
BWH FHanls " Sve hst onci 

ROSSl.C.E. D.vislon of Oporailonal Events Assossmonl (Post 070411). 67/11/04. 
Consoffdelod Ed son Co. of New York, Inc 1 1 2pp. 43324:228-43324:339 

8711020017 NRC Info Noiico 87-057. "Loss ol Emeigeiicy Boration Capab.lity Duo lo 
Nilroflon Qas Intrusion ” Sve Hal end. 

ROSSl.C.E. Division of Oporalipnal Evonls Aasossmonl (Poat 8704lf). 87/11/06 
CortsoHdalod Edison Co. of Now York, Inc. 1 1Bpp 43355.003-43355:1 19. 

8711060040 NRC Complianco Bulloiin 67-002. "Faslanor Testing lo Determine Con- 
iormaoce W/Appllcab'o Moil Specs.” Sve I si end. 

nOSSI.CE. Division ol Oporailonal Events Assossmonl (Post 870411). 6//1I/06. 
ConaiXidated Edison Co. ol New York, fno. 1 16pp 43397:142-43397:257. 

8711230428 Forwards Insp Rapla S0'2S9/87-35.60-260/87-35 & 60260/67-35 on 
670021-24-No violaHona or dovlallons noted.Altonllon invited lo unresolvod Horn Idon- 
IHiod Inkiw repl End withheld (rei 1DCFR2.790(<)) & 'I0CFR73.12). 

ZECH.O.Q. Ofc of Spocial Prolocts. 87/11/09. V/HITE.S.A. Tennessee Valley Author- 
ity 43424:294-43424:235. 

8711090140 NRC Info Noiico 87-OSB, "Continuous Communications Following Emergen- 
cy h^ilicalions.'' Svo i-st encl. 

ROSSI.C.E. Division of Oporailonal Events Assossmenl (Post 870411) 87/11/16. 
Consolidated Edison Co. of Now York, Ino. I13pp. 43404:176-43404:266. 

8711120027 NRC Info Noiico 67-069, "Potential RHR Pomp Loss.” Svo llsl encl. 
ROSSl.C.E. Division ol Operational Events Assossmant (Post 870411). 67/11/17. 
Cwsolidatod Edison Co. of New York, Inc. 120pp. 43467:00 1-43467:1 21. 

8711240088 Responds to NRC 870929 Itr re deviations noted in Insp Repts 60-269/67- 

30.50- 260/87-30 & 50-296/6 74)0.Correclive ecliona: FSAR update procedures revised 
& p^odlo exams ol populaiion 8 land use will not be deletao Worn FSAR. 

ORIOLEY.R. Tennessee Valley Aulhority. 87/11/17. Document Control Branch (Docu- 
ment Conirol Desk). 6pp. 43431:094-43431:099. 

8711130006 Sup^pl 2 to NRC Inlo Notice 86-108, "Oegredaiion ol RCS Pressure Bound- 
ery Resulting From Borio Acid Corrosion.” Sve Hal end. 

ROSSI,C.E. Division of Oporailonal Events Assessment (Post 870411). 87/11/19. 
Consolidated Edison Co. ol Now York, Inc. 119pp. 43444:196-43444;3t4. 



d7fl300046 Fonwaida fnsp Ropis SO-259/e7-33.5O'2&0/87-33 & SO-996/67-33 on 
870901-30 & notice of violsbori 

ZECH.G G Ofc ol Special Projects. 97/11/19 WltlT£,S A Tennessee Valley AuUtor* 
ily. 3pp 43473 016-43473 048. 

-8711300054 Notice ol violation from lAsp on 67090l-30.Viola(jon noted- licertseo fa-led 
to establish measures to assure NUREG-0737 requiVomenls re contairurtenl filgh- 
rar^ge radiation mon.toring sys correciN translated into specs & piocedures. 
2ECH.G.G. Ofc ol Special Projecls. 87/t 1/1S. 3pp. 43473:010.43473.021. 

-8711300063 Insp Repis 50 259/67-33,50 260/67-33 8 60-206/67.33 on BTOOOI- 
30. Violations noled.Major aroes Inspected oporational safoty.malnl 

observation, surveillance teslnp observation, ROs.resiart test prog/arn 8 into notice 
re-vlew. 

PAULK,GC , PATTERSON.CA. 0ROOKS.CA Region 2. Olc oMhe Dtfecior. 87/11/ 
f8. 25pp. 43473 022.43473.040. 

6711300091 Subrnils status update 8 revised completion schedule lor conocbvo actions 
identified in utiJ response lo vioial.’on from Insp Repis 5O-259/67.t4,SO-26O/07.t4 8 
SO'296/67-14. List ol commiiments erKi 

GRIOLEY’.R. Tennessee Va'Iey Authority. 67/11/23 Oocumeni Control Branch (Oocu- 
meni Control OasM- 3P0 43487:t03-43467-.i05 


R. Periodic operating reporta 8 related correspondence 

8711020365 Oischa/go monHonng rept lor SepI 1987 
BROOKS.Rh Tennessee Va'Iey Aulhonty. 67/09/30. l3pp. 43236280.43236-.272. 

6711030408 Submits weekly schedule ol TVA activilies lor wks ol 671102 8 08 Sched- 
ule wi'l be updated 8 issued each Friday Slalf input should be recetved belore noon 
on Thursday. 

KELLY.JL ore of Speclat Pro.'ects. 87/10/30. ZWOLINSKI.JA Olc ol Special 
Projecls. 4pp. 43256 248-43258 251. 

671 1240262 Monthly operating repis lor Ooi 1987 W/871 124 In. 

CRAWFORO.J.O, WALKER.J. Tennessee Val.'ay Aulhonty. 67/|0/3l I4pp. 
43442.196-43442.227. 

87 1 1290085 Submits weakly schedule ol TVA acUvitles lor wks ol 87 1 1 Id & 23 
KELLV.J.L. Ofc of Special Projects. 87/11/13. 2ECH,G.G. 07c ol Special Piofads 
4pp. 43408 073-43406 076. 

6711240270 Forwards weakly schedule ol TVA activities (oi wks of 87li23 & 30 
KELLY.J.L Ofc ol Special Projecls 87/11/20. 2E(:h(,G G. Ofc of Spodel Pioiecle. 
4pp. 43446.006-43446:099. 


S. Reporlebla occurrances, LERa 8 relaled eorraspondenea 

8711030396 LCR e6-Q06-024n 860l(6/jnana(yi«d candiUon involving (ornaido-m'ssile 
protection lor eguipmem In coni/oJ bay vent towers identilied Caused by lack ol 
destgn tnterfsce '/eru tower nvode net reguved V/f67i03Q lu. 
jONES.S.6. walker, J- 0 Tennessao Valley Authority. 87/09/16. 4pp. 43250-301- 
43250 304. 

8711160183 LER B7.006-0l-.on 670302.d:scove<od that rouhne iiow rate surveiHanco on 
control room omergency venMaiion Tram 8 performed rncorreciiy night boforeCavs^ 
by cetaonnei ertot.Flow meeaured & cortectiy sat.'N/87i i66 lu. 

GOROON.A.W. WAlKgR.J.O. Tennessee Valley Authority. 67/10/02 4pp. 
43366.055 43366 056. 

8711040192 LER 97<024-00 on 870930.ur>pi«nned RWCU taotauon ocevned. Caused by 
degraded electrical connections on ternp switch, isolation reset 8 $ys returned lo 
SVC ConnacKons on temp awACh repaired V//87 1030 lit. 

WILLARO.se. WALKER.J.G. Tennessee Valley Authority 87/10/39. 4pp. 43269.153- 
43269.156. 

8711100342 LER 37't>28'0(y.On 871008, unplanned conlainmertt ispiettons 

occurred Caused by Inadequate procedures Rad-'anon monitoring sys 8 alarm re- 
aponae procedures revtssd.W/87l006ltr. 

VVILLARD.S.C., WALKER.J G. Tennessee Valley Authority. 87/11/06. 4pp. 43333338- 
43333:041. 
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F. Security, medicel, emergency A lira protection plana 

8711039045 Revised emergency plan rmplemenling procedures, Includutg Rev 6 to IP-2. 
"Operallons Duty Specialist Procedure for Nalillcallon of Unusual Event" & Rev 6 (o 
iP-3. "Operations Duty Special's! Procedure lor Alert.. ." W/67 102619. 

GRIOLEV.R.L Tennessee Valley Authonty. 87/10/26 7epp. 43248 279-43246356- 

8711100402 immediate temporary change to Rev 0 lo Emergency Plan Impfemenimg 
Procedure EPlP-1. “Emergoncy Plan Crass'licalton Logic." W/871 102 Hr. 

GR10LEY.R. Tennessee Valley Aulhonty. 87/ 1 1 /02. 8pp 43336.0S0-43336.O57. 

6711130078 Ack receipt of radiological emergency plan exercise scenario package & 
scope 8 objectives for exercise scheduled for wk ol 871 102 Scenario package wrF be 
tovided to FOR loUowIng completion at exercise. 

ECH.G.Q. Olo of Special ProfecIS. 87/11/03. WHITE.SA. Tennessee Valley Aulhoi- 
(ty. 2pp. 43355.181-43355:182 

871116003? Trip rept of 671028 20 site visit lo aRendptesenteVononresiamesbngw/ 
J Watt to discuss drtferences between Sequoyah 8 Growrxs Ferry program Program 
description presented by uM end. 

STANQ.J Ofc Of Special Projects. 67/11/09 2WOIINSKI.JA. Ofc of Special 
Pft^ecis. 12pp. 43362:128-43362:139. 

9711930435 Forwards Insp Repis 50-250/87-35.60-260/67-35 6 50269/67-25 on 
870921-24. No vfolatfons or deviations noted Attention Invited lo unresolved Ham Iden- 
lilied In Insp withheld (tel 1<>CFR2.790(d) & 10CFR73.12>- 

ZECH.Q.O. Ofc of Special Projecu 67/1 1/09. WHlTE.S A Tennessee VaUey Author- 
ity. 2pp. 43424:234-43424-235. 


6711160134 Revised emergency plan implementing procedures, Including Rev 1 lo EP,P- 
a. "Parsonnel Accountability 8 Evacuation," Rev 1 lo EPIP-11. "Security 8 Access 
ControT'ARov 1 to EPIP-13. Radiochemical Lab Procedure." W/0711 10 Itr. 
GRIDLEY.R.L. Tennessee VaUey Authority. 87/11/10. 30pp. 43395.066-43395:097. 

8711240169 Revised central emergency control cir implementing procedures.-'.ncluding 
Rey 9 to IP-2. "Operations Duty Specialist Procedure for Notification of Unusi.d 
Event" 8 Rev 9 lo IP-3. "Operations Duly...." W/671 1 10 Hr. 

ADKINS.T.E., ORIDLEY.R.L. Tennessee Valley Authority. 07/11/10. 25pp. 43430 297- 
43430.321. 

8711330187 Advises that Rev 34 lo radiological security plan consistent w/provtsions cl 
10CFflS047 (b) & App E to 10CFR50 

2ECH.GQ. Ofc ol Special Projects 67/ll/t9. WHITE.SA. Tennessee Valley AulVy- 
Ity. 2pp. 43421:126-43421:127. 

8711300162 Forwards response to JA Zwolinski 871008 Hr requesting addi Info on mis- 
cel'aneous amends/seacch cequicemants re 661126 physical security/coritingerKry 
plan Enel Hithhald (rat 10CFR73.21). 

GRIOLEY.R.L. Terviassea Valley Authority. 87/11/23. Oocumeril Convol 8ta.-tch 
(Oecurnent Control Oosk). 2pp. 43466:292-43466:293. 

8711300176 Forwards supplementary pages lo Rev 8 lo plant physical sscunty/contin- 
671029 lelcor between Region U & TVA-Pages withhold ftel 

GRIOLEY.R.L. Tennessee Valley Authonly. 87/11/23 Oocumeni CoNrel Bta-ch 
(Document Control Desk). 2pp. 43471:035-43471 036 


C. Adjudlcelory cottaepondenee 

6711250107 Responds to 870831 Itr re security at national 8 local level ai facHil'OS.KFC 
concluded that no substantial health 8 safety Issues that would warrant suspens'on or 
revocation of eny llcarrse or permit lor facIliUes. 

2ECH.L.W Commissiohars. 87/10/27. CLINTON.B. Arkansas. Slate ol. 5pp. 
43401.356-43462.002. 

-8711260144 Addresses serious problems re erosion of public confidence In abilly 0* 
NRC to safeguard public adoaualaly from dangers of nuclear power planl accldonis. 
CUNTON.6 Alaska. State of. 87/06/31. LANDQ.L.W. Commlssloiters. 2pp. 
43462 001-43462 002 


P. Operating license stage documenis 8 eerrespondenca 

8711030337 Apphcallon lor amends lo Licenses DPR*33,DPR-S2 8 DPR-68, consiski'g 
M Tech Spot Charyga 235 ib add ASME Section XI pump & valve prpgtam del M'Jor 
8 r^arwe appircsbie losiing frequencies to ref definitlen.Fee pald- 
GftiOLEV.R. Tonnessao Valley Authority. 87/10/27. Oocumeni Control Branch (Oocu- 
menl Conirol Desk). 2pp. 43250:179-43250:256. 

-0711039340 Proposed Tech Spec Change 235,adding ASME Section IX pump 8 vAlvo 
program daiinition & changing applicable lesitng irequencles to /o' 
definmon Justification tor proposed Changes 8 other supporting info elso end. 

* Tennessao Valley Authority. 67/10/27. 78pp. 43250;f81-432S0:2Se. 

8711030257 Forwards lour engineering subceiegory repis addressing employee con- 
cerns ^clal program RopIs compieied linei review by senior review panel 8 employ- 
ee concern task group mot. 

RUSSELL, J.R. Tennessee Valley Aulhonty. 87/10/26. Oocumeni Conirol Branch 
(Oocumeni Control Desk). 5pp. 43247:01 1-43247:262. 

-871 1030273 Rev 3 to TVA Ernpioyee Concerns Special Program Subcategory Rept lor 
Engineering 20600. "Ae-BuHt Reconclliaiion " 

lWNe.jf, flUSSELL,J.R.. MCNUTT.G.R. Tennessee Valley Aulhprlty. 87/10/26. 
54pp 43247 016-43247,069. 

-871 1030203 Rev 3 to TVA Employee Concerns Special Program Subceiegory Repi lor 
Engneerlng, "Support Design General " 

PANG.A. PETERS.A. HUSSELL.J.R. Tennessee Valley Authority. 87/10/26 64pp 
43247 070-43247:152 

-6711030250 Rev 2 lo TVA Employee Concerns Special Program Subcategory Rept lor 
Engineerfrrg 24200. "Electrical SeparsHon " 

RU^m.JR. MCNUTT.G.R. Tennessee Valley Authority. 67/10/26. S2pp. 

43247:163-43247-205. 

-6711030293 Rev 2 to TVA Employee Concerns Special Program Subcalegory Rept for 
E^in^ng 25000. "Clvil/SIruciural Design (21500) 8 Prpe Whip Resiralnl Design 

RUSS^IL.J.R. MCNLirT.O.R. Tennessee Valley Aulhority. 87/10/26. 77pp. 

43247-206-13247-862. 

8711100431 Generic Ltr 67-15 to all holders of CPs for ttuclear power plants re policy 
siatemem on deferred planis.Svc list encl- 

MIRAGLtA.Fj. Associate Oirectar.lor Projects (Post 870411). 87/11/04. Consolidated 
Edison Co. ol New York, Inc. 46pp 4340l00l-43402'046. 

6711240168 Forwards TVA Employee Concerns Special Program RapIs 241.3(B). 
"Cabte Termination 8 Spkcing" 8 22400, "Raceway Support Oesl^." 

RUSSELL.J.R. Tennessee Valley Authority. 87/11/05. Oocumeni Conirol Branch 
(Oocumanl Control Desk). 2pp. 43444:140-43444-.l94. 

-8711240213 Rav 1 to TVA Employee Concerns Special Progrecn Sequoyah Element 
241.3(B), "Cable Termination 8 Splicing, No Megger Teal on Low Voltage 

* Tennessee Valley Authority. 241.3(8) ROI. 67/10/26. 6pp. 43444:143-43444:160. 

-8711240225 Rev ? to TVA Employee Concerns Special Program Subcalegory lor Er>gl- 
neerinpRept 22400, "Raceway Suwon Oesim." 

MCNUTT.G. Tennessee Valley Authority. 22400 R02. 87/10/29. 35pp. 43444:161- 
43444:194. 

871 130004B Trip lepl oi 87 1028-30 visn to plant site. 

QGARS,Q ore of Special Projects. 67/11/10, ZWOLINSKU A. Ofc ol Special 
PfOjecls. App, 43408 032-43408 035. 
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871134016J Forwards listing of engineering eubcategory ropis addross'rtg concerns tor 
ompiq/ae concerns specFal progrem & live engineering subcaiogory tepis,lnckKlr)g 
TVA Ernptoyeo Concerns SpoclaF Program Ropt 20600 re human factors. 
HUSSEt.L./R Tonnosseo Valley Authority. 87/1 t/f7. Documeni Control Branch 
(Document Control Desk). 6pp. ‘13443:027 '1344<1:033. 

-8711240169 Rev 3 to TVA Employee Concerns Special Program Subcaiogory Rept (or 
Eneneenng 20000, "Human Factore." 

' Tennessee ValloyAuihorlty. 20000 R03. 67/11/10. OSpp. 43443 032-43443125. 

-8711240169 Rev 3 lo TVA Enmioyoe Concerns Special Program Subcaiogory Ropl lor 
Engineering 21000, "Env,ion Quaiiflcalion." 

' Tennessee Valley Aulhonty. 21000 R03 87/11/10. 49op. 43443:126-43443.174 

-871 1240 178 Rev 2 to TVA Employee Concerns Special Program Subcaiogory Rapt tor 
Engineorina 21300. "Elocirical Testing & Planning " 

JOVCE.J.V?. Tennessee Valley Auinonty. 21300 R02. 87/11/10. 69pp. 43443;I75- 
43443:243 

-8711240185 Rev 3 lo TVA Employee Concerns Special Program Subcaiogory Rept lor 
Eng'neoring 22600. "Seismic Inieractron Oos'en." 

JOYCE JW. Tennessee VaToy Aulhonty. 22000 R03 67/11/10. &tpp. 43443244- 
43443 324. 

-8711240194 Rev 3 10 TVA Employee Concerns Special Program Subcaiogory Ropl tot 
Enolneejing 23000, "HVAC Design." 

JOYCE J.vv. Tonnosseo Valley Authority. 23000 n03. 87/11/10. 70pp. 43443 320- 
43444.033. 

8711240197 Forwards eddi Into re NUREQ-0737,l(om II. E. 4.1, "Oorkcniod Hydrogen 
Peneirotlons," per 870314 telcon Vonl portion of conlainmoni atmasphore dilution sya 
redundant & can withsiend single la.iure due lo allernalo power supply 
GRIOLEY.R. Tennessee Valloy Authority. 87/11/20. Document Control Qtandi (Docu- 
ment Control Oe.sV). Spp. 43431;356-43431;360. 


Q. Inapection reports, IE Builelina & correapondence 

8012170482 IE BuTetin 80-25, "Operaling Probleme W/Torgot Rock Seloly- Roltol 
vaivos at DWRs." 

* Ole ol inspocton & Enforooment, Director (820201-070413) e0/i2/i0. CortsolUoi- 
Qd Edison Co. of Now York, Inc. Spp 43926:20l-43226'205. 

8305110473 IE Into Notice B3«36. "Failure ol Satoty/netioi Vaivos to Opon ot QWHe ■ 
Interim Rept." . 

JORDAN, E L D-V ot Emergency Properodnoss & Engineering Rdspon$e.lE(6602i2- 
670413). 63/06/17. Consolidated Edison Co. ol Now York, me. 2pp. 43226:206- 
43226 207 

6711040169 Ponwerds revised inaervice insp program (Survoiiianco insiruciion Si 
4.6.Q|,roliecllng proerem onhancomonls & rovised rellol ro()uoat$ ISI-4.ISI-5 6 ISI- 
O.per CE Murphy 8004 14 requesi. 

QRlOLEY.R. Tennessee Valley Authority. 87/06/04. Oocumoni Conuoi Branch (Oocu- 
meni Control Oosk). 2pp. 43204:075-43283 207. 

-8711040230 Rev 0 to Surveillance Instruction Si 4.8.G, "Insorvico insp Program." 

* Tenneasea Valley Authority. 86/t2/23. 681pn. 43284:077-43285.'2d7. 

8711020066 Coni rms 671021 lalcon re mgi mooting to bo conducted on 871020 to eke- 
cuss problems OKperloncad w/radwaaio & radwaslo transporletion Proposed mooting 
egonda end 

2ECH.6.0. 0(c of Special Prolacis. 87/10/23. WHITE, S.A. Tonnossoo Valloy Author- 
ity. 3pp. 43226 280-43226:282. 

6711020292 Responds to NRC 870824 Hr lo concorns nolocl in Insp Repis 50-239/07- 
22,50-260/67-22 & 50-299/87-22.Corrcctlvo actions: rnod process sirortglhorKKl to 
stress compHanco ahead ol production schudulo & employee concern program esieb- 

QRtOLEY.n. Tennessee Vs'ley Authority. 87/10/28. Documeni Control BrerKt* (Docu- 
ment Control Desk). 7pp. 43236-11 1-43236:117. 

6710230213 NRC Into Notice 87-055, "Portable Molsturo/Donslty Gauges Recent Inci- 
dents o( Portable Gauges Being Stolen or Lost." Sve list end. 

CUNNINGHAM, R E. C/ivIslon ol Industrial & Medical Nuclear Safety (Post 070720). 
97/10/29. Consolidated Edison Co. ol New York, Inc. e9pp. 43324:t30 43324-227. 

6711060166 Responds (o NRC 870527 request lor addi Info re planned upgrade to 
meet alarm assessment capabilities legu'rod by IOCFR73.35(h).Aciual Insiellaiion 8 
const acllviiiae leniaiivoly expected lo be completed end ol FYSi. 

GRIOLEY.R. Tennessee Valley Authority. 87/10/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 43308:322-43308:323. 

6711130060 Forwards Insp Reels 30-269/87-32,50 260/87-32 & 50-296/07-32 on 
870dt4-16.No violations or dovialions noted 

ZECH.G.Q Ole of Special Projocle. B7/t0/30. WHITE, S.A Tennossao Valloy Author- 
ity. 2pp. 43354:184-43354:198. 

-8711130056 Insp Repts SO-259/87-32,50-260/87-32 & 50-29G/07-32 on 870914- 
lO.No violations or deviations noted.Major areas Inspactod.provious entorcemeni 
matlers.microblo'ogicaliy Induced corrosion investigation & Inservico testing program. 
GIHARD.E.H., BLAKE.Jj. Region 2, Ole ol tho Director. 07/10/14. I3pp. 43364:100- 
43354:190. 

8711130064 Ack receipt of 871006 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 60-260/87-27, 50-200/67-27 & 50-2e6/67-27.Toch Spoc change 
commilmont considered as part ol long-term correctivo action program. 

ZECH,G.G. Ole ol Special Projects. 67/ 1 1 /02. WHITE.S A Tennessee VaRoy Author- 
ity. Ip. 43366:180-43355:180. 

8710290294 NRC Info Notice 87-056, "Improper Hydraulic Conirol Uni Installation at 
BWR Plante." Sve l>sl end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 67/11/04. 
Consolidaied Edison Co. or New York. Inc. 1 1 2pp. 43324:228-43324:339. 

6711020017 NRC Info Notice 07-067, "Loss of Emergency Boratlon CapaUlity Due to 
Nitrogen Oas Intrusion." Sve list end. 

ROSSI.C.E Division of Operational Events Assessment (Posi 670411). 87/11/06. 
Consolidated Edison Co. ol New York. Ino. Il6pp. 43356.003-43355:119. 


8711050040 NRC Co.mpi nnco Bul'oti.'i 67 002. "Fastener Test ng lo Determno Con. 
(ormanca W/Apphcable Mall Spocs." Sve list oncl. 

ROSSI.C.E. Division of Operaiionai Events Assessment (Post 670411) 87/11/06. 
Conaokdaled Ed son Co ul Now York. Inc. Il6pp. 43397:142-43397:267 

8711230425 Forwards insp flepls 50 259/87-35,50-260/67.35 a 50-269/87-35 o.n 
870931 -24 No violations or devlai ons notod Ationllon Inv.led to unresolved iiom idon- 
Ofiaef In Insp fijpt End withheld (rel 10CFR2790<dl & 10CFR73.12). 

ZECH.G.G. Olc ol Spodal Projocis. 67/1 1/00. WHITE.S.A. Tonnessao Volley Author- 
ity. 2pp. 43424-234 43424:235. 

8711090140 NRC Into Nolica 87-068, "Continuous Co.-n.-munlcai ons Following Err, ergon- 
» NolAcatons " Svc l.st oncl. 

ROSSI.C.E Division ol OnoraTonal Events Assessment (Post 870411). 87/11/16. 
Consol-dated Ed'son Co of Now York, Inc i i3pp. 43404.176 43404:288. 

0711120027 NRC Into Notice 07.069, "I’oinntisl RMR Pump Loss " Svc list oncl 
ROSSI.C.G. Otvison ol Oporoiional Events Assessment (Post 8704tl). 67/11/17. 
Cdnsokdaled £d<son Co. of Now York. Inc. I20pp. 43407.001-43467: 121. 

6711240008 Responds to NRC 070929 Ur ro deviaiiona noted in Insp Ropts 6O'259/07- 
30.50-260/87-30 & 50-296/87-33.Coirociiva actions: FSAR update procoduros rov.sod 
Aparlodicoxvhaof popjlalio.-^ & land use wiH not bo dololea from FSAR 
GniOLEY.R Tennessee ValiOy Authonly 87/ 11/17. Documeni Control Branch (Oocu- 
monl Conirol Cask) 6pp 43431:094. 43431 090 

6711130006 SuppI 2 In NRC Into Neiico 06-108. ''Degradation of RCS Prossuio Bound- 
ary Resuiiirg From Boric Acd Co.'roston." Svc list oncl 

ROSSt.CE Division cl Operaticnal Events Assessment (Post 870411). U7/It/19. 
Consokdatod Ed son Co of New York, Inc. 1 l9pp. 43444:195 43444:314. 

8711300046 Forwords Insp Ropla 60 250/87-33.50 260/97-33 6 50-296/87.33 on 
670901-30 8 nrilico ol violation 

2ECH.G.G OlcotSpocinl Prolocts 87/1 1/19. WHITE.S A Tonnossoo Va'ley Auinor- 
lly Spp. 434/3010^43473:040. 

-8711300054 Not-cool violation from i/tsp on 67099 1-30 Violation noted licensee fo'led 
(o establish modsu-es to assure NUREO-0737 rnQu'romonis re conlainmoni high- 
range tad-aion monitoring sys conoclly tronsiplod into specs & procedures 
ZECH.OG Olc Ol Special Projocis. 87/11/19. Spp 434^:010-43473:021. 

-0711300062 insp Hopts 60-259/67.33.50-260/87-33 & 50-29e/67.33 on 070601- 
SO.vio'aiions noted Major areas inspecied oporolional eetoiv.malnt 
obsorvation.survci’ianco losiing obsoivailon, ROs.roslart test program & Info rtot'Ce 
revtow. 

PAULK.O.L.. PATTERSON.C.A. DROOKS.CA Region 2, Olc Ol the Droclor. 67/11/ 
18 25pp 43473d)22-43473 040 

8711300091 Supm is status update & revised completion schodjio lor corroctivo actons 
Ktoniiliod in uul rospi>nse to violation liom Insp Repts 50 259/07-14, 50-269/07.14 & 
60-206/07-14 List Ol comm imorMS ond 

OniOlGY.R. Tonnossoo Valley Authority. 87/11/23. Document Control Qionch (Oocu- 
moot Control Oosk) 3pp 43467:103-43467: 105 


R. Periodic operating reports & related correspondence 


0711020306 Discharge monlloiing ropl for Sept 1987. 

BROOKS.RII Tonnossoo Valley Auiliorlly 87/09/30. I3pp. 43238260-43236 272. 

8711030408 Stipmiis weekly schedule ol TVA oct-v.llos (or wks ol 871 102 & OO.Schod- 
ulo will bo rvdotod & issuod uoch Friday.Stall l-'-pul shou'd be roceivod bofore noon 
on TiHitadey. 

KEILV.-J.L. Otc Ol Special Projocis. 07/10/30 ZWOLINSKI.JA. Olc of Specie! 
FYolaciS 4pp. 43258 240-43258:261. 

0711240282 Monthly oporaling repts tor Oct 1O07.W/O71 124 Itr. 

CRAWFORO.J.n., WALKCT.J. Tonnossoo Valley Authority. 87/10/31. 14pp. 
43442;igS-43442 227 


0711200086 Submits weekly schedulo ol l^A octivllles foi wks of 671 1 16 & 23. 
KELLV.J.L Olc of Special Piojacis. 07/11/13. ZECH.Q.G. Ofc ot Special Projocis. 
4pp. 43408:073-43408:075 

0711240270 Forwards wookly schodulo ol TVA activities lor wks of 871 123 & 30. 
KELLV.J.L. DC Of Special Projects. Q7/11/20. ZECH.G.Q. Ofc ol Special Projects. 
4pp. 43440K)00-43446 0D9 


8. Reportable occurrences, LERs & rotated correspondence 

0711O4(>Olt LER Q7-007-01:on 070831. roslort tost dolormined that drywo'l control air 
prirnary containment isolaibn valve actuator fallod lo ctoso on loss ol moiive 
atr.Causod by poiscnnol orior. Solenoid valves replQcod.W/671029 Ur. 

JONes.S.Q.. WALKER.J.Q, Tonnossoo Va'Ioy Authority. 87/10/29. 4pp. 43290:169- 
43290:172 


Y. Dry Cask Independent Spent Fuel Storage Inslellations 


8711030497 Advises that 8511)14.22, 1209.860113.30.07t0.22.670102.08 & 0217 Sub- 
rr4ttal8 ot documents listed In end ro NUTECH drawings will bo withheld (rel 
10CFH2.790) 

CUNNINQHAU.R.E. Division ol Industrial & Medical Nuclear Saloty (Post 070720). 
87/10/29. UTLEY.6.E. Carol.na Power & Light Co. 3pp 43200:302-43280:304. 


DOCKET 60-261 H.B. ROBINSON PLANT, UNIT 2 



34 DOCKETED ITEMS 


F. Security, medical, emergency & tire proietHon plane 

S7M030445 FowaJda leaponM lo map nepi 50 ?6i/87-20fte5()Oftse wlhheld 

uri^fE^E^toolma Power 4*Lighi Co 8?/iO/27 Occomeni Control Branch (Docu- 
ment Contfol Deali) Ip 43251:104-43251 104 
4rtHM072 Forwards Insp Hopi 50261/a;-30 on 87091M010WO vwtolions or do»l- 

V^fl^llfoM Region 2, Ofc ol Lie Director. 87/10/27. UTLEY.E.E. Carolna Power 
« LigM Co' 2pp. 433M 007-43365 118 . 

-8711160081 msp Rept 50261/87-30 on 8700tM0l0No violatons or devla|foiw 
noted Major areas ■nspocied.Tecu Spec compl.ante. intij*no obaftiYance ol any ttni- 
ina conditions for operauoasite secunty & emergency pteparwiftoss. 

KftUGil e LAnA,fl M . fneORiCKSON.P Region 2. Ole ol the ttreclor. 87/10/2/- 
20pp 43365 099-43365.118 

8711090152 Forwards Insp BepI 50-261/87-32 on 870929 1002 Wo xnolatloos noted 
Cline WE Reg^sn 2, Ofc of me Oirecior 87/10/30 UTtEY.E.E- Cerol.na Power A 
UghiCo 2pp 43314 238-43314 240 

-8711090158 Partialfy withheld Insp Repl 50-261/87-32 on 870929-1002 (fo| 
1XfR2790 8 73211 NO violaPons noiedMajor area* mspociedmgl 

etfectiveness.inciuding secunty program, secunty orgarWation.recorOs 8 repis 8 phys-- 

ENlii^O MCGUiRE.Q R Region 2. Ofc ol the Oirecroi 87/J0/30 Ip 43314 240- 
43314.240’ 


8711090019 Revised pages to Rev 2 u Plant Emergency ProterJuio PEP-403. •'Rado- 
aciive Source Term Release Es’.rr.afes Based on PortaNo Survey Insifumeni Re- 

RECHBG. MORCAN.RE Carolina Power 8 Light Co 87/11/02 7pp 433IS003- 
43315009 


8711130154 Forwards Insp Repl 50261/87-33 on 67I005-09WO violations or devi- 
etions noted _ . 

HEflOT A R Region 2, Ofc ol me Director. 87/ 1 1/06 UTLEY.E.E Caroima Power 8 
LighlC0.2pp 43357 042-43357 052. 

-8711130158 Insp Repl 50-261/87-33 on 87l005 09No viotaiions or deviaUona 
noied Major areas mspecled fire prevenf/on/ protecLon 8 loitowup on previously iden- 
i/i«d item*. 

WISEMAN.GR. CONLON.r.E Region 2. Ofc o' me Ovecior 87/10/29 9pp 
43357 044.43357,052. 


8711160799 Rev 16 (0 Plahl Emergency Procedure PEP-204. "Notfieeilon ol Off-Ouly 
Personnel " W/e7ini Itr 

RiECH.e G . MORGAN.R E. Carolina Power 8 UghI Co 87/11/11. 2ipp 43366 338- 
43366 358 


67113003)6 Discusses Saf<N Sys Functional insp S0-26i/87 06 oo 870309- 0416 8 
folfOwup Insp Repi 50 261/67-17 on 670526 29 8 forwards nolico Of viotaiion 8 pro- 
posed imposition ol civil pena'ty re laiiure to satisfy fite profeceon re«4>omenis. 
QRACE./n Region 2. Ofc of the Drector e7/i{/i3 uTlEY.E.E Carofina Power 8 
UghlCo. 4pp 43417-222-43417.229. 

-6711200319 Notice Of mofe'ion 8 proposed imposttion of CNii pervslty in amount of 
650.000 Itom mps on 670309-0415 i 0526-29. Violelion noleo.faHuie to adeQuatolv 
esublish.impiemeni 8 maintain procedures fo' shuidowncapebUity duoioAre. 
GRACE./N Region 2. Ofc ol the Director 67/ll/t3. 4pp. 43417:226-43417229. 

6711240036 Informs mat NRC will be conducung safeguards regUstory elfecliveness 
review scheduled for wk of 67i207.|i Review assures that safeguards provide Iniend- 
ed level of protection w/o co<nprorr.is<ng safety of operations. 

STOHH.J.P Region 2. Ole of i/ie Director 67/11/16 UTIEY.E E. Carolina Power & 
Light Co 3pp 43444 073.43444.075 

8711200098 EN.87'lo0on 871 1 l3.not)ce of vlofslon 8 proposed iniposition ol ciwi pon- 
aiiy in smounl ol S50.000 will be issued based on liconsee las'ure lO osiabssh 8 Im- 
plement procedures lor sale shutdown evolutions following Are. 

MiLANO.P, IIEBERMANJ QIC of Enforcement (Post 870413). 87/11/19 ip 
43410:168 43410.168. 


H. General correspondence 

8711200243 Reguesis that TA Baxter of Shaw.Pittman.Potis 8 Trowbridge be deleted 
from all NRC d<stnbution lists & replaced w/ author name. 

ZtMMeR1AAN.SH Carolina Power 8 light Co 87/1S/18. Docutnenl Control Branch 
(Oocumeni Cjnirol Desk), ip. 4341 7.036-4341 7.036 


P. Operating license stage documenls 8 correspondence 


871 1060154 Forwards proprielaw Rev 0 to ElP-Ofl-002. “OuaMicalion Repl lot Energy 
Irsc Senes SC993 Class 1E Single Channel Analog Encepsufaied Iso'alor." per re- 
quesi re eieclncal isolation equipmeni Rapt withheld (ref iOCFR2-790) 
ZIMMERMAN.SR. Carolina Power 8 Ugni Co 87/10/30 Oocumenl Conoof Branch 
(Document Control Desk) 26pp. 43303.t3g-433Q3.t64. 

871 1050206 Noirfication ol 871110 meeiing w/ulil In Gelhesda.MD to discuss hcensee 
second tO-yr inserncB testing program. 

ECCLESTON,K.T. Project Oreclorale ll-l. 87/1 1/04 AOENSAM E.6. Pro.'ect Oveclor- 
atell-1. 4pp. 43300.038-43300041. 


8711100431 Generic Lir 87-15 to all holders ol CPs for noefeat power plants re poiev 

slalemeni on deferred piants.Svc 6si oriel ' 

MIRAGLIA,F J Associate Oiteclor lor Projects (Post 670411). 87/11/04. ConsoWaled 
Etfisoo Co. of Nevr York. inc. 46pp. 43402.001-43402:048. 


Q. Inepeetlon reporis. IE Bulletins 8 correspondence 


8306110473 IE Info Nof'co 83-39, "Foluro ol Saloty/Ruliol Vulvoa 10 Oponct 


Interim Repl ” „ . „ 

JORDAN EL Div of Emergency Proparodnoss 
670413) 63/06/17. Conso^aiod Edison Co 
43226.207. 


& Eng-noorlng nospcnso.lEi 
of Now York, Inc 2pp 43: 


8711030445 Forwards response lo h'sp Hept 50 261/87-28. Hosponso w.'.r,; 

UTLEYfEE^^aro'irw^P'^wet^Jl^Ugl't Co 07/10/27. Documont Conirol Drancl 
ment Control Desk), ip 43251:104-43261:104. 


6711160072 forwards Insp Ropl 50-261/87-3O on 87O9ll-tOl0.No vdattor.s 

VERR6LUOM Region 2. Olc Of iho Director. 07/10/27 UTLEY.E.E Ca-o .i 
8 Light Co’ Ppp. 43365 097-43365:1 10 


-B711160OB1 insp Ropl 50-281/67-30 on 8700tt t0l0No violatons c 0 
rvsiad Major aroas inspoctod:Toch Spoc compliarico, Including obsorvanco of 
Ino conditions for operation, sito socority 8 omoryoncy proparodnoss. 

KftuG H E LATTA.R M., FREDRlCKSON.P. Iloyion 2, Ofc Of llio Oirocior. 0 
POnn 43385 090-13305:110 


8710230213 NRC Into Norco 07 055. "Porloblo Moisluro/Donslty Gnogos: Roi 
donts of PorlaWe Qaugos Bo.nn Siolon nr Lost " Sve list oncl. 

CUNNINGHAM, R E Division Of Inilustrlfl! & ModiCBl Nuclear Saloly (PosI 
87/10/20 ConsoHdaiod Edison Co. ol Now York, Inc 00pp. 43324:139 4332' 


8711090162 Forwards Insp Ropl 50-201/07-32 on 070020-1002. No violoi ons n 
CLINE WE RBQ'on 2. Ofc ol tho Dfocior. 07/10/30. UTLEY.E.E. Cato'na 
Light Co. 2pp 43314:230-43314 240. 

-6711090166 Pattlatly withhold Irrsp Rupt 50-261/07-32 on Q70020-I 
1OCFR2.70I) 8 732l).No v'olalions notod.Mojoi aroas inspc 

affectivenass.includ ng security program, socurily uryenlrailon.rocorde 8 ropts 
cal barriers. 

ENNIS.JO MCQUIHE.D.n. RoQ'on 2, Olc ol Ibo D.toclor. 07/10/30. Ip. 4.; 
.t33t4240 

8710290234 NRC Into Notice 07-056, "Improjior Hydraulic Control Uni Insla 
BWft Plants Sve LSI end. 

nosSi.C.E DNie'on of Operational Evonis Asanssmoni (Post 0704 ii). 6 
ConsoTdatod Edison Co of Now York. Inc 1 12pp. 43324:280-40324:339 

8711020017 NHC Into Notico 07-057, "Loss of Emoiyoncy Do/otion Capab i 
Nitrogen Gas intrusion." Sve list ond- 

nOSSI.CE, Division ol Oporotionol Events Assussmont (Posi 070411). £ 
Consolldalod EO>8on Co. of Now York, Inc- 1 lOpp 43359:003-43305:1 10. 

67110S0040 NRC Cemplianco Dui'oiin 07-002. "FnsWnor Tosllftg lo Ooloia 
tormsnee W/AppiiC8blo Mail Spocs." Sve i'lSl one). 

ROSSi.C.E DVis'on ol Opo/alionol Evonis Assossmunl (Post 870411) £ 
ConsoLdolod Edison Co. of Now York, Inc. 1 16pp. 43307:142 43307:867. 

8711130154 Forwards Insp Ropl 50-261/07-33 on 07t005-00.NO vlOlal.ons 
ations noted 

HERDT.A.R. Region 8. Olc ol Ibo Diroctor. 07/11/08. (JTLGY,E-E. Corol.na 
Light Co. 2pp 43357:042 43357.058. 


■8711130158 insp Repl 60-201/07-33 on 07l005 08.No violations or i 
noted Major a<ees ifvepecied:liie piovontion/ piotuctlon & (ollowvp on ptovic 
bfted lipms. 

WiSEMAN.G.R, CONlON.T.E- Ronion 2, Ofc of Iho Director. 07/10' 
40357.044-43357:062. 


87ttl9Qt63 Advises thai luU compKanco w/(E SuIlQLn Q5-Q03,par 000730 lu,v 
layod bocauso ol neod lo adjusi swilcM soilings Final ropl Will add/oss oi 
ilems & wi.'l be subm.ltod by 000115. 

ZIMMERMan.S.R. Carolina Power & Ligbl Co. 07/il/13. Docurhonl Coin 
(Documoni Conirol Desk), ip. 43397-277-43307 277. 

8711200310 Responds lo SALP Rents 50 261/07-22,50-324/67-19. 60-325/ 
Nov 1905 - June 1987 & 50 400/07-84 for Aug 1086 - Jurto I907.I88UC$ 
(Opts le utvi ovetaii poriormanco discussed 

UTLEY.E.E. Carolina Power 8 Light Co. 87/11/13. GRACE.J-N. Region 8, ( 
Director 50pp 43412:876-43412:326 

8711200316 Discusses Safely Sys Functional Insp 60-261/07-06 on 07030C 
loKowup Insp Rept 50-261/87-17 on 870S26-29 & iorwerds notico ol viola'I 
posed Imposition ol civil ponalty to fo'lure to soilsly fito protecllori roqui'cmor 
GRACE.J N. Region 2, Ofc of Iho Dl/ocior. 07/1 (/ia. UTLEY.E.E. Corol.na 
Llghl Co. 4pp. 434 1 7:222-434 1 7 229. 

••8T1T206319 Notice ot vtotailon & ptoposod Imposition ol civil ponolty in i 
$50,000 from maps on 870309-0415 8 0526-29. Viololion nalOLiifO'luro to a 
esiablish.Implemom 8 maintain procoduios for shutdown cepnbl'lty duo 10 fin 
GRACE, J.N. Region 2, Ofc of the Diroctor. 07/11/13. 4pp 43417:220-43417 

8711090140 NRG Into Nolle® 67-666. "Continuous Ctornmunicolions FoHowirig 
cy Nolif.’callona." Rve list end. 

ROSSI.C.E. Division of Operailonel Evenis Assossmont (Post 870411). i 
Consolldalod Edison Co. of New York, Inc 1 13pp. 43404:176-43404:200. 

8711120027 NRC Into Nol'ca 87-059, '•PolenUal RHR Pump Loos." Sve kalon 
ROSSI.CE. Division ol Oporallonal Events Assessment (Post 070411). . 
Consolidated Edison Co. ot Now York. Inc. 120pp. 43487:001-43487:121. 

8711130008 SoppI 2 lo NRC Info NoUco 06-100, "Doorodallon ol RCS Pressu 
ery Resulting l^rom Boric Add Corioslon." Sve Usi orwl 
ROSSI, C.E. Division of Operaiional Evenis AssossmonI (Post 870411). i 
Consolidaled Edison Co. ol Now York, Inc. 1 19pp 43444:105-43444:314. 


Problems W/Iergot Rock Safety- Rokel 

• CTc of ir«pecton 8 Enforcemenl, Oirecior {820201-870413). 80/12/19. ConsoMal- 
ed Edison Co. ol New York, Inc. 6pp. 43226 201-43226205. 


u/iikuuusB fciv-8/-ioo.one/iiia,notice ol violation 8 proposed Imposiiior 
ally In amount of $50,000 will be Issued based on I'consoe (ailuto to qs' 
ptemoni procedures for safe shutdown evolutions following (ire 
MlLANO,P.. LIEOERMAN,J. Olc of Enforcemenl (Post 870413). 87 
43410.166 43410:166. 


R. Periodic operating reports & related correspondence 


6711090351 Monthly oporalln 
FflAZiER.V.E . MORGAN, R 
43322083 


a repl for Oct 1007-W/871 106 lir. 

1 Carolina Power & Lighi Co 87/t0/3l. 4pp- 43322.flBO- 


S. Reportable occurrences, LERs & related correspondence 

6711020335 lEH B7-025-00.on 870928, during scheduled test of reactor prolecnon logic 
Tram B.lochnlcian inadverlontly inppod Train A reactor trip breaker.Csusod by cogol- 
live personttel orror.Technlcian d scipl ned & event reviewed W/67tQ27 lir. 

SAYRE, D.. MORGAN,R.E. Carolna Power & Ughl Co. 87/10/27. 9pp 43237:3(»- 
43237:311. 


6711170056 Confirms ut,l comni,tmeAl as d-scussed w/H U to modify Moniicallo elier- 
ttalo tod In^octlon (ARl) sys 8 to provide two fuses In serfos lor Isolation ol ARl sya 
from satety-folalod power source 

MUSOLf.O. Northern Stales Power Co 87/11/09. Oflico ol Nuclear Reactor Regula- 
tion. (Veciot (Post 87041 1) ?pp 43382 282-43382 233 

8711160144 Reviews lalosi pertormarico itid'catois lo deieimlno whether Irrckatots can 
bo iis^ to ascertain quahly porlorrnanco.FIvo of six plants ach'eving very good quality 
porfotmanco while ono plant achioving good qua'iw performance. 

LYNCH.O. Project D'rectorete 111-3. 8^11/13. HOLAHAN.G.M. Assistant Director for 
Region III & Rogion V Reeciors. I7pp. 43394:293-43394:310. 


Q. Inspection reporia, IE Bulletins 8 correspondence 


B711 170226 Summary ol Operating Reactors Events MoQling 67-38 on 871103.LISI ol 
attendees, v.ewgrapns & summary of reactor scrams end. _ 

LANNING.W (fvonis Assessment Branch 87/11/05. ROSSI, CE Diwson ol Oper- 
alonsl Evonis Assessment (Post 870411). 20pn. 4330S;2lS 43365:234. 


V. Operator Examinations 

87 1 1020175 Notilical'on ol 871028 maoilng w/uti! In Hartavil'o,SC to discuss requaMica- 
tlcn oxam. 

ECCLESTONK. Proloct Dwectorate ll-t. 67/tQ/27. AOENSAM,E.G. Pto.W:l Qtroctoc- 
ate 11-1. Ip. 43239 358-43239-350. 

8711030470 Summary ol 871028 mooting w/util at site re participation of ulil In pilot 
requa'ilicat on exam progiam.Olscusslon paper, '•flequiiomenta & Procoduros lor Ro- 
qualification Exams" & hst ol aitendoos one! 

HANNON,j.N. Opeielor Licensing Branch. 87/10/30. ROE.J W. Otvisicn ol Licensoo 
Performance & Quality Evaluation (Post 870*1 1). 20pp. 43200318-4328O-848. 


6012170462 IE Bul'oiin 00-25, "Oporating Problems W/Tergoi Rock Safely- Rollol 
Valves at BWRs " 

' 04c of Infection & Enlorcernant. Oirac'or (820201-670413). 80/12/19. Consolidat- 
ed Edison Co. of New York. Inc 5pp. 43226 201-43226 205 

6305110473 IE Info NoUco 83-30, "PoUuro ol Saloty/Relief Valves lo Open at BWRs - 
Interim R^." 

JOROAN.E.L. Div of Emorgency Preparedness & Engineering Rosponso.lE(8502t2- 
870413) 63/06/17. Consolidoted Edson Co. ol New York, inc 2pp. 43226-206- 
43226:207 

671182056S Forwaids Snlety Insp Ropt 50-263/87-14 on 87t015-t6No violations 
noted. 

HAnRlSON.JJ Rogion 3. Ole of the Director. G7/I0/27. LARSON.C.E. Northern 
Stales Power Co 2pp 43235 240-43235:255. 

-8711020398 Safety Insp Ropt 60-283/87-14 on 871015-16 No violations or deviations 
noied.Malor areas Inspoctod program for m’crofilm'ng radiographs of piping sys wolds. 
WAflO.KD. DANlELSON,D.H. Rogion 3, Olc of the Oitoctot- 87/10/27. 14pp. 
43235 242-43235 255 


Y. Dry Cask Independent Spent Fuel Storage Inslallatlona 

8711030497 Advises that 861014.22,1209,880113,30.0710.22.870102.08 & 0217 6ub- 
mtlals documonls listed in and ro NUTECH drawings w4l bo w.thhold (rot 
1CCFn8.790). 

CUNNINGII/kM.R.E. Division ol Industrial & Mod'eal Nuclear Saloty (Post 870720). 
87/10/29. UTLEY.B.E. Carolina Power & Light Co, 3pp. 4a2e0:302-43260;304. 


DOCKET 50*262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


P. Operating lleansa stage documenia 5 correspondence 

8711020445 Advises that JL PoUot replacing R Cooley in posiuon & duties of seci'on 
Bh el cl Operator Licensing Section in Div ol Roactor Safoiy.aifeciiwc on 871025. 
CAILAN,lJ. Reg'on 4, olc ol iho Dnocior. 07/10/28 fULLiS.F.L. Brigham Young 
Univ., PfOVO, UT.2PP 43237:209-43237:210. 


DOCKET 60-263 MONTICELLO NUCLEAR GENERATING PLANT 


P. SceuiMy, medical, tmergency & lire protection plena 

8711190234 Forwards Rov 10 lo "Corporate Nuc'oar Emorgency Pfen." coniainirtg 
changed as reeuii ol annuel iniornal revlow, update & coriilicaiion of emorgancy plans 
h agroemonie. 

FEr.F.L. Norlhorn Stales Powor Co 67/11/02 Oocument Control Branch (Oocument 
Oonlrol Oosk). Ip 433S9;18t-43359;2eO. 

-8711130305 Rov 10 10 "Corporate Nuclear Ernorgoncy Plan." 

FEY.F.L. LAflSON.C.E. Northern Slates Power Co. 87/11/09. 0Opp 43359:182- 
43359:280 


p. Operating license stage documente & correspondence 

8711060149 Advises that NEOE-240S0-2. "Suppl 2 lo LOCA Analysis Ropt lor MonUcei- 
lo Nuclear Goneraling Plant" will bo wilhholu por IGCFR2.790{b)(5] & Soedon t03(b) 
ol Atomic Energy Act ol 1954. 

DIIANNI.D.C. Project Directorate 111-3. 67/10/29. MUSOLF.D.M. Northern States 
Powor Co. 6pp. 43300:340-43300:344. 

8711060227 Forwards Addendum 1 lo "Wonlicol'o DCRDR Summary Repl.” lor 
revlew.Addondiim providos resolution ol remaining human ertgVtoedng 
deliclenciee, including annuncialor sys.olfgas ays & traversing In-core probe ays 
MLiSOI F,D. Norlhorn Slaios Powor Co. 87/10/30. Documonl Control Branch (Docu- 
ment Control Oosk). 2pp. 43303:295-43303:329. 

-871 1090072 Addendum 1 lo "Monliccllo DCRDR Summary Ropt." 

* Niagara Mohawk Powor Corp. 87/09/30. 33pp. 43303:2g7-43303;320. 

87 1 1 060264 Corrocis & clariflos Info provided In 8704 1 0 & 0926 lirs re hydrogen walor 
chemistry program Info originally provided cuncorning hydrogen lank slbng criteria In- 
conmieie re description ol roaclor blr^ well thickness. 

MU&)LF,D. tiorihoin Stales Power Co. 67/10/30. Ottlce ol Nucloer Reactor Regwla- 
tion. Director (Post 8704 1 1). 2pp. 43303.095 43303:096. 

8711060269 Submits description of planned rodoslgn of gas fray portion of po$l-accl- 
dent sampling sys lo elim'nato gaseous lod'ne £ parllculalo sampling capability for 
NRC review. 

MUSOLF.D. Norlhorn States Power Co. 87/10/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 43303:103-43303:104. 

6711100431 Generic LIr 67-15 to all holders of CPs for nuclear power plants re policy 
statement on dolcrreid planis.Svc lisi encl. 

MIRAQLIA.F.J. Associate Dlreclor lor Projocis (Post 87041 1). 87/1 1/04. Consofidaled 
Edison Co. ol New Yorli, Inc. 46pp. 43402:001-43402.046. 


8710230213 NRC Info Not CD 67-055, "Portable Molsliirs/Denalty Gauges' Recent fncl- 
denis ol Porteblo Gauges Be'ng Slofan or Lost " Svi: list end. 

CUNNiNGHAM,R E (5ivison o1 Industrial A Modical Nuclear Safety (Post 870729). 
87/10/29 Consolldaiod Edison Co. of Now York, Ine BOpp. 43324:139-43324:227. 

8711100172 Ferwaids Safely Insp Repl 60-263/87-I2 on 070B2S-l007.No viofailons 
noted 

OULDEMONO.WG Region 3. Ofc of the Director. 67/11/02. LARSON.C.E. Nortnern 
Stales Powor Co. 2pp. 43324 340-43324:351. 

-8711100175 Insp Reel 60-263/67-12 on S70826 t007.Ni> violations or safety concerns 
rtoied.Malor areas Wpoclocl.lioansoe ocilon on previous insp (ndings,oporailonBl 
safety verthceiion, eurveiiianco.malni & LERs. 

JACKIW.I.N. Region 3. Otc Of iho Dlreclor. 87/10/30. 10pp. 43324 342-43324:351- 

8710200234 NRC Info Notice 07-056. ''Improper Hyd'auic Comroi Unit Installation el 
BWR Plants.” Sve list end. 

ROSSl.C.E. O.vision of Opetaiipnaf Events Assossmom (Post 670411). 87/11/04. 
Consoiidaied Ed son Co. of Now York, Inc. 1 12pp. 43324:220-43324:339. 

8711100369 Responds la notice ol videtion from Insp Rapt 60-263/87-0!) & requests 
mti'gehon ol dvil penpliy proposed by NRC. Corroclivo sct'onsiground fault pioioction 
leaiutoon ailossomiei motor control ctr supply biaakais defoatod. 

LARSON.C.E NoAhern Sistos Power Co. 87/11/04. 0!c ol L'nforeomanl (Post 
870413). 7pf> 433*3 32 9 43343.335 

8711020017 NRC Into Notico 87-057. "LOSS Ol Emorgency Boiation Capablity Duo to 
Nitrogen Gas Intrusion” Svo hst enci. 

nOSSi.CE. Division of OpereHonai Events Assessment (Post 8704tl). 87/11/06. 
Consohdalod Edison Co. ol Now York. Inc. 1 16pp. 43355.003-43355:1 19. 

8711050049 NRC Compliance Bultaiin 87 002, "Fesienet Tovng to OetoimlnQ Con- 
lotrttartce W/ApuHceble Mail Specs." Svo Jisl end. 

ROSSl.CE. Division ol Operalonat Events Assessment {l>o$l 870411). 87/ti/06 
Consoildaied Edison Co. of Now York. Inc. 1 16pp. 43397:142-43397 257. 

871 1090140 NRC Into Notice 67-056, "Conlinuoiis Commun.calions Following Emorgen- 
cy Nolilicaitons." Sve list end. 

FfosSI.CG. Division ol Oporatlonat Evonis Assessmonl (Post 870411). 87/11/16 
ConsoiidatoU Edison Co. Of Now York, Inc. 1 1 3pp. 43404:176 43404 268. 

8711120027 NRC Info Notice 07-O5G, "Polenilal RHR Pump loss." Sve l.st encl. 

ROSSI, C.E. Division of Operational Events Assossmsnt (Post 070411). 87/11/17. 
Coneokdaied Edison Co. of New York, Inc. I20pp. 43487 00 1-43487:121. 

87lll9tK>09 Suppl 2 to NRC Into Notice 85-106, "Degradation of RCS Pressure Bound- 
ery Resdllng From Borfc Acid Corrosion.” Svo list encl. 

RO^l.C.E. Olvfaion of Operational Evonis Assessment (Post 870411). 87/11/19. 
Consdldelad Edison Co. of Now York. Inc. 1 16pp. 43444:195-43444:314. 


R. Perlodio operating reporU & related corretpondenoe 

87III60084 Monthly operating repl lor Oct 19B7.W/a7l109 Itr. 

MYRABOAL., MUSOLF.D. Northern States Powor Co. 87/10/91. 6pp. 43365;092- 
43365:096. 


8. Reportable occurrences, LERa & related correapondence 

8711170276 Part 21 repl re detective llmllorquo SMB-00 dc motor operators Initlolly re- 
ported on 67 1 1 08.0eieclivo motor operators will be returned lo tnfg for repa'r. 
MUSCXF.O. Northern Bleles Powor Co. 87/11/13. Office of Nuclear Reactor Regula- 
tion. Oirsclor (Post 670411). 4pp 43965:184-43385:167. 

6711300161 LER 87-016-00.00 871030,reaclor bldg vdnlilalion isolation & standby gas 
Ireelmant sya Initiation occurred during routine reiuel ng outage.Causod by procedural 
htadequacy.Fuso replaced & mod procedure revlsed.W/67f 125 Itr. 

BAYLESS.B., MUSOLF.O. Northern States Power Co. 67/11/29. 3pp. 43466:296- 
43486:296. 
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F. Security, medical, emergency A fire protection plane 

871 10&0263 Ack receipt of uiil 861126 Itr transmitting proposed amend to plant physical 
secuhly plan.Commanls on physical seconly plan changes encI.Response requMied 
within 60 days from receipt cl IV. 

ROSS.T.M Project Dneclorate 111-2. 67/tO/27. BUnERFIELD.L. ComcnonwsaHh 
Ediaon Co. 4pp. 43301:131-43301:134. 

8711120064 Re\ri$ed procedures, Includirtg Rev 2 to OEP 185-1, "Onsite Environ Direc- 
tor Implemenl'no Procedure." Rev t to OEP 185-Si. "Environs Director i^ecMier & 
Rev t to OEP J05-S2, "Environs Team Summary Record." 

’ Commonvrealiti Edison Co. 67/10/30. 12pp. 43350.091 -43350:102 

8711060183 Advises that 670616 Rev 7 & 670917 clanlical.on lo emergency plan con- 
sistent w/provislons of t0CFR50 54(q)& acceplaOie. 

SHAFER.W O Region 3, Ole o1 the Otrocior. 67/11/03 REED.C. Cotnmonwealih 
Edison Co. 2pp. 43303:164-43303:165. 

8711170243 Notifies lhal combined response lo requests for addi Inlp re util B61126 
security plan emends in response to changes In 10CFR73 5& & tOCFR73.70 wCI be 
senl by 871211, per 671027 lelcon agreement. 

ALLEN, CM. Commonweallfi £d>sor» Co. 67/11/09. Oocumenl CorVtol BrartchlOocu- 
menl Control Desk) ip. 43383:357.43363:357 

6711240215 Revised slabon procodures.lncludlng Rev 26 to OEP 300-0, "Assessmortl 
Actions" 6 Rev 1 to OEP 330-14. *'ln Plant Oose Rale Survey During Accidonl Condi- 
lions." 

’ Commonwealth Edison Co. 87/11/12. 7pp. 43442:026-43442:032. 

871125002S Revised piocedures.consisllr^ oi Rev 37 lo OEP 310-0. "NoiilICBnon ol 
Responsible Auihoniies" & Rev 21 lo OEP 310-T3, "Priontized NoLficat.on HsUng" 
' Commonwea'th Edison Co 87/11/30 14pp. 43457 342-43457:355 


p. Operating llcanie stage doeumenta A eorreapondance 

8711030524 Repis status ol pcogrern to resolve appareru discropanoies lourul batween 
eS'bull A as-analyzed cond'llon of certain Mark I lorus attached p'ping at Dresden 
Units 2 & 3 & Quad Cities Unlis 1 A 2.per 870622 cammiimeni 
JOHNSON.I.M. Commonwealth Edison Co. 87/10/23. DAVIS.AB. Region 3. Ofc Ol 
the Director. 3pp. 43260 223-43260:225. 

8711100431 Qenaric Ltr 67-15 to ell holdera ol CPa lor nuclear power plants re policy 
stalamant on da /erred plants.Svc lisi end. 

M1RAGUA,F J. Afisodata Oitedot lor Proieds (Post 8704 ti> 87/11/04. Consoiidaied 
Edison Co. ol New York, Inc. 46pp. 43402:()0l-43402.046. 

87110M269 Oocumenia 671103 meaung between ulli A NRC re discussion ol NRR po- 
sition on environ quaiiiicalon ol Simplex eiactncal cables at piani.O Hoiahan 670930 
memojjtji viaMrapna A attendee iisl ancl.uui will oe notiiied ol review lesuiia. 
MILLER.H.J. Raglon 3, Ofc of the Director. 87/ii/oa. REEO.C. Commonwoaiih 
Edison Co. ?pp 43322.1 79 43322 222. 

-8710080027 Responds to 870715 request tor NRR assistenco lo deiarmino environ 
qualification aia'us of eabiaa mfg by SIMPLEX Eased on review, NRR corKiudea that 
adequeio lusli/teation not providaid to demonsireie environ qualificenon oi cables 
HOLAHAN.O. Division Of Rescloi Projects - m.iV.V A Special Projects (Post 67041 1 ). 
97/09/30. MILLER.H.J. Region 3. Ofc of the Oireclor. 3epp. 4332^161-43^2:222. 

8711170118 Application lo/ amends to Llcenaaa OPR-29 AOPR-30.(6vt«M TechSpeca 
re HPCi A RCIC steam line high flow indication Fee paid. 

JOHNSON.I.M. Commonwealth Edison Co. 67/1 l/(M. MURLEY.T.E. Cilice of Nuclear 
Reactor Regulation, Oireclor (Post 670411). 2pp. 43382 304-43382:314 

-8711170147 Proposed Tech Specs.revising HPCi A RCIC steam line tvgh How lnd>ca- 
Hon. 

' Commonwealin Edison Co. 67/1 1/06. 6pp. 43382.306-433S2 3 14. 

8711190126 Forwards eddi Inlo re surveillance exam In reactor bldg basements to de- 
termine if water draining from expanalen gap through other paihs.per uN 070511 re- 
sponse to Generic Ltr 67-05. 

MORGAN.W.E. Commonwealin Edison Co. 87/11/13 Office of Nuclear Reactor Reg- 
ulalion. Director (Post 670411). 4pp. 43397:093-43397:097. 


O. Inspection reports, IE Bulletins A corraapondanca 

6012170482 IE Bullelin 60-25. "Operating Problems W/Target Rock Salely- ReNel 
Valves ai BWRs." 

* Ofc ol Inspection A Enlorcement. Oireclor <820?0l-670413). e0/1?/19 Coosoldel- 
ed Edison Co. ol New York, Inc. 6pp. 4322e:201-43226:205. 

83061 10473 IE Irtlo Notice 83-39. "failure ot Sslety/Relrel Valves to Open ai BWRa - 
Inlorfm Repl." 

JORDAN, E.i. ON ol Emergency Preparedness A Engineering Re9ponse.1£f8502l2- 
070413). 83/06/17. Consoiidaied Edison Co. ol New York, Ino. ^p. 43226:206- 
43226:207. 

6710230213 NRC info Notice 67-055, "Portable Molslure/Oenstly Gauges: Recent Ind- 
denis of Portable Gawea Seine Stolen or Lost." Sve list end. 

CUNNINGHAM, R.E. (division of Industrial A Medical Nuc/ear Safety (Post 670729). 
87/10/29. Consolidalad Edison Co. ol New York, Ino. e9pp. 43324:139-43324:227. 

8710290234 NRC Inlo Notice 87 058, "Improper Hydraulic Control L/nrl insiallsUon el 
BWR Plants." Svc Hsl end. 

ROSSr.C.E. Oitrlslon of Operational Events Assessment (PosI 870411). 87/11/04 
Consoiidaied Edison Co. of New York, ino. 1 12pp. 43324;228-43324;339. 

8711020017 NRC Info Nolice 87-057. "Loss ol Emorgency Boralion Capability’ Due to 
Nitrogen Gas Intnislon.'’ Svc list end. 

ROSSl.C.E. OMsIon of Cteerelional Events Assessmenl (Post 870411). 87/11/06. 
Consolidated Edison Co. of New York, Inc. 1 16pp. 43355.003-43355:119. 


8711050C40 NRC Compliance Bulletin 67-002, "Fastener Testing to Dclerm''.re Cerv 
lormance W/ Applicable Mail Specs." Svc list end. 

ROSSI. CE Orvislon of Operational Events Assessmenl (Post 670411) 87/11/06 
Consoiidaied Edison Co. of New York, Ino. 1 lepp. 43397:142-43397:257. 

871 1000 140 NRC Inlo NoUce 67-056, "Continuous Communications Following Eine<^ 
cy Notifications." Svc list end. ' 

RiC^Sl.C.E. Division of Operational Events Assessmenl (PosI 870411). 67/tl/i6 
Corisolidatod Edison Co. oi New York, Inc. 113pp. 43404:170-43404:288. 

8711200032 Discusses Confirmatory Action Ltr (CAL) Rill 66-07, Amend 1 C) 
661 114, re recovery program for licensed operator requalilicalion p.-ogianU'J CU 
commitmonis mal, based on end Insp Repts o0-264/67-29 A 50-265/67-29. 

DAVIS. A.Q. Re>glon 3, Ole of the Olroctor. 67/11/16. REEO.C. Commonwoaiih Edsc/i 
Co. Ip. 43410:r47-43410;167. 

-8711200041 Safety Insp Repis 50-254/67 29 A 60-265/87-29 on 871010-21. Nov^ 
lions or deviations noied.Me)or areas Inspected: Implemeniafon ol d)nd’b&*a <4 
661 1 14 Amend t lo Conllrmaiory Action Ltr CAL-RIII-86-07. 

HAS^.RA., H0PKINS,J.A., PhIllipS.M.P, Region 3. Ofc of Ihe Oireclor. 87/11/14 
lOpp 43410:146 43410:157. 

8711120027 NRC Inlo Notice 87-059, "Polentlal RHR Pump Loss." Svc list end. 
ROSSl.C.E. Division Of Operational Events Assessmenl (Post 870411} 07/11/17. 
Consolidated Edison Co. of New York. Inc. 120pp. 43487:001-43487:121. 

6711130006 Suppf 2 lo NRC Inlo Notice 86-108, "Degradallon of RCS Prossuio 
ary ResiXUng From Boric Acid Corrosion." Svc list end. 

ROSSl.C.E Division of Operational Events Assessment (Post 670411] 87/11/19 
Corvsotfdatod Edison Co. of New York, Inc. 1 19pp. 43444:195-43444 314. 

8711300089 Forwards Safety Insp Repis 50-254/87-25 A 50-285/07-20 on 8709<^ 
1105 A hotice of uloiaUon. 

HAnfliSON.JJ. Region 3, Ofc ol the Director. 67/11/23. REEO.C Cofrrro-nw!i4’?i 
Edison Co. 2pp. 43470.062-43470:093. 

-8711300101 Notice of violation from Insp on 870622-1 lOS.Vldation nolod procavbon 
siaiemoni in procedure which slated Itiat opening racking screw shjlier on dosed <4- 
cult btecUier would trip breaker Incorrect 

haRRISON.J J. Region 3, Ofc of Ihe Diroctor 87/11/23. ip 43470.084 43470081 

-8711300113 Insp Repis 60-254/87-25 A 50-265/87-25 on 670922-1105. VWi'jVS 
noted.Major areas inspactsd licensaa implemonlailon of Generic Ltr 65-00 lo ATiVS 
miiioaiioii ays (26020) A onsite followup events. 

W£5TBER(^.R.A. OARDNER.R.N. Region 3. Ofc ol the Director. 07/11/23 9pp 
43470.085 43470 093 


R. Feriodic operating raporta A related eorraapondance 

8711170186 Forwards listing of facility changes, lesls A experfmems ccmploiod diAmg 
OcU987,por 10CFfl6069. 

ROBEY .R A. Cemmonwesith Edison Co. 87/11/04. LIEBERMANJ. NRC - Nd OolaM 
Alfilialion Given 2pp. 43381.059 43381:060. 


y. Operator Exaininatlona 

871t2i!K>032 Discusses Conllrmaiory Action Ltr (CAL) RIII-0e'07.Amond 1, cld 
66iii4.r« recovery program lor licensed operator requalilicalion progrem.Llui CAL 
commitments mel.based on onci Insp Ropls 50-254/67-29 A SO-265/87-20 
OAViS.A.B. Region 3, Ole ol the Director. B7/l 1/16. REED,C. Commonwehilh Edson 
Co. ip. 43410:147.43410'.t87. 

-8711200041 Safety Insp Repis 50-254/87-29 A 60-265/87-29 on 871010-21. No vloa 
|ioi«s or deviations noted Major areas Inspected: Implementalfon of conclbo-is of 
661114 Amend 1 lo Confirmatory Action Lir CAL-RIII-66'07. 

HASSE.R A Region 3. Ole of the Director. 87/11/04. 10pp. 43410:148-43410 157. 
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F. Security, medical, emergency A tire proleellon plans 

8711100461 Forwards proprietary "Conduit Fire ProtecHon Research Proa<'dm." for 
review A acceplance for ret In licensing acilons.AffidavIt supporting requosi lor (YOprl- 
OUKV ireatment srwl.Fee paWRepi wUhtieW (tel 10CFR2.790V 
FAY.C.W. Wisconsin Electric Power Co. 87/11/04. Division ol Engineering A Systems 
Technology (Post 870411) 10pp. 43336:092-43336:106. 

8711160049 Requests description ol how proposed dedicated shutdown capabikty lor 
4.160 veil switchgear room meets each r^uiremenl of 10CFR60.App R.Seclon ilU in 
order to complele review of 870415 ltr. 

WAGNER, D.H Project Directorate lll-0. 87/11/10. FAY.C W Wisconsin Eieclrlc Poww 
Co. 2pp. 43382 048-43362:047. 

8711180120 Forwards detailed response lo concerns expressed In NRC 670S05 draft 
aafeiy evaluation, emergency operating procedures writers gulde.venficalion procedure 
A ireirUng course outline. 

FAY.C W. Wisconsin Electric Power Co. 87/11/10. Document (3onlrol Branch (Oocu- 
tneni Coniroi Desk). I6pp. 43365:261-43366:031. 

—8711180159 Rev 5 lo Procedure PBNP 4.19. "Emergency Operating Procedure Wntare 
Guide." 

• vwsconslrt Electric Power Co. 86/06/07. 26pp. 43365;297-43365:322. 

—8711180166 Rev 0 to Procedure Ptl.l?, "Emergency Operating Procoduros Vorifca. 
Uon ProcedurePoInt Beach Nuclear Plant, Units 1 A 2.'* 

MALAMOUTH.T.Q. Wisconsin Eieclrlc Power Co. 85/03/25. 2Ipp. 43365323. 
4336S-343. 

—8711160170 Rev 3 lo "Emergency Operating Procedures." training course syl'^H-s. 

• Wisconsin Eieclrlc Power Co. TRCR 31.0 R03. 87/01/21. 26pp. 43365344- 
43366:009. 
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-B71 1160176 nov 1 10 Pfocodure EOP-0. "Roacioi Trip or Salety injoction." 

• Wisconsin Eleciilc Power Co. B7/03/19. 82pp <13366:010-43366:03». 

6711230446 Forwards Safety Insp Ropts 50-266/87-20 & 50 301/87-20 on B71001- 
31. No violations noted. 

QULOEMOND.W.G Region 3, Ole of iho Direcior. 87/11/17. FAY.C.W. Wisconsin 
Electric Power Co. 2pp. 43421:276-43421:266. 

-8711330456 Insp Rents 50-266/67-20 & 50-301/67-20 on 871001-31 No violelions or 
deviations noied.Major areas Inspected. malnt, operational aaloly.surveliiarico.phyalcal 
secunty, redlotogical protection & oulagos. 

OEFAVETTE.R. Region 3. Ole ol tho Dlroctoi. 67/11/16. 6pp 43421:261-43421:266. 


P. Operating license stage documents & correspondence 

6711030424 Advises that 670910 proposal lo use fiva onorgy absorbers as replace- 
ments lor soven hydrau'lc snubbers on main atoam bypass Hne 
accapiable.Accoptanco based on listed considerations. 

WAGNER.O.H. Project Dlrectoreia lll-G. 87/10/28. FAY.C.W. Wisconsin Electnc Powor 
Co. 3pp. 43268-256-43258:259. 

8711030312 Application (or emends to Liconsea □PR-24 & OPR-B/.aiiowirM or>e-ilmo 
extension to emorgoncy diesel gonoralor oporabllity requirements ol Spoc 
15.3.7 B.I.e.Foe paid. 

FAY.C.W. Wisconsin Electric Power Co. 87/10/30. Document Control Branch (Oocu- 
moni Control Desk). 3pp. 43250:175-43250:178. 

— 6711030313 Proposod focli Specs al'owing one-lime extension to omorgency diesel 
generator opereoi'ity (oqulremonis. 

'Wisconsin Electric Powor Co. 87/10/30. Ip. 43250:178-43250:178. 

8711100103 Notilles ol NRC/Scionillic Applications Inti Corp 671130- 1204 eudrt of la- 
ci'ity OCROR & SPOS Agenda.attachmenis Identifying DCRDR concoins 6 SAiC-87/ 
3056. •'Tecbnlcel EvekiaSon Rep! tor Wisconsto EtocirJc Power Co firrd. 

WAGNER, DM Project Olreciorale 111-3 87/11/02 FAY.C.W. Wlaconsirt Elocinc Powor 
Co. Itpp 43341:267-43341:307, 

-8710200440 "Technical Evaluation Rnpl lor Wisconsin Eleclnc Powei Co Polnl Boach 
Nuclear Plsnt.Unlls 1 & 2 SPDS SAP.'' 

' Science Ap^lcelions Inicinalional Corp. (lomofiy Science Appycahofta. inc). NRC- 
03-62-096. SAlC e7/305e. 87/10/16. NRG • No Deiailao Alliliailaii Given lOpp 
43341:296 43341:307. 

8711100431 Qeneric'Ltr 87-16 to all ho'dors'oi CPs lor nuclear power plants ro policy 
aiBloment on deferred plenle.Svc list oncl. 

UIRAQLIA,F 3. Associate Oirocior lor Projects (Post 870411} 67/it/04 Consoiuaiod 
Edison Co. cl New York. me. 46pp. 43402.00l-43402.046. 

6711800293 Commonis on proposed Rov 2 to Rog Guide 1.100 re eoismlc quaklicaiion 
ol oloctrical & mechanical equipment for nuclear power pients. 

FAY.C.W. Wisconsin Electric Power Co. 67/11/09. Rules & Procoduros Branch. 2pp. 
43410.071-43410.072. 

6711160144 Reviews laiesi performance indicators to daiermlne whether indicstors can 
be used to ascenam Quality porformance.Five of six plants achiovrng very good quoMy 

f enormaneo wh le one plant achieving good guaiily podormanco 
YNCH.Q Project Oiroctoraie IM-3. 67/11/13. HOLAHAN.Q.M. Assistant Oiroctor lot 
Region ill & Region v Reactors. I7pp. 43394-293-43394:310. 

6711260027 Requests extension of 871201 doadlioo (or submitting implemenlailon 
schoduls under Generic Lir 67-02, "Verlllcallon of Seismic Adequacy ol MecharMcal & 
Electrical Equlpmoni in Operating Raaclors.USi A-46 " 

FAY.C.W. Wisconsin Electric Power Co. 67/11/20, Document Control Branch (Oocu- 
mam Control Desk) 2pp. 43457:267-434S7;3IO. 

-87 1 1 2S0062 Provides position on stall guidance Identified In Generic Lir 67-02. "Verili- 
cation on Seismic Adequacy ol Mecnanical & Electrical Equipment lo Opoialing 
Reactors. USI A-46." Generic implementing piocoduro will be complelod in 1988. 
SMITH.N.P. Seismic Oualillcalion utility Group. 67/10/09. MURLEY.T.E. OHiceol Nu- 
e'ear Reaclor Regulation, Director (Post 67041 1). I2pp. 43457 299-43457:310. 


Q. Inspection reports, Ie Bullellne & correspondence 

6012170482 IE Bullotin 60-25. "Operating Problems W/Targot Rock Satoly- Reiiel 
Valves at BWRs." 

' 0(c o( Inspection & EnforcemenI, Director (620201-570413}. 80/12/16. CkmsolUai- 
ed Edison Co. ol New York, Inc. 6pp. 43226:201-43226-205. 

63051 10473 IE Info Notico 63-39. "Failure ol Salety/Rollel Valves to Open at BWRs - 
tnierlm Rept." 

JORDAN.Il. Oiv ol Emergency Preparedness & Englnoeilng ne6ponse,IE(8502l2- 
e704l3j. 83/06/17. Consondaled Edison Co. of Now York. (nc. 43226:206- 
43226:207. 

8711030365 Forwards Saloiy Insp Repts 50'26e/87-19 & 60'30}/87-19 on 870921- 
1013. No violallons noted. 

SHAFER.W.D. Region 3. Ofo ol the Director. 87/10/28. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. .t3265:ie3-43265;t95. 

-6711030381 Insp Repts 50-266/87-19 & 60-301/87-19 on 87092l-10t3No violalione 
or deviations noledMajor areas inspected: radiation protection & radwesle 
prograrrts.including organirallon & mgt controls & audits & appraisals. 

PAUL.R.A., QREaERX.n. Region 3. Ole of the DIroclot. 87710/26. 11pp. 43255:186- 
43255:195. 

8710230213 NRC Info Notice 87-055. "Porlebla Molsture/Dertslly Gauges; Recent IrKl- 
denls of Portable Qei^os Being Stolon or Lost.” Swe list end. 

CUNNINGHAM.R.E. Division ol Industrial & Medical Nudoar Salety (Post 870729). 
87/10/29. Consolidated Edison Co. ol New York, Inc. 89pp. 43324:139-43324:227. 

8710290234 NRC Info Notice 87-056, "Improper Hydraulic Control Unll Installation el 
BWR Plants. " Sve list encl. 

ROSSI, C.E. Division ol Operational Events Assessment (Post 670411) 67/11/04. 
Consolidated Edison Co. of New York, Ine. I12pp. 43324:228-43324:339. 


8711020017 NRC Into Notloo 07-057. "Loss of Emergency Boraiion Capability Duo to 
Nltrodsn GSe Intrusion." Sve hat end. 

ROSSI.C.E. Division ol Oporatlonel Ever^is Assessmoni (Post 670411) 67/11/06 
Consdidaiod Ed-son Co. of Novv York, Inc. I16pp 43355.003-43355 1 19. 

87110S0040 NRC Compliance Bullotin 87-002, "Fastoner Testing to Oetormne Con- 
(drmanca W/Applicable Mall Specs." Sve list encl 

ROSSLCE. Division ol Oporatlonel Evonte Assessment (Post 670411) 87/11/06 
ConsoSdalad Edison Co. ol New York, Inc. 1 16pp. 43397.142-43397:257. 

671 1180013 Requests lhal 871 1 f 6 Itr Inadvertontly included w/paymoni sent on 671112 
for 871013 ofoer Imposing civil monetary ponalty in amount ol $500,000 be doslrovod 
& and 6711 12 Itr bo subsliluted. 

FAY.C.W. Wisconsin Electric Power Co. 87/11/13. Ole of En'oicemoni (Post 070413) 
ip. 43393:359 43303:361. 

-8711180014 Remits payment of civil ponalty In emounl ol SSO.OOO.po/ NRC 871013 
order Imposing civil monetary penalty. 

FAY.C.W. Wisconsin Electric Power Co. 87/11/12. Ofc ol Enlorcemont (Post 870413) 
2pp. 43393 360-43303:361 

8711990140 NRC Info Notico 87-058, "Continuous Communications Followino Emeraen- 
cy Nofificatibns-" Sve ffsi onef. 

ROSSI, CE. Division ol Operational Events Assosameni (Posl 670411) 07/11/16 
Con$o!ldaled Edison Co. of New York, Inc. 1 13pp. 43404:176-43404:208 

871112(K>27 NRC Info Notice 87-069, "Potential RHR Pump Loss " Sve list end. 
ROSSI.C.E Division ol Oporallonal Evenis Assossmoni (Post 870411) 87/11/17 
Conscfd&ied Edison Co. ot New York. Inc. I20pp. 43487.00i-43487;i2i. 

8711230446 Forwards Salaty Insp Repis 50-266/87-20 & 60-301/87-20 on 871001- 
31 No vtofaiions notod. 

GULDEMOND.W.Q. Region 3, Ole ol Iho Director. 87/ti/i7. FAY.CW Wisconsin 
Elecirlo Powor Co. 2pp. 43421:279-43421:286. 

-6711230466 Insp Repts 60-268/e7-20 & 50-001/07-20 on B7IOOl-3l.No violations or 
deviations noiad Major areas lnspoctod:malnt, opatalonal selety.surva llanco.physlcal 
security, radiotoglcal protection & oulsgos 

DEFAYCTTE.fl. fteg on 3, Ofc ol Iho Director. 07/11/16. 6pp. 43421:281.43421:266 

6711130006 Supp) 2 to NRC Into Nofico 36-106, "Dogfsdauan ol RCS Ptassvta Bound- 
arv Resulting From Boric Acid Corrosion." Sve list oncl 

flOSSl.CE. Division ol Operstionsl Evenis Assessment (Post 0704ii) 87/ll/lB 
Consolidated Edison Co. or New York, ine. 1 19pp. 43444:195-43444:314 


ft. Periodic oparailns taporia A raiatad ecrraapondenct 

6711130171 Monthly oporstlno ropts tor Od I967.W/67I1D9 IK. 

KRAUSE.CW., FAY.C.W. Wisconsin Elacirlc Power Co. 67/10/31. Opp. 43356:320. 


S. Raportsbia oceurrancss. LERs 6 raiatad eorraepondsnea 

8711260007 Forwards licensee tosponsos lo lOCPRBl noiilcailon re poiantisl violallon 
ol componani cooling waior contammani leolaiion lunciiQn,por 07i 108 request. 
WlOGiNTON.D.L. Project Oiraciorato lll•3. 67/11/16. CRaI 0,J. Plant Systems Branch. 
Ip. 43449:001-43449.008. 
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F- Securlly, medical, amargancy & f|ra proiactfon plans 

071102037B Raqueets eddi info ro 871003 lira In lurbino b'dg Schedulo lor lull response 
should be provided at proposed maoling. Into requested Includes evaluations ol fire 

G ’olecdon fealures.control room ventilation ays & hydrau'lc sya. 

EITNER.K.I. Project Directorate IV 87/10/22. WfLLIAMS.n.O. Public Service Co. ol 
Coloredo. 3pp. 43238.269-43238-261. 

8711020503 Advises lhal correct Itr number lor 671019 lit re lire recovery plan should 
be P-87374 6 noi P-67347. 

OflEY.H.L. Public Soivice Co. ol Colorado. 87/10/26. Documont Control Branch (Doc- 
umeni Control Desk). Ip. 43236:043-43230:045. 

8711020379 Forwards Augmented Inap Team Ropt 50 267/87-26 on 871003-06. Insp 
RmI 60-207/87-26 will be lasuod lo discuss emorgoncy response aspects ol turbine 
bldg lire event. 

CAllAN.LJ. Region 4, Dfc ol the Director. 67/10/26. WILLIAMS.RO. Public Service 
of Colorado. Zpp. 43235:277-43235:306. 

-8711020397 Augmenlod Insp Team Reel 60-287/67-26 on 07t003-06.Mejor areas 
Irtapacled.fiie Ihat occurred In lurtlne bldg on 671002 & OS.Including lire dolectlon 
8vB.licenslnB badmrourtd.firo brigade response & cenirol room smoko Infiltration. 
JAlffiON.J.r., IRbLAND.R.E., wOW.M.E. Region 4, Ole ol tho Direcior. 67/10/29. 
27pp. 43236:278-43235:306. 

6711130103 Forwards Insp Repi 50-267/87-22 on 8709l)i-t017.No violations or devi- 
aUons noted. 

CAILAN.LJ. Region 4, Olo ol the Director. 07/11/09. WiLLIAMS.fl.O, Public Service 
Co ol Colorado. 2pp. 43354:277-43354:291. 

-67III30I06 Insp RepI 60-267/67-22 on 87090MOI7.No violations or deviallons 
rwledMajor areas lnspsctad:llcsnsae action on LERs.monthly sunrei'lance 
observation, ESF walkdownJlre protection, eocurity & radiological protection. 
F^RELL,H.E„ MICHAUD, P.W.. WESTERMAN.T.F. Region 4, Ofc of the Director. 87/ 
11/03. I3pp.433&4:279-43364;291. 

6711160263 Forwards irtap Repi 50-287/67-26 on 871007-08 6 noNce of 
deviatlon.Augmented insp leern rept & Inap verified that adequate stops taken in re- 
sponse to lire on 671002. 

CALLAN,L.J. Region 4, CMC of the Director. 87/11/12. WlLLlAMS.R.O. Public Service 
Co. ol Colorado. 2pp. 43369:21 e-43366:226. 



-8711160272 Notlca of tfavialon (rom insp on 671007 08 Oevlalio't (alura to 
siaH fofwafd command posi wiihln time commiiments. 

* Fegiond. Olcof the Director 87/11/12. ip. '13369:220-43369.220. 

-8711160278 Insp Rcpt 50 267/67-28 on 671007-08 Deviation noleAlrf^ eioas 
Inspected impiemcntaCon ol emeigency p'en & pioceduies in responso u» 871002 be 
BAinO.J.B. FISHER, W.L. BANGART.R.L. Rag'on 4, 01c Of the areciof. 67/11/05. 
6pp. 43369-.221-43360:226. 

67tl200022 Advises that uM 871015 'oqueel to delete fire protecUon Tech Specs 
premalufe U(il must havo approved fire protection program & request stnend io 8- 
cense conleining i cense oonoition per End 3 te Generic Ltr 88*10. 

HEfTNER.K.L. Prolect Dreciorate tv. 87/ii/t2. WILDAMS.R.O. FiA))iC Service Ca ol 
Colorado. 2pp. 43407 030-43407:031. 

8711200323 Forwards Rev 20 Ip physical security pisn w/App Q. "Secutty Tratn'ng & 
Qualification Plan" 8 App C. "Safeguards Contingency Plan." Rev 6 appa wllhlim 
(rel lOCFfl2.7eO(d)8 73 211. 

Williams, R.O. Pubt'c Service Co. of Colorado. 67/tt/t7. Oocumeni Control Branch 
(Document Control DesJi). 2pp. 43417:219-43417,221. 

8711330431 Forwards Rev 20 to App A. "Secuthy Plan lot Prolactitia Racoipt & Slo(- 
ege of SNM & Special Moasuros During Refueling Operation." to plant physical aecu- 
Atj plan for rev'.Gvf &epprovelRov vittnOald (ref 1QCI-R2.7QQ & 73 21). 

WILLIAMS.R 0. Public Service Co ol Colorado 67/ll/t7 OocumenI Control Branch 
(Documenl Control OesK] 2pp 43423 047-43423 048. 

6711300192 Forwards monthly status repl for Oct 1987 re lurbirro pldg Are that occurred 
during ropi period Monlh'y tepts will continue until plant startup. 

MARTlN.R.0. Region 4. Ofc of the Oirecicr 67/1 f/17. MURLEY.T.E. Olfice of Nuc-'e- 
6f Reaclof Reg-jlalion. Otectot (P061C7Q4U) 4pp 43467:27 1 43467 274 


H. General correspondence 

8711130144 Noi-fies that FJ Goral assumed nuclear training manaoei poeii'on.ellectiva 
on 871 lOl.Communications & coriespondenca formerly sent to S VtAHord shou-M bo 
addressed to Borsi 

WILHA.MS.RO. Public Service Co ol Colorado. 67/11/04 Oocumeni Control Branch 
(Ootomeni Conltol Oosk). ip. 43355:352-433S5 352. 


J. Insurance & indemnity Inlormatlon 

6711190092 Adv’sea that correct Hr number to 671016 Hr snould ba P-d7362.Lrw re 
quests that NRC destroy Ltr 9-67381 dtd 871023 & replace w/encl l(i P-d7362 
QRBy.H.L. PubHc Service Co of Colorado. 87/l 1/10 Document Conuol Branch (Doc- 
ument Control Desk). Ip. 4340i;001*4340t.004. 

-6711190099 Forwards chock In payment of Invoice G0f62 for kideainily tea re 
piam.per iocpri4Q7 & 140.2( E. 

Bn€y.H.L Public Service Co ol Colorado. 87/10/23 RODRIOUEEJ.M. Oocumeni 
Control Branch (Odcumanl CdAlrol Desk]. 3po 43401:002*43401:004. 


P, Operating llcanse eiaga doeumenis 8 corieapondence 

870S080060 Requests FR pubticaiiqn ol nonce ol issuance ol Amend 83 to Ucense 
OPR-34.changing Tech Spec 4.10.7 to reflect actual location of fire hose siebon oie- 
vehon. 

CALVOJ.A. Projacl O'recidraie fv. 87/05/05 NRC • No Oalailod Afhiahon Given, tp. 
43340 301-43340.801- 

871 1020325 Advises ihal.eilecitvd on 97102S.JL Poi'ai wi'i assume posnion & duues ol 
section chief ol Operator Licensing Section in Oiv ol Reactor Seioiy replacing R 
Cdoley. 

CAlCaN.L J. Region 4, Ofc of the Orect0<- 87/10/28. WILLIAMS.RO. Public Sorvico 
Co. ol Colorado. 2pp. 43236'2l7-43236'2fe. 

8711040052 Forwards efosenpbon of program 8 ontiancemenis underway el laci-'ity to 
ensure vendor Inlerfeco esfabiishod & mainialned 8 that measures exist where inter* 
lace not praciiceb.'e per NRC 870320 8 0631 requests re Qerrertc Ltr 83-20. 
WILUAMS.ro. Public Service Co. of Colorado. 87/10/29. CALVO.JA Protect Onec- 
lorale IV. 4pp. 43290-.1&l.43200:t 54. 

8711100431 Genetic L(r 67*15 to all hO'ders ql CPs for nuclear power (rfertis rq poHcy 
statemeni on deferred plants SvC list end. 

MlRAQLlA.F-J Assoclale P<reclor for Projects (Post 870411) 87/11/04 Cortsoideled 
Edison Co of New York. Inc. 46pp. 43402 OOt-43402 048 

8711110138 Undated nctitication of 860326 dally highitghi meeHng w/ util In 
Platloviiie.CO to discuss facl'ity cqu'pmeni quaMicationprogram. 
h£iTNER,K L Office ol NuCoer fleector Ffeguiaiton, O'teclof {Post 670411). 87/lu 
1 1. DENTON.H . HOdSTON.R., SHERON.S. NRC * No Oeial.'ed Ailikailon 6Krer> 3pp. 
43342.358*43342 358. 

6711 170205 Forwards response to request for addi Info re chartge to Irrlerfm Tech Spec 
3/4.1. 7. "Roaclrvity Change W/Temp.“ FSAR Section 3.8 3.1 wW be loviaed at next 
annual update to be consistent w/oltier FSAR secL'ona on reserve ehuldown sys. 
BREY.Hl. PuWio Service Co. ol <^iofado. 87/11/12. CALVO.J.A. Pio)e(4 Duectoialq 
IV. 6pp. 43385:096-43388:101. 

6711300022 Advises that ulil 67)018 request to delete fue protecUon Tech Specs 
premalure.UHl must have approved fire proiocl'on program 8 request emend to H* 
cense containing license conoiHon per Enel 3 to Gonortc Ltr 86-10. 

HElTNER.K L. Project Olrectorala IV. 87/11/12. WiLLIAMS.R.O Public Service Co. of 
Colorado. 2pp- 43407:000-43407.031. 

8711200394 Notilicatron of 871202 04 meetings w/util in Ploltoviila.CO Io diacuas Tech 
Spec upqrade program.PPS setpoints & CRD Instrumentation 8 lamp 
requalrfication.Usl of requesied meoiing attondees & proposed agenda encl. 
HtlTNER.K.L. Project Ol/ecloraie iV. 87/11/13. CALVO.J A Project Oltecioiaie IV. 
7pp. 43415:340-43416:346. 

8711230203 Forwards SER & technical evaluation repl re uhl response Io Gonadc Ltr 
83- 28, Item 2.2 (Part 1). "Equipmeni Clessilication." Response eccepteble. 
HEITN6R.K.L. Projecl Dirocioraie IV. 87/11/13. WILLIAMS.R.O. Public Service Co. ol 
Colorado. 2pp. 43428 242-43428:265. 


-87(1230211 Safety evaluation 8up{>ortlng util responses to Genorlo Ltr 83-29'ta 
22.1 re equipment clessiricatlon programs for all eafety-relatod comporonis. 

* NRC • No Detailed Afirllallon Glvon. 87/11/13. 6pp. 43428:244-43426-265. 

8711240214 Forwards addI Info & redrafted Tech Specs ro syB.eubsystoms 8 sa'e: 
related copHng functions, in response to NRC 670417 & 0702 co.mmonts 8 
menis roacneo in 670625 & 26 meetings. 

SRE¥,H.L. Public Service Co. 01 Colorado. 87/11/19. CALVO.J.A. Projow Ds'fKlw* 
IV. 126pp. 43432:142-43432:275. 


Q. Inspection reports, IE Bulletins 8 corraspondance 

8012170482 IE BuHetfft 80 25. "Operallng Problems W/Targei Rock Safety- P^ 
Valves at 8WRs." 

* QIC ol Inspactlon & Enforcamenl, Director (820201-870413). 80/12/19 CdnsoM 
ad Ed.son Co. of New York, Inc. 6pp. 43226:201-43226.205. 

8306110473 IE Info NoHce 63-39, "Failure of Safety/Relief Valves to Open ai BAH: 
tniortm Repl ” 

JORDAN, E L- DIv of Emergency Preparedness & Engineering Response, IE{85u2i 
870413). 63/08/17. Coneolldalod Edison Co of New York, Inc. 2pp 4323S2( 
43228 207. 

8710230213 NRC Info NollCB 67-055, "Portable Moislute/Oertslf/ Gauges; Recenl T 
dsnis of Porlabld Gauges Being Stolen or Lost " Svc list encl. 

CONNlNQHAM.R.E division of Industrial & Medical Nuclear Saloty (Post 8/012 
87/10/20. Consplldatad Edison Co. of New York, Inc. 89pp. 43324:130 43324:227 

8711020379 Forwards Augmented Insp Team Rept &0-267/B7-36 on 871003 06 
Rept S0-2S7/S7-28 will be Issued to discuss emergency response aspects cl luiO 
bteg lira event. 

CALLAN.LJ. Region 4, Ofc ol the Director. 87/10/29. WILLIAMS.R.O- Pub c Sen- 
Co Of Cotprado. 2pp. 43235:277-43235:308. 

-8711020397 Augmeniod Insp Team Repl 50-267/87*26 on 071003 OS.Malo' 
Inspected, lire that occurred In turbine bldg on 871002 & 03,incluang f.ro doldc! 
sys.ticansing background.fira brtgada tesponsa & control room smoke in'.ll'at'C'; 
JAUOON.jp, IR^ND.n.E.. ^OW.M.E. Region 4, Old ol the OiroeWt. 07/10/ 
27pp 43235 279 43235:306. 

8710290234 NRC Info Notice 67-056. "Improper HydrauHe Control Unit Instat'atlcr 
BWR Plants '' Svc list encl. 

ROSSl.C.E. Division pi Operational Events Assessment (Post 6704ii). Q7/I1r 
ConsofidaledEd'sortCo- of New York, Inc. 112pp- 43324:2^-43324 339. 

8711090332 AcK retelpi of 670929 lli Infoimlng NRC el steps laken io coriecl do*ie< 

S I noted In insp Rept 60-267/e7*16. 

ALIAN.L.J. Roflion 4, Ole 01 the Director 87/11/04, WlU.lAMS,nO. Pubi'c Sor. 
Co. of Colorado. 2pp. 43313.267-43313:272. 

6711990268 Ack receipt of 671005 response to NRC 670209 itr re obsorvallc-s no 
In insp Repl 60-267/67-02. 

CALUN.LJ. Region 4. Ofc of me Director. 87/1 1/OS. WILLIAMS, R.O. Publlo Son 
Co. of Colorado. 2pp. 43322:133-43322.136. 

6711100207 Forwards Insp Rapt 60-267/67-27 on 671005-09.Polaniiel violation ipC. 
mg constated lo bo umesolved iiem pot Commission poHcy sistsmenl on t(^>ni 
mraklfcei'on of nuclear power plant peisonnai.Atlemlon to Hem werranled. 
CALLAN.LJ. RaQion4, Oto of tho Oliaiitor. 67/11/05. WlLLIAMS.n.O. Pub 'O Sen 
Co. ol Coiorecro. 2pp. 43324:352.43324:361. 

-8711100214 Insp Rept 50-287/87-27 on 67l005-09.0ne potonilal vrO'e 
noted Melor areas inepecied licensed operator requeiification program S nonliccn 
siBlf ireinVig. 

JONES.W.B., JAUDON.J.P. Region 4, Ole ol the Director. 87/10/27. 8pp. 43324,3 
43324 361. 

8711100233 Ack receipt of 871014 ltr Informing NRC of steps taken to cortool vtcUU 
noted In Insp Bapl 50 267/87*21 

CALLAN.l/ Region 4. Ofc ot the Director. 87/ 1 1/05. WILLIAMS.R.O. Public Sen 
Co. of Colorado. 2pp. 43328.037-43328:038. 

6711100259 Ack receipt of 871016 Hr Informing NRC ol stops laken to correct v.'o'al 
rated In Insp Repl 50-267/87'20. 

CALUAN.L.X Region 4. Ofc of the Director. B7/H/06, WTLLIAMS.R.O Public So" 
Co. of Colorado. 2pp. 43328:031*43328 032. 

6711020017 NRC Info Notice 87-057. 'loss of Emergency Boratlon CapabiMy Out 

S an Gas Intrusion.'' 5vc hat encl. 

I.C.E. Division of Operational Events Assessment (Post 870411) 67/1 1 j 
C oosoUdated Edison Co of New York, Inc. f t6pp 43355:003-43355: 1 19. 

871I05D040 NRC Compliance Bulletin 87-002. "Fastener Testing to Doiermlno C 
lormance W/Appileabie Mali Specs ’’ Svo list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 670411). 87/tli 
Consotidatad Edison Co. ol New York, inc. 1 16pp. 43397:142-43397:257. 

8711190103 Forwards Insp Repl 50-287/87-22 on 870901-1017 No vSOiakons o» d 
abons noted. 

CALLAN.L J. Reglort 4. Ole of the Director. 67/11/09. WILLIAMS.R.O. Public Son 
Ca of Colorado 2pp 43354:277-43354:261. 

-8711130108 Insp Rept 60-267/87-22 on 87090 M0t7.No violations or efevisL 
noled.Major areas lnspscled.Hcensee action on LERs, monthly sun/ofHe 
observBlion.ESF waikdown.fire proleclion.securfty & radiological protection. 
FARRELL, R.E.. MICHAUD.P.W., WESTERMAN.T.F. Region 4, Ole of the O.rector. 
11/03. 13pp. 43354:279-43354:291. 

8711160283 Forwards Insp Repl 50287/87-28 on 871007-08 & rauce 
devlatlon.Augmenied Insp team rept & Insp verified that adequate steps lekon In 
Monse to fire on 671002. ^ 

CALLAN.L.J. Region 4, Ole of the Director, 87/11/12. WILLIAMS.R.O. Public Sar 
Co ol Colorado 2pp. 43369:218*43369:226. 


staff forward command post within time commitments. 

• RcQion 4, etc of the Uirectot. 87/ll/l2. ip. 43369 220-43369;220. 

-8711160278 insp Repi 50'267/B7-38 on 87l007-a8.Deviation nolod MMr areas 
inspected iTiplomenialiart of emergency plan & procedures in response to Brl002 tire. 
CAIRO J.B., FISHER.W.L.. OANGART.R L. Region 4. Ofc of the Dirocior. B7/11/05. 
6pp. 43369 221-43369.226 

6711090140 NRC Info Notice 07 058. "Continuous Commun'cetions rotlowmg Emorgen- 
cy Notifications." Svc list enci 

ROSSI.C.E Oiv.slon of Operational Events Assessment (Post 070411). 87711/16. 
Consolidated Edison Co. of New York. Inc. Il3pp 43404:178-43404:288 

8711120027 NRC Info Notice 07-0&9. "PolenHal RHR Pump Loss " Svc tisloncl. 

ROSSI. CE. Division ol Operational Events Assessment (Post 870411). 87/11/17. 
Consolidated Edison Co. of New York. Inc. t20pp. 43407;00l-434a7:l21. 

6711130008 Suppi 2 to NRC Info Notice 86 106. "Oogradaiion of RCS Pressure Bound- 
ary Resulting From Boric Ac'd Corrosion." Svc list enci 

ROSSI. C.E. Division ol Operational Evonis Assessment (Post 670411). 87/11/16. 
Consolidated Edison Co. ol New York. Inc. 1 19pp. 43444:105-43444 314. 


R. Periodic operating reports & related correspondence 

6711200267 Monthly oporeting rept for Oct 1087.W/a711 16 Hr. 

NOVACHEK.F.J . WILLIAMS.R.O. Pubic Service Co. ol Colorado. 87/10/31. Opp 
434lO.l17-434lO.t25. 


8. Reportable occurrences, LERe & related correspondence 

871 1020359 LER 07.022-00. on 870829. Loop I Shutdown actuation initiated by plant pro- 
tective sys (PPS).Caused by la'Iuro ol logic ch’p 240 in PPS modulo CS-iAi Modu'e 
conie nirg faiiod chip replaced w/operablo sparo module.W/B7l029 iir. 

JOSEPH.MA.. WILLIAMS.R.O. Public Serv.ee Co. ol Colorado. 87/10/28. 6pp 
43236.057-43236.062. 

8711060038 LER 97-023-00:on 67l002.fiio Idenlilied in turblhe bldg. Caused by oJ leak- 
ing Irom hydraulic volvo onto ovposed high temp atoam imo.Fito oxbnguisbed & hy- 
drau'ic oil supply to loaklno valve isQlalQd.W/87 1 102 Hr. 

JOSEPR.M.A.. WILLIAMS.R.O. Public Service Co. of Colorado. 87/11/01. /pp 
43308:216-43308 222. 

B711QS0242 Forwards util "Prellmlnery Ropi on Impact ol Fort St Vrain Oci 2 Firo." did 
B7lO30,for placement In POR. 

HEITNER.KL NRC • No Oaial'ed AIMlatlon Given. 87/11/04. NRC • No Deialled Al- 
fllallon GNon. tp. 43300 066-43300. 122 

“871 IOS0247 "Pielim'narv RopI on Impact ol Fort St Vrain 871002 Fire ” 

• Public Service Co of Co'orado 07/10/30. SOpp, 43300007-43300:122- 

8711160235 LER 87-024-00:on 871000.10,1 1 & 14,rcaclor scram logic & alarm circuiky 
ecluatod on neutron flux rote of chango hign.Cauaed by eleddcaf noise induction in 
wide range ehonnois Coil leads have boon lirtod.W/dVf loO itr 
JOSEPh!m.a.. wiiUAMS.ro Public Service Co. ol Colorado. 87/ii/08. 6pp. 
43366 269 43360:293. 


V. Operator Examlnelions 

8711100207 Forwards Insp Ropi 50 267/67-27 on 871005 09 Polont-al viofation ro kam- 
mg considered to be unresolved item per Commission policy sieiomom on iralning 6 

g jeiificallon ol nuclear power p'anc personnol.Aitonilon to item warraniod. 

ALON.L J Region 4, Ole ol tho Dcroctor. 87/l 1/09. WlLUAUS.RO. Pubic Service 
Co or Co'orado. 2pp 43324:392-43324:361. 

-6711100214 Insp Rept 50267/67-27 on e7i005'090ne poionUel violelion 
notod.Major areas inspocled licensed apetaior roquelillcailon program 6 noniiconacd 
stall training 

JONES, W.B.. JAUOON.J.P. Region 4, Ole of iho Oirector. 07/tO/27. 8pp. 43324:354- 
43324:361. 
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F. Security, medical, emergency A fire protection plans 

8711130138 Forwards SALP Board Repla 60-269/87 33,50-270/87.33. 68-207/87- 
33.50.369/67-29.50-370/87.29.60-413/07-26 & 60-4t4/67-26Oconee & McQufto 
evalualod lor Mar 1966 ■ Jul 1987.Calawba ovalumed for Oct 1965 - Jul 1907. 
GRACE./ N. Region 2, Ole ol the Oiroclor. 07/1 0/20. TUCKER.KB. Duko Power Co. 
2pp. 43357:093-43357:214. 

“8711130147 SALP Ropte 50-2e6/67-33, 50-270/87-33 & 60-267/37-33 for Mar 1966 • 
Jul 1987 

• Region 2. Olcollha Director. 87/10/20. 41pp. 43357:135-43357:176. 

6711160010 Advisea that Rev 67-2 to emergency plan consistent w/ptovlslons ol 
10CFR50. 47(b) S App E & acceptable. 

COLLINS.O.M. Reg on 2, Ofc ol Ihe Diioclor. 87/10/26. TUCKER, H.B. Duke Power 
Co ip. 43384:231-43364:231. 

8711120131 Fonwards Rev 67-3 to Vol A ol omorgoncy plan & Revs 67*5 6 67-6 to Vols 
B £ 0 ol emergency plan Implomenling procedures, respeclivoly. 

TUCKER.H.B. Duke Power Co. 67/11/09. Oocument Control Branch (Document Con- 
trol Desk). 4pp. 43349:081-43349.296. 

-6711120132 Rev B7-3 10 Vol A of emergency plan. 

TUCKMAN.M.S. Duke Power Co. 87/11/03. 35pp. 43349:085-43349:119. 

-8711120082 Rove 87-5 & 87-6 to Vols B & C of emergency plan Implemenling 
procedures.ra^eciwely. 

TUCKMAN.M.S. Duke Power Co. 87/11/03. 181pp. 43349:120-43349:296. 


TUCKER.llB. Duke Power Co. 87/ 1 1 109. Document Control Branch (Document Con- 
trolDesk) Ip 43368 256-43366:256. 

6711200371 Forwards Insp Ropts 50-269/87-41.60-270/67-41 & 50-267/67-41 on 
B7lOI6-23.No violaLons or dev.ations noted. 

HERDT.A.R Rogion 2. Ole ol iho Director. 87/11/16. TUCKER.H.B. Duko Power Co. 
2pp 434 10 253-434 10:265. 

-B7II200376 Insp Repta 50-269/87-41, 50-270/87-41 & 5O-207/87-41 on 071019- 
23.No vtolelions or doviellons noted Mo|or areas inspecled'll'O pcoiecllon/prevention 
& seismic monitoring oqujiment. 

HARRIS.J.R. Region 2, Ole of Iho Director. 87/11/12. ilpp. 43410:255-43410.265. 


Q. Adfudicalory correspondence 

6711040296 Director's Dec-’s en DD-07-18 under 10CFR2.206 denying UCS 670210 pe- 
liliTjn to suspend B&W OLs & CPs based on safety deficlenclos.Allogations present no 
subslanl'-al health & aafety Issues 

MURLEY.T.E. Olllce ol Nuclear Reactor Regulation, Director (Post 870411). 07/10/ 
10 . Un'ion of Concerned Sdontisls. 84pn. 43279:243-43279 320. 

-8711040349 NoHce of issuance of Director'a Decision 00-87-10 under 10CFR2.206 
donyrng UCS petition to suspend B&W OLs & CPs. 

MURLEY.T.E. Oflico of Nuclear Reactor Regulation, Director (Post 870411). 07/10/ 
10. 3pp 43270 327-43279 329 

B71 1260107 Responds lo 870631 Hr ro security at national & Iocs' level ai laciliLesNRC 
concluded that no subslenllal health & aeloCy Issues that wou'd werranl suspension or 
revocation ol any license or parm'.l for lacl'itlos 

ZECH.L.W. Commas'oners. 67/10/27. CLlNTON,B. Arkansas. State ol. 5pp. 
434ei.3£6-43462 002. 

—6711260144 Addiossos serious problems ro erosion of public contidortce In sbillty of 
NRC to safeguard public odeguaioly Irom dangers of nuclear power plant accidents 
CLINTCN.e. Alaska. Steto of. 67/08/31. LANDO.L.W. Corr.mlssionois 2pp 
43462001 43462 002 

B71lf90015 Advises that Commission decl-nod review ol Director's Decision 00-87- 
iB.Timo provided by NRC fogulslions for Commission lo act oxp'rod Decision became 
final agoncy action on 871 Ild.Soivod on 871117 

HOYLE.JC. Oflico of lha Secrolary ol the Commission. #467 4647. 67/11/17. 
WEISS.E.R.. POLLARD, R.D. Union ol Concerned Scientists, tp. 43392.095- 
43302005 


H. General correspondence 

6711170194 Roquobis ihnt rodplonls change records to rollocl naw address In 
RoCkini'O.MO 

• Babcock & Wiicox Co. 07 / 1 1 / f 2, CROCKEn.L.P. Projoct Directorate 11-3. CARR, A, V. 
Duke Powoi Co. 3pp. 43364-232-43304:234. 


P. Operating llcensa siege documente A correependence 

6711090066 Forwards shipping schedule lo inform ol util Intent loconllniro shipments of 
spent fuel from Ocor^ee to McGuire Nuclear Sisiion.Uodo ol transit will be truck-trailer 
& earner by McOff.EncI withhold (rot I0CFR73.80). 

huosON.fC Duke Power Co 67/10/27. MCGUIRE, D. Region 2, Ofc ol tho Director. 
Ip 43324:051-43324 051 

6711030166 Summarises Mndinos on backlit deiorm'nallon lo conlainmoni Inlea'aled 
■oak rate tostng.inciuding siaii roiuclenco to allow short-duration losis using Mass- 
Pioi molhod Roouesi re as found loakeno rate domed. 

VARQA.SA Division ol Reactor Piojects • l/ll (Post 67041 1). 87/10/20. 
TUCKEn.H.O Ouko Powix Co. 7pp 43263:145-43263:151. 

0711130269 Ack lecelpi Ol 071015 Hr ro 670806 plant conlirmaiON order. Concurs w/util 
Inlenbon to tost & evolualo reactor bldg cooling unit & LPIS coolera fol'owing cleaning 
& ihon have cooHVB apyxovod for full power operation. 

GRACE,/ N. Region 2. Ole of iho Director. 87/10/29 TUCKER.H B Duko Power Co. 
Ip 43357:080 43357 080. 

8711040266 Advises tlial 871002 Hr stating that util w.ll Imptamenl only control ol heavy 
loads Phase It commiimenls which util considsra appropiiale acceptable. 
CROCKEn.LP. Ptotocl Dhoctoialo H-3. 07/11/02. TUCKER.H.B. Duko Power Co 
3pp 43278:306-43276:310 

6711100237 Fonvards SER & Tochnlcal Evalueilon Repl EG&G-NTA-7332. accoptlng 
response lo Item 2.2 Part |, equipment classllication program lor all saloty-relaloo 
cornponenls. Item 2.2.Pail 2,vendor Inlerface.conllnues to bo reviewed. 

PASTISJI.N. Pioleci Direcloralo 11-3. 67/11/04. TUCKER.H.B. Duke Power Co. 2pp. 
43338:201 43338:225. 

-67I110024S SER aupporllng NRC acceptance of llcensoQ responso to Generic Ltr 63- 
26.11am 2.2.1. "Equipment C'assilication Programs For All Safety-Related Compo- 
nome." 

* Proi'ecl Olroclorote 11-3. 87/11/04. 7pp. 43338:203 43338:209. 

-8711100251 ''Conformance to Generic Lit 83-28, Item 2 2.1, Equipment Classlfcailen for 
AH Other Salety-Ralaled Components: Oconee 1.2 & 3." 

UOY.A.C- Idaho Nellonal Engineering Laboratory. FIN 0-6001. EGQ-NTA.7332. 87/ 
07/31 lepp. 43338 210-43338:225. 

8711100431 Goneric Ltr 87-15 to all holders of CPs for nuefear power plants re policy 
stalement ortdelarred plants. Svo Hal end. 

MiRAQLIA,F.J. Aasoclate Director for Prolocls (Post 870411). 87/t i/04. Conso’Idatod 
Edison Co. of New York, Ino. 46pp. 43402.001-43402:046. 

8711130279 Confirms that condillons of 670410 & 0806 confirmatory orders mel & re- 
stdeVons Imposed by order lified.RequIred approval for lull power operation given to 
facHty on 871105. 

QRACe.J.N. Region 2, Ole olthe Director. 07/11/05. TUCKER.H.B. Duko Power Co. 
4335S: 187-43355:1 88 
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1711100245 Forwards Fev 13 lo ''Inseivtce Insp Profl'Bff Manua) " P0v ulolnaerviM 
lestig cwrenUy In preparawnAddl feqoesis lor tetiel (rom roquiremonta ol 

TWKeRH0*^^k9 Pow^Co 67/11/06. Documefrt Coniro' Branch iDocunvant Con- 
trol Oeskj ?PP 43333015-43333 176 

-6711 100M7 Rev 13 to "irtsarvice inap Progtam Manu^.” 

ROHDG.K.G . CHEA.K. Duke Powar Co 0//O4/O6 160pp. 43333:017-43333.176 

iTinWMM Forwarda NUREG-123V •'SEH iB B&W Group Plartt Reeaae*s««M 
Piowam" NRC urrable to reach final conclusion on acceplability of human laciors 
pcrioo ol prooram. Consrderalion ol NRC recommendations roouest^ 
CRUTCHFwIPO Owsion ol Reactor Prt^ta - tll.lV.V & Special Prolecta {Post 
870411) 87/11/06 WiLGUS.W S eabcockS Wilcox Operating Plania Ownera oioup. 
WllGUSWS RorWa Power Co^. (subs of Flonda Progress Corp.). 237pp. 
43406001-43406 237. 

8711100128 Forwards SER accepting oW response to Generic Ltr Item 2.1 part 

2) re verxJor interlace programs (reactor tnp sys raimponents) EGQ-NiA-7765. wmv 
lormanceto tiem 2.1 (Part 21 ol Generic Ltr.. " alsoencl.llem 2.1 complete. 
PASTISHN Project drecloraie 113 87/11/11. TUCKER, H B Duke Power Co. 2pp 
43341308-43341 320. 

-8711100133 SER suppofbng licensee response lo Generic Llr 83-28, Hem 2.1 (Part 2) 
re vendor interface programs (reacior tnp sys components). 

* NR(i • No Detailed Amliaiion Gtven 87/11/11. 2pp 4334l:3l0-4334t-3tl. 

-8710200033 "Conformance lo Item 2.1 (Part 2) ol Generic Ltr 83-28 Reacior Trip Sys 
Vendor Inlertace Oconee 1,2 4 3 " ^ ^ 

FARMER F J EG4G Idaho, Inc. (subs ol EG4Q, Inc ). FIN D-6001. EG6 NTA-7766 
87/08/31. NRC - No Detailed Affiliation Given, flpp. 43341:312-4334 1-320. 


8711190347 Discusses 870824 ltr irensmining Amend 11 ol uU topical OA repLper 
lOCFflSO 54(al.W/addit>on of listed statemenl.OA program continues lo meet require- 
menis oi lOCFRSOApp 8 & eccoplable. 

JUIIANCA Regiort 2, 01c ol the Oiiecior. 87/11/12. TUCKEfl.H.B. Duke Power Co. 
2pp. 43401:317-43401 318 

8711200138 Advises that complexity 4 significance of 670025 requests for reflel from 
perlorrriing pressure testing of certain valves does not provide for review completion 
oonsistsnt w/ 87(103 lot Ur»t 1 or 860428 (or UNt 2. 

CnOCKER.LP Proieci Oirectoraie 11-3 67/1t/l8 TUCKER.HB. Ouka Power 
3pp 43406 176-43408-178. 

8711250149 Forwards Inlormal Repi EGG NTA-7S07. 'Technical evaluation Rapt for 
Oconee Nuclear Station Units t,2 & 3 Response to NRC.NRR Generic LV 83-37." UR 
not in cenlormance w/sa listed action items. 

PASTIS,H.N Project Oeactoraia 11-3. 87/11/19. TUCKER.HS. Duke Power Co. 4pp. 
43461 264-43461:303. 


8711300291 Informs of cafibr probtams associatied w/reaetor vessel head level momior 
portion ol inadequate core cooling Unacceptable si/ing error lound.Tesifng miiiet- 
ed to restore inatnimeni stnms lo acceplabie tolerance limits. 

TUCKER, H B. Duke Power Co 87/1 1/20. Document Control Brench (Oodurnem Con 
irol Desk). 3pp. 43467 263-43467 266. 


W31060039 Forwafds roqueats for relief from certain insorvico Insp tosling.por ASME 
aider & Pressure Vess^ Codo.Section XI w/ addenda through Winter lOCO.'or lomev. 

&8Pprovalfor87M03 etartupTeslinglmpraciical following repair. 

TvSteftHB Duke Power (fo. 87/l0/2d. Document Control Branch (Docume-i Con- 
Irol Desk). Spp. 43302.060-43302.067. 

8711130222 Forwards tnsp Ropts 60-269/67-38,50-270/07-30 & 6Q-207/07-35 

870915-1019.No violations or deviations noted. ^ 

BROWNLEEVL. Region 2, Ole of the Diroclor. 87/10/20- TUCKEn.H.C. OuVo Power 
Co 10. 43367.33S 43357 343. 


-«71f]30227 Insp Reple 60 260/67-38,60 270/07 30 4 60-287/87-30 On 070316- 
fOlB.No violations or deviations noiodMtlor areas 
fnspocied:0|>eralion8, Surveillance, maini.ESF lineups, followup of events A Unll 1 s‘>ut- 

BR?At^.C.,*’st?'NNEfl,P.H., WERT.LO Bogton 2, Ole ot the DiioctOf. 07/(0f2« 
epp 43357:336-43357:343 

871109012B Advises lhal response lo 870930 notice ol violniion noted In tnspPwts 
50-269/87-30.50-270/87-30 A 60-267/87-30 will bo submitted by 871100 Insload el 
671030. 

TUCKER HB. Duke Power Co. 87/10/00 Document Control Orench (Documcnl Con- 
trol Oesk). Ip 43321:308-43321:308. 


6711130088 Ack receipt of 870918 ltr Inlorming NRC of slops taken lo corroci violations 
noted m insp Repts 50-260/87 32. 60-270/67-32 A S0-2D7/07-32. 

HEROTA R Reion 2. Ofo of the Director. 67/ f 1 /03. TUCKEfl.H.B. Duke Power Co. 
Ip. 433S4 050 43364:050. 


67(0260234 NBC Into Notice 87-066, "Improper ftydraubc Control Unit Insiolialion el 
Bwn Pianis." Svo list end. 

ROSSl.CE. Otvlsion ol Operailonal Evanis Assossmoni (Post 870411). 67/11/04. 
Consondaied Edison Co. of New York. Inc. 1 12pp. 43324-228-43324;330. 


6711020017 NRC Inlo Notice 87-057, "Loss ol Emergency Boretion Capablily Due lo 
Niuogen Gas Intrusion " list encl. . . 

ROSSl.CE. Division of Opsralional Events Assossmoni (Poet 670411). 07/11/06 
Consolldaied Edison Co. of New York, Inc. 1 16pp. 43355:003-43356:1 10. 


6711060040 NRC Compliance BuHeiln 87-002, "Fastoner Testing to Delorm nO Con 
formanca W/Appiicable Mat! Specs." Sve list oncl. 

ROSSl.CE. Division ol Opeieiienai Evonie Assessment (Posi 870411). 67/IW06 
Cone^aied Edison Co of Now York, Inc. 1 l6pp. 433e7:1>t2-43307:257. 


6711100295 Forwerds Rev 13 to "Insorvico Insp Program Manual.’’ flov M lo inseivicii 
lesung wogram currently in proparaiion.Addi requosis (or rotlel from roquiromonts ol 
listed Fee paid. 

TUCKER.H.e. Duke Power Co. 87/11/06. Document Conlrol Brench (Documonl Coo- 
bolOoek). 2pri. 43333 016 43333:176. 


->8711100297 Rev 13 lo "inseivlce Insp Program Manual." 

ROHOE.KO. Duke Power Co. 87/04/06. ffiOpp. 43333.017-43333:176. 


8711300099 Requesis review 8 approval ol util 87060) amend request. Proposed revs 
update lOCA fimted max allowable linear heat rets to reflect NUH£G-0«0 cladding 
sweiiira A rwture modela for LOCA analysis 

TUCKER.HB Duke Power Co 87/11/24 Oocumem Control Branch lOocumani Coft- 
tfol Desk). 2pp 43487:101-43467.102. 


8711120079 Responds lo NRC lu re vlolallona noted in Insp Ropts 50-269/07-3050- 
270/67-30 A 66-287/67.30.Correcilve eclions: LPl A roacior bldg cooling unit coolore 
cieened.t«s(ed A evaluated tor euppon of full power opotatlon. 

TUCKefl.HB. Duke Power Co. 87/11/09. Document Control Branch (Documonl Cor-' 
trol DeNi). 3pp. 43349 357 43340:360. 


0. Inspection reports, IE Bullallna 8 correspondence 


8012170482 IE Bulletin 80-25, "Operating Problems W/Targel Rock Selety- Retel 
Vafves at SWRs " 

* Ofc of Inspection A EnforcemenL Director (820201-870413) 80/12/19. Consoiidel- 
ed Edison Co ol Mew York, Inc. 5pp. 43226.201-43228:205. 

8305110473 IE Into Notice 83-39, "Falure of Safety/Relief Valves to Open at GWfle - 
Interun R«L" 

JOROAN.EL Orv of Emergency Reparedness A Engineering Roaponse.lE(8S02l2- 
870413). 83/06/17. Coriscilidaled Edison Co. of New York, Inc. 2pp. 43226206- 

.AA^ AAA rr ''V 


8711130138 Forwards SALP Board Repts 50-269/67.33 50-270/67-33 50-267/67- 
33.5O-369/87 29,5O-370/87.29.5O-413/87.28 A 50-4(4/87 26-Ocoi(ee A McGuke 
evaluaied for Mar 1966 -Jul t067.Cal8Wba evaluated for Oct 1965 - Jut 1967. 
ORACBJN Region 2. Ofc of the Director 87/10/20. TUCKER.H B. Duke Power Co 
2pp, 43357.093^3357:214 


-8711130142 SALP Repts SO-413/87-26 A 50.414/87-26 forOcI 1985- Jul 1987 

• Regioo 2. Ofc of the Direclor. 87/10/20. 40pp. 43357.095-43357:134. 

-8711130147 SALP Ropts 50-269/87.33.5O-270/67-33 A 60.287/87-33 for Mar 1966 
Jul 1987. 

• Region 2. Ole ot ffieOtreclor. 87/10/20 41pp 43357:135-43357:175. 

-8711130153 SALP Repts 50-369/87-29 A 50-370/87-29 for Mar 1986 - Jul f987. 
Regain 2, 01c ol the Director. 87/10/20 39pp 43357.17643357 214. 


56269/87.39.50-270/87-39 A 60-287/87-39 or 
870926(002 No violaOons ot deviations rioted. 

HeflOTAfl. Region 2. Ofc of the Okeclor. 87/10/28 TUCKEfl.H.B. Duke Power Co 
2pp. 43354 22643354-236 


“•/An S’*®*.’"®*' 56269/87-39,50-270/87-39 A 56287/87-39 on 870926 

icnzNo vioiabons or deviations noted.Major areas Inspecled reaclor Wda tendon sur- 
pr(»ram.snubbe( sijtvaiitat«e progiam A IE BuHetln 6611. 

LEfw^.JJ, JAPE.F. Region 2. Ofc ol the Diteclot. 87/10/27, 7pp, 43354:230. 
403^'c36> 


8711)330213 NRC Info Notice 87055, "Portable Moislure/Oensity Gauges; Recent fnc 
d^ of Portable Qai^ Being Stolen or Lost." Sve list encl. 

5yfJNIWH^.R E. OMsion of Industrial A Metrical Nuclear Safety (Post 870729 
87/10/29- Consolidated Edison Co. of New York. Inc. 89f:^. 43324:139-43324-227 


8711190212 Forwerds Insp Repts 60-260/67-42, 50-270/07-42 A 60-207/67-42 op 
87i026 30.No violallons or deviations nolod. 

COIUNS.OM Region 2. Ole ot Iho Director 07/11/12. TUCKER.H.B. Ouko Pow« 
Co.2(V 43400 0e3-43400:104. 

-9711190228 insp Ropts 6O-209/e7-42.6O-27O/67-42 A 60 267/87-42 on 67I02S- 
30No violallons or devlaMons noied. Major areas ln$pocled:radlallon prolocllon pio- 

K sm Irt^uding.previous enforcement mailers. Internal exposure conlrol A surveys. 

RKIHT.FN. HOSEY.C.M. Region 2, Ole ol Ihe Director. 87/11/06. tOpp. 
43400:09643400:104 

8711090140 NRC Into Notice 67-058, "Continuous Communications Following Emergert- 
n Nokficailons." Svo list end. 

ROSSLC.E. Division ot Operational Evonta Assessment (Post 67041 1>. 87/1 1/IS. 
Consolidated Edison Co. of New York, Inc. 113pp. 43404:176-43404:388. 

8711200371 Forwards Insp flepls 60-269/97-4 1,50-270/87-4l A 50-207/07.41 cn 
871019-23 No violations or deviations noted. 

HEROTAR. Region 2, Ofc ol Ihe Director. 67/11/16. TUCKEfl.H.B. Duke Power Co. 
2pp 43410 263-43410 268. 

-8711200378 Insp flepls 60-260/67.41, 5O-27O/07-41 A 60-287/07-41 on 671019- 
23 .Nq violauors ot deviations noted Malot areas inspeclod-.liro protocUorv/provuftt'on 
A seismic monitoring equipment. 

HARRIS.J.fl.. CONLON.T.E. Region 2, Ofc of ihe Director. 67/11/12. 11pp. 
434I0265-4W10285. 


8711120027 NRC Info Notice 87-059. ''Potential RHfl Pump Loss." Sve list and. 
HOSSlC.E, ONleton ol Operailonal Events Assessmenl (Post 870411). 07/11/17. 
Cwtsolldated Edison Co. of New York, me. 120pp. 43407:001-43467:121. 

*711130008 Suppl 2 10 NRC Into Notice 86-100, "Degradellon of RCS Pressure flound- 
fn Resulting From Borlo Acid Corrosion " Sve llsl encl 

ROSSl.CE. Division of Operational Events Assessmenl (Posi 070411). 67/11/19. 
Cmsondated Edison Co. of New York, Inc. 1 19pp. 43444:195 43444:314. 


R. Periodic operating reports A related corretpondenee 


REAVIS.J.A., TLIC?KFR,H B!“Dulte Power(:i°”e7/Vo/3V. 'i’7'pp. 43417:016-434I7:C 
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S. Reportable occurrences, LERs & related correspondence 

87110^268 Spocia) repton 67l026.degradatlon ol moro than ono (uncllonat tmh ol 
emergency power switching logic from svc for testing resuliod in viofeUon of Tech 
Spec 3.7.2(m. Standby bus 1 reTurnod to svc on 871026. 

TUCKER, H.B. Duke Power Co 87/ 1 1 /02. Document Control Drench (Oocumertt Corv 
Irol Desk). 2pp. 43322:155-43322:158. 

8711170089 Advises that LER'87-OOB re breach ol containment Integrity resulting in 
Tech Spec violation due by B7t 1 1 1 will be submitted by 671 12S.Rept In prepaiavon. 
TUCKER, H.B Duke Power Co. 67/ 1 1/1 1. Document Control Branch (Documortl Con- 
trol Desk). 1p. 433a2:285-433e2 285. 

8711230137 Special rept.on 670608, discovered that standby shutdown lacllty (SSF) 
weekly Instrument surveillance not performed on 870631 & 0907.Caused by peisonrwi 
error.sSF Inslruirient surveillance performed. 

TUCKER, H.B. Duke Power Co. 67/1 1/17. Document Control Branch (Oocumenl Con- 
trol Desk). 4pp. 43<1ie;352'434ie:355. 

8711300036 LER 67-00B-00:on 671012, direct pathway Irom conleinmont to environ 
Identilled during luel movemoni resulting In violation of Tech Specs.Caused by mgl 
deficiency in planning process.Fuel movoment 8lopped.W/87l 1 25 Ur. 

NORTH.P.J., TUCKEfTh.B. Duke Power Co. 87/11/25. 11pp. 43469:2I>5'43460 305 

8711300281 Advises LER 269/87-09, re dogradallon ol more than one lunclional urMi ol 
emergency power swilching logic for Units 2 & 3. In praparelfon & will be submiiled by 
871215. Incldeni originally discussed In special rept dtd 871102. 

TUCKER, H.B. Duke Power Co. 87/11/26. Document Control Branch (Oocumenl Con- 
trol Desk). tp. 43471:076-43471:076. 


DOCKET 60-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & lire protection plana 

8711130138 Forwards SALP Board Repla 50-2e9/87-33.60-270/a7-33, S0-2&7/e7- 
33.5l>-369/e7-29.50-370/87-2e,60-413/87-2e & 60-414/67-26Oconoe 8 McQuiro 
evaluated for Mar 1968 • Jul 1967.Catawba ovelualed tor Oct 1605 • Jul 1967. 
GRACE, J.N. Region 2, Ofe of the Director. B7/10/2Q. TUCKER.H.B. Duke Power Co. 
2pp 43357:093-43357:214. 

-8711130147 SALP RopiS 50-269/67-33, 60-270/e7-33 & 60-287/67-33 lor Mer 1608 - 
Jul 1967. 

’ Region 2. Ole of the OIreclor. 67/10/20. 41pp. 43367:135-43357:176. 

8711160010 Advises lhal Rov 87-2 to emergency plan consistent w/provfslons ol 
l0CFR50.47(b] & App E & acceptable. 

COLLINS.OU Reg'on 2, Ofc of Iho Director. 87/10/26. TUCKER.H.B. Duke Power 
Co. Ip. 43364:231-43364:231. 

1711 1301 St Forwards Rev 67-3 to Vol A of emergency plan & Reva 87-6 8 87-810 Vole 
B & Cof emerganey plan implemaniing brocedure8,raspeciively. 

TUCKEfl.H 0. Duke Power Co. 87/11/09. Document Control Branch {Oocumenl Con- 
trol Desk). 4pp. 43349.0d1-43349;29e. 

-671 1 120132 Rev 87-3 to Vol A of emergoncy plan. 

TUCKMAN.M.8. Duke Power Co. 67/11/03. 3Spp. 43349.085-43349:119. 

-8711120002 Revs 07-S & 67-6 10 Vols S 8 C Of emergency plan imptemenUng 

f rocedures.reepecltveiy. 

UCKMAN,M.8^. Duke Power Co. 87/11/03. lOlpp. 43349 120-43349:296. 

8711160190 Forwards Rev 22 10 security pleaRev wllhhefd (ref I0CPR73.2I). 

TUCKER, H B. Duke Power Co. 87/11/09. Document Control Branch (Document Con- 
trol Desk), tp. 43388:266- 43388:266. 

8711200371 Forwards Insp Repls S0-2e9/87-41, 60-270/87-41 & 60267/87-41 on 
87l019-23.No violations or deviations nolod. 

HERDT.A.R. Region 2, Olo ol the Director. 87/1 1/16. TUCKER.H.B. Duke Po«ver Co. 
2pp. 43410.253-43410:265. 

-8711200378 Insp Repls 60-269/87-41,60-270/87-41 & 60-287/87-41 on 871019- 
23.No violailons or deviations noted. Major aroas Inspecled.tire prolectton/prevenUon 
& seismic monilonng equipmenl. 

HAflniS,J.R. Region 2, (5lo of the Oireclor. 87/11/12. 11pp. 43410:265-43410:265. 


G. Adjudicatory correspondence 

8711040296 Ofreclor’s Decision D0 67-I8 under 10CFR2.206 denying UCS 670210 pe- 
Uiion to suspend B8W OLs & CPs based on safety dollclencles.Allegallons present no 
substantial nealih & safety Issues. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Poet 870411). 87/10/ 
1 9 Union of Concerned Scientists. 64pp. 43279.243-43279 329. 

-6711040349 Notice of Issuance ol DIreclor'e Decision 00-B7-18 under fXFR2.206 
denyina UCS peUUon to suspend 8&W OLs & CPs. 

MURLEY.TE. Office of Nuclear Reactor Regulation, Director (Post 8704tt). 67/10/ 
19. 3pp. 43279:327-43279:329. 

8711250107 Responds to 870831 Itr ro securlly at national & local level at lacifiliee NRC 
concluded that no substantial health & safety Issues that would warrant suspension or 
revocation ot any license or permit for facilllJes. 

ZECR.L.W. Commissioners. 67/10/27. CLINTON, 8. Arkansas. Stale of. 5pp. 
43481:356-43482:002. 

-8711350144 Addresses serious problems re erosion ol publlo confidence In ability of 
NRC lo safeguard publlo adequately from dangers ol nuclear power plant acddenls. 
CLINTON, B. Alaska, Slate of. 67/06/31. LANDO.L.W. Commlsaloners ^p. 
43462:001-43462:002. 

8711190015 Advises lhal Commission declined review of Dlrector'a Decision DO-87- 
lO.TIme provided by NRC regulations for Commission to act expired. Decision became 
final agenm acHon on 871 1 13.8erved ort 871 1 17. 

HOYlEJ.C. Office of ihe Secretary of Ihe Commission. #487 4847. 87/11/17. 
WEISS.E.R. Union of Concerned Solenllats. Ip. 43392:095-43392:095. 


H. General eorrespondettce 


8711170194 Hequesu that rodplonts change records lo reflect now address In 
Ro^vitlo.MO. 

' Babcock & Wilcox Co. 87/11/12. CROCKER.L.P. Prelect Direclorato 11-3 CARR AV 
Duke Power Co. 3pp. 43364:232-43384 234. 


P. Operating license siege documents & correspondence 

871 109006S Forwards sh'pping schedule lo inform of uM fntont lo conimuo shipments of 
spent fuel from Oconee to McGuire Nuclear Station.Modo of irans I will be truck trailer 
8 earner by McGlI.EncI withheld (ref 10CFR73.e(}). 

HUDSON.F.G. Duke Power Co. 87/10/27. MCGlJinE.D. Region 2. Ofc ol lha Diiecior 
Ip- 43324:051-43324:051. 

8711030168 Summarizes lirydings on backlit delormlnaHon ro conleinmont fnlegreled 
leak rale losting.including aiafl reluctenco lo allow shoil-duration tests using Mass- 
Plot mslhod.Rsquaat re as found leaksga rate denied. 

VARQA.SA. Division of Reactor Prolocis - l/lt (Post 870411) 87/10/29 
TUCKER.H Q. Duko Power Co. 7pp 43263:145-43283:151. 

8711040266 Advises lhal 871002 Itr slaLng that util will Impiemont only control ol heavy 
loads Ptuse II commitmonia which ulil considers nppropnato acceptable 
Cn0CKEft,<..P. Prolpcl Oiiocloraie 113. 67/11/02. TUCKER, HR. Duke Power Co 
3pp 43270:308-43278:310 

8711100237 Forwards SER & Technical Evaluntion Ropt EG&G-NTA-7332, accepting 
response to Item 2.2 Pari 1,oquipment classifioailon program for all safely related 
components. Iiem 2.2, Part 2, vendor Inlerlaca.continiios to be reviewed 
PASTIS.HN Project Direcioraie 11-3 87/11/04. TUCKER,H.0. Duke Power Co 2pp 
43338 20143330 225. 

-071 1100248 SER supporiing NRC acceptance of licensee response to Generic LIr 63- 
2e.liem 2.2.1, "Equipment Clasafficalion Programs lor All Salety-Relalod Compo- 
nonls" 

* Rrojecl Oirectorato 11-3.67/11/04. 7pp 43336:203-43330:209 

-8711100261 "Conformance lo Generic Ltr B3-26.itsm 2.2.1, Equipmenl Cissaifcailon for 
All Other Safaty.Relaiod Components: Oconee 1 ,2 & 3." 

UOYAC Idaho National Engineering Laboratory. FIN D-6001. EQG-NTA-7302. 67/ 
07/31. lepp. 43.336:210-43336 226. 

8711100431 Generic Ltr 87-16 lo ell holders ol CPs for nuclear power planta re policy 
statement on deferred pfanis.Svc list end 

MfRAGLiA.F.J. Aesoeiele D’lecior lor Projects (Post 870411). 87/11/04. Consolidated 
EtfteonCo. ol New York. Inc. 46pp 43402.001-43402.046. 

8711100298 Forwards Rov 13 to ''Insorvlce insp Program Manual." Rav 14 to Inservico 
teeiiru ^ogram curienily in piapBiaiion.Addi requests lor re'lof from lequiromonis ol 
ASMoCedo listed. Foe pa‘d. 

TUCKER.H B. Duko Power Co. 67/11/08. Document Coniiol Branch (Oocumenl Con- 
UofOedt) 2pp 43333:015-43333:178. 

-8711100297 Rev 13 10 •’Insorvlce insp Piogrsm Menuai.” 

R^OE.K 0 . ChEA.K. Duko Power Co. 87/04/08. IBOpp. 43333:017-43333:176 

8711100380 Forwerda NUREG-1231. "SER re B&W Owners Group Plant ReessossmenI 
ProQfom.’’ NRC unable lo reech linal conclusion on accepiabi'ity ol human laciors 
porvon of piOQ'Bm. Consideration of NRC recommondaiions requested. 
CRUTOfFiElD.D Division ol Reactor Prolocis - IliJV.V & Specisl Projects (Post 
87041 1 ). 87/11/06. WILGU5.W.8. Babcock & Wilcox OporaUng Plants Owners Group. 
237pp 43406:001-43406:237. 

8711100128 Forwards 5ER accepUng util response to Generic Ltr 63-26, Item 2.1 (Part 
2) ro vendor tnlorlsce piegrams (reaclet Irip sys compononis) EGG NTA-7765. "con- 
fornwKO lo Item 2.1 [Pari 2) of Genetic llr..." also end Ham 2.1 complete. 
PASTIS.HN PiolocI Dlroelorale 11-3. B7/IU1I. TUCKER.H.B. Duke Power Co. 2pp. 
43341.306-43341:320 

-8711100133 SER supporting licensee response to Generic ltr 83-26, Item 2. 1 (Pan 2) 
re vendor interlace programa (reactor trip syS compononis). 

* NRC - No Detailed Affiilallor Given. 67/11/11. 2pp. 43341:310-43341:311. 

-8710200033 "Conformance lo Horn 2.1 (Pen 2) of Generic Ltr 63-28 Reactor Trip Sys 
Vertdor Inieifsce Oconee 1 ,2 & 3." 

FARMER.F.J. EQ&Q Idaho, Inc. (eubs. ol EQ&G. Inc ). FIN D 6001. EQQ-NTA-7765. 
87/06/31. NRC • No Detailed Alflliallon Given. 9pp. 43341:312-43341:320. 

8711190347 Discusses 870824 llr Iransmilting Amend 11 ol util topical OA repl.per 
lOCFR60.S4(a).W/addiilon of Irsled staiemenLOA program continues to meat require- 
ments of lOChRSO.App B 8 acceptable. 

JUUAN.C.A. Region 2, Olool lha Director. 67/11/12. TUCKER.H B. Duke Power Co. 
2pp. 43401.3174 3401:316. 

8711200138 Advises lhal complexity 8 signifiesnes of 670925 raquesfs for relief from 
performing pressure lasting of certain valves does not provide lor review completion 
conststenlw/ 871103 lor Unit 1 or 860428 lor Unit 2. 

CFIOCKER.L.P. Proiacl Olroclorato 11-3. 87/11/16. TUCKER.H.B. Duke Power Co. 
3pp. 43408:176-43408:176. 

8711260149 Forwards Informal Rept EOQ-NTA-7607, “Technical Evaluation Rept for 
Oconee Nuclear Stalfon Units 1,2 & 3 Response to NRC.NRR Generic Llr 63-37." Util 
not m conformance w/six listed action Items. 

PASnS.H.N. Project Directorate 11-3. 67/11/16. TUCKER.H.B. Duke Power Co. 4pp. 
43481:264-43461:303. 

$711300099 Requesta review & approval of util 870601 amend request. Proposed revs 
update LOCA limited max allowable linear heal rale to reflect NUREQ-063^0 cladding 
8W8inng^& nature models lor LOCA analysis. 

TUCK^.ftB. Duke Power Co. 87/11/24. Document Conirol Branch (Oocumenl Con- 
trol Desk). 2pp. 43467:101-43467:102. 



U- inspcvuon repwM©, ir 

8012170462 IE BoHetin 60-25, "Operaing Pfobtems W/Target Rock Safely- Relief 

^ Olt^oUn^ciioft & Enlofcemeni. OlfecWf (e2020l-8704t31. 80/12/19. Consoldal- 
ed Edison Co. of New York, Inc. 6pp 43226 201-43226:205. 

83051 10473 IE In'o Notice 83-39, "Fa lure of Safeiy/Relief Valves to Open al BWRs • 

JORDAN IIl Qtv Of Emergency Preparedness & Engineonng Re8poAse.lE(8S02l2- 
870413). 83/06/17- Consolidaied Edison Co. of New York. Inc. 2pp 43226-206- 
43226 207. 

8711130138 Forwards SALP Board Ropts SO 269/87-33.50-270/87-33, 50-287/87- 
3350-369/87-29, 50-370/8729, 50-413/87-26 & 50-414/87-26Ocon60 4 McGuke 
evaluated lor Mar 1986 • Jul l987.Ca'awba eva'iraled lot Oct 1985 - Ji/1 1987. 

GRACE JN Region 2, Ofc ol the D-rector 87/10/20. TUCKER.H.Q. Duke Ponver CP. 
2pp. 43357.093-43357:214. 

-8711130147 SALP Repis 60 289/87.33,50-270/87-33 & 50-287/87-33 for Mar 1986 • 
Jul 1987. 

• Region 2, Ofcol Ihe DirpctOf 87/10/20. 41pp. 43357;13S-43357:I7& 


87lOl9-23-Novlo!ailor>sordovfatlon8 noled. 

HERDT.A n. Reg'on 2, Ofc ol me Director. 87/11/16. TUCKER.H.B. Duke P. 
2pp. 43410:253-43410:265. 


-8711200376 Inep HepIS 60-2e9/e7-41,B0-270/67-41 & 60-287/87-41 on 
23 No violfliiona or deviations noiod Maior areas Inspectod.liro protecllon/pi 
& seismic monlioring epulpmeni. 

HARfliSJfl., CONLON.T.E. flogion 2, Ofc Ol Ihe Dltoclof. 87/11/li 
43410 265-43410:265. 


6711120027 NflC Into Notice 87-059, "Potenliol RHR Pump Loss." Svc list one 
ROSSl.CE Division ol Operationol Events Assassmenl (Post 070411). 6 
Consolidated Edison Co. ot New York, Inc. I20pp. 43487.001-43487:121. 


8711130D06 Suppl 2 to NRC Into Notice 86-108. "Oegradal'on ol RCS Ptossuii 
ary Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,C.E Division ol Oporatlonal Events Assossmont (Post 070411) 8 
Consolidated Edison Co ol New York. Inc. 1 16pp- 43444:195-43444'314. 


R. Periodic operating reports & related correspondence 


6711130082 Forwards Insp Repis 50-269/07-39,80 P70/87-38 & 60-207/87-39 on 
870928-i002.No violations ol devislions noted 

HEflOT AR. Regloi\2. Ofc of the OUeclor. 87/10/28. TUCK6RJ4 B. Ouko Power Co 
2pp. 43354 228-43354 236. 

-8711130102 Insp Repis 50 269/87-39,50-270/87-39 8 50-287/87-39 on 870928- 
l002.No violations or deviations nolod.Mejor areas inspected leaclni bUg tendon sur- 
veillance program.snubbor survel'isnce program & IE Buleiin 80-1 1. 

LENAHANJJ JAPE.F. Region 2. Ofc of ihe Director. 87/10/27. 7pp. 43354230- 
43354:236 

8710230213 NRC Into Nobce 87-055, "Portable Molslure/Oensity (Sauges. ReconI Ind- 
denis ol Portable Gauges Beirrg Stolen or Losl." Svc I $l end 
CUNNINGHAM,R E Division ol Industrial 8 Medical Nuclear Satoly (Ppsi 870729). 
87/10/29 Consolidated Edison Co. of Now York. Inc e9pp 43324:139 43324:227. 

8711130222 Forwards Insp Repis 50-269/87-36.50-270/87-39 8 50-207/87-38 on 
e709l6-l0l9.Na vio'atlons or devlaUons noted. 

BRCFMNIEE.V L Region 2. Ole ol toe OirecKir 87/10/29 lUCKER.H B Duke Rowt)i 
Co. Ip 43357:335-433 5 7:343 

-8711130227 Insp Repis 50-269/67-38,50-270/67-38 6 60 267/87-38 on 870615- 
iOi9.No vioiaiions or devlouana noledMa)or areas 
inspacled opetaiiot^9,suTNeiii8T>te,malrJ,ESF llnaupa. foltovAfp ol eivonts & Unil 1 abut- 
down work In progress 

BAYANT.J.C.. SKINNER.P.K, WERT.L D. Rec'on 2. Olc Ol tho Olfocior 87/10/28 
epp 43357 338-43357:343. 

8711090128 Advises thai resoonse to 870930 noi'ce oi vipteucn ttoied to insp R«pts 
50-269/87-30,50 270/87-30 & 50-287/d7-30 will ba Submitted by 871109 toaleed of 
871030. 

TUCKER. H 0. Duke Power Co. 67/10/30 Document Control Stench lOocumerti Con- 
trol Desk), ip. 43321:308-43321 308. 

8711130068 Aek receipi o( 870918 i|r informing NRC Of stepe taken io coned vioiaiions 
noted In Imp Repte 50-269/87-32, 50-270/87-32 8 SO 267/07.32. 

HeR0T.Afl Region 2. Ofc ol the OireetPr. 87/11/03 TUCKER.H B Duke Power Co. 
Ip. 43354.050 43354 050. 

8710390234 NRC mio Notice 87-056. "improper Hydraulic Control Ur«ii insiaBalion at 
BWR Plants." SvC list enci. 

ROSSl.CE OMsion of Operanonai Events Aasessmem (Post 870411). 87/11/04. 
Consoirdaied Edison Co. or now York. ino. l I2pp. 43324 228-43324.339. 


8711300376 Monthly opotet/ng ropta tor Ocl 1087.W/8711 13 Hr. 

REAVIS.J.A., TUCKER.H.B. Dute Power Co. 07/10/31. 17pp. 43417:016 43 


S. Reportable occurrences, LERs & related correspondence 

6711090288 Special lepton 871028, dagiedelton of mote than oc\e funcUonc 
emorgoncy power switching logic from svc for tosting rosultod In violaiion 
^ec 3.7.2(b). Standby bus 1 returned to svc on 871020. 

TUCKER.H.Q. Duke Power Co. 87/11/02. Documonl Control Branch (Docom 
Irol Desk). 2pp. 43322:165-43322:166. 

6711230137 Speclel ropLon B70908,dl8coveiod that standby shutdown feo 
woohly Instrument surveillance not porformoil on 870831 & 0907.CAu60d by p 
error sSF inslrument sunreillance peiformod. 

TUCKER.H.B. Duke Power Co. 67/11/17. Documonl Conirol Branch (Oocum 
(rot Desk) 4pp 43418:352-43418:355. 

8711300261 AcJvtsos LER 269/67-09, ro dogiadatton of more than one lunci-on 
emergency powar switching logic tor Units 2 & 3, In preparation & wi'l bo subi 
871215. Incident originally discussod In special ropi did 871102. 

TUCKERJ1.Q. Ouko Power Co. 67/11/26. Documonl CorUrol Branch (Docum 
irol Desk). Ip. 43471:076-43471:076. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


P. Security, medical, emergency A tire prolecllon plane 

8711030255 Revised omorgency plan implementing piocoduroe,lncluding Rev i 
3503 le fisnoisl emeigericy.Rev il to OP 3513 to ovBluailon ol olis’ilo tei 
condiitone & Rev 4 lo OP 351 1 re olfsHe protective action recommondarons. 
PORTER.E C. Yankee Atomic Electric Co. 87/10/21. Iiepp. 43248:269-4324 

8711040371 Ack receipt ol 670921 Hr re two meifunctlons ol omorgency rospor 
sys tor lecihly EP7.5buitou6 attwaiim c4 siron does not consinule unusuN 
does not result In npilficetion of emergoncy rosponso personnel. 
RUSSELL.W.T. Region l, Oic ol Ihe Oirecior. 87/1()>28. nYAN,H.W. Hinsi 
4pp. 43270:236-43278.241. 


8711090017 NRC into Notice 87-057. "Loss ol Emergency Soraiion Capeb.uty Otro to 
Nitrogen Gas Intrusion." Svc lisl end. 

HOS8i.CE. OMston of Operanonai Events Assessment (Post 070411). 87/11/08 
ConsolKfaled Edison Co. of New York, inc. ii6pp 433S6.003-43355;>19. 

8711050040 NRC Co(x^pl^a(^ce Bu:ieli(» 87-002, fastonet TesUng to Oeiatmtoe Con- 
lormance W/ Applicable Mali Specs " Svc list end. 

ROSSI.C.E Division ol Operational Events Assessment (Poet 870411) 07/1 |r06. 
Consolidated Edison Co. of New York, fne ItOpp 4 3397. 142-43397:257. 


-6T11040377 Expresses concerns w/ccmmur^csilon ptobtom re state ol 1IH i 
rv mgt agency pertaining to notification of tvvo maltunclions of emergoncy i 
alarm sys St elte. Investigation & written response needed. 

RYAN.ri.W., BONNEn.J.R., ROSPLOCH.cTa, Hinsdalo, NH. 87/09/21. Ccn 
ore 2pp. 43278 240 43278:241. 

8711060151 Errata lo Rev 9 lo Emergency Plan Implementing Procedure ( 
"Posi-Accidenl Sampling." 

• Vermont Yenkoo Nuclear Power Corp. 87/1 1 /02. I6pp. 43307:206-43307:3 


8711 10029S Forwards Rev 13 to "Inservlca Insp Program Marvual" Rev I4 (o fnsocvice 
lesiing program currently In preparalion.AddI reouests lor rolfef from requlremenis of 
ASMc Code Itsied. Fee paid. 

TUCKER.H 0 Duke Power Co- 87/t 1 /06 Oocumeol Control BratKh (Document Cor»- 
trot Desk). 2pp. 43333.015-43333:176. 

-8711100297 Rev i3 to "Inservice Insp Program Manuel." 

ROHDH.KG Duke Power Co. 07/04/06. 150pp. 43333.-0t7-43333.l76. 

8711120079 Respottds to NRC lb re violations noled In Insp Repis 50-269/97-30.50- 
270/87-30 & 50-287/87-30.Correctivo acti-ons: LPI S reactor bWg cooSt» unii coders 
cteaned.tesled & evaluated lor suppod ol lull power operafiort 
TUCKER, HB Duke Power Co 87/1 1/09. Document Conirof Branch (Oocumeni (3on- 
bol Desk). 3pp. 43349.357-43349.359. 

8711190212 Forwards Insp Repis 60.269/87-42,50-a70/e7-42 S 6O-207/87-42 on 
87tC26-30.Novlciia\iofia or deviationa noted. 

COLLINS, D M Region 2, Ofc of Ihe Director. 87/11/12. TUCKERJH.B. Duke Power 
Co. 2pp. 43400.093-43400:104. 


5O-269/87-42,5O-27O/07 42 & 50-287/87-42 on 871026 
30 No violations or deviatiorxs twted.Majot areas tr^spectad.radlallon pioiecbon pro 

S ram Including, previous onforcement matters.lnternal exposure conirol i surveys. 
s34M M5a3400-?W Direclor. 87/11/06. lOpp 


67U230166 Rev 1 to "Vetmonl Yankee Nuoleat Powei Co Procedures Gi 
Package for Oporallonsl Emergency Proceduroa." W/ 871117 Itr. 
MURPIfY.A.P., PELLETlER.j., cAPSTICK.R.W. Vermont Yankee Nuclear Pov 
87/11/17. ROONEY.V.L Project Dlroctoraie 1-3. 36pp. 43421:000-43421:125. 

6711260265 Responds to 871014 Ur re concerns tor adenuecy of noWicellon 
events to town of Hinsdale.NH. Response lo Board ol Sefecimon for town ol 
end 

STELLO.V. Ofc of (he Executive Director lor Operattona. 87/11/10. GREQO, 
of Rep. 2pp. 43463:004-43463.012. 

-6711260269 Ack receipt ol 870021 Itr expressing concerns re two malfun 
emergency response alarm sya for plant EPZ 4 that Hinsdale omorgency i 
personnol rolpropeily nollfieo.Corroclive actions discussed. 

RUSSELL,W.T. Region 1, Ofc of the Director. 67/10/28. RYAN.H.W. New He 
Slate of. 4pp. 43463:006-43463:009. 

-8711250270 Forwards Town of Hinsdale.NH Board of Selecimon 870921 lb 
corns over continuod communication problems concerning notification of ptan 
GREGG,J. House of Rep. 87/10/14. ZECH.L.W. Commissioners, ip. 43 
43463:012. 


O. Adjudfoatory correspondence 


871 1^140 NRC Info Notice 87-058. "Continuous Cemmuolcations FoHovAng Emergen- 
cy Noiificallons." Svc list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 87/11/16. 
consolidated Edison Co. of New York, Inc. 1 13pp. 43404:176-43404:286. 


8711040075 AppUcBht answer to New Englatto Coalition on Nuclear Pollution p« 
review of ALAB-876.' Pelition should be dentod.Certificate of Svc end. 
DlGNAN.T.G, Vermont Yankee Nuclear Power Corp. DIQNAN.TQ Ropes 
41487 4736. 67/10/29. Commisslonors. 6pp. 43254:306-43264:311 


DOCKETED ITEMS 43 


6711040042 Applicant answer to petition tor review of Commonwealth of MA ALAB> 
676 ' Poll! ori should be denied. (^rtificQlo of 5vc encl. 

OIGNAN.T.G Vermont Yenkoa Nuclear Power Corp. DIGNAN.T Q Ropos & Gray. 
#467 4737. 87/10/29- Commissioners. 6pp 43254:3 16-43254:320. 

6711110069 Response of New England Coalition on Nuctoar Po'tulion in opposition to 
appllcar^t petition lor review of ALAB.660 * Petition does noi raise Issue apprupilalo 
tor Commission review & should bo denied Certiticala of Sve encl. 

WEISS ER New England Coalition on Nuclear Polluiion WElSS.ER. Haimon & 
Wolss. HAQ? 4760. 87/11/05. Commlsslonora. IPpp. 43332 213-43332 224 

67111 1007 1 Answer of Stale of Vermont to appiicanta peiition for roviow of ALAB-OOS * 
Stale of Vermont urges that Commission deny appllnani roguost lor rovlow of portion 
of ASIAB order that elfirmod admission to Conlonlion 1 in proceed ng. 

MULLET7.0J Vermont, Slalo ot #407 4774. 07/11^5 Commssloncfs. 2pp 
43334:123-43334:129. 

-8711110075 Slate of Vermont answer to New England Cnalilon on Nuclear PoCullon 
& Commonwealth of MA petition lor review of AL^-fiVO.’ Stale of VT urges Commis- 
sion to review & teverae ASLA6 rejection of Contonilon 2.Corlilrca<e of Sve encl. 
MULLETTDJ Vermont, Slalo ol. 87/11/05. Commissioners 5pp. 43334 126- 

43334:129. 

67111900E2 Forwards answer of Stato ol VT to petitions lor review Ned by New Eng- 
land Coaiitien on Nuclear Pollution & Commonwealth of MA & enswor ol Slalo of vT 
to peiiiion lor review Nod by epplicanl.W/Certificato of Sve. 

MULLETT.D-J. Vaimoni, Stale of. #407 4854. 07/11/05. Office ol the Soctelary ol 
the Commission. 4pp. 43392:167-43392:174. 

-6711tWKI55 Answer of Slate ot VT lo applceni pelltiori (or review of ALAQ.069.* PoU- 
lion for fovlQw re Contention 1 should lia denied 

MULLETT.D.J. Vermont, State of. 07/10/22. Cornmlas'enois. 2pp 43302.171- 

43392:174, 

871111Q043 Commonwealth ol MassachusoHa answer to Vermont Yankee Nuclear 
Power Corp peiiiion tor review of AUVO-06P.* Poiltion (or review siiou'd bo 
denlad.Ceriiiiceio of Sve encl 

□EAN.QB. Massachosoffs. Commonwoallh ol #487 4702. 87/11/00. Commiasijtv 
era. t3pp. 43332:167-43332:169. 

B?! 11 10046 NRC Slall answer In opposH'on to llcensoo pcrtiiion toi lovlov* ol AVAO- 
876.' Commission should deny pefition because alaq. 669 nei shown to raise impor- 
tant question ol publ'c policy or proceduro.Ceriilicaie of Sve encl. 

WEISMAN.R.M. Asslslanl General Counsel lor Cnforcemeni #467 4700. 87/n/06. 
Commleelonere. I4pp 43332:143-43332:160 

6711110073 NRC Stall answer In opposition to Commoriweallh of MA pofiilon lor review 
of ALAQ'876.* Peiiiion not properly Mod Commonwealth argumeni does not ralso im- 
portant guesilon ol law or poUcy.Certiiicaie ul Svo encl. 

HOOaoON,A.P. Asslslanl General Counsel lor Hearings 4790. 07/11/06 Com- 
misslonora. I4pp. 43332:111-43332;124. 

6711110083 NRC Staff answer in opposition to Now England CoeMion on Nudear Pollu- 
tion pet-iion for review ol ALAO-876.* PoiilTon net proporiy lied per 
IOCEn2.786.Can>fiCAie of Svo and. 

hOUGCON.a.P. Assistant Oonoral Counsel for Hearings #467 4769 67/11/06. Com- 
missioners I4pp. 43332:3U<'43332:324. 

8711170012 Fonvards corrected lille page to NRC 871 f06 brief. "NRC SleN Answer In 
Opposil’on to Llcensoo Peiillon for Rovlow of ALAB 069." 

VVEISMAN.R.M Assistant Qonorol Counsel for Enforcomonf. #467 4820. 67/11/10 
CHILK.S.J. OHlce of Iho Socreforv ol fho Comrtvisslon. 2pp. 43367;036-4336?-036 


H. General correspondence 

8711050106 Requasis deletion of 0 Hunter & addition of J OoVincentis lo appropriate 
copy lists. 

CAPSTfCK.R.W. Vermont Yankee Nuclear Power Corp 87/10/29. ROONEY.Vl 
Project O.reclOrate 1-3 Ip 43302.027-43302 027. 


p. Operating license stage documents & correspondence 

8711020174 Provides loHowup to 871021 lelcon & 870901 lir re cenloinmoni 
salety.NRC cominulng to develop resolution to Issuo of what Improvomonis noeded 
lor BwR Mark I conielnmenls Planning mllostonos listed. 

WURLEY.T.E. Olilco of Nuclear Roacior Rouuial'on, Dnoclor (Post 670411). 87/10/ 
23. TARRANT,Q.R. Vermont, Stato ol. 2pp. 43239:206-43239 209. 

8711060109 Forwards Pages 194 & 206 nl Tech Spoc8,lncorporallng claiifiCBtlors lo 
Sections 6 2.A i & 6.5.C re 870420 eppi cation lor emend lo Licenso OPn-26,conslGl- 
ing of Pioposod Change 138, pot 871029 discuss'on. 

CAPStlCK,H.W- Vermont Yankee Nucleo' Power Corp. 87/11/02. HOONEV.V.L. 
Project Diroclorale 1-3. ip. 43303:232-43303:234. 

-6711060110 Revised proposed Tech Specs Rages 1S4 & 206.incorporallng darlflca- 
lions to Sections &.2.A.1 & 6.5.C. 

• Vermont Yankee Nuclear Power Corp. 87/11/02. 2pp- 43303:233 43303-.234. 

6711090162 Forwards summary status ol util position re each Item for Gonoric LIr 63-02 
concerning NUREG-0737 Tech Spec requirements Ofscuss'on ol util conlinuod posi- 
tion that Tech Specs for listed open Hems unwarranted also encl. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 87/11/03. HOONEY.V.L. 
Project Dlrectoiaie 1-3. 24pp. 43321:225-43321:246. 

6711100431 Goneric Ur 87-16 lo all holders of CPs for nuclear power plants re policy 
slatement on deterred plants. Sve lisl encl. 

MIRAQLIA,F J. Associate Direclor lor Projects (Post 870411). 67/11/04. Consolidated 
Edison Co. of New York, Inc. 46pp. 43402.001-43402.046. 


O. Inspection reports, IE Bulletins & correspondence 

8012170462 IE Bulletin 00-25. "OoeratlnQ Problems W/Taroel Rock Safety ReSel 


630S110473 IE Jnfo Notice 83-39, "Failure ol Sefety/Rolief Valves lo Open at BWRs • 
Interim nqi)l." 

JORDAN.E.L Oiv Of Emergency Preperednoss & Engineering Responso,lE(850212- 
B704I3). 03/06/17. Consolidaiod Edison Co. ol Now York. Inc. 2pp. 43226:206- 
43226:207. 

8710230213 NRC Info Notice 67-055, "Porleble Moislure/Oensity Gauges' Recent Inci- 
tfenis ol RoriBb'o Gauges Being Stolen or Lost " Sve lisl end. 

CUNNINGHAM, R.E. Division (» Industrial & Medical Nucloar Safety (Post 870729). 
67/10/26. Consoldated Edison Co. of Now York, Inc. 69pp 43324:139-43324:227. 

6711090106 Forwards supplomenlal info lo assist In NRC linal evaluation ol inspaclad 
areas & svppts Info in Insp Rept 50.271/87-19. Requests mooling lodscuss slm-lanty 
Issue A application at plant. 

MUflPHY;w.P. Vermont Yankeo Nuclear Power Corp. 67/11/03. JOHNSTON,W-V. 
Region l, Ofeof the Dlioctor lOpp 4331 1:14 14331 1:223 

-6711000106 TachNcBl Rept F-C3016, "Qualilicelion Tests of Elaclrlcal Cables Simu- 
lated Reactor Containment Sve Conditions ’’ 

BOAHOMAN.Q.R., CARFAQNO,S.P.. WITCHER,L.E. Franklin InstllulO. F-C3016. 71/ 
06/30. 70pp 43311:159-43311:226 

6710290234 NRC Inlo Notice 87-058, "Improper Hydraulic Control Unit Inatallaiion at 
BWn Plants " Sve I si oncl. 

ROSSI.CE Division of Operational Events AssessmonI (Post 870411). 67/11/04. 
Cortsokdated Edison Co. of Now York. Inc. 1 t2pp. 43324:228-43324:339. 

6711020017 NRC Info Notice 87-057, "Loss of Emorgoncy Doralion Capabil-ly Duo to 
Nitrogen Qas intrusion." Sve list oncl. 

ROSSI.CE Division ol Operational Events Assossmenl (Post 670411). 87/11/06. 
Consolidaiod Ed:r.on Co of Now Yoik. Inc. 1 lOpp. 43355:003 43355:119. 

6711050040 NRC Comp'ianco BuHoi.n 07-002, "Fasioner Testing lo Doiarm'na Con- 
formance W/Appliceblo Mall Spocs." Sve fist end. 

ROSSI.CE. Division ol Opoialionoi Events Assossmenl (Post 870411). 87/11/06. 
ConstHdslod Edison Co of Now York. Inc I16pp. 45067;142-43397;267. 

8711090140 NRC Into Notice 67-058. "Coniinuoud Communicoiions Fo'iowing Emergen- 
cy Noiaiicehons." Svo list encl 

ROSSl.C.E Divis'on ot Opotelionai Events Assnsstnent (Post 670411). 67/tl/l6. 
Consolidaiod Edison Co oiNew York, Inc. Il3pp. 43404:176-43404:260. 

6711120027 NRC tnlo Nohco 67-059. "Potenilal RMR Pump Loss." Sve HI end. 
ROSSI.CE Division of Operet.onai Evonis Assossmoni (Post 870411). 87/11/17. 
ConsoHdaicd Edison Co. of Now York, Inc. 120pp. 43467:001*43467:121. 

8711130006 Sur^l 2 lo NRC Info Notice 86-108, "DegreOailon of RCS Pressure Bound- 
ary Rosuhing Rom Doric Acid Corrosion.” Svo list encl. 

ROSSI.CE. D.vision cl Opoteiionai Evonte Asaossmeni (Post 610411). 67/11/19. 
CoAsofcdaied Edison Co. of New York, ine. 1 16pp. 43444:105-43444 314. 

6711300047 Forwards into on regional Insp ro Mark I conieinmoni mods (USI A-?) con- 
ducted on 871005 09. 

CAPSnCK.RW. vormoni YanKea Nucloar Power Corp B7/II/23. VARELA.A.A. 
Region t. Ofcoltho D.iedor. 06pp 43466:176 43469:271. 


R. Pertodlc operating reports & related correspondence 


0711170254 Monthly operating ropl lor Oct 1687 W/87t 1 10 Ur. 

WALLIN.G A , MI/RPH¥,W.P. Vermonl Yankee Nuclear Powor Corp. 87/10/31 6pp 
43301 :089-4330I:OO4. 


S. Reportable occurrences, LERa 6 related correspondence 

67II0600I3 LER 87-009-01:on 6706l6.mBln stoam rel of valve accumulator assembly C 
found to have seat (aakago axcoadng acceplonco criteria Causod by dirt/corroslon 
product on solenoid scat valve procludrng proper clos ng ol valvo.W/6/1030 Hr. 
PELLETIGR.J.P. Vermont Yankee Nuclear Power Corp. 87/10/30. 7pp. 43308.255- 
43308:261. 

6711060060 LER 07-OO7-O1;on 870812,10 & 23,while performing Typo C leak raid 
loshng.sevoTSl valves lound w/seol laakago above Toch Spec roquiramenis.On 
O/OO^.Typo B 6 C laakago axenedod Inal allowed by IOCFR50,App J.Maini 
orformod.W/671030 Hr. 

ELLETIERJ.P. Vermont Yankee Nuclear Powor Corp. 07/10/30. 7pp. 43308:235- 
43308 241. 

6711050127 LER B7-0l&.00:on 871003. roaclor scromod due lo (urbino control valvo 
rapid operdng 8 fast dosuro.Causod by turbine control ol malfunclioaTurbino 
vendor ul>lfzad onsito lo robalance tu'blna oil pressure.W/871 io2 Itr. 

PELlET(En,J.P. Vermont Yanko© Nuclear Power Corp. 87/11/02. 4pp, 43292.102- 
43282:105. 

6711100481 LER 67.008-01;on 87O0l7,los3 ol normal power during shuldown 
occurred.Causod by routing of o'l sources of olfsile power through ono set of breakers 
wNIe i^anl Irt outage. Precautions to be adided lo p/ocoduros.W/671104 Itr. 
PELLE7IER.J.P. Vermont Yankee Nucloar Power Corp. 87/11/04. 6pp. 43335:290- 
43335:204. 


DOCKET 60-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


f. Securlly, medical, emergency & fire protectfon plane 


6711020015 Rov 15 to event dessiflcetlon gulde.lncludlna rev to table ot contents.Rev 4 
to Seclton 11, "Cross Ref • Event to Roqulromant" & Rev 4 lo Section 13, "Security 


lUOU, lissponso osiiaui i esi rfoceaure. w/nev 4 lo moie oi umusms. 

BURGIN.D. Public Service Electric & Gas Co. ol New Jersey. &7/11/0G. 16pp. 
4333S:052-43336;066. 

B7111602O4 Rev 2 lo Artificial lalanO Emergency Plan Imclomentng Piocedira EPIP 
204S. "Emergency Raepor^so CoHoul/Petsonnel Recell " teblo c>f contents erKL 
* Public Service Elecino & Gas Co. ol New Jersey fi7/t!/06. 3tpp. 4336S:ISB> 
43366:166. 

8711230322 Rev 4 lo Emergency Plan Implemenling Procedure EPiP 1013, "Emergency 
Response Personnel Telephone List" & revised taole ol coniertte. 

WlNNER.G.L. Pub'ic Service EieeWe & Gas Co. of New Jersey. ft7/tt/l7. 25pp. 
43419:095. 43419:120. 

8711300209 Advises tftai 870603 lomporery change lo artificial Island secunly ptan con- 
sistent vv/provisions of l0CFR50.54|p) & accepiablo. 

MARTIN.rT. Region 1. Ofo of fho Director 87/11/20 MCNEILL.CA Pubfic Serrfee 
Electric 8 Gas Co. ol New Jersey. 4pp. 43467:263-43467.289. 


P. Operating license stage documenla 8 correspondence 

8711080050 Forwards operating Ur for IAEA surveillance interval of 87O82l-002l.Prti- 

K ised Toch Spec change re oalellon of CliecK Valve V4S3 Itom 1 ST program luaanod. 

CMEILL,C.A. Public Service Eloctrtc 8 Cas Co ot New Je/s^ 87/10/26 Oocumoni 
Control Branch (Document Control Desk). 7pp. 43239:131-43239:137. 

8711020409 Appficatlort lor amends io licenses OPR-70 8 OPR-7SACkfing reactor 
vessel level instrumentation sys to Toch Spec Tables Tables 3.3-1 1 8 4 3*t1 8 table 
noiaiion pages associated w/ Tech Spec 3 3.3.7.Fee paid. 

MCNEILL.C A Public Service Electric & Gas Co of Nevr Jersew. 87/10/29 Documonl 
Gonvol Braewh (DooumetM Control Oesk). 7pp. 43235.205 43235-227. 

-8711020418 Proposed Tech Specs adding reactor vessel level Instrumentation sw lo 
Tech Spec Tables 3.3-11 & 4.3-1 1 8 table noiai on pages assoctaied w/Tech Spec 
3.3.3. 7, accident monitoring InstArmentetion. 

' Public Service Electric 8 Oaa Co. of New Jersey. 67/10/29. iSpp. 43235*213- 
43235227. 

8711090150 Revised epplicelion lor atr.ends lo Licenses OPR-70 & OPR-75. consIsOng 
ol License Change Reemest LCR 86 - 1 1 , adding provision (o OL for unils lo Indcaie 
thatroquiremenis ol NRC B30S06 ordor torminaied. 

MCNEILL, C.A. Public Service Electric 8 Gaa Co. of New Jersey. 67/11/03. Document 
ConUol Branch (Document Control Desk). t4pp. 43321 092-43321:105. 

8711160817 Forwards rept documenting independeni Invosilgalion of erroneous state- 
meni contained In 671016 Ur re 4 kV breaker coordinallon.per 871023 teicon. 
MCNEILL.C A Public Service Electric 8 Gas Co. ol Now Jersey. 67/11/03. OoeutnenI 
Control Sranch (Documeni Control DosV). 8 pp. 43366 248-43386 256. 

8711100431 Genetic LIr 67-15 to all holdors of CPs for nuclear power planis re policy 
slatemeni on deferred planis.Svo l.st oncl. 

MIRAGLIA.F.J. Assoclaia Director lor Projecls (Post 670411). 87/11/04. Consokdaied 
Edison Co. ol Now York. Inc. 4Spp. 43402.001-43402.046. 

8711190268 Requests that ulil provide written summary of Imdinga to NRC lofkmfng 9t> 
vesllgatfon Into alleged Intenllonal damage lo aaleiy-related oquipmonl at plantper 
671029 lelcon. 

WENZfNQER.EC. Region 1. Ofo of the Director. 67/11/13. MCNEILL.CA. Pubic 
Service Electric 8 Gas Co. ol New Jersey. 2pp. 43401:010-43401:911. 

8711240264 Forwards Amends 84 8 86 lo Licenses DPR-70 & OPR-7S, respectively 8 
saleVy evetuallori. Amends change Tech Specs due to mod ol toacior trip ^ 8 ESFs 
response times lo eccommodalo removal ol resistance temp detectors bypass sys. 
FISCHER, D C. Project Directorate 1-2. 67/11/16. MCNEILL.CA. Pubfic Sanrice Elec- 
tric 8 Qas Co. of New Jersey. 3pp. 43446.001-43446.042. 

-6711240283 Amends 64 8 56 to Licenses DPR-70 & DPR-76/sspectively. changing 
Tech Specs due lo mod of rosclor trip sys 8 ESFs response l.mes to accommodate 
removal ol resistance lemp deteciors bypass svs 

8 UTLER.W.R. Project OIreciorale 1-2. 87/11/16. 26pp. 43446:004-43446.629. 

-8711240271 Salety evaluation supporUng Amends 64 8 66 lo Ucensea OPR-70 & 
DPR-78.fe3pecllve)y. 

* Office of Nuclear Reactor Regulailon, Director (Post 670411). 67/11/16. t3pp. 
43446:030-43446.042. 

8711200373 Notillcalion ol 871124 meeting w/ulil in Belhosda.MO to discuss assess- 
ment ol potential lor plant steam generators to have North Anna tube aiplure prob- 
lem. 

FISCHERjD.C, Project Diroclorate 1-2 87/11/17. MURLEY.T.. SMEZEKJ., 

MIRAQL 1 A.F. NRC • No Detailed Alfilial'on Olvon. 4pp. 43414:349-43414:352. 

8711300067 Applicellon for amends to Licenses OPR-70 8 OPR-75.modifyfng Section 
3/4 8 . 1.1 Ol facility Tech Specs to address changes (0 action siatemenis & surveil- 
lance requirements suggested In NRC Oeneic Ltr 84-t6.Fee paid. 

MCNEILL.C A. Public Service Electric 8 Qas Co. of New Jersey. 87/11/20. Document 
Control Branch (Documeni Control Desk). 1 1 pp. 43470:125-43470:163. 

-8711300060 Proposed Tech Specs re changes to acllon staiemenls 8 surveRance re- 
quirements Suggested In NRC Generic LIr 64-15. 

* Public Service Electric & Gas Co. of New Jersey. 87/11/20. 26pp 43470:138- 
43470:163. 

8711300267 Advises that three lubes plugged In Steam Generator 13 on 871021,per 
Tech Spec Sunreilianca 4.4.5 5.a.Two tubes plugged dua to tube wall loss In excase 
ol 40%.Third tube plugged due to "anllvibraiion bar" coniacl. 

ZUPKO.J.M. Public Service Electric 8 Gaa Co. ot New Jersey. 87/11/20. Document 
Control Branch (Document Control Desk), ip. 43471:110-43471:110. 


8306110473 IE Into Notice 83-39, "Failure ol Salety/Reliel Valves lo Open el Evv 
Interim Rqpl." 

JORDAN, E.L. Oiv ol Emergency Preparedness 8 Engineering Rospi]nso.lE(65C 
670413). 83/06/17. Consolidated Edison Co- of New York, Inc 2 pp. 43226 
43226 207. 


6711020441 Forwards Safety Insp Rept 50-272/87.27 on B70921-25.No viola 
noted. 

JOHNSTON, W.V. Region 1, Ofc ol tho Director. 87/10/28. MCNEILL.CA. Pub' cl 
Ice Electric 8 Ges Co. ol New Jersey. 2 pp. 43235:045-43235:051 . 

-8711020461 Insp Rept 60-272/87-27 on 07O921-26.No violations noted Major t 
Inspocted:po 8 t-mod tost program for forthcoming refueling outago.lndud ng Eng ■ 
Ing Change (1EC) packages, mod test procedures 8 test specs. 

VAN KESsel,H.F^, EAPEN.P.K. Region 1 , Ofc of tho Director. 67/10/20. 
43235.047-43235:051. 


6711030208 Forwards util exam review team findings re root cause ol high oxam It 
raie.ln response to Roqualificallon Proaram Evaluallon Ropla 50 272/0T2UCL} C 
3ll/87-26(OL). 

MILTENBERQER,S. Public Service Elociric 8 Gas Co. of New Jersey 07/10/28. 
umeni Control Branch (Documeni Control Desk) 4pp. 43252.OI2-432S2.015. 

8710230213 NRC Info Notice 07-066, "Portable Molslure/Density Gauges: Recent 
denis of Portable Qaugoa Being Stolen or Lost." Sve list end. 

CUNNINGHAM, R.E. Division ol Industrial 8 Medical Nuclear Saloty (Posi 070 
87/10/20. Consolldaled Edison Co. of New York. Inc. 89pp. 43324:139-43324:221 

8711060249 Informs NRC ol disposition ol environ qualification of 1 
coolete.EnQlneecIng & piartt belletmetM salety ettalyais group salety eve'uaUort 
eluded that pump room coaler motors 8 associated components guaiil'ed In post- 
dent en\drons. 

MCNEILL, C.A. Public Sendee Elociric 8 Oas Co. ol New Jersey. 87/10/30. DoCl 
C ontrol Branch (Documeni Control Desk). 2pp. 43303:352-43303:353. 

8710290234 NRC Info Notice 87-056. "Improper Hydraulic Control Unit Insialletk 
BWR Plants.'' Svo list encl. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 67/|i 
Consolidated Edison Co. 01 New York, Inc. I t2pp. 43324:228-43324:339. 

6711020017 NRC Inlo Notice 87-057, "Loss ol Emergency Boration Capab ly Di 
Nilrogen Gas Intrusion." Svo list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/1 
Consolidated Edison Co. ot New York, Inc. t16pp. 43355:003-43355:119. 

6711060040 NRC Compliance Bulletin 87-002. "Festener Testing to Detormfno 
tormance W/ Applicable Matl Specs." Sve list encl. 

ROSSl.C.E. Division ol Operational Evonta Assessment (Post 870411). 07/r 
Consolidated Edison Co. or New York, Inc. 1 16pp. 43397:l42-43367;267. 

8711180029 Forwards Exam Repts S0-272/87-26OL 8 50 311/87-26OL for oxam 
ministered on 870915-17. 

GALLO.R.M. Region 1. Olo of the Director. 67/11/12. MCNEIL, C.A. Public So 
Electric 8 Gas Co. of New Jersey. 2pp. 43385:350-43386:065. 

-8711160035 Exam Repts 60 272/87-260L 8 50-311/87-2601 on 870916 l7.f 
re9ult8:all four senior reactor operator candidates passed written 8 operel.ng o> 
SILK.D., KELLER.R.M. Region 1. Ole of the Director. 87/11/09. eapp. 43385 
43386.055. 

8711090140 NRC Info Notice 87-058, "Continuous Communications Following Erne 
cy Notifications." Sve list encl. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 87/1 
Consolidated Edison Co. of New York, Inc. 1 13pp. 43404:176-43404:280. 

8711120027 NRC Into Notice 67-059. "Polenlial RHR Pump Loss." Sve Hat eniCl. 
ROSSl.C.E. Division ol Operailonal Events Assessment (Post 870411). 87/1 
Consolldaled Edison Co. of New York. Inc. t20pp. 43467.001-43487:121. 

8711 130008 Su 0 ]l 2 to NRC Inlo Notice 86-106, "Degradation ol RCS Pressure 0( 
ary Resulting From Boric Add Corrosion." Svo list encl. 

ROSSI, CE. Division of Operational Events Assessment (Post 670411). 87/1 
Consondated Edison Co. of New York. Ino. 1 f9pp. 43444:195-43444:314. 


S. Reportable occurrences, LERe 8 related correspondence 


8711100502 LER 67-012-00'.on 670930,Tech Spec 3.0.3 entered since it\opetabl< 
dervoltage trip channel not pieced In Irlppeo condition within I h.Caused by 
equate relay dept procedures. Manual to be revl8ed.W/87l029 Hr. 

POLLACK,M.J.. ZUPKO.J.M. Public Service Electric 8 Gas Co. of New Jersey. 8 < 

29. 6 pp. 43336:021-43336:026. 

6711100379 LER e7-013-00;on B71002, reactor trip occurred on source range del 
high neutron Ilux.Channel N31.Causea by Inadequale desIgn.Oetector & housing : 
claled w/source range Chanr>el N31 replaced W/87 1030 llr. 

POLLACK, M J.. ZUF^O.J.M. Public Service Elaclrlo 8 Gas Co. ol New Jersey. 6 / 

30. 4pp. 43335.216-43335.219. 

8711170226 Summary ol Operating Reaotora Events Ueeling 87*38 on 871103 L 
attendees, viewgraphs 8 summary of reactor scrams end. 

LANNINQ,W. Events Assessment Branch. 87/11/05. ROSSl.C.E. Division ol 1 
atlonal Evenla Assessment (Post 670411). 20pp. 43385:216-43365:234. 


DOCKETED ITEMS 45 


8711170041 LEO 87-014-00 on aTlOOB.plasiic snoo cover (ouncJ -wodged to block open 
locked hfoh-fadlaiion area door Inlo unlt.Caused by personnel error.Door closed & 
locked as lepuired & memo Issued fs impoitanco ol adhering to conlrol8W/87n00 

POLLACK M J., 2UPKO.J M. Public Service Electric & Gas Co. of New Jotsoy. 87/1 1/ 
09- 6pp 43376-.270-43376.274. 


6711300284 LER 87-01S-OO.on 871023.fuol moved from coio io spent fuel pool in sup- 
pon of refueling activities w/two ol three diesel generators inoperable.Caused by par- 
aonnol error. Disciplinary action laken.W/871020 Ur. 

POLLACK MJ., ZUPKO.J.M. Public Service Electric & Gas Co. ot Now Jersey. 87/11/ 
20. 6pp- 4347t.070-4347l;076. 


V. Operator Examinations 


8711030208 Forwards util exam review team findings re root cause ol hit* exam 
raiejn response lo Requalilicailon Program Evaluation Repls 50-272/87-21(OlJ a SO- 
31 l/67“2wOU) 

WILTENQERQER.S. Public Service Electric & Gas Co. ol New Jersey. 87/10/28. Doc- 
ument Control Branch (Document Conlrol Desk). 4pp. 43262.-0l2-43252:Ol5. 


8711180029 Fotwarda Exam Repls 60-272/e7-26OL & 60-31 t/B7 260U toi exams ao 

QAu!o.FLM.*'Reglon l/bfc ol the Director. 87/11/12 MCNEIL.CA Public Sowico 
Electric fi Gas Co. of New Jersey. 2pp. 433B6:35O-43306:OSS. 


-871118003S Exam Repls 60-272/87-26OL & 60-311/87 260L 00 870016-I7.£xam 
rosults-all four senior reactor operator candidates passed written & opsraUno oxeiro. 
SILK.O., KELLEfl.R M. Region 1, Ofe of the Diiecior. 87/11/09. d4pp. 43385352- 
4338’6:6 s5. 


DOCKET 60-274 U.8. GEOLOGICAL SURVEY RESEARCH REACTOR 


P. Operating ((cense stage documents 8 correspondence 


8711030287 Application tor amend to Llconse R-113 lo exempt certain survolUarKO lo- 
quirements i make corrections requested by NRR Changes In roaulromonis request- 
ed duo (0 reactor being in shutdown ponding Installation of new tank imer. 
MILLARO.HT. Interior, Dept Qt. Qeologicat Survey. 87/10/21. OHico of Nuclear Re- 
actor Regulation, Dlreclor (Post 87041 1|. 2pp. 43232 267-43252:283. 


-6711030288 Proposed Tech Specs exempting certain surveillance requiremortis & 

making corrections roquosiad ^ NRR. 

* Interior, Oepi. of. Geological Survey- 87/10/21. iSpp. 43292 269-43252:283. 


6711160148 forwards description of Implementation schedule for miscellaneous 
ffinentfs & revised pages lor Rev 16 to p^slcal security plan & for Rev 2 to contin- 
gertcy .plan, per NFIC 070924 requosl.Schedulo & revised pages withhold (ret 
IOGFfl73.21). 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/11/09. Document Control Branch (Oocu- 
menl Control Oesk|. 2pp. 43386 224-43366:225. 

8711246127 Forwards Insp Repls 50.276/87-37 & 50-323/67-37 on 871005-09.No vio- 
iailor>8 Of deviations noted. 

ZIMMERMAN, R.P. Region 5, Ole ol the Director. 87/1 1/09. SHIFFER.J.D. Pacific Gas 
6 Eloetde Co. 2pp. 43430 044-43430.053. 

-6711240131 Insp Roots 60-275/67-37 8 60-323/87-37 on e71005'09.No vio'allons or 
deviations notod.Maior areas inspecled. various vital areas & equ'pment In plant S lol- 
iowup of anioicemeni & open items. 

auf^iNJF, M£NDONCA,M.M Region 6. Ofe ol the Dredor. 87/11/05. Cpp. 
43430:046-43430:053 


6711260236 Sevonlh part>al response to FOIA requesl. Forwards App O 6 P 
docutnenis App 0 documents available In PDR App P documents partially wilhheld 
frol FOIA Exemptions 6 & 7) 

GRlMSLEy.O.hT Division Of Rules & Records (PosI 870413). 87/11/23. DEViNE Gov- 
ernment Accountability Project. 6pp. 43462:186-43462 280. 

-6711260263 Forwards closing repl on Inquiry 05-64-016 re allegations of threats & 
irtUoldaiion Review util aclioru roauliad In deiorminaiion that no further action required 
by ragWi ofe. Partially daloled mall also end. 

SHACKLETOM.O.C. Region S, Ofc ol the Director. 84/06/15. MARTIN, J.B. Region 5, 
Ofe ol the t^oclor. 60pp. 43462:173-43482:229. 

-6711250266 Parijaily doteied memo re 840323 telephonic repl (0 author concorn-ng 
armod toaponders concerns w/possibihty that response lo security alarms in hot areas 
may bo required. 

SCHAEFER, O.W. NRC - No Detailed Airiliatlon Given. 84/03/23. NRC • No Dole led 
Alfttlab'on Given Ip 43462:245-43462:245. 

-6711260274 Parilaiiy deleted memo ra telcon requesl lor addi Info concerning OW 
&haol» 640323 memo concarnino radiation protection Irainlng ol security guaros. 
SCHUSTER.M.D NRC - No Dela'led AfMlaHon Given. 84/03/26. NRC • No Oelal'ed 
Afliliation Given. 2pp 43462 248-43462:247. 

-8711260277 Portialiy deloiod Ur discussing tolcons & meaiings in which concerns ro 
somiiy olltcois not receiving regu'ied listing In radiation S resp-ralory protection oi 
plant expressed Partially deialad statement of concerns enci. 

ICARAfe.R.A. Region 6, Ole el iho Director. 84/04/12. Affiliation Nol Assigned. 2pp. 
43462.248-43462:249 


Q. Inipeolfon rapona, lE Bullaiina 6 eorraapondanca 

8711260826 Pqrwarda rasponaa lo violations noiad In insp Ropt 60-274/67-0i.ErKis 
wilhheld (ref tOCPR2.79i}(dl]. 

MiLLAflO.H.T. inla/ior, Oepl of, Geological Survey 87/it/i6. VANOELL.LA flogien 
4, Ofeol Ihe Dlreclor. Ip. 43460:267-43^460:267. 
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P. Sacurfly, medical, emergency & fire proteclion plans 

6711000069 FOIA request for documents re Insp rol In enci JO Martin 83)201 m & 6Nl 
woik ae ccnsuitanl io NRC re plant. 

HAMLIN, J B Shaw. Pillman. Potts 4 Trowbridge 87/09/14. NRC - No Oolallod AHW- 
etion Given. 4pp. 43323:?91-43323:29S. 

-8711090073 Advises lhal NRC employees listed In end wilt f'oed unescorted access 
badges for all areas of facility for special Insp during 831 i26-l3iOEmpfOy9es should 
be provided addI training In emergency response & security W/o erv:l. 

MARTIN.JB Region 6, Ole of the Director. 83/12/01. SCHUYLER.JO PacIHcGas* 
ElectrloCo. ip. 43323:299-43323:295. 

8711020260 Forwards public version of revised emergency plan Implemeniino 
procedures Including Rev 12 to EP 0-3, "Nolificallon ol Ofislie Organlrallons” 4 Rev 
9 to EP EF-1, "Acilvallon 4 Operation ot...." W/fl7l029 release memo. 

SHlFFEfi,J.D Pacific Gas 4 Electric Co. 67/10/13. Document Cenirof Brerrch (Oocu- 
tner\t ConUol Desk). 5pp. 43238'.262-4323a’.3tQ. 

-8711020268 Public version of revised emergency plan Imptemenlmg 
procedures, Including Rev 12 lo EP G-3, "Nolilicallon of Offsllo Organlrelkjns" 4 Rev 
0 lo EP EF-1, "Activation 4 Operation of Technical Support Ctr." 

TOWNSENO,J.D. Pacino Gas 4 Eleciric Co. 87/10/13 63pp 4323e.267-43238.3l9. 


-671 1260280 Perilally delated itr loiwaidlng repls documentina results of Insp of con- 
owns re lire stop foam Insiaiielion pisciices noted In 840202 memo Region activities 
coflwieied. 

eiSHOP.T-W. NRC ■ No Detailed Atfiiialion Given. 84/09/26. Afli'iaiion Nol Assigned. 
30pp 43462.260-43482:280. 


0. Adjudicatory correspondence 


8711040063 Informs that lime provided within which Commission may act to review 
ALA6-673 expired Commission declined review. Decision became final agency action 
on 671028 Served on 871102. , ^ 

CHiiK.S.J. CMIlce ol the Secretary of the Commission. #487 4728. 87/10/30. Ollico 
ol (he Oeneiei Counsel, ip. 43254 280 43264:280. 


6711170030 Documents reconshiutlon of ASLAB tor OL amend proceeding lo consist Ot 
AS Roseninal.CN Kohl 4 HA Wilber.Relaled correspondence. 
flOSENTHAL.A,S Atomic Safety and Licensing Appeal Panel. #487 4814. 87/11/12. 
Atomic Safety and Licensing Appeal Pane). Ip. 43388:133-43388.133. 


67111W)0U ReconsMulion ol ASLAB.' Notifies lhal chairman ol ASLAP reconstlluled 
ASL/\8 lor OL amend proceeding ASLAB for proceeding Ilsled.Served on 671116. 
SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #487 4851. 87/11/12. 
Ip. 43392:094-43392.094. 


6711240012 Informs that time provided by NRC reguiationa within which Commission 
ntay act to review ALAG-B77 expIred Comm-sslon declined revlew.DecIslon became 
Inal agency action on 671 1 1T.Servod on 871 120. 

CHILKS.J. Oltico ol Ihe Secretary ot the Commission. #487 4873. 87/11/20. Alomlo 
Safety and Licensing Board PaneL 1p. 43423:168-43423:t99. 


J. Iniurance 4 Indemnity Information 


8711060213 Forwards SALP Repts 60-276/e7-28 4 50-323/87-29 for Aug 1906 • -M 
1987.0varall performance acceptable. Mat meeting to discuss results ot essossmenl & 
Drograas of action plan ref in util 8706 to Itr scheduled lor 871030. 

MARTIN.J B. Region 5, Olo ol the Director. 87/10/21. SHlFFEfl,J.D. Paeffio Gee 4 
Electrlo Co. 3pp. 43307:191-43307:294. 


-8711060222 SALP Repts 60-276/87-26 4 60-323/e7-2g (or Aug 1986 -Jul t087. 
• Roglori 5, Ofc of the Director. 87/09/09. 40pp. 43307:194-43307:233. 


8711060065 Forwards Endorsement 25 to MAELU Policy MF-103 4 Endorsement 65 to 
NEUA Policy NF.226. 

LOCKE R F Paelflo Gas 4 Eleclrlc Co. 87/10/26. 8ALT2MAN.J. NRC - No Detailed 
Aiataaort Gbrert. 3pp 43302 039-43302.04 1. 


P. Operating license stage documents 4 correspondence 


-8711060260 Forwards NRB Input to SALP repl lor llcenstng activities lot Aug 1986 • 
Jul 19a7.Ulil assigned Category 2 lovel w/no apparent trend In overall performance 
for lurKtlonal area of licensing eclivlties. 

TRAMMELL, C M. Project Directorate V. 87/09/02. KIRSCH.D.F. Region 5. Ofc of the 
Director. 1 1pp. 43307:284-43307:294. 

8711090003 Forwards Insp Repts 60-275/87-34 4 60/323/67-34 on S706l6-l003.No 

violetione noted. ,, 

2IMMeRMAN,R.P. Region 6. Ofo of Ihe Director. 87/10/21. SHIFFER.J.D. Peciho Ges 
4 Eleotric Co. 2pp. 433l6;060-43316:O81. 

-8711090098 Insp Repts 50-276/67-34 4 62-323/87-34 on 67081d-]00aNo violations 
or deviations noted.Major areas In8pecled:plant operatlons.meint 4 sutvolllence 
actlvl8es,followup ol onsite events 4 regional requests, LERa 4 physicti security. 
PADOVAN,LM., JOHNSTON, K.E., NARBUT.P.P. Region 5. Ofc ol the Dlreclor. 87/ 
10/20. 11pp. 43316:071-43316:081. 


871103DD94 Forwards plant-specHIc details lot ATW8 mUigatlnQ sys ectuatton circuitry 
fAMSAO.In response to NRC selety evaluation ol WCAP-1O850-A, "AMSAC Generic 
Oeiten ." Util selected Option 1 .sleam generator low level logic design. 

SHIf^fl,J.D. Pacilio Gas 4 Electrlo Co. 87/10/30. Document Control Branch (Oocu- 
menl Control Desk). 22pp. 43252.028-43262:049. 

8711030260 Forwards applloallon for amends to Licenses OPR-80 4 DPR-82. proposing 
exemption to Tech Spec 3.8.t.1 lo allow swing diesel generator to be out of svo for 
14 days for preventive malnl 4 testing. 

DIFFER J.O. Paelflo Gas 4 Electric Co. 87/10/30. Document Control Branch (Oocu- 
menl Control Desk). Ip, 43280:001 -43280.027. 


-8711030284 Application for amends to Licenses OPR-eo 4 OPR-62,emend-'ng Tech 
&eo 3.8.1.1 tor second refueling outage lor Unit 1. 

SHIPPER, J.D. Pacific Gas 4 Electric Co. 87/10/30. 16pp. 43260:002-43260.024. 
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-S7110302ft6 Proposed chariges to TacP Spec 3.0 1.1 lo' second reluetmo outage lor 
Unit 1 . 

• PacIfloGas & Electric Co. 07/10/30. 3pp. <13260.025 .13260.027. 

6711030403 Responds to 670928 request lor oxtonslon of submittal dato lor summary 
lochnlcal lept te firsi reactor vessel survei'ilance capsule Icr planl.Exlenalon to &80t3i 
acceptable. 

MURLEV.TE. Otl.ce ol Nuclear Reactor Regulation. Oirecioi (Post 670411). 87/10/ 
30. SHIFFER,J.O. Pacific Gas ft Electric Co. Spp 43259040.43259.052. 

6711030420 FonMerds SER S Infcrmal Technical Evaliretion Pept EGQ-NTA-7000. 
"Confomianco to Generic Lir 63-28 Item 2.2. 1 • Equ'p.T.ent Classlf-caiicn for AM Other 
Sa'ety Re'eted Components O'ab'o Canyon 1 & 2.‘‘ Ut I response accepteb'e. 
TRAMUELL.C.M. Project Directorate V. 87/10/30. SHiFFEfl.J.O. Pactic Gas & Etoo 
trio Co. 3pp. «13259;072-43259.096. 

-6711030433 SER Supporting util response to Generic Ltr a3'26.ltem 22.1 re equip' 
menl classil.-calion programs tor a'l safety retaiod compononls 

* NRC- NoOelailed AlfiiiatoPGlvcn. 67110/30. 7pp 43259.Q76-43259Q81. 

-6710150046 "Conloimance to Generic Llr 63-20 Item 2.2.l-EriuipTierit CiasshcaikMi 
lor All Other Selety Related Components: Diablo Cenyort 1 & 2," Inicrmal lechrUcal 
avaluaUortrepl. 

UDY.A C. EO&Q Idaho, Inc. (subs, ol E08G. Inc.]. UOY.A.C. Idaho Malional Er.g'neer. 
ing Uboratory. FIN 0-6001. FQG-NTA-7000. 67/09/30. NRC • No Oecd'led Ainiaiiort 
Given 17pp. 40259:082-43259.098. 

6711030516 Forwards salety eveluason ol uHl 860117 & 0407 submtileis reapondmo to 
PTS rule,tQCFR50.6t Mat! properties ol roactor vessel belU'nq mau’s.liuersce at Irvtec 
surface ol reactor vessol & calculated RT(PTS} acceptable. 

TRAMMELL.C M. Project Oiroctorale V. 67/10/30. SHIFFER.J.O. PacH'c Gas 5 Elec- 
tric Co. 4pp 43263:159 43263:167. 

••8711030536 Safety eveiueiion support-ng util 660117 & 04C7 submiilars rospondina to 
roqu'roments Of tOCFRSO.Gl ro projocied va'uos of mall properfos for Iracfuta 
touohnes tequiiemenls lot protection egalnst PTS events SubmVtieis accaplabie. 

* Olflce of Nuclear Reactor Regu'al'on, Director (Post 670411). 67/10/30. 5pp 
43263:163-43263:167. 

6711060167 Forwards payment (or onci 67t030 License Amend Roquesi lAR 87- 
09 Choch inedvertonily left out of iniilal rna-iing Fee paid 

' Pacific Gas A Glecinc Co. 67/11/02. Document <^ritroi Qranch (Oocumonl Control 
Desk). 1p.4330a.080-43308:l0d. 

6711100379 Forwards Vo’s 1 & 2 lo "OCROR Supplamonlal Summary Repl." Repi pro- 
vidss tiescdpvion of iwman engineeiinq chscrepency, prtonty ratins.iecommended coi- 
recllons 6 proposed schedules for impremonialion v changes 
SHIFTER, J.O. Paeilic Ges & Eiccfde Co. 87/ft /03. Oocument Cdniioi Branch lOocu- 
menl Control Oosk). 2po <3325 OOi -43338.030. 

••87(1100286 'OCROR Supplemental Summary Repl." Vois I 8 2. 

SHIPPER, J O Pacific Gas S Eloculc Co 87/10/31. l.lOOpp 43336:003-43326031) 

87110S0060 Pinal rasponso lo FOIA request lor documents App A documents available 
In POR.No records located re item i oi request. 

QBIMSLEV.C.H. OMson Ol Rules & Records (Pest 0704(3). 87/tt/04. »iAMiLN.J.e. 
Snaw, Pillman, Potts A Trowbridge. 3pp. 43323'.296'43333:398. 

8711100431 Qenarlo Lir 67- 1 5 to ell hO'ders of CPs for nudear power pients re poL'ey 
sfafemoni on delorrod piants.Svc list end. 

MiRAOLlA,P.J. Associate Orecior for Prolecis (Post 8704i >}. 67/(1/04. Coneo.'idaied 
Edison Co of Now York. me. 46pp. 4340^:001-43403.046. 

87 1 1 f004S1 Forwards response lo NRC 870939 request lor addi info re uM inienuon to 
remove RhR suction valve auloCosure inloilocK function. 

SHIFFER.J.O. Peciflo Qae & Elootclc Co. 87/11/05. OocumeiM Contiot CtetKh (Oocu- 
menl Control Desk). 3pp. 43335:083 43335.065. 

8711130141 Forwards eddi Info re Unit 2 boron InjecLon tank (BIT) inerrrtai rekoi 
valve.in response to NRC 671006 requesi.Info Identifies ulll actions re monilotlng ol 
BIT thermal relief valve leakage prior lo 871010 InsIsl'aUon. 

SHIFFER.J 0. Pacific Gas & Electric Co. 87/ 1 1/06. Document Confroi Brench (Docu- 
ment Contio) Desk). 7pp. 43354.3)7-43354.323. 

8711130331 Forwards Into on long-term seismic program omplilcai ground motions data 
basa.pqt NRC 87Q930 tsquasl Updated comouter diskettes w.ll te provided tor use 
SHIFFER.J.O. Pacifio Gas A Electiic Co. 67/11/06. Document Contiol Branch (Oocu- 
ment Control Desk), gpp. 43361:131-43361:139. 

6711160174 Forwards appli'catlon lor amend to License OPR-60,can$i’siing of Ucenso 
Amend Roouesl 87-iO,lo e'low one-lfme temporary rellel from eurve-t-'anco requve- 
menis re turoina overspeed protection sys .Faa paid. 

SHIFFER.J O. Pacific Qas & Electric Co. 97/11/06. Docurneni Contiol Oranch (Docu- 
ment Control Desk). 2pp. 43365:1 19-43365:133. 

-671(160181 Applicabon lor amaml It} License DPR-SO.ccnsIsting of License Amend 
Request 67-10.reviSi'ng Tech Specs lo a'iow temporary exemption from survellsnce 
requiremenis re turbine ovorspeed prolecilon sys. 

SHIFFER.J.O. Pacific Qas A Electric Co. 87/11/08. 11pp. 43365:12 t-4S395:l9l. 

-671 f 160166 Proposed Tech Spec 4.3.4.1.2.reflecling revised surveillance reqinremanta 
for lurblne ovarspeed protection sys. 

• Paeillc Gas A Elecirlo Co. 07/t 1/06. 2pp. 43385 102-43365.133. 

8711110911 Ninth partial response lo FOIA request for records, Including notes of Inter- 
view of K McManonJ^orwards App K documents. App K A L ^cutneriis parttaUy A 
compfotely withhold (ref FOIA Eremptiqns 6 A 7,respacl.vely]. 

GRlMSLEY.DH. Division ol Rules A Records (Post 870413). 87/11/09. DIXON. 
DEVINE Governmanl Accountability Projecl. 4pp. 43346:138-43346:108. 

-8711110017 Forwards partially withheld Info documenting Wagner aflons Insupporl of 
Allegation 99 re Boslrom-Borgen/Meddco Uelats. 

CAHTER.H. Region 6. Ofe of the Oireoior. 84/07/06. SHACKEUTON.O. Ortca of In- 
vestigatlons. 33pp. 43346:143-43346:176. 

-87(1110029 Partially vritWiaid comments re Sosi(om-8etgen allegattena rnede In 
840118 Itr lo JB Martin of NRC.Marked-up partla'Iy wiihhelcTBSIFtO sworn sfatemerrt 
by GW Oossey A partially wKhheld 631227 Intorw'ewof K McMahon also oncl. 
SHACKL^ON.O.C. Office of Investigations. 64/01/26. Olflce of Invesligatlons. 23pp. 
43346:176-43346:166. 


671 1 130346 Conllrms oral authorization for one-llmo change lo Tech Specs porr.rj'g 
dofermeni of auiveillence requirement for exorcising lurblne valvesChango respo/ds 
(0 util 871 108 app'iceUon tor amend. 

HOLAHAN.OM. Assistant Director for Region III A Region V Roaciors. 87/iir09 
SHIFF^R.J.D. Pacific Gas A Electric Co. 3pp. 433e0:183-l3360;ies. 

8711160206 Advises lhal Westinghouse Owners Group currenily ova'uatlng NRC corv 
cerna noted In 870904 request for addf Info re Generic Llr 63-28 Items C2 3 A 4 7 4 
concerning life cycle lasting A periodic replacement of reactor Irm broakois. 
SHiFFEfl.J.O. Pacific GasA Electric Co. 87/11/10. Document Control G'sneh {Docu- 
ment Control Desk). Ip. 43366:237-43366:237. 

8711190072 Eleventh partial response to FOIA request for documents, inc'-d-rg rei- 
allofl A process monitor resume A qualification status Enel Mp L docemorts pa.t4fy 
vnthtwta {rol FOIA Exemption 8).Document8 in POR A LPOfl in San lu's Abspc CA. 
GRfMSLEY.O.H. Division ol Rules A Records (Post 670413). 67/1 1/16 GAn(}E Q ?. 
Qovernmeni Accountability Projecl. 3pp. 43406:277-43406:325. 

-8711190075 Partially deleted package consisling ol Info re ANSI N19 1- 1971 qi.a.if4a- 
uon A red<eition A process monitor resumo A quallllcalion status. 

* Pacific Ges A Electric Co. 67/11/16. 44pp. 43406:262-43406-32S. 

871124020S Advises NRC that listed documents re radiation protection A rosplr&loy 
protecifon Itaimng of security officers nonproprielary A available for pjbl-c diSdOK/e. 
SHIFF6H.J.D. Pacific Gas A Electric Co- 87/11/16. Document Control Brancn iDocu- 
manl Control Desk), ip. 43431:355-43431:355. 

6711250238 Seventh pertial response to FOtA request Forwards App DAP 
documenis.App 0 documents available In PDR App P documents pa'lio Y widihc^d 
(ref FOlA Exemptions 6 A 7). 

GHlMSLEY.OH Owlstonof Rules A Records (Post 670413) S7/t U23, OEV.NEQ-r- 
einmcnl Accounlabiltly Project. 5pp. 43462:156-43462:280. 

-8711250247 Requests Investigation of 840319 allegations of inVmlrie'lon invck-ng K 
Oukes.Bechiei const euperinlondent against tvra contractor empioyoes 
MARTlN.J.a Region 5. Ofc of the Director. 64/03/28. SHAfJKLETON.O. negen 5 
Ofcoline Okeclor. 5pp 43462:165-43462:171. 

-87I12502S8 Discusses Inquiry Into 840322 allegations of Ihreals A Inti.mldaiicn of CC 
inspedora by Bechtel supervisor at plani.Bechlel removed supcr/lsot ei vK 
request No further actions by region ofo necessary.besed on uHI aclio.'is 
MUnPHY.0.0. ROBlNSON.L.L. Office of InveatIgalions. 64/06/15. SHACKLETONO 
Officd oi Investigations. 1 p. 43462: f 72-43462:1 72. 


0. Inspection reports, IE Buliellns A correspondence 

6019170462 i£ Bulletin 60‘26, ’’Operaiino Problems W/Targei Rock Sa'oV- ReM 
Vehres at OWRs." 

* Ofc ol Inspocdon A Enloicemeni, Dlteclot t62020(*&70413). 60/12/(0. CorAoMs*.- 
od Edison Co of Now York, inc App. 43226;2bl-43226:205. 

6308110473 C Into Notice 83-39, '’Fsiiuie ol 8a(eCy/Rellof Valves to Open el (>A6(> 
inietiffl Rept ' 

JOROAN.E.L. DIv Ol Emergency Preparedness A Engineering Re8pon9«.lE{dS0J(2- 
870413). 83/06/17. Consolidated Edison Co. of New York. inc. 2pp 4322e2->S- 
43226 207. 

6711090066 FOIA request lor documents re Insp ref In enci JB Martin 831201 llr A ONL 
work es consuileni lo NRC re plant. 

HAMllN.j.e. Shaw. Pittman. Polls A Trowbridge. 87/09/14. NRC • NoOolo od AVD 
alionOlveo. 4pp. 43323.?91-43323:295. 

-8711090073 Advises that NRC employees listed In end will need unescorted access 
badges for ell areas ol faclltty for special Insp during B3t 128-1210 Employees shout-l 
be providod addI training In emergency response A aecurily.W/o end. 

MARIINJ B. Region 6, Ofc of the Director. 83/12/01. SCHUYLER, J.O. Pec fic Qas A 
ElecIrtcCo Ip 43323:295-43323:205 

8711050213 Forwards SALP Repts 50-276/67-29 A 60-323/67-28 lor Aug 1966 • JJ 
i9B7.0voiali performance acceptable. Mot meeting to discuss results of a&sar-srro'il A 

a ess ol action plan ref In util 870eto lir scheCHiled for 871030. 

TIN,J.B. Region 6. Ofc of the Director. 87/10/21. SHIFFER.J.D. Pacrlc Qsi A 
ElectneCo 3pp 43307:161-43307:294. 

-6711060222 SALP Repts 60-276/87-29 A 50-323/87-29 for Aug 1966 ■ Jul 1687 
’ Re^ 5. Ofc of the Director. 87/06/09. 40pp. 43307:194.43307:233 

-8706270170 Forwards DOE/INEL analysis ol UER quality lor facility during Aug 1084 • 
Jut I987.0verall quality scored above industrial average.Ouallty ol discussions ol roof 
cause, cofrecUve acUona A safely sys responses Improved. 

WUtAMS.M H. Trends A Patteirs Anatysla Branch. 07/00/20. KlRSCHO.F. Rejon 
5, Ofc of (he Director. SOpp. 43307:234-43307:263. 

-8711060260 Forwards NRR Input to SALP rapt tor Ucerrsing activities for Aug 1966 ■ 
Jul I087.tjni assigned Category 2 level w/no apparent trend in overall poilb'msnce 
for functional area of licensing activities. 

TRAMMELL,C.M. Project Directorate V. 87/09/02. KIRSCH.O.F. Region 5. O'c ol tno 
Oirecioi. 11pp. 43307:284-43307:294. 

8711090093 Forwards Insp Repts 50-275/87-34 A 50/323/67-34 on 870616-1003 No 
violations noted. 

2lMMERMAN,fl.P. Region 6, Ofc of the Director. 87/10/21. SHlFF£R,J.D. Pacific Gas 
A Elec^ Co. 2pp. 43315:066-43315:081. 

-8711090098 Insp Repts 60-275/87-34 A 52-329/87-34 on 870616 1003.No viofatons 
or devlellons noted Major areas lnspecled:plant operatlons.maint A survoil'ance 
activittes.iolfowup of onsite events A regional reque6ts,LER6 A ^ysical security 
PAOOVAN.LM., JOHNSTON.K.e . NARBUT.P.P. Region 5, Ofc of the Diroctor 87/ 
10/20. tipp. 43316:071-43315:081. 

871 1020364 AcK receipt of 870924 Itr Informing NRC of steps taken to correct vjo'aUor4 
no1«f In Irtap Repts 60-276/87-28 A 50-323/87-28. 

ZtMMERMAN.aK Region 6, Ofo of the Director. 87/10/23. SHIFFER.J 0. Pec-Hc Gas 
AElecirtoCo. Ip. 43236:193-43236:166. 
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0710230313 NRC Info Notics 67-055. "Portablo Uolslure/Oensity Gauges Reconi irici- 
dems ol Portab’e Gauges Being Stolen or Losi " Svc list end 

CUNNINGHAM.R.E. Division of Industrial S Medical Nuclear Safew fPosi 870739). 
87/10/29. Consolidated Edison Co. of New York. Inc. 89pp. 43324;139 '13324:227. 

0711060377 Forwards Rev 6 to Inservice insp & testing piogiam plan, incorporata'ng 
listed technical changes, including revising boundary drawls, sys pressure test sum- 
mary & deleting & revising various relief requests. 

SHIfFEH J D Paciric Gas & Electric Co. 07/11/02. Document Control Brant^ (Docu- 
ment Control Desk). Ip. 43304:069-43305.060. 

•*87t 1060262 Rev 6 to Insonrice Insp S testing program plan. 

• PacifioGasS Electric Co. 87/11/02. 351pp 43304:070 43305:060. 


S. Reportable occurrences, LERe & related correspondence 


871109027S Special root on 6710Q4,high iomp alarm setpo-nts exceeded In several 460 
vo3 bus areas in Unite I & 2 & battery aroas In Unit l duo lo high ambieni lamps 
resulbna from unusual weather pallorn Proper levels rolurnod on B7f006. 

StllFFERj O. Pacific Gas & Electric Co. 67/11/03. Document Conuol Branch (Docu- 
ment Control Desk). 2pp. 43332:137-43392:138. 

8711100367 LER 87-01 S'[>l}:on 871006.loui shutdown control rods not fully vvilhdrawn 
within 1 h as required by Tech Spec 3. 1 3.5. Caused by fuse failure from unknown 
causo.FaHod fuses sent offsito lor analySis.W/87ll05 Itr. 

HINOSJ.R.. SHIFFER.J.D. Pacific Gas & Electric Co. 97/11/05. 2pp. 43334:355- 
43334:358 


8710290234 NRC Inlo Notice 87-056. "Impropor Hydraulic Control Unit Instal-'alion at 
6WR Plants-" Svc list end. 

ROSSI.C.E. Division of Oporallonal Events Assosameni (Post 070411). B//lt/04. 
ConsoLdaled Edison Co. of Now York, ino. Il3pp. 43334:22e-43324;339. 


6711020017 NRC Info Nolice 87-057. "Loss of Emergency Qotai.on Capatkiity Doe to 
Nitrogen Oas intrusion." Svc list end. 

ROSSI.C.E. Division of Opecationat Events Assessment (Post Q704II) 87/11/06. 
Consolidated Ed:8on Co. of New York, trie. 1 t6pp 43355.003 43355:1 19. 


6711050040 NRC Compliance Bulletin 67-002, "Faaloner Testing to Ooiortnlne Con- 
formance W/Appllcabie Matt Specs." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 87/11/06 
Cortsolidated Edison Co. or New York. Inc 1 16pp. 43397:142 43397:257. 


8711240127 Forwards Insp Ropta 50 275/87-37 & 50-323/07-37 on 871005 09 No vio- 
lations or deviations noted. 

ZIMMERMAN, R P. Region 5, Ofe of the Director. 07/1 1/00. SHIFFERJ O Pachc Gas 
a Eloctrfc Co. 2pp. 43430:044-43430.053. 

-8711240131 Insp Roots 50-275/87-37 a SQ-323/87-37 on 87i005-09.No vtoieuons or 
de'nat'or>a noted Ms(or areas Inspected.vartous viiel areas & equipment lit pleni S fol- 
lowup of enlorcomont 8 open items. 

BUROOIN.J.F.. MENDONCA,M.M. Region 5, Ofc of the Oiioetor. 07/11/05 8pp. 
43430.046-43430:053. 

8711090140 NRC Info Notice 87-058, "Continuous Communications Following Emorgon- 
cy Notifications." Svc Hsl end. 

TOSSl.C.E Division ol Operational Evante Aaaosarnent (Poat «70nit). 87/H/I6. 
Conaoi'daiecJ Edison Co. of Now York, Inc. I13pp- 43404:) 78-43404:268 


6711160176 PNO-V-O? 074:on 8711i0.county Inadvertently actuated emergency notifi- 
cation sys(sironsl. Caused by wrong aoquonce being enierod into sys whi'e porform-ng 
weekly siienl lest Corroctivd action uncier investigation. 

FlSH,fl.. NARBUT.P. Region 5. Ofc ol the Oifocior. 07/11/10. Ip. 43366:261- 
43366 261. 

8711230436 tER B7-019'00:on B7l020,|itTro intoival requ'romeni specified by Tech 
Specs 4.1 3.1.1 & 4 t.32 exceadod-Caused by porsennel error a problem w/oquie- 
moni/compiitor program. Suppi to lopt will be issued alter lnvestlgaiion.W/97l 1 19 llr. 
HUG.MT. SHlFFEn.JD. Padllc Gas a Electric Co. 87/11/10. 6pp. 43423.036- 
43423:043. 

87112SD212 LEH 87-017-00:on 871022, automatic Initiallon ol conteinmoni vonlllation 
LsolaUon sya occurred Caused by e'oclilcal no so generated by voltage spike due to 
blown (use on radiation monitor kM 21 .Man lor roplacod W/071 120 Itr 
KELLY.WJ.. SHIFFER.J.D. Pacific Gas & Electric Co. 07/11/20. 5pp. 43460:031- 
43460.035. 


V. Operator Eiamlnalions 

6711060213 Koiwaida SALP Repis 60-275/87-29 6 60-323/87-29 loi Aug 1966 • Jul 
ld67.0yorail porlormanco accoplabio.Mgi mool ng lo d scuss results of assessment & 
progtoss of aciioTi plan rel In util 870615 in scheduled for 871030. 

MARTIN, J 8- Reg on 6, Ofc of the Direolor. 07/10/21. SHIFFER.J.D. Pacific Gas & 
Electric Co 3pp 43307;19I-43307 233. 

-8711860222 SALP RoptS 58-27S/67-20 & 50-323/67-26 for Aug 1886 - Jul 1987. 

' Region 5. Ofc of the Dirocioi. 87/09/06. 40pp. 43307;194-43307-233. 


8711120027 NRC Info Notice 67-050. "Potential RHR Pump Loss " Svc fist enci- 
flOSSl.C.e. OMsion ol Operational Evenia Aasossmeni (Post 870411). 87/11/17. 
Coneolioated Edison Co. of Now York, Inc. I20pp. 43407 001-43467:121. 

8711190008 Supp)2 lo NRC Inlo NoUce 86-106. "Oegradai-on ol RCS Ptossuio Bound- 
ary Resulting From Boric Acid Corrosion." Svc "si end 

ROSSiCE Division of Oparalional Evenia Assosameni (Post 870411) 07/ii/t9 
Consoiidaied Edison Co. of New York, Inc. 119pp. 43444:195-43444:314. 

8711260236 Seventh partial response lo FOlA roquesi.Forwards App 0 a P 
documenisApp 0 documenla available In PDR.App P documsnia paritoiiy w-thhoid 
(rel FOIA ExempDona 8 & 7). 

QRIMSUEY.O.H. Division of Rules & Records (Poai 8704i3k 87/it/23. DEVINE. 
Dixon Government AccounlsDlHly Projoci. 5pp. 43462:158-43462 360. 

-8711250263 Forwards closing repi on Inquiry 05-64-016 re eiiogoilons of throats & 
intimldailon Review util actions resulted in delermlnaiion that no further action required 
by region olc. Panlaliy deleted mail also encl. 

SHACKIETON.OC. Region 5. Olc ol the Director. 84/06/15. MARTiN.J.B. Region 5. 
Olcol the Olreclor. eOpp 43402:173-43462:229 

-671 1260200 Partially deleted Itr forwarding repis documontinq results of Insp ol con- 
cerns re fire stop foam Installation practices noied In 840202 memo Region aciKdiies 
completed. 

BISHOP.T.W. NRC • No Detailed Affliieilon Given. 84/09/25. Aflillslion Not Assigned. 
30pp. 43462:250-43462:260. 

-8711300000 Partially withheld Itr confirming NRC undersiendmg of corKorrts re weld- 
ing al plant, per 031 104 lelcon.Partially deleted slatemeni of concerns encL 
KIRSCH.O.R Region 5. Olo of the Olreclor. 83/11/08. Afll.'iallon Not Aes'gned. 5pp. 
43482:230-43462:244. 


R. Periodic operating raporta 8 related correspondence 

8711160276 Monthly operating repis lor Sept 1987.W/671009 llr 
BEOESEM P.. TOWNSEND, J O. Pacific Gas & Electric Co 87/09/30. 9pp 43369:804- 
43369:312. 

8711240067 Monthly operating repts for Oct l9e7.W/871 1 13 llr. 

BEDESEM.P,. TOVVNSEND.J.D. Pacific Gas & Electric Co. 87/10/31 9pp. 43431:100- 
43431:108. 

6711300160 "Rept on Discharge Monitoring al Diablo Csnyon Power Plant During 
Menthol Oct l987."W/e7l120ltf. 

TOWNSEND, J D. Pacific Gas 6 Eieclrlc Co. 07/10/31. LEONAHD.W. CaWorrta. Stale 
ol. 67pp. 43466:299-43466:355. 

8711160218 Forwards "tOCFRSO.Sg Annual Rept ol Changes, Tests & Experimenis 
860323-870322." Rept same as reporting Interval of annual F5AR update rev. 
SHIFFER.J.D. Paciflo Gas & Electric Co. 87/11/09. Document Control Branch (Oocu- 
meni Control Desk). 2pp. 43384:332-43364:344. 

-0711180220 "10CFR50.69 Annual Rept of Changes, Tests & Experiments 880323- 
870322." 

* PaclOo Gas & Electric Co. 87/03/22. 1 1pp. 43364:334-43364:344. 


DOCKET 60-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


f. Saeurily, madieal, emargency t> lira prolaollon plana 

87110M144 forweida Saloly insp Rapla 60-277/67-26 5 60-278/87.25 on 670829- 
lOiONovfo-'aLona noted. 

KANEWF. Region i. Olc ol Hio Dlioclor. 07/tt/0S. GALLAGHER, J.W. PM'adolphia 
ElOClrlcCo 2pp- 43314 241-40314:274. 

-8711090147 insp Rapis 50-277/67-25 & 50-270/57-25 on 570529-10l5.No vlolsilons 
noi^ Major areas inspoctodoporational eatoty, radiation proieciion.physlcal 
aecunty.coniroi room aci-viiioa.i conaee ovenis 6 survolitonco losiing. 

WILLIAMSJH. LINVILIE.JC Regoh 1. Oto of the DiiOCtor. 67/11/04. 32pp. 
43314 243 43314 2 74. 

8711300165 Forwards Sologuards fnap Repta 50-277/67-20 & 60-276/87-20 on 
870828 0702.No vlolalions ncAod. 

MARTJN.TT. Region 1, Olc ol iho Dirocior. 87/11/24. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp 43466:20l-4346&:290. 

-8711300174 Physical Secunly Insp Ropla 50-277/87-20 4 60-276/87-20 on 670620- 
0702.No vtoiaions noled.Majoi aroas Inspeclodmgi olfecLVoness.socurity organlea- 
Uon 6 foi-'owp ol BllegaLons Certain info from allegations subslanliaied. 

BAllEYR J.. IaNCACTER.W.K., KEIMIG.R.R. Region 1. Olo ol the Oireaot. 67/10/ 
28. 6pp. 43466:283 43466 290. 


O. Adjudloslory correapondance 

8711260107 Rosponda to 67Q63I Ur ro socuiity at nailonal & local loval al facilllles NRC 
concludod (hat no subslanllal health & safely Issues that would warrant suspension or 
revocaUon ol any license or permil for facl'ii'os. 

2ECH.L.W. Comm-ssionora. 07/10/27. Cf.iNTON.B. Arkansas. State ol. 6pp. 
43481:350-43462.002. 

-8711260144 Addresses serloua problems re erosion ol public conlidonce In ability ol 
NRC to seloQuord pubUc adequately from dangora ol nudoar power efant accidents. 
CUNTON.e. Alaska. Slaie of. 67/08/31. LANDO.L.W. Commissioners. 2pp. 
43482.<H>1-43462 0D2 


P. Operating license alage documenla 8 correipondence 

8711IOOIBS Forwards addl Info ro plan! commilmont lo excellence action plan, per NRC 
870824 & 0911 requesls 6 670626 S 0914 meetings w/NRC & 

Commissioners, raspaciiv^y.Submillal should bo usod to satisfy commitment lo send 
rept of acllori plan progress. 

AUSTIN,J.H. PMadofph a Electric Co. 87/09/28. RUSSELL.W.T. Region 1. Olc ol the 
Olreclor. 384pp. 43326:065-43329:106. 

8711040278 Forwards Governor Schaefer 871015 Itr re Stale of MD comments on com- 
m'tmeq to excellence action plan.for Info & use In revising plan. 

WENZINGER.E. Region I. Olo ol Ihe Director. 87/10/30. QALLAGHER.J.W. Philadel- 
phia Eloctrtc Co. 2pp. 43291:024-43291:034. 
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■4711040242 Fonvards commanis on facility commitment to exceFenca aciKm 
plan, published by util on 670d07.Primary concern to ensute that laohly operalod in 
manner to protect health & safety of public.Util should provide backup commurdca- 
Uons. 

SCHAEFER, W.D. Maryland. Stale of. 67/10/15 RUSSEIL.W.T. Reg'-on I. Ole o( the 
O/reefOr. Spp. A3291.02e-432B1.034. 

071 1000237 Forwards "Commitment to Excellence Action Plan Slauia Rapt." per Sec- 
tion 4.13 2 Of planUtil 670926 response to NRC 670824 & 0811 in used to eaUsfy 
requirements for First submittal. 

AUSTiN.J H. Philadelphia Electric Co. 67/10/30. RUSSELL.W.T Region 1. QIC of the 
Director- 2pp- 43303.330-43303:351. 

-0711000241 "Commitment to Exellence Action Plan Status Rept" 

' Philadelphia Electric Co. 87/10/26. 20pp. 43303 332-43303.351. 

6711100431 Generic Llr 87-1& to all holders ol CPs for nuclear power planis re poticy 
slalement on deterred planis.Svc list end. 

MIRAQLIA.F.J. Associate Director lor Projects (Post 870411). 87/1 1/04. Consoldaled 
Edison Co. ol New York, Inc. 46pp. 43402.001-43402:046 

6711100326 Provides update re alalus of one-lme vondot manual updalo orogram & 
malnl procedure update program, per Generic Llr 63-26.llerns 3.1.1 5 3 1 2 Three re- 
maining procedures to be updated completed phot to a606i4j>ef 660723 commi- 
menl. 

KEMPER, JS. Philadelphia Electnc Co 87/11/05 VARGA.SA. OiviaiOA of Reactor 
Pro]eciS - I/ll (Post 670411). 2pp. 43330.247-43330:248. 

6711130100 Requests response providing basis lor etiK^oytnenl action te WA Young M 
cases 8 description ol sny actions taken or ptannad lo assure that personnel not Us- 
couraged Irom talsino safety concerna.withln 30 days Relalod Into and 
RUSSELL, W.T. Region 1, Ole of the Director 87/tt/09. OALLAGHER.J.W. Pneede!- 
phla Electric Co. 20pp. 43354-241-43354:260. 

8711160306 Requesta that listed discharge point for treated radwasle bo added to 
NP0E8 permit Discharge point Inadvertently omitied In 610702 NPOES pern:it leepf^t- 
esUon due to confusion over regulatory auinonty.Permli Page 2d end. 

WILLSEY,W.B. Pniladelphit Electric Co. 87/11/08. CORRIVEAll.E Pennsylvania. 
Commonwealth ol. 4pp. 43369.214-43368217. 

6711240OQ1 Summahios various documanta delivored to NRC on 671013 & 30 & 1106 
lo assist In preparation lor operational assassmani of selected plant operailrrg 
crews, per NRC 6/0621 request. 

GAIIJLGHER.J W. Philadelphia Elaclhc Co. 67/11/17. GAILO.R. Region 4. Ole ol Iho 
Oirector. 2pp. 43437,28e-45437-287. 

671 1300002 Forwards fovised Tech Spec 3 9 6.6.2.a.escablsNng 6 h lime kmi for im- 
piemeniing storage tank iransier/n suppod ol uUl 670902 8ppiica(<on for amettd to Li- 
censes O^R 44 i 0PR-S6,per NRC 67o92 1 telcon request 
KEMPER,JS PhiiadeiphiaEiectric Co 67/tt/t6 6UrLER.W.R Piolect Oirocioraio l- 
2. 2pp. 43470 047-43470:050. 

-67> 1300014 Revised proposed TechSpec398.6 2 e,esieblcshMgOA(imeiimit forrm- 
piemeniing storage lank transfer. 

* Philadelphia Elecihc Co. 67/l l/ie. 2pp. 43470.049-43470.050. 

9711230260 Ack receipt ol review & comments on util commiunertl lo excellence ecUon 
plan submitted per NRC order shutting down plant on 97033I.Comment$ forwarded lo 
util lor consideration In revising plan. 

RUSSELL.W.T. Region 1. Old of the Director. 67/11/19. SACUS.C. Pennsylvenla. 
Commonwealth of. 2pp. 43419:255-43419 256 

8711230350 Forwards application for emends to Licenses OPR-44 & OPR-56. revising 
Tech Specs lo rolled changes in licensee onsite 5 olfsiie oroanbetton Fee paid 
BRAOLEY.EJ. Philadelphia Electric Co. 87/11/19. MURLF/.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 6/0411). Ip 43424 1 1 l•4^4^4;18l- 

-6711230371 AppiicaUon for amends to Licenses OPfl.44 6 OPR'56.fevisiig Tech 
Specs to reflect organizational changes In corporate 6 onsHe mgt of Icensee nuclear 
o^railonsenglneenng.matnt 6 other support activtiies. 

GALLAGHER.J W. PliTladelphla Elecirio Co 67/11/16. 47pp. 43424:112 43424.158. 

-8711230381 Proposed Tech Specs.relleciing oiganbeiionel changes m corporate & 
onsite mgt ol licensee nuclear operallons, engineerlng.maini 6 other support aciiviiies. 

* ph.ladetphl8 Electric Co. 87/11/19. 22pp. 43424:15843424:101. 

8711300277 Forwards "Plan for Restart of Peech Bottom Atomic Power Sialion.Sectlon 
I Corporate Action " Plan represenis dramatic change S veil demonstrate dramatic Im- 
provement. 

AUSTIN, J.H. Philadelphia Electric Co. 87/11/25. RUSSELL.W.T. Region I.Ofcot the 
Director, ip. 43471:226-43471:348. 

-6711300280 "Plan lor Restart of Peseh Soilom Atomic Power Station. Section 
i.Corporata Action." 

* Philadelphia Electric Co 67/11/25. 100pp. 43471:227-43471:346. 


0. Inspection reports, IE Bulletins 5 correspondenes 

8012170462 IE Bulletin 60-25, "Operating Problems W/Target Rock Safely- Relief 
Valves ai BWRs." 

* Ofe ol Inspedlon 6 Enforcement, Director (620201-670413). 60/12/18 Consolidai- 
ed Edison Co. ol New York, Inc. 5pp. 43226:201-43226'20S. 

83061 10473 IE Info Nolice 63-39, "Failure of Safety/Rellel Valves to Open at BWRs • 
Interim RepL" 

JORDAN, 8L. DN ol Emorgency Preparedness 5 EngineerUtt Respon9e,lE(eS02t2- 
870413L 83/06/17. Cons(^ld8led Edison Co ol New York. Ina 2pp. 43226:206- 
43226:207. 

8711020497 Forwards Environ Oualilicatlon Team Insp Repts 60-277/87-16 & 50-276/ 
87-t6 on 6706l6-19.No violations noted. 

JOHNSTON, W.V. Region I. Ofo ol ihe Director. 67/10/26 QALLAGHER.J-W. Phia- 
delphla Electric Co. 2pp. 43238:012-43238.030. 


-8711020513 Insp Repts 50-277/0/-ia & 50-276/87-16 on 870615 I9.N( 
noted Me|o' aroas inspocted:implomentQtion of environ qualification progi 
lab'ishing & ma-niaining qualification of olocirical equ'pmoni Importeni to sa 
PAOLINO.R.J., ANDERSON, CJ. Region 1, Ole ol Iho Director. 87/10 
43230 014 43238:030. 

8711040164 Forwards Safety Insp Ropts 50-277/87-23 & 50-276/0/-23 on 
& notico ol viclaLon Progiammatlc & technical bases lor cominuod procure 
valve vendor requested wilhh 30 days based on unrosolvod Homs 
JOHNSTON.W.V. Region 1, Otc ol Ihe Director. 87/10/28 GALLAGHER 
delph a Eloctilc Co 3pp. 43200:299-43260:320. 

-9711040173 Notice of violation from insp on 070810-10. Violation noted: I 
procured as quaMy assured 8 identified as accoplablo lor fn plant salely- 
elthouch review did not justify items suitability lor inlendod uso. 

• Region 1, Ole of the Director. 07/10/28. Ip. 43290 302-43200:302. 

-8711040181 Insp Ropts 50-2/7/87-23 & 50-270/07-23 on 070810 14 & I 
lions noted Major oreas Inspectod.lmplomonlallon of OA pre 

E irocure.menl.mod control.documeni control & tocO'ds.Elloctivenoss ol qua 
Ion roviowod 

NAPL/DA,G., DEV.M., SLt/MeERG.N. Region f. Ofc of iho Oirector. 8//l( 
43290.303-43290:320. 

8710230213 NRC Info Notico 67-055. "Porteblo Molaluro/Density Gauges: f 
dents of Po'iab'a Gauges Doing Slolon or Lost." Sve list oncl. 
CUNNINGHAM, R E. D, vision of Industrial & Medical Nudoar Safety (Poi 
07/10/20. Consclldnied Edison Co. of Now York, Inc 09pp. 4332-1:139 43: 

6710290234 NRC Info Not'co 07-058, "Improper Hydraulic Control Unt In: 
BWR Plants " Sve list end 

ROSSl.C.E. Division ol Operational Evonis Assossmonl (Post 870411). 
Consolidated Edison Co. of New York. Inc. 112pp. 43324:220-43324.339. 

6711090144 Forwards Saloly Insp Ropts 50-277/07-25 & 50 278/67-26 r 
1016 No violations noted. 

KANE.W.F, Region 1, Ofc ol tho DIroclor. 67/11/05. OALLAGHER.J.W. I 
Eteclric Co 2pp 43314:241-43314:274. 

-8711090147 Insp Ropts 50-277/67-25 & 50-276/67-25 on 870020-tOte.N 
noted Major eioas inspecied operational saioly, rad ation piotecii 
security, control room ectivitios, licensee events & surveiiionco tosbng. 
WiLLiAMS.JH, UNVILLE.JC. Region 1, Ole of llio Director. 87/11 
43314 243-43314 274. 

6711020017 NRC Into Nobco 67-057, "LOSS ol Emergency Ooraton Capati 
Nitrogen Gas intrusion." Sve list end. 

ROSSI, CE Division of Operational Evonis Aseossmont (Post 670411). 
Consolidated Edison Co. of Now York, Ino. 1 lOpp. 43355.003-43355:1 19. 

8711050040 NRC Compliance Guiietin 07-002, "Faetonor Toslmg lo Dslo 
lormanca W/App'icsbio Matt Specs." Sve list oncl. 

ROS5f.CE O-vIsion of Oporallonal Evenis Assossmonl (Post 670411). 
Con$oi.daiod Edison Co. of New York, Inc. 1 lOpp. 43397:142-43387:257. 

6711130274 Comments on SAlP Ropts S0-27//86-69 & 50-278/0e-99 lor 
May l967.Koy comments discussod at 971001 mooling rostaiod & addi In' 
OAlLAGHER.J.W. Philadelphia Eioctrio Co. 87/11/00. RUSSELL.W.T. Ro- 
ot the Director. lOpp. 43357.026-43357.035 

8711000140 NRC Into Notico 67-050. "Continuous Communicaiione Followini 
cy Noiitications " Sve l.9i oncl. 

ROSSl.C.E. OlviSion ol Operational Events Assessment (Post 870411). 
Consoiidatod Edison Co. of New York, Inc. 1 t3pp. 43404:176 43404:266. 

6711120027 NRC Into Notico 67-059. "Polonlial RHR Pump Loss." Sve Isle 
nOSSi.CF Division ol Operational Evenis Assossmonl (Post 670411). 
Consolidnied Edison Co. of New York, Inc. I20pp. 43407:001-43487:121. 

6711130006 SuppI 2 lo NRC Inio Notice 86-108. "Oogradation ol RCS Press 
Biy Resulting From Boric Acid Corrosion." Sve list ond. 

R055i.CE Oiv-slon of Oporatlonal Evonis Assossmonl (Post 870411). 
Consolidated Ed^sr/n Co. of New York. Inc. 1 19pp. 43444:195-43444:314. 

8711300165 Forwards Safeguards Insp Repts 50-277/87-20 & 50-278 
670628-0702. No viofailons noted. 

MARTIN, T.T. Region 1, Olc Ol tho Diroclor. 07/11/24. OALLAGHER.J.W. I 
Electric Co. 2pp. 43466:281-43466:290. 

-8711300174 Physical Security Insp Ropts 50-277/07-20 & 60-278/87-20) 
0702. No violations noted. Major areas inspected mgt olloctlvonoss.secunt 
tion & lollowup ol Bllqgalions Certain Info Irom ollogaiions subslenlialod. 
BAILEY.RJ., LANCASTER.W.K, KEIMIC.R.R. Region 1, Olo ol the Droc 
29. 8pp. 43466'263-43466-290. 


R. Perlodio operating reports & related correspondence 

871 1050041 Forwards NRC Resident Olc status ropt lor 871008-22, provid r 
ot plant & NRC Insp acllvitles. 

UNVILLE.J C. Region 1. Olc of tho Diroclor. 87/10/28. KANE.W.F. Regio 
Iho Diroclor. 5pp. 43302 OSS-43302.050. 

6711200309 Monthly operating repta lor Oct 1987.W/B7t 118 llr. 
MIDDLETON, L.L . ALDEN.W.M. Philadelphia Eloctric Co. 87/10/31 I4pp. 
43410:068. 

8711130111 Forwards NRC Resident Olc status repi lor 871023-1105. 
LINVILLE.J.C. Rog‘on 1 , Olc of the Director 87/ 1 1 /09. KANE.W F. Redo 
tho Director 4pp. 43356:353-40355:356. 

6711250237 Submits periodic status repl ol plant aciivitlos lor 871105-19. 
LINVILLE,J.C. Region 1. Ofc of tho Dlreclor. 87/11/20. KANE.W.F. Redo 
tho Director. 5pp. 43460:161-43460:155. 


S> Raportabls occurTences, LERa & related correspondence 


871 1020161 Part 21 ropt on OA controls re NOE records utlizod by EasEorrt Testing & 
Insp.Inc during performance o( NOE svcs al lacility.Names ol indivWuels mrofining 
NRC & ideniitication ol basic svcs conta ning deloci provided. 

GALLAGHER J W. Philadelphia Eleclrtc Co. 87/10/10. RUSSELL.W.T, Reglort 1. Ofc 
ol the Director. 5pp. 43234:122-43234:127. 

3711050160 NPOES noncomptanco nolilicationon 670011 & 24, total pho^honzs ol 
samples lor Discharge Poini 501 exceeded monthly average permit l■mll.Caused by 
sewage tresimeni plant Inability lo rcduco phosphorus below permit limit. 

LEITCH.GM. Philadelphia Electric Co. 87/10/28. Pennsylvania, Commonwealllt ol. 
2pp. 43291 246-43291:247. 

8711050176 NPOES noncompManco nolilicaldn on 870911 & 24.b)ochOfTiicaI oxygen 
domand ol two samp'es Irom O^schaigo Point 501 exceeded monihty avoiage poifrtl 
lim.l Caused by excessive carryover Irom clanliors Solids passed through sys toduced. 
LEITCHQM Ph.ladelphla Electric Co. 07/10/20. Pennsylvania. Commonwealih ol. 
2pp. 43291:222-43201:223. 

8711060118 LER 07-022 00:on 07O929,losa of HPCI occurred due to blown logic 
fuse Probably caused by undenaling of socket lot undervollago relay on ballery 20 
charoer HPCI logic fuse replaced & atallc invoiter placed on ac I6ed.w/871030 Iti- 
BIRELYWC., UOGUE.R.H. Phladolphia Eleciric Co. 07/10/30. 5pp. 43308-t7O- 
43308:174. 


8711230366 PNS 1-07-010. on 67tt18,nonspoc>llc bomb Ihreois received over plani in* 
lernal telephone ays Steps lo heighten security awaionoss among plant & security eu- 


pen/lsois taken Invostigal'on Initialod by licensee 
KElMIG.R., JOYtiER.J.H. Region 1. Ofc of 
43424:233. 


Ihe Dlroclor 87/11/19 2pp 43424 232- 


871 1300196 LER 07-007-02.on 870619,1011 scram signal gene/aled by reacior protecllon 
sys logic.Caused by procedural dellcloncy & personnel orror.Rov ol inlermodiate 
range monitors posiponod duo to administrative problems. W/071 123 Hr. 

BIRELYWC lOQUE.R.H. Philadelphia Electric Co. 87/11/83. 6pp 43470-344- 
43470-349. 

8711300269 LER 07-023 00on 871014,HPC1 ays disabled due to btown lotfo 
lussCause unknown. Fuse replaced within S minutes. No eddi cotrocilvo actiona 
plannedW/87l124llf. 

BIRELY.W.C., lOGUE.R.II. Philadelphia Electric Co 87/11/24. 4pp 43467.288- 
43467:269. 


U. Congceaslonel/Executive Correspondence 


8711040276 Forwards Qovecnot Schaeter 871015 lu re State cl MO comments oo com- 
mitment to oxcellence action plan, for Into & use in revising plan. 

WENZINGER.E. Region 1, ofc of Ihe O.roclof. 07/10/30. GALLAGHER, J.W. Philadel- 
phia Ete(4rfcCo. 2pp. 43291:024-43291:034. 

-6711040292 Forwards comments on lacilty comm'lmeni to oxcellence action 
plen.iMibllshod by util on 670807. Primary concern to ensure that lac.-lity operated in 
manner to protect health & safety ol publlo.UIit should provide backup communica- 
tions. 

SCHAEFER, W.D. Maryland, Slate of. 87/10/15. RUSSELL.W.T. Region 1, Ole ol Ihe 
Oireclot. epp. 43291:026-43201:034. 

8711060237 Forwards "Commitmenl to Excellence Action Plan Status Ropl." per Sec- 
ilon 4.13.2 of plan Util 670928 response lo NRC 870624 & 0911 lira used lo satisfy 
fpquYoments for firsi submillal. 

AuSTlN,J.H. Philadelphia Eleciric Co. 87n0/30. RUSSELL.W.T. Region 1. Ole ot the 
Oiraclor. 2pp. 43303:530-43303.351. 

—8711060241 ''Commilmani lo Exollonce Action Plan Status Rapt." 

* Ph4adelphla Eleciric Co. 67/10/28. 20pp. 43303:332-43303.351. 

8711100431 Generic Lir 87-15 to all holders ol CPs lor nuclear power plants ro policy 
Blelomenl on dolerted plsms.Svc hsi oncl 

MlRAaLlA.F.J. Associate Dlroclor for Projects (Post 870411). 67/11/04. Consol-datod 
Edison Co. of New York, Inc. 4epp 43402:001-43402.046 

8711100328 Provides update re status ol ono-limo vendor manual update program 8 
maint procedure update program, per Generic LIr d3-28,ltems 3.1.t 8 3.1.2.Three re- 
maining procedures to be updated completed prior to 680914. per 860723 commit- 
moni 

KEMPEIU.S Phtfadelphia Electric Co. 87/11/05. VARGA, S.A. Division of Reacior 
profocie - I/ll (Post 87d41 1). 2pp 43330:247-43330:248 

8711190100 Reouesls response providing basis lor employment action re WA Young in 
cases 8 descilpiion ol any actions taken or planned lo assure that personnel not dis- 
couraged Irom raising satoly concems.wlthln 30 days. Related Info encL 
RUSSELL.W.T. Region 1. Ole ol the Direclot. 87/11/09. QALLAGHER.J.W. Philsdol- 
phla Electric Co. 20pp. 43354:24 1 -43364:260 

8711160306 Requests ihai hsiod discharge point for treated radwaslo be added to 
NPOES permli Discharge point Inadverlanlly omitted In 610702 NPOES permit reappli- 
cellOA due to contusion over regulatory aulnonly. Permit Pago 2d end. 

WILl8£y,W.B. Philadelphia Electric Co. 87/11/09. CORRIVEAU.E. Pennsylvania. 
Commonwealih of. 4pp. 43369 2 1 4-43369 217. 


8711090221 Forw8rd3,ror Into 8 use in revising conuhitment to excoiionco action pien,C 
Becas 671021 Hr lorwording Commonwealth of PA comments on oxcoHonco action 

wInZiNQERE Reg'on i. Ole o' tho Oirector. 67/ti/04. GALLAQHEnj.w. Philadel- 
phia Electric Co. 2pp. 43322.347-43322:353. 


871 1240001 Summs'lzes various documents dellvsred to NRC on 871013 8 30 8 1 108 
to assist in preparation for operational assessmem ol selacted plant oporsting 
crow$.pot NRI; 870921 requosi 

(3ALLAGHER.J.W. Philadelphia Electric Co. 87/11/17. GALLO.R. Region 4, Ofc of the 
OheclOt 2pp 43437:2e6.4j437;287. 


-8711090238 Forwards commenls prepared by Peech Bodom working group on com- 
mllmant lo excol'enco pian.Commonwoalih reserves righi to comment on any luiuro 
plan rave 

BACAS.C Pennsylvania. Commonwealth o(. 87/10/20 RUSSELL.W T. Region I. Ole 
of the Director. 6pp. 43322:349 43322:353. 


8711300002 Forwards tevlsod Tech Spec 3.9.B.6 2.a,a8l8biish'’ng 8 h time Kmil lot im- 
plemeniitu storage lank uanslar.ln support ol uM 870902 oppileation lor amend to LI- 
cansaa OPR 44 s DPR'58.pet NRC 870921 lolcon requosi. 

KEMPER.J.$. Philadelphia ElocirioCo. 87/11/16. BUTLER.WR. Project Directorate I- 
2. 2pp- 43470:047-43470 050. 
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F. Security, medical, emergency 8 lire protection plena 

8711090144 Forwards Safety Insp Repts S0-277/e7-26 8 60-278/87-2S on 670829- 
i0i6.No violations noted. 

KANE.WF. Region 1, Ole ol tho Director. 87/11/05 QALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 43314:241-43314:274. 

-071 1090147 Insp Repts 60-277/87-25 8 50-278/87-25 on 870820 <016 No violations 
noted. Major areas Inspected operational safely, rad-atlon protoclion.physical 
security.conirol room acllvitios.llconseo events 8 survolltanco lesilng. 

WltLlAMS.JH. Region 1. Ole of the Director. 07/11/04. 32pp 43314:243-43314:274. 

6711600166 Forwards Saleguvds (nsp Repts 60-277/87-20 8 60-276/87-20 on 
870628-0702 No violations noted 

MARTIN.T.T Region 1, Ofc ol Ihe Dlroclor. 87/11/24. GALLAGHERol-W. PWedelphlB 
Electric Co. 2pp. 43466:201-43466:290. 

-0711300174 Physical Security Insp Repis 60-277/87-20 8 60 278/87-20 on 870626- 
0702.No violations noted.Msjor areas lnspscied:mgl oflodiveness.security organlza- 
I'on 8 followup o< allogatlons.Cerialn Into Irom allegations subslaniiatod 
BAILEY,R.J. Region 1, Ole ol Ihe Director, 07/10/29. Bpp. 43466:203-43466-290. 


Q. Adjudicatory corraspondance 

8711260107 Responds to 870831 Hr ro socurily al national 8 local level al ledhUoa-NRC 
concluded that no substantial hosHh 8 safety Issues that would warrant suspension or 
ravocailon ol any licenso or permit lor lacililies. 

2ECH,L.W. Commissioners. 07/10/27. CLINTON.B. Arkansas. Stato ol. 5pp. 
43461:356-43462:002. 

-8711250144 Addresses serious problems re erosion of public confidence In ability of 
NRC to safeguard public adequslsly from dangers of nuclear power plani accidents 
CLINTON, Q. Alaska, State of. 87/08/31. LANDO.L.W. Commissioners. 2pp. 
43462:001-43462:002. 


P. Operating license alage documents & correspondence 

8711 100195 Forwards addi Info re plant commitment lo excellence action planmr NRC 
670824 8 0911 requests 8 870828 8 0914 meetings w/NRC & 

CommIssloners.respoctIvely.SubmItlal should be used 10 satisfy commrttnent to setsd 
rept ot action plan progress. 

AUSTIN J.H. Philadelphia Electric Co. 87/09/20. RUSSELL.W.T. Region 1. Ole of the 
Director. 384pp. 4332e:O85'43320;tOe. 


-8711300014 Revised proposod Toch Spec 3.0.B 6 2.s,ssiebll8hing B h lima limit lor Im- 
plementing storage tank trsnslet. 

' Phladslprila Ellctrlo Co. 87/1l/l8. 2pp. 43470:049-43470.050. 

871 1230260 Ack taco'pl Of review 8 comments on uM commitment to excellence acilon 
plan submitted per NRC order shutting down plant on 870331.Commenls forwarded to 
ui8 lot consideratipri In revising plan. 

RUSSELL.W.T. Region 1, Ole ot tho Oirector. 87/11/19. BACUS.C. Pennsylvania, 
Commonwealth of. 2pp- 43418.26S-43410 256. 

8711230360 Forwards application lor amende lo Licenses DPR-44 8 DPR-56. revising 
Tech Specs lo ratisct changes in licensee onsite 8 oHsile organization. Fee paid. 
0PAOLEY.E.J. Philadelphia Etactrlo Co. 87/11/19. MURLBY.T.E. Office of Nuclear 
Roacior Regulation, Director (Post 870411). ip. 43424:111-43424:161. 

-0711230371 Application lor amonds lo Licenses DPR'44 8 DPR-56,revising Tech 
Specs lo relleci organlzailonal changes In corporate 8 onsite mgt ol licensee nuclear 
operalions.engineenng.ma'nt A other support activil.es. 

GALLACHER.J.W. Philadelphia Electric Co. 87/11/18. 47pp. 43424 1 12-43424:156. 

-8711230361 Proposed Tech Spoce.reflecling organizational changes In corporate 8 
on^le mgt ol llconsoe nuclear operations. onD-naerlng.malnt 8 other support activllfes. 
' Phllad^phla Eleciric Co. 87/11/10. 22pp. 43424:169-43424:181. 

8711300277 Forwards "Plan lor Restart of Peach Bottom Atomic Power Slailon.Sectlon 
i.Corporaie Action." Plan represents dremaUo change 8 will demonstrate dramatic Im- 
prOvemeiO 

AUSTIN J.H. Phladelphia ElecIrloCo. 67/11/26. RUSSELL.W.T. Region 1. Ofc of Ihe 
OUectOf. Ip 43471:226 43471:348. 

-87T 1300280 "Plan for Rasiarl ol Peach Bottom Atomic Power Siaiiotr, Section 
I.Corporaie Action." 

* FTlIladelphla Eleciric Co. 87/11/25. 100pp. 43471;227-4347l'34e. 


O. Inepeotlon reports, IE Bulletins 8 correspondence 


8012170482 )E Bulletin 80-26, "Operating Problems W/Targei Rock Saiety- Reliel 
Valves al BWRs." 

* Ofo of Inspection 8 Enforcement, Director (820201-670413). 80/12/19. Consolidat- 
ed Edison Co. of New York, Ino. 6pp. 43226:201-43226-205. 


8306110473 IE Info Notice 63-39, "Failure ol Safely/Rsllef Valves to Open at BWRs • 


Interim Rept " 

-JOTDAN.t.L. DN of Emergency Preparedness 8 Engineering Reapon9e,lEW502i2- 
870413). 83/06/17. Consolidated Edison Co. of New York, Inc. 2pp. 43226'206- 
43226:207. 
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8711020497 Forwards Enviror) Ouali'icaiion Team ln$p Repts SO'277/67-lO & 50*278/ 
87- 18 on 07O615’19.No violations rioted. 

JOHNSTON, W V. Regkm I. Ole of ihs Director. 67/10/28. GALLAGHER.J.W. PWa- 
dalphia Electric Co. 2pp. 43238.012*43206 030. 

.-8T11030513 Insp Repls 50-27T/6T.ie & 60-270/67-ie on e706l6.18.No vtola«o<w 
noled.UaJor areas inspectecfirrplonientelion ol environ quablieatlon program for es- 
tabiiaNng & mainfalcung aiiahlication at electdcal equipment important to eaiab. 
PAOllNO.flJ-. ANDERSON.CJ. Region 1 , Ofc ol Iho Dtreefor. 87/10/27. I7pp 
43238 014 43236:030. 

8711040164 Forwards Safety Insp Repts 60-277/87'23 8 50 278/87*23 on 870810*19 
& notice of violation Programmatic & tecftnlcal Oaeos lor continued procuremonts from 
valve vendor leouesied wriPin 30 days based on unresolved items 
jOHNSTON.W.V. Region 1. Otc of me Director. ST/tO/ae. GALLAGHER.J.VV. phla- 
derphia Electric Co. 3pp. 43200.299-43290:320. 

-8711040173 Notice ol vtolauon from insp on 8708t0'l9.Violatlon noted, hated Hems 
procured as quality assured & tdar^tt^tad as eccenlabte (or In p'ent eatety-Ktialod use 
although review d.'d not Justify iioma sultabfity lor Intonded use. 

' Region 1 , Ofc of the Oliectar. 87/10/28 tp 43290:302-43290.30^ 

-8711040181 Insp Repla 50 277/87-23 & 50278/87*23 on 670810*14 & )7*l0 Vio'a- 
bona noied.Uajor areas inspected impfemaniellon of QA program lor 
rocuroment.mod conlrol.docui'nanl control 8 recoida Effeclivenesa of quairty vonfica* 
on revlowed. 

NAPUOA.G.. OEV.M., BLUMBERG.N Region 1. Ofc of the Oirocloi. 87/10/26 ISpp. 
43290363-43290 320. 

6710230213 NBC Info Notice 67*055, "Portabta MoisturerOanstsy Gauges Recent inci* 
dents of Portebfo Gauges Seing Stolon or Lost " Sve list encL 
CUNNINGHAM.R.E OivUiart of indusUtal & MedicaJ Nuctoar Safely (Post 8707201 
67/10/29. Consolidaied Edison Co of New York. inc. 99pp. 43324.139 43324 227. 

8710200234 NRC Info Notice 87*056, "frrpropor Hydraulic Control Urhl Inaiauahon et 
UWR Planla. " Sve lisl end 

ROSSl.CE. Dhdalon of Oporaticnal Evenia Asaossmeni (Post 870411) 87/11/04. 
Consolidaied Edison Co ofNewyo'lt, Ino. Il2pp. 43324:228-43324:339. 

6711090144 Forwards Safety Insp Rspla 60 277/87-25 6 50*278/67*25 on 870820- 
tQI€ No vioisttons noted. 

KANE.W P. Region 1. Ofo of the Oiraclor. 67/11/05. OALlAOhER.J W PNIadelph>8 
Electric Co. Spp. 433t4'.24t-433t4.2?4 

-8711090147 map Repts 50*277/e7*2S & 50*276/87-25 on $70829-10 le.No violab'ons 
noiad.Msjor areas inspacfedopareuonai safety, radiation Dro!ociion.^ya>cal 
secunty.coniroi room acttviues.bcansee events 8 surveillance io$i>no. 

WflUAMS.JH, UNVlLLE.JC Region l. Ofc of Iho Olrecior 87/11/04. 32pp 
43314:240-43314 274. 

8711020017 NRC Inlo Notice 87-057. "Loss of Emergency 6or«tion CopebHiiy Ouo lo 
Nitrogen Oaa fnirusion." Sve list enct. 

ROSS 1 .C.E. Divfsion of Operational Evenis Assessment (Post 87041 1) 87/11/06 
Consolidaied Edison Co. olNew Yotk, ini:. ttOpp. 433S5003 43355:1 to. 

6711050040 NRC Compliance BuHatirt 87-002, 'Fssienor Tosling le Ooioim'no Con- 
formanco W/Appiicable Mail Specs " Sve list encl. 

ROSSl.CE OMsfon of Operational Events Assessment {Post 870411). 87/11/06- 
Consolrdalod Edison Co. ol New YorK, inc. 1 lepp 43397.142-43397-257. 

8711130274 Commonts on SALP Reals 80-277/88-99 & 50-278/86-99 lor Fob 1988 - 
May l967.Key comments discusserj ai 871001 meolmg restated 6 eddi Into provkied 
QALlArGKER.J.W. PMadelWfa Bectnc Co. 87/1W09. RUSSEU.WT. Rerion 1. 0«c 
ol the Oracior. 10pp. 43357.028-43357:035. 

8711090140 NRC Info Notice 67*098, "Coniltvuous Communical'orts Following Emergon- 
cf Nobflcellons.'’ Sve list end. 

ROSSl.C E. Division of Operalfonal Evenie Aasossmonl (Post 670411). 87/11/16. 
Consolidaied Edison Co. of New York. Inc. tt3pp 43404:175 43404 206 

6711120027 NRC InfoNoUco 87-059, "Poienlial RHR Pump Loss /'Sve bet end 
ROSSl.CE Division ol Operatlcnal Evenis Assessmont (Pgsl 879411) 87/11/17 
(Consolidated Edison Co. d New York, Inc. 120pp. 43497.00l-43487.l2l. 

8711130008 Suppi 2 to NRC fnlo Notice 86-108, "Oegradaliort of RCS Preasino Bound- 
ary RasulUng F^rom Borio Acid Corrosion." Sve I'ai otref 

ROSSl.CE. Division ol Operallonsf Events Assessment (Post 870411). 87/11/19. 
Consolidated Edison Co. of New York. Inc. 119pp. 43444:105-43444:314. 

8711300185 Forwards Safeguards Insp Rapis 50-277/87*20 8 60-278/67-20 on 
870626-0702. No violations noted. 

MARTIN.T.T. Region l.Ofcol the Oireclor. 07/11/24. GALLACHEflJ.W. Philadelphia 
Electric Co- 2pp. 43468.281*43468290. 

-8711340174 Physiol Security insp Repfs 50-277/87*20 & 50*278/67*20 on 670626* 
0702.No violations noled.Major areas inspeciedmgt elfacilvenossAecurlly orgeNaa* 
tion & (oliowiio of aliecsJlons.Coris'n info Icom alleguioixs substandsted. 

BAILEY.n J.. LANCACTEH.W K.. KEIMJG.R.R Bogion 1, Ole of (he Oiredor 67/10/ 
29. Spp. 43486 263-43466:290. 


R. Perlodio operating rapone 8 related correspondence 

6711050041 Forwards NRC Aesldertl Ofc status repi for 871008-22. provfding overview 
of plant A NRC Insp acllvilies. 

UNV1LIE.J.C. Region 1. Ole of the Director. 87/10/28. KANE.W.F. Region 1. Olc of 
(he Olrecior. Spp. 43302.05S-43302.0S9. 

6711200309 Monthly operating ropts for Oct l987.W/87ni6 Hr. 

MIOQt.eTON.l..L., AL0EM,V?.M. PhiladelpNa Electflo Co. 67/10/31. Mpp. 43410.055* 
43410:068. 

8711130111 Fonvards NRC Resident Ofc status repi for 671023*1105. 

LlNVILLE.j.C. Region 1, Ofo of the Director. 87/11/09. KANE.W.F. Region 1. Ofo ol 
the Director. 4pp. 43355:353-43355:356. 


8. Reportable oceurrences, LERa & related correspondence 

8711020161 Part 21 rept on OA controls re NDE records ublired by Eastern Testng 
Insp.Inc during performance ol NDE sves at facility.Names ol indirrirfus's mfjrnv 
NRC & idanlifiCailon ol basic sves conlalning defect provided. 

GALLAGHER, J.W. PhTadelphia Electric Co. 87/10/19. RUSSELL, W.T. Region 1.0 
of thO 0 rector. Spp. 43234:122-43234:127. 

6711060159 NPDES noncompliance noHficeiionron 070911 & 24.toial phowhorjS 
samp'es lor Discharge Point 801 exceeded monthly average permit HmtCsJsed 1 
sewage Ireaimenl plani Inability to reduce phosphorus below perrml limn 
LEITCH.G.M, Phtadelphia Elactric Co. 67/10/26. Pennsylvania, Commot\woM-.n i 
2W 43291:248-43291:247. 

8711050175 NPDES noncompHance rtotiflcatlon:on 070911 & 24.blochdrt:'cal o/yg 
demand ol two samples (rom Discharge Point 60t exceeded monlhly average pdT 
nmit Caused by excessive carryover from clatillere. Solids passed through sys reduce 
LElTCH.GM Ph.ladelpnla Electric Co 87/10/28 Pennsylvania. Commor.wesiih r 
2pp 43291:222-43261:223. 

6711100417 LER 67*008-00:on 071005, coniainmeni Isolation valves aulomailca 
closet! Caused by psrsonnei error. Warning signs for compartmeni doors orde'Od 

* is wiU ba insiBlled.W/87l005 Hr. 

ELY.WC.. LOCUE.R.H, Philadelphia Electric Co. 87/11/04. 6pp 4333603 
43336039 

8711160003 LEP 87*009 OOon e7IOl2,nHR Shutdown cooling & LPCl isolstion vtf 
MO-3-ID-25B dosed unexpectedly during losting. Caused by deficleni Procedue > 
1 3*3.Piocedure will ba revised prior lo Biartup.W/87tt 12 Ui. 

6IRELV.W.C, LOOUE.R.H. Phlisdoiphla Ereclrtc Co. 87/11/12. Bpp. 493e0Ch 
43368 066 

6711230366 PNS-l-67*019:on 67ttt6,non8poclfic bomb threats received over plant 
ternsl lolephorto sys.Slops lo heighten security aweronass among plant A socunry 1 
perv-sota taken, itwesiigetion initiated by Ucensea. 

KEfMlQ.R., JOYNEflJ.H. Region 1, Olc of the Director. 87/11/19. 2pp. 43424,2. 
43424*.233 


U. Dongresslonel/Exaculiva Corrsspondenee 

6711090221 Forwards, lor inio & use in revising commitmanl to excellsnes action pla/ 
Gaces 871021 lu (onvardmg Commonweailh of PA comments on excellence act 

K'InzinoER.E. Region 1. Olc Of ihe Director. 87/11/04. OALLAQH6fl,J.W. PhUsc 
{^a Electric Co. 2pp. 43322 347-43322:353. 

*^711090228 Forwards commenis preparsd by Peach Bollom working group on cc 
nYimeni 10 exceiisnce plan. Commonwealth resorvea right lo comment on any lull 
plan reve 

IaCaS.C. Ponnsylvanie, Commonweailh ot. 67/10/28. RUSSELL, W.T. noglon I, f 
OllheDreclor. Bpp. 43322:349-43322.353. 
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f . Security, merllCBl, emersenoy A lire prolrrcllon plans 

9711200376 Forwards ''Site-SpecHio Dlleiie Radiologicaf Emergency Ptepatednoss A 
A Nolilicalion Sys QA Verification,’' final repi Recommends mat util Increase frequ 
cy ol full cycle losls of alert & noiillcatlon sys lo onco per month. 
MCLOUGHLIN.D. Federal Emergency Management Agency. 87/10/29. STELIC 
dc ol the Executive Olreclw lor Opetaiions. fp. 4341 1:130*43412.034. 

•'6711200361 ■’Slle-Speciflc OHstle Badlologicel Emorgency Preparedness Alert 8 h 
licailon Sys QA Vefiticatlon." final rept. _ ^ 

’ Federal Emergency Managserent Agency. 87/09/30. 262pp. 4341 1rl3M34l2.( 

6711080209 Revised emergency plan implementing procedures, Including Rev 5 (0 El 
1.03, "Response lo Alert." Rev 5 10 EPIP-1.04, "Response lo Site Area Emergerv 
A Rev 9 lo BPlP-3.02, "Actlvailon ol Technical Support Clr." W/B71 102 Hr. 
COSTELLO, J.B. Virginia Power (Virginia Electric A Power Co.). 87/11/02. 16, 
43302:100-43302:336. 

6711060236 Quarterly rev to "Corporele Emergency Response Plan Telephone Dire 
ry."W/07llO8Hr. 

STEWART.WL. Virginia Power (Virginia Electric A Power Co). 07/11/02. li 
43302:161*43302:1TO. 

8711130116 Forwards tnsp Repls 50*280/87*29 & 50*261/67*29 on 67l007*09.No 
latlons or deviations noted. _ . 

COLLINS, D.M. Region 2, Olc ol the Director. 87/11/04. STEWART, W.L Vv< 
Power (Virginia Electric A Power Co ). 2pp. 43367:221*43357:243, 

-8711130122 Insp flepis 60-200/87*29 A 60.201/87*29 on 871007*09.No vfoiellon 
deviations noted Mslor ereas Inspected: observation A evaluation of full soa'e ei 
geocy exercise. . 

GOODEN, A, DECKER.T.fl. Region 2. Olc of the Olrecior. 07/10/29. 2 
43357:223*43357;243. 

8711200177 Forwards Rev 19 lo plant physical security program.Rev wibiheid 
10CFR73.21). 

STEWART.W.L. Virginia Power {Virolnia Electric A Power Co.). 87/11/16. Oocur 
Control Branch (Documeni Control Desk). Ip. 43405:356*43405:356. 


P. Oparallryg licenae ilage documents A corraapondence 

8711090039 Forwards Rev 1 to SAR-VEPCO-005. "SPDS SAR for VEPCO NUF 
0696 Computer ProJect.North Anna A Surry Nuclear Power Slalions." refieolfnj 


-871109CH)4S Rev 1 to "SPOS SAP for VF.PCO N(JPEQ-069e Computer Proiocl. North 
Anna & Surry Nuclear Power Sleiions " 

HURT.W.L Energy. Inc. SARVEPC0005 R01. 87/00/28. 46pp. 43315:021- 
43315.066 

6711100431 Generic Ltr 67-16 to all fioldors of CPa for nuclear power plartta re polcy 
statement on deferred plants Svc list end. 

MIRAOLIA.F.J. Assocleie Director lor Projects {Post 6704t1). 87/11/04 Consolidated 
Edison Co. of New Yorh, Inc 46pp. 43402:001-43402:046 

6711190131 Forwards ecfdl Info re util 670723 request for re'lol from ASME Socllon XI 
requirements for roplacement of component cooling water 6 recirculation spray 
Hxs.per WP Klelnsorge & C Patel 871008 lelcon request. 

STEWART, W.L Virginia Power {Virginia Electric S Power Co.) 07/11/13. Document 
Control Branch (Document Control Desk) 3pp. 43398:223-43308-225. 

871 1 190250 Responds to 870021 roquest re "Completion of Roview of NUREG- 
0737, Item If 0.1 • Safety & Re’lof Valve Testing lor Units 1 & 2 " Method developeci & 
procoduros w:ll be revised lo verity operability ol prossuriinr safoN valvDS. 

STEWART, W.L. Virginia Power {Virginia Elactric & Power Co). (17/11/13. Oocumeni 
Control Branch (Document Control Oosk) 2pp 43400.330-43400 331. 

8711260103 Forwards draft safety evaluation re Iracturo toughness roquiremenia for 
protecton against PTS events Facility moots 10CFR50.6I rogulromonts lor 40 CY of 
operation. 

PATEL, CP Prolecl Directorate 11-2. 67/11/25. STEWART,W.L. Virtfnia Power (Vlrg'n- 
la Becidc & Power Co.) 9pp. 43482 003-43462.01 1 . 


0. Inepection reports, IE Bullellna 5 correspondence 

6012170482 IE Birllotln 80-26, "Operating Problems W/Targat Rock Safely- Reliel 
Valves at BWns." 

’ Ofc of Inspaction S Enlorcoment, Director (620201-070413). B0/l2/t9. ConsoLdai- 
ed Edison Co of New Yeik, Inc. Spp. 43226 201-43226:205. 

6305110473 IE Info Nollco 03 39, "Fa lure of Salaty/Rollof Valves lo Open at OWRs • 
Interim RepI " 

JOnOAN.E.t.. Oiv Ql Emergency Pioparednesa & Englneorlng nosponse.lE(6S0212- 
870413). 83/06/17. Consolidated Edison Co. of New York, Inc. 2pp 43226206- 
43226 207 

6711130226 Forwards Inap Ropta &0-2Q0/e7-30 & 60-261/67-30 on 670028-1002 6 
nollco ol violation. Invitoa altontlon to unrosolvod item Idoniifiod In 'opt lo be pursued 
In luture Inspa. 

HERDT.A.n. Region 2, Ofc of tho Olrodor. 07/10/28- STEWART.W.L Virginia Power 
(Virginia Eloctrfo & Powor Co ). 2pp. 433S5:269-433S5:27Q. 

-6711130250 Nonce of vioiallon from Inap on 670926-i002.Vioiation noiod.inservico 
tosls noi pcriormod as required by aSMc B&Pv Code Section XI to votily oporeiionei 
roadineaa of pumps & vaivea.whoae lunction required lor safety 
HERDT.A.R Roglon 2, Ofc Of Ihe Droclor. 67/10/26. 2pp. 43355:261-43365:262. 

-6711130264 Insp Ropis 60 280/67-30 & 60-261/87-30 on 870926-1002 Vidallotte 
notoOMajor areas Inspeciediiiconaee action on provloua anlorcomeni manors 

t a270tB),in8«ivica lesllrtg of pumps 6 valves (73376) 6 lE bulletins. 
(LEINSOn(3E,W.P., SLAKE, J.J. Region 2, Ofc o( tho Director. 07/10/20. I7pp. 
43365:263-43355 279 

6710330213 NRC inlo NoUco 67-055, "Portable Moiature/Oonsiiy Gauges. Rococti inci- 
donls of Portable Gauges Bo ng Siofan or Lost." Svc list and 
CUNNINGHAM,R E. (Tlvlaion of induetrial & Medical Nudoar Safety (Poet 670720) 
67/10/29. Conaoildaiod Edison Co. of Now York, me. 89pp. 43324:130-43324:227. 

8711050043 Responds lo NRC 870920 ltr ro violations noted (n inap Ropta 50-260/67. 
20 & 50-261/67-26 Correcllvo aciionsoporatlon of vaivoa aftocimg coniainmeni 
boundary.bul not specifically ilstod in Tecit Specs now require control by ptocodute. 
ST£WART,W-t- Virginia Power (Virginia Electric & Power Co) 07/10/20. Oocumonl 
Control Branch (Document Control Desk). Spp. 43302:050 43302.064 

6710290234 NRC Into Notice d7>0S6, "Improper Hydraulic Control Unit inetailaiion at 
DWR Plants " Svc list cncl. 

ROSSI, CF Division ol Oporatlonal Everiis Assessment (PosI 070411). 87/11/04 
Consolidatod Edison Co of New York, Inc. 1 12pp. 43324'226-43324'339. 

6711130116 Forwards Insp Repls &0-280/07-29 & 60-261/67-29 on 671007.09 No vio- 
lalions or deviations noted. 

COLLINS.O M. Rogon 2, Ofc of the Diroctar 87/11/04 STEWART.W.L Vfeginls 
Power (Virg'n'a Eloctrlo A Power Co.). Spp 43357:221-43357:243. 

-8711130122 Insp Roots 60-260/87-20 & 50-261/87-20 on 87t007 09.No vlplallona or 
deviations noied.Mafor areas Inspacied: obaorvalion & ovaluallon of lull scale eitter- 
goncy exercise. 

Sodden, A., OECKEfl,T.R. Region 2, Ofc of Iha Director. 87/10/20. 21pp. 
43357:223-43357:243. 

8711020017 NRC Into NoUco 67-057, "Loss ol Emergency Soratlon Capabllly Due to 
Nilrogen Qea Intrusion." Svc hal end. 

ROSSI, CE. Division ol Operational Events Assessment (PosI 870411). 07/11/06. 
Consolidatod Edison Co. of New York, Inc. 1 16pp. 433S5:003-43355:1 10. 

6711050040 NRC CompUance Bulletin 87 002, "Faelener Testing to Deletmino Con- 
formance W/Appilcablo Mall Spoca.” Svo llsl end. 

ROSSl.C.E. Division of Operational Events Assessment (PosI 670411). 87/11/06. 
Consolidatod Edison Co. of New York, Inc. 1 16pp. 43397:142-43307:267. 

67f 1160090 Fonvards Insp Repls 60-260/87-31 & 60-261/87-31 on 671004- 3I.No vio- 
lations or deviations noted. 

BROWNLEE.V.L Region 2, Ofc of tho Director. 87/11/00. STEWART.W.L Vir^nla 
Power (Virginia Electric & Power Co.). 2pp- 43364:201-43304:212. 

-8711160097 Insp Repls 60-280/67-31 & 60-261/67-31 on e71004-3i.Ni> vidallona or 
deviations noted Major areas Inspected: llcenseo action on previous ertlorcemeni 
mattote.plant operation8,plent malnt & plant surveillance. 

HOLLANO.W.E . NICHOLSON.L E , CANTRELL, F.S Region 2. Ofc of (ho Diraefor. 67/ 
11/06. 10pp. 43364:203-43364:212. 


6711090140 NRC Info Nol'ce 87-056, "Continuous Commun'caipons Following Emergen- 
cy Noblicallons " Svc list end. 

ROSSl.C.E. Division of Operallonal Events Assessment (Post 870411). 87/11/16. 
ConaolldaiDd Edison Co. of New York. Inc 1 13pp. 43404:176-43404:288. 

8711 f20027 NRC Info Notice 87-050. "Potential RHR Pump Loss." Svc llsl oncl. 
ROSSl.C.E. Dlvis-on ol Operational Evonia Assessment (Pest 670411) 87/11/17. 
CwrsoMaled Edisorr Co of New York, Inc. I20pp. 43467.001-43467:121. 

8711330160 Ack receipt of 871020 response lo notice of violation from Insp Ropts 60- 
260/87-28 & 50 281/07-26 

GR/\CEJ.N. Region 2, Ofc of Ihe Olrociof- 67/11/10. STEWART.W.L. Virginia Power 
(Vifflinla Elociric S Power Co), ip. 43410:120 43416:120. 

8711130008 SuMi 2 lo NRC frv'o Notice 86-100. "Oograrfation of RCS Pressure Bound- 
ary ResoH'ng From Borfc Acid Corrosion." Svc l-st oncl. 

ROSSl.C.E. Division of Oporolional Events Assessment (Post 870411). 07/11/19. 
Coned-'datod Ed son Co. of New York, Inc. I lOpp. 43444:195-43444 314. 

9711300260 Responds to NRC 07(026 Hr re violations noted In Insp Repls 50 260/67- 
30 & 50-201 /a7-30.Co(cccUvd BCiicin&:reco(d8 mgt personnel reinstmcied on impor- 
lerKO of following procedures & removing & doslroy-ng outdated procoduros. 
STEW/WT, W.L. Virginia Power (Virginia Eloclrlc & Power Co.). 87/11/25. Document 
Conlrol Branch (Document Control Desk). 6pp. 43470:336-43470.343 


R. Patlodic apersllng reports 0> related correspondence 

6711198318 Forwards monih’y operating repls for Oci 1967 & corrected page lo month 
lyqporaiing ropt for Sept 1987. 

STdWART.W.L. Viigfn'a Power (Virginia Electric & Powor Co.). 67/11/16. Document 
Control Branch (Documont Control Desk), ip. 43402:162-43402.204. 

-6711160320 Monthly oporating ropts for Oct 1987. 

WARREN.L.A. Virginia Power (Virginia Electric & Power Co). 67/10/31. 2ipp 
43402 183-43402 203 

-6711190336 Corroctod monthly operating repi for Sopl 1987. 

WARREN.L-A Vugmla Power (VirgnTa Elacirtc S Powor Co). 87/09/30. Ip 
43402.204 43402 204 


8. Reportable occurrences. LERs A related correspondence 

6711130206 ICR 67-025-00 on 871000JTCS laakoge rata foal results of 4 08 gpm found 
In okcoss ol Toch Spocs 3.1 C.2 & 3.I.C.S. Caused by inadequate piocsduro & HX 
byMSS valvo leakage. Velvo tightonod & Procoduro PT-10 revi90d.W/67ii06 Ur. 
BENSON.U.L. V.igihia Powor (Vlig'nia Elociric & Powor Co.]. 67/11/05. 4pp 
43350:165 43356 168 

6711130071 LER 07-O26-OO:ori 67i0l0.maln conlrol room |MCR] vontl'eiion iBOlalod 
due to Ngh vohogo output on chlorino nes dolocior.Chom'stry verliled no chlorine gas 
inMCR S voniltet'On sya roaiigned.W/67i i06 Hr. 

6ENS<H(.D.L. Viiginia Power (V-Tglnie L'iocirl; & Powor Co.). 67/11/00. 4pp. 

43365;ie3-43355 166 

67113O00S0 LER 67-026 OOon 87i02l.ropo/tod thet omergoncy diosol ganotelors 
oui)Xit breaker proieciion circuits coniainod inatonlenoous ovorcurrent tripping 
releye-Causod by design doiiclancy Tiip relay soilings lncroase(1.W/87l120 Iti. 
BEnSCXI.O.L. Vi'Oin-o Power (Virginia Eloctrfc & Power Co.). 67/11/20. 4pp 

43470-066-43470.069 

8711300067 LER 67-027-OO.on 67l027.oloctrlcel short in Train A lurbino b'dg flood con- 
trol panel caused epvrioue compleilon of flood proieciion circu i Caused by leak on 
scenes manway ol mo.'Stvro aoperalor rshoelei l-MS-E-tB.W/BTl 125 Ur. 
6EN50N,D.L. Vrrgrnia Power (Virginlo Electric & Power Co.). 67/11/25. 4pp. 

43460.348 43489 351. 


Y. Dry Cask Independent Spent Fuel Storsoe fnatallallona 

6711030499 Informs that listed documonts.maikod as proprielary.wlll be withhold from 
public Ostlosuto per l0CFR2.7S0.UcDnsaa should nolily NRC ol change in baa's (or 
withholding Inlo. 

CUNNINGHAM.RE Drvlalon of Industriol & Medical Nuclear Safely (PosI 070720). 
67/10/28 DARNHART.V.J. General Nucloor Syetems. Inc. 2pp 432&3:l63- 
43263:154. 


DOCKET 50-261 SURRV POWER STATION. UNIT 2 


F. Becprity, medical, emergency & tire protection plana 

671 1200376 Forwards ''SUe-Specil>c Otfsita Radiological Emergency Preparedness Alert 
6 Itelfltcatton Sys OA Venflcallon,'' final rcpt.Recommends tnal ul>i Increase frequen- 
cy of full cycle toaiB ol alert & nolilicBLion ays lo once per month. 

MCLOUGHLIN.D. Federal Emergency f/lanagemeni Agency. 07/10/29 STELLO.V. 
Ofc of Ihe Exocutive DIreclor for Opereilons. Ip. 43411:130-43412.034. 

—671 1200381 “Slle-Spacific Offsite Rediologicel Emergency Preparedness Alert & Noll- 
IlcaUon Sye QA VonUcallon," final rept. 

* Federal Emergency Management Agency. 87/09/30. 202pp. 43411:131-43412.034. 

871 106D209 Revised emorgency plan Implementing procedures.Including Rev 6 to EPIP- 
1.03. ''Response to Alert," Rev 5 W EPlP-t.04, ’^^Rosponae to Site Area Emargency," 
& Rev 9 lo EPIP-3.02, "Activation of Technical Support Ctr." W/d71 102 Ur. 
COSTELLO,J.B. Virginia Powor (Virginia Electric & Power Co.). 87/11/02. 167pp. 
43302.160-43302:338. 

071 1060235 Quarterly rov lo "Corporate Emergency Response Plan Telephone Directo- 
ry." VV/0711O2 1U. 

STEWART.W.L. Vimlnia Power (Virginia Electric & Power Co.). 87/11/02. 10pp. 
43302:181-43302:179. 



52 DOCKETED ITEMS 


B7111301 16 Forwards Insp Repis 50.280/07-39 & SO-20l/87-2d or* 871007-09 Mo vto- 
laMofts or rjeyteliors r^o^od «»«»«• 

COLLINSOM. Reflton 3. Ofc ct Ih® Dirociof. 87/11/04. STEWART.WL VaoWa 
Power (Virginia ElecMc S Power Co.|. 2pp. 43357.331-43357:2<I3. ^ 

-67I11Wf22 Insp Reels 50-380/87.29 4 60-281/87.20 on 87l007.0»NovJoia8onsQt 
oeviaOons noted Major areas lespoclod observatior* fi evaluaHon of fuU scale emer- 
gertcy eyerclse 

GOODEN, A Regton 2, Ole of Hie Director. 87/10/20 3ipp. 43357:323-43367-243 

*^lOC?R7y2l)*™^*'’^^ '***"' physical security ptograiti ne-« wHMidIiI |rei 

(ViroirUa Electric & Powar Co ) 07/11/16. Oocumenl 
Control Branch (Oocumerii Control OeskJ Ip. 43405:365-43405:356. 

P. Operailng picanM siege documente & correspondencs 

F^ards Ray I lo SAR-VEPCO-005. "SPOS SAR tor VEPCO NUREQ- 
WW Ptol^.Nonh Anna 6 Sutry Hocloat Power Siailons,*’ tenecivig es- 

^lilsys^riJtl85i2i5commiirjient «»«. •« «■«•- 

rJ^fn 87/11/0?- Oocumeni 

Control Branch (Oocumenl Control C)esk), 2pp. 433'i6.019-433t6O66. 

1 ;SPOS SAR for VEPCO NUREG 0896 Compulai Project North 
Anna 8 Surry Nuclear Power Stations'’ j ■- w. . 

SAR-VEPCO-OOS flOl. 87/08/28 40pp. 43315021- 

holders of CPs tor nuclear power plants r© poPey 
slatsmertl on deferred plarrts.Svc list or>cl. r 

870411) 57/11/04. Conao-Sdalod 
Edison Co. of Now York. Inc 46pp 43402001.43403.04Q. »«- <■ uo 

87111W131 Forwards add! Info re util 070733 roquess for raiioi (tom ASME SoeWon Xi 
feP'ACejent of cornpooenl cooling wale/ 4 cecSeUaUon spray 
WeinsotQO & C Palei 871008 lelcon reouest ’’’ 

STEWART, W.L Virginia Power (Virginia Electric 4 Power Col 87/11/13 Oocumenl 
Control Branch (Dement Control Oesh). Opp 43306333.43393 ^5 

11 ■Completion of Raw-'aw of MuREG- 

« 9.','k '/“■’'a Fesiing for Units 1 4 2 ’ Method devafoped 4 

lTr2?*aT*.«!^ tjo revised lo verify opeiaWw^ of ptossunjor sate^ uatves 
STgWART.WL Virginia Powar (Virginia Electric 4 Power Col 97/1 l/i3 OocumeM 
Control Branch (Oocumenl Control Sosh). 2pp. 43400;330-43400 331. 

■'S 

Q. inspMUen reporii, ig eutleiine & eorretpondenee 

*°Vawea%Wfle"“*”'' Probiams W/Targei flock Safety- Rekel 

'CM Ct InapecWnA enforcemeni, OdeciOf (020201-870413) 80/12/19 Consolidai. 
ed Edison Co. of New York, Inc. 6pp. 43220:301-43326.205. wmsoMai- 

*^lenm^flepr’'"*® Ssfeiy/Retiel valves 10 Open et BiNRs - 

* Engineering Re4ponse,lE(05O2l2- 
‘^hsol'daied EdiVOT Cp. ol New York Inc. 2j>p 43^|o|. 

”®P'® 60-280/07-30 4 59-261/87.30 on 870928 1002 & 
b^Mure h^w altenbon to unresolved Item Idenirdod In rapt to l» 

?■ O'c of lh« Oi'reclor. 87/10/28. STEWART Wt Viialnle Pnwet 

(Virginia Elaoinc 4 Power Co). 2pp. 40355-26g.43355 270 - • • *» o ei 

■* ®' Vi®'®"®!] 'nap on 870928.|002.Viaia1ioi% noted Inservlce 

Jf ?® required by ASME B8PV Code Sechon Xi 10 vetliy operational 

Ey'^'P® ^ vaNes.whoselimcDon lequirod lor seiety 
HtRDT.A.fl. Region 2. Ofc of the Olrecior. 87/10/28. 2pp. 43355 261-43355;262. 

'1®'* ”®P'® 50-280/97-30 & 50-201/07-30 on 870928-1002. Vlo)a«or.S 
I'CSAseo BClIon on prevtous enlorcemeni manors 
* ''®'^®® 1^35701 1 IE bulletins. 

43055l6”43d«^7e®^^^''^‘^ Nsg^jn 2, Ole o( the Oireclor. 87/18/20 i7pp. 

'"/?* ^®*'®® ®/-055, "Portable Moisture/Oensity Gauges: Beceni IncF 
Sve lisl artel. ^ ^ 

^/'fo/po ®‘ ''’'Iw'ha' « Medical Nuclear Safely (Post 870729) 

o7/r0/29. CODSO^ Willed EdiScn Co. of New VOfk, Inc. 89pp. 49324:1 39* 43324:2?7 ^ 

*^56® A^n n Ur re violations noled In Insp flepCa 68208/87- 

^ -j fOr28i/87-26Cofiecltve ac1ions:operaUon ol valves aflectlna contalometM 
^euvaX'-riJu J*®' if Tech Specs now reqylra conirof by procedpro 

Electric 4 Power Co.). 87/10/^ OocumMI 
Conirol Branch (Document Conlrot Desk), fipp. 43302 050-43302.054. 

*^BW^mJl!iil''”sv!ri2t'SS^® ^'7^'®“''® CO"*'®' UfW Irwtattation at 

.is"*'"'’ ‘ on 87.M7.08J<,*. 

^LtlNS.O.M. Region 2, Ofc of the Director. 87/11/04 STEWARTWL l/ua-mn 

Power (Virginia Eleclfic 4 Powar Co). 2pp. 43357:221-43357:243. * 

4 50-281/87-29 on 87l007.09No violations or 
Mm^xarcls^ Inspected observation 4 evaloaiton ol lull scale eme»- 

4^?f33*335l243^”'^'’' ’^® Director. 07/10/29. 21pp. 


0711030017 NflC Info Notice 07-057, "Loss of Emergency floraiton Capabn^ (XeW 
Nitrogen Gas Intrusion." Sve list end. 

f10SSl.ee. DMsion ol Opetaitonal events Assessment (Post 870411). &7/ll'06 
Consolidated Edison Co. of New York. Inc. I lepp. 43355.003-43355 1 18 

8711658040 NflC Compliance Bulletin 07-002, "Fastener Tesl'ng to OoleiTJns Utr 
lormance W/AppHoabla Mali Specs." Sve Uel end 

ROSSI.C.E. Division ol Operailonal Events Assessment (Post 070411). 87/lA'-)S 
ConsoUdoled Edison Co of New York, inc. I lepp. 43397:142-43307:257. 

0711100090 Forwards Inspflepts 60-280/87-31 4 60 201/87.31 on 871004-31 Sjwk 
UlUdna or dovlaiions noted. 

aROWNLEE.V.L Region 2. Ole ot Die Diioclor. 87/11/06. STEWART.WL. Vram 
Power (Virginia Electric 4 Power Co.) 2pp. 43364:201 -43364 212. 

-«71116(X)97 InspRepia 60-280/87-31 4 60-281/87-31 on 871004-31 No viola’.ioriser 
dovlatlons npiad.Major areas Inspected: licensee action on previous or'orcamM 
matters. plant operailons, plant maint 4 plant survoiilanco 

HOLLANO.W.B.. NICHOLSON.L.E.. CANIRELL.F.S Region 2, OtC oi Iba Dlroclor. 8if 
11/08. lOpp 43304:203-43364:212. 


8711696140 NRC Inio Notice 07-050, "Conlinuoos Communlcalions Fol'owina Emajev 

S r Notificeuona " Sve list end. 

OSSl.C.E. Division ol Operalionsi Evenia AssossmenI (Post 870411). 07/1l/'4 
Consdidaled ErUson Co. ol Now York, Inc. 1 f3pp. 43404:176-43404 289. 

97lf I2<M)27 NRC Info NoHco 07-059, "Potenilai RHR Pump Loss." Sve hat e.nci. 
ROSSI.CE. Division of Operational Evenia Assessment (Post 070411), 87/11/11 
Consolidated Edison Co. of New Vpik, tnc 120pp. 43487 001-43467.121. 

6711230160 Ack reca'pl of 671029 response to noUco ol violation Irom fnsp Reels 50 
280/67-26 4 50-281/07-28 

QBACE.JN Rogion 2. Ofc ol the Director. 07/lt/l8. STEWART, WL. Vjgl.iiaPd*« 
(Vlrgi'nla Elecinc 4 Power Co), ip. 434 18:120-4341 8:120. 


6711136000 Suppi 2 to NRC Info Notice 88-108, "Degradation ol RCS Pieseure Bourd 
ary fiesuliing From Soilc Add Corrosion." Sve list and. 

ROSSI.CE ewtaion ot Opoiaiional Events AssossmenI (Post 870411). 07/|l/'i' 
Consmidatod Edison Co of New York, inc. U0pp. 43444.195-43444 314. 

87112304S4 AcK receipt pt 07i008 Hr Informing NRC Of Stops lakon to Pcrrocl vloNlon 
potedtn rnsp Rew 50-281 /66-36Ev8luBli6ft will be postponed until wiil s'-tbrvil lecTrt- 
cai basis by e0Oi3O.per lequest. 

MffpT.A.fi. Region 2, Ole of Hie Direclor. 67/11/20- ST6VVAHT,W.t VYgiiiiaPewef 
(VJtgWa etaewe & Power Co), ip. 4342i:225-4D421:225. 


Responds to NRC 071020 Hr re violations noted In insp flepis 5O20O’'87' 
30 4 60-28l/87-30.Cortectlve acUons rocords mgi personnel reinslnjclod pi Vnp«- 
wnce of foilewing procedures 4 removing 4 destroying outdated procedures. 
STEWART.W.L. Virginia Power (Virginia Eleelric 4 Power Co,). 07/11/95. Oocurwi 
Conuol Blench IDbCumem Conirol Deski 6t)D. 43470:330 43470.349. 


R. Perlbdib operating reports 4 related correspondence 

0711190316 Forwards monthly Operailng repta for Oct 1867 & corrected page to (M>nL'> 
N weraiing repi lor Sept 1907. 

STEWAflT,W.t. Vitgmla Power (Vtfolnia Etacirlo 4 Powar Co.). 67/11/18 Documeri 
Control Branch (Document Control Oeek), Ip. 43402;te2-43402:2Cl4. 

--87)11 W329 Monthly operating repla for Oct 1987 
WARn£N.LA VlrwnlB Power {Vitglnle Elotlric 4 Power Co). 67/10/31. 2tpp 
43402.103 43402 203 


S. Reportable occurrei>cei, LERe 4 related correspondence 

87112(4)194 lER 07-(}O5-OO:on 671014 electrician Inadvertently completed flood prolec- 
boo ckcuii causing two ol lout conderiser clrculelmg vralor irtsl valves *c 
rtose Caused by personnel error. Procedure wrllten for malnl par80nnel.'W/87l113 it. 
BENSON.O.L. Viroinla Power (Virginia Electric 4 Power Co.). 87/11/13 4pp. 
43413:147-43413:150. " 


y. Ory Cesk Independent Spent Fuel Slorege tnatetiatlone 


8711630499 Informs lhai listed documenis, marked as proprietary.wiil be wrihhafd IfOrt 
puhke disclosure per lOCFfla./OO.Ucensee should noHfy NRC ot change In basis for 
'Wthhokhng Wo. 

CUNN<NGHAM,R.B Division of Industrial 4 Medical Nuclear Safety (Post 070729) 
87/10/28. BARNHART, V.j. General Nuclear Systems, Ino. ipp. 43263 153- 


OOCKET 50-282 PflAlRlB 1SUNO HUCLEAB STATION, UNIT 1 


F. Securltyi medical, emergency 4 fire proleciton plane 

8711060002 Advises that 870902 Rev 7 to plant emergency plan consisteni w/requiro- 
menis ol 10CFR5O.$4(q) 4 does not decrease effectiveness of emergency ptsn 
SHAfER.W.O. Region 3. Ofc ol Ihe Director. 67/11/02 LAHSONC.E. Norikein 
Stales Power Co. Spp 43308:223-43308:224. 

671T130334 Forwards Rev 10 lo "Corporale Nuclear Emergency Plan," conlel'irg 
changes as result of annual internal review, update 4 certification of emergency p/ara 
4 Mreemanis. 

fE'»,F.U Northern Slates Power Co, 87/11/02. Oocumenl Conirol Branch (Documerii 
Control Desk). 1p. 43359.l8l-4335g;2e8. 

-8711130305 Rev 10 lo "Corporate Nuclear Emergency Plan." 

FEV.F.L,, LARSON.C E- Northern States Power Co 67/11/09. 90pp. 43359:182- 
43359:268. 



sions of lOCFnso 54(p) & acceptable 

MALLETT.BS. Region 3. Olc ol the OifOCIor. 67/11/03. LARSON.C.E. Northofn 
Stales Power Co 2pp. 43417:145-‘13417:148. 


H. General correspondence 

8710190037 Requests NRC submittal of wiitien slalemenl giving formal approval of piO' 
posed fuel rod consolidation pilot projoct el pisnl Recentlnro Indicates thal ubl bo 
allowed to perform 10CFRS0.S9 soll'ieview.Assutancos re safety needed. 
ANDERSON, B Minnesota Institute of Concern for Public Health. B7/09/24. 
OIIANNI.D.C. NRC • No Oeleilod Affllietion Qtvon. tp. 43076;t9S-4307e.t65. 


?. Operating license siege documents & correspondencs 

8710190037 Requests NRC submltlel ol writlen statomenl giving formal approval of prO' 
posed fuel rod consolidation pilot projecl at planl. Recent info indiceies that util will be 
allowed to perform 10CFR50.60 solf-rovlow.Assurances re safety needed. 
ANDERSON.G. Minnesota Institute of Concern for Public Health. 87/00/24. 
OIIANNI.D.C. NRC - No Oelallod Alfillation Given. Ip. 4307e;l9S-4307d.t95. 

8711100389 Forwards application lor emonds to Licenses DPR-42 & OPR-EO, chandttg 
high fiux, power range monitor, low sotpolnl.Foo pald.NSPNAO-872S, ‘‘Analysts ol Ro- 
vfsotl Low Sotpoint for High Flo*,Power Renge,” also end. 

MLISOLF.O. Northorn Statos Power Co. 87/ 1 1/03. Office ol Nudoar Reactor Regula- 
tion, Director (Post 07041 1). 3pp. 43335:140-43335:170. 

-8711100392 Application for amonds to Licenses DPR-42 & DPR-eo,changing high 
flux, power rango monitor, low sotpoint. 

MUSOLF.O. Norihain Stales Power Co. 87/11/03. 3pp. 4333&:t6l-4333Srt&3. 

-8711100441 Ptoposod Tech Spec 2.3-1, “Limiting Safely Sya Sellings, Proteettvo In- 
sifumontatlon." 

* Norlhern Stales Power Co. 07/11/03. 6pp. 433aS:lS4-43335:t&e. 

-8711100398 Rev 0 to "Analysis Of Revised Low Sotpoint for High Flux, Power Rar^." 
MONTGOMERY.SO., QONNEAU.C., ANOEflSQN,fl.O. Northern Stales Power Co. 
NSPNAO-6725 ROO. 67/11/03. 12pp. 43335:159-43336:170. 

8711't00431 Gcmoric Ur 87-16 to all hotdeis ot CPs lot riuctoai power ptenis lo poltcy 
sielomont on deletrod plenis.Svc list end. 

UlRAGLIA.F.J. Associate Oirodor lor Projocia (Post 070411). 87/11/04. Cortsolidaied 
Edison Co. ol-New Yorli. Inc. 46pp. 43402.001-43402:048. 

8711180144 Rovlows latest performance Indicators to detormina wheihar indicaiota cen 
bo used lo ascorieirt quality porlormanco.Flvo of eix plants achieving very good <|U8llty 
poilormanco while one pfsnt achieving good quality performance. 

LYNCH.D. Prolacl Dirodorato 111-3. 07/1 1/ll HOLAIIAN,Q M. Asaisiant Oltoclor lor 
Region ill & Roglort V Roaclqra. 17pp. 43304:203-43394'3tQ. 


0. Inapectlon reporte, IE eulletins 8 correspondence 

8012170402 IE Bu'lotlh 60-25. "Oporaiing Problems W/Targel Rock Ssloly- Relief 
valves ai OWRs." 

' Ofo of Inspection & Enlorcomom, O-recior (620201-670413). 80/12/19. Conaolldat- 
ad Ed.aon Co. of New York, Inc. Spp. 43226.201-43226:205. 

B30S1 10473 IE Info NoUco 83-39, "Failure Of Saloly/Roiiol Valves to Opon ei BWRs - 
iniofim Hqpi ■' 

dORDAN.E.L. Div of Emergency Preparodneea & Engineering Re8portse.lE(6S02i2- 
870413). 83/06/17. Consol'dated Edison Co. of Now York, (nc. 2pp. 43226:208- 
43226M7. 

8711060307 Forwards errata 10 Rev 1 to ASME Code Section XI inservice insp & losiing 
program manual. Errala corrects administraiive errors recently found In 870612 8ut>nili- 
lal. 

MUSOLF.O. NoitEiern Stales Power Co. 67/10/28. Document Control Branch fOocu- 
ment Control Desk), tp. 43307:311-43307:360. 

-8711060309 Errata lo Rev 1 to ASME Code Secifon XI Inservice Insp & lesilng pro- 
gram manusl.cerreollng adminlstrailvo errors recently found In 870612 submiliaf. 

' Northern Stales Powsr Co. 87/07/13. 61pp. 43307:312-43307:360. 

8711090082 Forwards Saleiy Insp Repta 50-262/67-14 & 60-306/37-13 on 070823- 
1003.No violations noted. 

NORGUUS.CE Rag on 3, Olc ol the Director. 87/10/28. LARSON.C.E. Northern 
Statos Power Co. 2pp. 433 14:050-43314:060. 

-8711090083 Insp Repls 60-282/87-14 & 50-308/87-13 on 670e23-t003.No vfoistlons 
noted. Major areas Inspected plant operational safety, mslnLsurvelllances.E^ 
sya.coollrig water sya ditllcullles.spont fuel pool activities & LbR followup. 
OEFAYETTE.R. Region 3, Ofo of the Director. 87/10/20. 9pp. 433I4:052-43314;060. 

8710230213 NRC Info Nollco 87-055, "Portable Molstuie/Density Gauges- Recent IrKl- 
denis of Ponable Gauges Being Sioten or Loai." 8vc iisi end. 

CUNNINGHAM, n.E. Division ol Industrial & Medical Nuclear Safely (Post 870729). 
87/10/29. Consolidated Edison Co. ol New York, Inc. B6pp. 43324: 139-43324;227. 

6710290234 NRC Info Notice 67-056, "Improper Hydraullo Control Unit Inaiallstlon at 
BWR Plants." Sve list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 670411). 87/1t/04. 
Consolidated Edison Co. of New York, Inc. 1 l2pp. 43324:226-43324:339. 

6711020017 NRC Info Notice 07-067, "Loss of Emergency BoraUon Capat»lity Due to 
Nllrooen Gas Intrusion.” Sve fist end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 87/11/06. 
Consolidated Edison Co ot New York, Ino. t t6pp. 43356:003-43368:1 19. 

6711060040 NRC Compliance Bullolln 87-002, "Fastener Testing to Determine Con- 
formance W/Appllcablo Mall Specs." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 67/11/08. 
Consolidated Edison Co. of New York, Inc. 1 l6pp. 43397:142-43397:257. 


cy NoiiOcallons.” Sve list ond. 

ROSSI.C-E. Division of Operational Events Assessmont (Post 070411). 87/11/16. 
Consolidated Edison Co. ot New York, Inc. 1 13pp. 43404:1 76-43404 296. 

871 1 120027 NRC Info Notice 07.059, "Polential RHR Pomp Loss." Svc list end. 
ROSSI.C.E. Division of Operallonel Events Assessment (Post 870411). 67/lt/17. 
Consolldalsd Edison Co. of Now York, Inc. t20pp. 43467:001-43487:121. 

8711130008 Su^l 2 to NRC Info Nol-ce 86-108, "Dogradalion of RCS Pressure Bound- 
ary Resulting From Boric Acid Corrosion." Svc list end. 

R^Sl.C.E. Division of Operational Events Assessment (Post 8704tt). 87/tl/lB. 
Consdidaled Edison Co. of New York. Ino. I19pp. 43444:195-43444:314. 


R. Parlodlc operating reporta ft related correspondence 

8711100276 Monthly operating repls for Oct I9e7.w/871I06 Itr. 

OUQSTAO.D., MUSOLF.D. TIonhern Slates Power Co. 87/tO/31. Opp- 43330.234- 
43330:242. 


S. Reportable occurreneea, tERa ft related correapondence 

8711300100 LER 67-007-00:oo 670&td,lurblne driven auxl'ieiy feodwalor pump 
Inoperable.Caussd by presence ol mixture ol sludge & broken demshe'Is In cooling 
water fit^y llne.ForoIgn mall removed from all pumps. W/67t 124 Hr. 

HONSTADAA , MUSOLF.O. Northern Stales Power Co 87/11/24. 8pp 43467 003- 
43467:100. 

8711300263 LER 87-0l8-00:on 87t028,Gu8 15 voltago roslorlrtg achomo 

tnoperabio.Caused by relay spaclalisi Inadvertonlly touching liliaci wire to sFud connec- 
tion on rofay.Blown fuse repWed. Long-teim actions under conslderaiion.W/67 1 1 24 
Hr. 

HUNSTAO.AA, MUSOLF.D. Northern Slalas Power Co. 67/11/24. 4pp. 43472:137- 
43472:140. 

8711300142 LER 0e-006-01:on 860908.diesel generator D1 & diesel cooling water 
purr^ declared inoporsbio simultanaously.Caused by leakage through fuel Moador 
chock vafvs ft rupture ol brass tubing, respecllvely. Valve & ludng replacedW/e?! t 26 
Ur. 

HUNSTAO.AA. MUSOLF.O. Northern Slates Power Co. 87/11/25. Spp. 43487.128- 
43467:129. 


V. Operator Examlnallona 

8711030109 Ack rocalpl ol MB Saiiman comments on NRC Implementation ot require- 
mofliaot 10CFR55 re adminisloring requaUflcatlon exam lo laactor operators as result 
ol 670910 mooting. Comment will he Included in reevaluaiion of program. 

ROE.JW. Cii<^on ol licenaae Perlormanco ft Ouallly Evaluation (Post 870411). 87/ 
10/27. MUSOLF.D M. Northern Slolsa Power Co 2pp. 43264:092 43284:093. 


DOCKET BO-284 IDAHO STATE UNIV. RESEARCH REACTOR 


P. Oparallng Ileanaa alega documenli ft cerraapondenca 

8711020388 Conilrms that JL Pellet will assume poslifcn & duties ot section chlel ol 
O^taior Licensing Saolipn in ON ol Reactor Safety allecilve on 871026 lo rap'aco 

CAU^l J. Regiort 4, Olc ol the Director. 87/10/26. HUTCHINSON.J. Idaho Stale 
univ., Pocatello. To. 2pp. 43236:161-43236:102. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT t 


F. Seourlly, medical, emergency ft fire protection plana 

8604160094 Discusses elepa taken to comply w/commllmenta lo perform mods under- 
lying requests lor exemptions from IOCpRSO App R. Installation ol radiant energy 
M^ds completed during 1965 refueling outage. 

ANOREWS.RL Omeha Public Power Olalfic" 88/04/09. THADANI.A C. PWR Project 
OYecU>rBte 8. 4pp. 36582:221-35562 224. 

8711100384 Revised "Radiological Emetoency Rsaponse Pten." W/871103 Hr. 
ANDREWS.R L. Omarta Public Power Olstricl. 87/10/15. 32pp. 43335:013 43335:044. 

8711030488 Public veralon ot revised emergency plan Implementing 

ptoceduras.lncluding Rev 1 1 to EPIP-OSC-14. "Shift Supervlsor/Slio Director AcUone*' 
ft Rev 6 lo EPIP-OSC-15, "Control Room Communicator." W/871102 release memo. 
ANDREWS, R.L. Omaha Publ'c Power DIst/lot. 87/iO/2t. Document Control Branch 
(Oocumani Conuol Doeh). Spp 43278:065-43278.104. 

-8711030500 PubHo veralon ol revised emergency plen ImplemetMlivg 

procedures, Irvciuding Rev 1 1 to EPIP-OSC-t4, "Shift Supeivisor/Siie DIreolor Actions” 
ft Rsv 6 to EPiP-OSC-t6, "Control Room Communicator." 

* Omaha Pubfo Power District. 67/10/21. 52pp. 43278059-43276:104. 

8711020507 Rev 14 to Emergency Plan Implementing Procedure EPIP-OSC-2, "Emer- 
gency Plan Activation ft NotIficaUons." W/871026 Itr. 

ANDREWS,R.L Omaha Publio Power Olstricl. 87/10/26. 5pp. 43236.038-43236:042, 

1711100605 Revised emergency plan implementing procedurealncluding Rev 8 to EPIP- 
TSC-1-1, "AcUvalion ol Technical Support Ctr" & Rev 8 to EPiP-RR-tl, "Emorgenoy 
Recovery Organization Technical Support Ctr." W/67 1 103 Itr. 

ANDREWS, R.L Omaha Public Power District. 87/11/03. 81pp. 43335 320-43336:020. 

8711200300 Advises that 871021 changes to emergency plan consistent w/provislons 
of IOCFR50.64(q) & App £ lo 10CFRM ft acceptable 

CALUN,L.J- Region 4, Ofo ot the Director. 87/1 1/18. ANDREWS.R.L. Omaha Public 
Power District. 2pp. 43417:269-434 1 7:260. 


Idanbn&d & corrected. 

CALLAN.LJ Region 4. Ok ot the Chreotor. 87/ttrte- ANDR£WS.R.L- Omaha PuWte 
Power Oisutcl 3pp. 43419:165-43419254. 

6711230277 Actviees lhal 871103 revs lo err.ergency plan consistent w/provlslons of 
10CPR50.54(q) & sccepieDre. 

CAILAN.LJ. Region 4. Ole ol the Director. 67/11/18 ANOREWS.R.L Omaha Public 
Power O'sirlct. 2pp 43419:159-43419:160. 

6711330362 Revised emergency plan implerr.enting procedures ■rtc.'iAfcng Re<^ 8 to 
EPIPOSC.12. "AccWenla AefuaUott of Early Warrtirtg Siren Sva" 4 EPIP-flfl-l7. 
"Emergency Recovery Oreartlaation Security S Admlntslraiive..." W/671 1 18 llr. 
ANOR^S.R.L Omaha Public Power D.s'nct 87/11/18 t7pp 43424:t87-43424:31& 

6711230376 Revised emergency plan implomenting proceduree/ncluding Rev 9 la EPIP- 
EOF -3. ‘ Emergency OporsliorkFacWly Emergency Instrumenie 8 Erjtiptmnl" & Rev 2 
lo EPIP.RR'75, "Emergency Recovery Organhation S<te RepreearilaUve..." W/ 
871120 (U 

ANOREWS.R L. Omaha Public Power DIsirIcI 67/11/20 17^) 43419.031-43418046. 

8711240097 Revised ''Radiological Emargepey Response Plan for Fort Calhoun Sta- 
rion ’■ W/e71i20ltr. 

ANOREWS.Rt_ Omaha PubVc Power OlsVrCt 67/11/20. b7pp 4343D 091*43430:I76. 


P. Operating llcensa elage docurrania 8 eorrespondenca 


AcCumuletoia & Tubing," w/Refe 1,2, 3.4 & 6. Seismic Info re safely re.aioi 
InstrumartI air sye will be supplied on 67 1 127. 

ANOREWS,R.L. Omaha Public Power Olsirict. 67/1 1/20. CALVO.J A. Proje 
eie IV. 2pp. 4342O,OO1-4342O;310. 

—8711231)266 "Selemic Oueliflcallon of COE instrument Air Accumulators & T 
’ Omaha Public Power Disirici. ES.87-4D. 67/11/20. 300pp 43420:003-434 

6711240086 Provides summary ol 871113 meeiing w/NRC re Insirurriom 
plant.lrtfo from breaiiout discussions on inservice lesling program & seismii 
also ectcl. 

ANOREWS.R.L. Omaha Public Power District. 87/11/20. CALVO.J.A. PfO[o 
ala IV. 69op. 43430:190-43430:254. 

871 1300206 Provides schedule for completion of response to Generic Itr 6! 
of RHR While RCS Pamelly Filled,'' did B70700.Respon8e win be su 
6803 IS. 

ANOREWS.R.L. Ornaha Public Power Disirici. 67/11/20. Document Con' 
(Oocumant ConErol Desk), ip. 43467:222-43467:222. 

6711300037 Forwards progress update on egulpmeni inslaliailon,lncluding 
of util poslUon on separation criteria & SPOS for each position, per Rev 2 To 
1.97. 

ANOREWS.R.L. Omaha Public Power District. 87/11/24. Document Con 
tDocumani Conlrol Desk). 23pp. 43468:272-43469:294. 


6711110025 Fort Calhoun Station Steam Generator Eddy Current TosI ftopLl987 Ra- 
tuelmg Ou'.age.‘' W/a?1 105 Hr. 

ANDR£WS.n.L. Omaha Pub'ic Power Oisidcl. 67/03/31. 10pp. 43345:264 43345:273- 

6711020274 Forwerds.on behalf of uiii.requesi lot exompllon par 
taCFR50.12r8>(2)N) Fee paid 

VOIOT.H.H. LeBoeui, lamb, leihy & MacRae. VOIGT, HH. Nebraska Public Power 
Olsirtci VOIGT,H.H Omaha Pubi c Power Olsirict 67/10/02 CHILK.S.J Office ol ihe 
Secro'ery of the Cornrrlsslort. ip. 43232a0€-432323l4 

-6711020263 Re<tvest for oxomplion irem leaulremente of i0CFnSO54 Ui.i Ml noi be 
able lo comply w/reguiremenie by effectrve date or watv'n 60 days thereafter. 
VOiGT,H.H. leBoeuf, Lamb, Leihy 8 MacRae. VOIGT^H. Nebiaekfl f^Kc Rower 
t>slricl. VOlQT.tl.H. Omaha Public Power Disinct 67/10/02. Cemmissienafs. 6pp. 
43232 307-43832.314. 


67111)20395 Forwards completed forms for rediaUan monhors al faefty, per R Baer 
verbal requeil. 

ANOflEWS,R.L Omaha Pubfe Power Disinct 67/10/19. MAflTlN.R 0. Reg'on 4. Ofo 
of Ihe Drocio'. Spp. 43237.020-43237:024. 

6711020426 Advises thai.eifective on 87i025.dL Pei'et wfV essuma postilon ol sectfor) 
chief of Operaiot Licensing Seciion in Qrr of Resciw SafeN.ieplacino R Cooley. 
CALLAN.LJ Region 4. Ofe of the Director. 87/10/26. ANDREWS.ai- Omaha Pubic 
Power Disinct. 2pp. 43236:269 43236 290. 


8711200146 Requests apo'ication for wiihhefding Info re add-boo of Sacnon 6.1$. 
'Steam Qenefetor Tuba Rupture Eveni.*' bo withd<ewn.lnio not deamed trade aacrai 
6/dr prfuifagad commercial fnfo. 

AkiOREWSlRL. Omahe Pubbe Po-wer District. S7fW/27. Oocumam Control Branch 
lOocumant Conlrol 0<$k). Ip. 43S99.03l-43999.03i. 


6711100349 Forwards response to NRC quesLbns re Ineorvtco tost program (fST) tor 

e ani.par 871014-16 meaiirig & NRC 670624 raquasi. Responses inciwla Hems yai lo 
I rasohrod li commiiments to change eaisiing iST program plan 
ANOR£W9,R.L Omaha Public Power OiSirIcT 67/10/^0. Oo^enl Corttrdl Brarsch 
lOocumani Cen'-rol Desk). 23pp. 4334 4 203.433*4:233. 


6711030339 Partial response to fOiA request.Forwsfda documents Hated In App 
A.Oocumenis also aval 'able in POR. 

GRIMSlEY.O M. Olvislofl of Rules 4 Records (Post 670413) 67/i l/02 CONNOR L 
Ooc-Saatch Associates 2pp. 432S8.339-43259 021. 


-6M90W1W Forwards peilpimarrca inlo for C-E supfH ed nuclear tuei lor CVes on 
pl4n(*b/<|3laol Ddsis.pCf NRC 8^618 r^ouesl tnk) njmttef cf 8$S9fnbL‘os 

a (uel rods r^radiaisd d^or dischargod ^ bsic^ oversQS 

SCH£flEfl.AE. Combustion Englneenng. Inc- 66/08/01. BEflUNGEaCH fleactw 
Systems Branch (PWR-A). 6pp. 43266:347.43256352 

6711050240 NoUHcatloft of 671105 meeting w/util In 0eihesda MO to discuss corrective 
acbtw that assure sale piaifl opoiaton as result ol water In air htsirumenl sys- 
BOUflNlA.A Prolecl Directorafe IV. 67/11/02 CAtVOJ.A Protoct Oiiecforaie IV 
2pp 43301:122-43301:123. ^ 


9711100431 Generic ttr 87-16 Co all holdsis of CPs tor tiuefesr power planls re oolicv 

sielemeni on deterred planis.Sve list ei>cl • 

MIRAGLiA.F J Associate Director for Projects (Post 67041 1). 07/11/04. ConeoHdaied 
Edisrw Co. of New York, Inc. 46pp. 43402 001-43402.046. 

8711160054 Summpy ot 671 lOS trveeling w/uW (n Bethesda.MO lo ibscvea recuM In- 
stances of water fniruaron inlo Instrwmenl air ays at faciNty.Llsi of attendoos A prosw*- 
tation handouts end 

60URNfA,A. ProfKl Oireciorala IV. 87/]t/09 
43362.048-43362.109. 


Pro;eci Oiectoreie IV. 02pp. 


8711230019 Summary of 671113 meatirvg w/uHI In SetheadaAfD to dfscues recent frs- 
staricas of water InUusion Into Inevumont sir sys ai isclMy Lhi ol attendees & «YJes 
provided ei mooting by liconseo also end 

4Sll6®J34?6ri4 ProiMt 0;rectiV«le IV. aSpp. 

ol &71014 i 15 insorvice lesling program worUng meeHttos w/ 
util 8 EGSQ at Site to discuss questions & commems resolfmg from r^ew of pun® & 
vaNe lji«rvfce testing Ustet attendees encl -k 

S46-33V4’344?35e 3^/11/16. Prolocf Dfractorate IV. 24pp, 


O. Inspeellen reports, IE Bulletins 6 correspondence 


6012170462 IE Bulletin 60-25, "Operating Problems W/Targel Rock Ss 
Valves at GWRa." 

* Ofe of Inspection & Enforcement, Director (620201-670413). 60/12/tO. 
ed Edison Co. of New York, Inc. Spp. 43226 201-43226 205. 

6306110473 IE Info Notice 83-39. "Fallura of Safely/Rellef Valves to Open 
Intehm RmV 

-/ORDAN.E.L. Div of Emergency Preparedness & Engineering Response 
670413). 63/06/17. Consolidated Edison Co. of New York. lev:. 2pp 
43226:207. 

8711020120 Forwards Insp RepI 60-285/67-27 on 670923-l002.Enlorcem 
ence scheduled for 671029 to discuss util underalending o( violation n< 
insp,reason3 for occurrence A corrective actions. 

CAL LAN, L J. Region 4, Ofe of the Director. 87/10/23. ANOREWS.R.L Or 
Powei Dteirtct. 2t>p. 43233,217-43233.223 

-6711020132 Insp Rep) 50-265/67-27 on 670S23-t0Q2.One violation ni 
areas inspected.Wtrumeni air sys. 

HARRElL.P.H,, AEIS.T., WESTERMAN.T.F. Region 4, Ofo of the Director 
Spp. 43233 219-43233:223. 

6710230213 NRC Into NoHce 67-055, "Portsblo Molsture/Denslly Oaugee: I 
dents of Portable Gauges Being Stolen or Loei." Sve list end. 
CuNNtNQHAM.R.E. Olvistbrt w Industrial A Medical Nuoleat Safety (Po 
67/10/29. Consolidaied Edison Co. of New York, Inc. 69pp. 43324:139-431 

6710290234 NRC Info NoHce 67-066. "Improper Hydraulic Conlrol Unit In 
BWR Plants " 8vc list end. 

ROSSi.Cg. Division of Opetaiionai Events Assessment (Poet 67041 0. 
Consolidated Edison Co. of New York. Inc. 1 l2pp. 43324:229-43324:339. 

9711090205 Ack receipt Of 670925 llr Informing NRC Of slaps taken locorre 
noted In insp Rept 50-265/67-19.Resiy tesponsNa to ^ht deficietkiias in ' 
CAlLAN.L./ Region 4, Ole of me Director. 87/11/04. ANDfiEWS,fl.l 
Public Power Drefrfoi. 2pp. 43321:321-43321:327. 

6711100216 Informs itisl Insp 60-2e5/67-26 canceled-No Insp r^t will be Is: 
CALLAN.LJ. Region 4. Ofe ot the Director. 87/11/04. ANDREWS.R L Or 
Power District. 2pp. 43326.039 *3326:040. 

6711100366 Revised response to notice of violation from Insp Repl 50-26 
870924 rQSporee.Rev re response to Violation B(4).Corrective acHons'.u 
areas of corveerrt re quantitative vs qualitative acceptance criteria. 
ANDREWS.R.L. Omaha Public Power Olsirict. 87/11/04. Document Cor 
(Document Corrirol Desk). 6pp. 43343:352-43343:359. 

6711170136 Forwards viewgraphs cladlylng Into.maln) perlormed on plant 
corrective actions re Instrument air sys.per 671019 enforcement co 
Arimgtor»,TX. 

ANDflewS.R,L Omaha Public Power Disirici. 87/1 1/04. MARTIN.R.D. R< 
of the Director. 32pp. 43384:329-43384:360. 

6711200334 Discusses 67I01S enforcement conference w/NRC re violsllc 
Insp Rept $0-26&/87-2l.Vlotallon re failure to Issue lER for unlocked d 
pared A submftied LER 67-026 re vldallon.per 671016 discussion. 
ANDREWS.R.L. Omaha Pubttc Power Dtsttfel. 67/11/04. BANQART.R. fi- 
ef Ihe Director. 2pp. 43410 041-43410.042. 

671T100166 Forwards summary of 671016 enforcement conference w/utll i 
re apparent violations noted In insp Rept 60-286/87-21. 

CALLAN.L.O. Region 4. Olo ol the Director. 87/11/06. ANDREWS.R.L 0 
Power Olsirtot. 4pp. 43330:192-43330:196. 

8711030017 NRC Info Notice 87-067, "Loss ot Emergency Borallon Capal 
Nitrogen Qas Intrusion " Svo Ust end. 

ROsSl.C.E. Division of Operational Events Assessment (Post 670411) 
Consolidated Edison Co. of New York, Inc. ft 6pp. 43355:003-43365:119. 

B71 1050040 NRC Compliance Bulletin 87-002. ‘‘Faslaner Testing to Deli 
loimance W/AppUcabfe Mali Specs." Sve list end. 

ROSSl,C.E. Divisiori of Operational Events Assessment (Post 870411) 
Consolidated Edfsori Co of New York, Inc. t t6pp. 43397-.t42-43397:257. 
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8711te024S Forwards Enforcomani Conforonce Ropt 60-285/37 27 on 871028 Confer- DOCKET 50-266 INDIAN POINT STATION, UNIT 3 

once to llnd ngs documented In Insp Ropt 50-265/67-17 on 671023 
WARTIN.R.D. Region 4. Ofc Of Hie Dreciot. 87/11/10. ANDREWS.R.L. Omafta Public 

Powor Disirict 2pp 43366:300-43366:333. F. 8e«urlty, medical, emergency & fire protection plant 


-6711160252 Enforcement Conference Ropt 60-265/07-27 on e7l029.Me|Qr eroes 
discussed:concern of water entering insltumenl elr sysLIst of aiiondone & licertsoe 
pfoteniailons encl. 

• Rog on 4, Ofc of the Director. 07/11/10. 25pp. 43366:302-43366.333. 

871 1090140 NRC Info Noilco 87-058. ''Continuous Communicelmns Followl’ig Emoigen- 
cy Notifications." Sve list encl. 

ROSSl.C.E. Division of Operational Evonis Assossmoni (Post 0704tt>. 87/11/16. 
Consolidated Edison Co. of New York. Inc 1 13pp. 43404:1?&-43404:2B8. 

6711120027 NRC Into Noilco 87-059, "Potontial RHR Pump Loss." Sve list end. 

ROSSI. CE Division of Operational Evonis Assessment (Post 870411) 67/lt/t7. 
Consol dated Ed<son Co of Now York, Inc. t2app. 43487.001-43487: 1 21. 

8711130006 Suppi 2 to NRC Info Notice 86-106, "Oogredatlon ol RCS Ptossuto Bound- 
ary Resulting From Boric Acid Corros'on." Sve list oncl. 

ROSSI. CE. Division ol Operational Evonis AesessmonI (Post 0704it). 87/11/18. 
Consolidated Edison Co. of Now York, Inc. 1l9pp 43444:195-43444:314. 

8711260229 Updates response to NRC 870630 Itr re violaiiona noted In Inw Ropt 50- 
285/87-13. Corrocllvo acilons:ll9lod training programs being tracked by OPriM & train- 
ing on AO procedures for loss of inirumeni o>r conduclod. 

ANDREWS.R.L. Omaha Public Powor Distrlcl Q7/lt/t9 Document Control Orsncli 
(Document Control Desk) 0pp. 43460 268 43460:276. 


R Periodic operating reports & related correapondeneo 


6711230337 Monthly oporaiing ropt lor Oct I9n7.w/87U13 Itr. 

MATTHEWS, T.P., ANDnEWS.R.L Omaha Public Power O-Slrlci. 67/10/31. 7pp. 
43419:073-43419 080. 


S. Reportable occurrencaa, LERa A related correspondence 


6701140168 Supplemonioi special rest updoimg situation ro inopcirativo f ro l^tflora 
noted in special root did 06091/.PIro bdrriors anilcipatod to Uo restored by 
070301 Fire welch W'll bo mainielnod until tiro barriers roslcreJPart 2i rotated 
ANDREWS, RL. Omaha Public Powor Oistrici 87/01/07- Rocortls Services Oroncit 
(Oocumoni Control Branch) {Pro 070120). ip. 30270:088-30270.008 

8711020264 LER 07-026 OO.on 071014 & OOOO.doors 10 Rooms 116 5 in auxii'a^ b'dg 
lounil unlocked by llconsoo & NRC. rospoctivoly.Causo not siaied nepiacomont &/or 
mod 10 door hardwero & chaneea lo procoduro plannod W/07i02fl Hr. 
nOACH.QL, ANDREWS.R.L. Omoha Public Power District. 87/10/28. 4pp. 
43237:270-43237:273. 

8711170226 Summary ol Oporeuna Reactors Events Meeting 67-36 on 07ii03Lisi ol 
ailondoes.viowgrapha & summary of roacior scrams oncl 

LANNINQ.W. bvenis Assessment Branch. 67/li/OS. ROSSi.CE Division of Opor- 
alional Evonis Assossmont (Post 070411}. 20pp. 43385.2 16-433QS-234. 

8711100430 Revised noiilicaiion of 07i 1 13 moeiing w/uiii in 8etiiosdA.MD to ckscuss 
corrective actions ihal assure safe plant oporeilon as result of water in ar Insliumoni 
ays 

COURNIA.A. Proloci Diroctoraio Iv. 67/11/08 CALVO.d.A Proloci Ditocietaie IV 
3pp. 43342.206-43342:206. 


87110SOI11 Fo.nverds "SuppI to Post-Exercise Assessmoni.Vorslon 2. 661110-1203 Ro- 
medial Exorcise ol RaUlofgIcsl Emergency Preparedness Plans ol 
Wcsictioster .Rockland & Oranga Counties.'' including conectod tables. 

KRIMM.n.W Federal Emergency Managomont Agency. 67/10/26 CONGEL.F.J. Olvl- 
siort ol Rsdiahon Proiocilon & Emorgency Preparedness (Post 870411) Ip. 
43291.248-43262 039 

-0711060007 "Suppi to Post-Exorcise Assessment, Version 2,861110-1203 Remedial 
Exerctse ol Rad oioglcal Emergency Preparedness Plena ot WeB'chesiei.RocklarwJ & 
Orartge Count as " 

* Federal Emergency Monagoment Agency. 87/09/16. iSipp. 43291:249 43292 036. 


P. Operotino Hcanse aloge documents & correspondence 


0710220407 Forwn/ds ‘'Technical Evaluation Ropt of 1985 Moieoiological Data From 
Indan Polni Nuclear Power Plant.'' final repi.ln response to IE Info Notice 64-91. Data 
appears to be climatically repiosonletlve & of high quality. 

SlOSSCM.MM. Projact Directorate 1-1. 07/10/14 SELMAN.M. Consolidated Edison 
Co or Now York. Inc. 2pp 43132 206 43132:313. 

-0709009378 ' Tschnlcsl Evaluai'on Rapt ol 1985 Moloorologicol Data From Indon 
Poinl Nuclear Power Plant,'’ linai ropt. 

ANDREWS, G L. Baltollo Momorlal InsMute, Pacific Northwest Laboratories. 67/05/31. 
NRC - No Detailed Affi'iaLon Given. 23pp. 43132:291-43132.313. 

0711100276 Forwards doscripCon & results ol control room emergency I'ghimg sys 
fiurvoy poflormorl during Cycle 6/S loluollng outage, per 661216 conim'liTioni 8 
NUREG-0700 

fiRONS.JC Now York Power Authority (fonnorly Pewoi Authority of the State of New 
York) 87/11/02. Document Control Brancn (Document Control Desk). 6pp. 
43330 220 43330:233. 


6711100431 Generic Hr 67-15 lo all ho'ders ol CPe lor nuclear power plants re policy 
atalemont on deloriod plancs.Svo list ancl. 

MlRAGLIA.F J. AssociBio Oirocior lor Projecia (Post 870411). 87/11/04. Consolidatod 
Edsonco. ol Now York, ine 46pp. 4340l00l-43402:048. 

6711100343 Requests w.indrawol of 931226 & 040807 applications lor amend lo LI- 
conso ppn.d4Comin'8sion Decision CLI-65-06, basis lot w.ihdrewsl,dld not support 
NRC tabona'o lor roquidng pioposed changes. 

DRONSJC Now York Power Authority (formerly Power Aulhorlty of the SlatO ol Now 
York). 87/11/10. Oocurneni Control Brancn (Document Control Desk]. 2pp 
43401:327-43401 329 

6711200051 Forwards Amend 79 to License DPR-64 & salsty evaluation. Amend re- 
vfaos TecH ^ocs lo c’snty operation ol tuol storage bldg onieraency vonti'etion sve. 
NCIOlIOORS.dO. Project Dliocioiolo M. 67/11/16 BRONS,J.C.>low York Powor Au- 
thority (lotmorly Power Auihoniy ot tho State ol Now YoiK). 3pp. 43408:036- 
43406050 


-8711200057 Amend 79 lo Liconso DPR'84, revising Tocli Specs to clarity operalion of 
fuel aiotago bldg emernency vontiiallon sya 

CAPRA.RA. PfOlect O rocieroto 1-1 67/11/16 fipp 43408:030-43408:04?. 


-8711200061 Safety ovokiailon suppoiiinn Amend 79 lo Liconso DPR-e4. 

* Oflico of N-jcioar Reactor Regulelfon, Diroclor (Post 070411). 07/11/16 3pp. 
43406 046-43408 050. 


Q. Inspection reports, IE Bulletins 0 correspondancs 


8711160100 LER 87-020 00 on 871 000. discovered lhal special ropt on lire barrier oper- 
ability to barrier separating Fire Arons 41 & 42 rendered inopGraCo on 8703i9.nol 
submiliod Caused by adminisireilvo overslohl.W/07l lOO Hr. 

MClVOR.T.J.. ANDREWS.R.L. Omaha Pubirc Power Dlsiricl. B7/U/09. 3pp 
43304:001-43364.003. 


6711160109 LER 07-027-00. on 071008.unplanned actuation ol coniainmont ieolal-on ac- 
tuation signal occurred.Caused by lost switch Inadvoiionlly turning lo tost posrilon 
prior to Isolation of Channel D Sys rosei & Test ST-ESF-2 rovlsed.W/071199 Hr. 
PHILI.IPS.W.C., ANDREWS.R.L. Omaha Public Powor Olsiricl. 87/11/09. 3pp 
43369:045 43360:047. 

8711300 126 LER 87 033-00.on 870708, clarilied waior entered Ineirumont air sys during 
surveillance test ol diesel generator room dry pipe spririklor aya.CeuSOd 1^ foreign 
moll preventing Iniertacing cnoch valves from clO9ing.VV/07l t25llr. 

MCivOR.T.J., ANDREWS.R.L. Omaha Public Power District. 87/11/25. 6pp 
43472:352-43472:357. 


V. Operator Examinations 


8711090374 Notification of 871202 meeting w/ulil In Arlington.TX lo discuss Improvo- 
monla m licensed operator requallflcation training program. 

QAGLIARDO,J.E. Region 4, Ole ol the OIrecior. 87 / 11 /04. Region 4. Ofc of the DHoC- 
lor. 2pp. 43313:279-43313:280. 

87 1 1 130372 Requests util furnish approved mall requirements lor reactor/senlot rosclor 
operator llcenting exams, by 671207. Exams scheouled lor 660208-10. 

CALLAN.L.J. Region 4, Ofc ol tho Director. 07/11/09. ANDREWS, RL. Omaha Public 
Power 0.8trfcl. 7pp. 43359:340-43359:346. 

6711260229 Updates response to NRC 870630 Hr re violations noted In ir^ Repi SO- 
265/87-13. Corrective actions:ll8tod training programs being Hacked by OPrlM & train- 
ing on AO procedures lor loss of Intrumenl air conducted. 

ANDREWS.R.L. Omaha Public Power Disiricl. 87/11/10. Document Corttrol Brarrch 
(Document Control Desk). 6pp. 43460:268-4346O.276. 


8012170452 lE Bulleln 80-25. ''Operating Problems W/Target Rock Safety- Rollof 
Vni/os at BWRb " 

• Ofc ot Inspection & Enlorcemenl. Diroclor (620201-Q704t3). 60/12/19. Consolidel- 
od Edison Co. ol Now YoiK, Inc. 5pp. 43220:291 -43226:205. 

6306110473 IE Snip NeHco 03-39, "F&i’uro ol Soloty/Rs'iel Valvoa lo Open at BWRs • 
Inlorim Root ” 

jOnOAN.EL Olv of Emergency Proporednoss S Engineering Responso.lE(6602l2- 
070413) 03/06/17. Consolidated Edison Co. of New York, Inc. 2pp. 43226:206- 
43226:207. 

9710220407 Forwards ''TochnlCBt Evaluation Ropt ot t935 Moieoiolog'tal Data From 
Indan PoHil Nuclear Power Plant," final repl.ln response lo IE Inlo Notice 64-91 Data 
eopcara to be climatically represeniellve & ol high qus'lty. 

SLOSSON,MM. Project Directorate 1-1- 87/10/14. SELMAN.M. Consolidated Edison 
Co. ol Now York. Inc. 2pp 43132:289-43132 313. 

-9709090376 ''Technical Evaluaiicn Repl ol 1965 Meiociolbgicel Data From Indian 
Poinl Nudoar Power Plant,'' Hnal ropl. 

ANOREWS.Q.L Battelle Memorial InsIHule, Pacific Northwest Lsboratodes 87/05/31. 
NRC - No Detai'od Atflllatlon Given. 23pp. 43132:291-43132:313. 

871 1030224 Forwards Seloty Sya Outage Mods Insp Repi 50-266/97-15 on 67061 5-26 
& 0713-24.Signi1lcan1 weaknessas found in areas rb adequacy bl 

procedures adherence to procedures & OA/OC overview ol work activities. 
VARGAS-A. Divlaloi^ of Reactor Projects - I/ll (Post 870411). 87/10/21. BRONS.J.C. 
New York Power Authority (lermerly Power Autnorlty ol the Stale ol New York). 5pp. 
43284;131-432e4:l60. 

-8711030226 Saloty Sys Outage Mods Insp Rept 50-2ee/&7-t5 on 670615-26 & 0713- 
24.VV8aknB5ses noted. Major areas Inspected. soiecled mods & maim work aclivliies. 
KONKLIRJ.E, NOnRHOLM,L.J.. STEIN, S.R. Division ol Reactor Inspection & Safe- 
guards (Post 67041 1 ). 67/10/06. 55pp. 43264:136-43264:190. 

6710230213 NRC Inlo NoHca 67-056, "Portable Molsture/Oonalty Gauges: Recent Incl- 
donls of Ponsble Gauges Being StoTon or Lost." Sve list encl. 

CUNNINGHAM, R.E. Division Of Industrial 0 Med cal Nuclear Salety (Post 670726). 
67/10/29. Consolidated Edison Co. of New York. Inc. agpp. 43324:139-43324:227. 
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* awTpif^9'^'^a,c'’jS,^^c“ C0"''0f UrttJ tasiBlalw. « 

47llt30t65 Responds (o violations noted in fnsn Oaoi i 

^ssattrsKC^dS sr ■“ '* “ 

» D.l«»n. coo. 


s^ v-" s“vc' ll^‘ e nc? 
fc [^sjon ot QotfBtronal Evonls Assessrreni iPosi B7Ct4tn ft7/ttynA 
Consol-daiod Edison Co orwow York. Inc. I I6pp. S? M2.«3WK^ 

1,?*^ ^S"" =* swam Generalof Girth Weld 6 map Roof 

vSki 677 1 WM Po-'Sf Aiiihor.i ol the Stale of Now 

~*^Nflw^a*fk p'otl'Jf A»ih^ **.?« ^ Girth Weld 6 Insp Repf 

"M!>!nnloV?J^Q « '^'^knossoa r>oiad in Safety Sys Ouiaoe 

o ? r®P’ 5'J ?8d^87-l3.Corre<!liva actions contiol ol desi'an (nierface Lr (eu<^ 
B^OnI J G P®'’ OJ previousiv noted ptogram ^ 

York! ^flyTi win Au'honty tiotmofly Porter AuthofRy oMhe Slate ol New 

«M6.ola 43396.16?!*^'"""^ 

-Contiruous Con.n,i.nlcel,ons Folovrtnfl Emat.eo. 

* an<!c?r c^nP ' Potential flHR Pump loss *' Svc k$t enci 

ad.L'SSn"&?rara'^;^&r« 

H. Pattedlo opefaifno reiwne A related eerteapendence 

* kc/ly?* io<Mn^Q®£,*A ‘•1?,® '^e‘ tee?.W/37i 103 itf, 

sf.KfiiiS^ySKMsr fe;^?a?5‘5338’6f&™"' «' “« 

DOCKET 50-367 OCONEE NUCLEAR STATION. UNIT 3 
F. SecuHty, metMcaf, •mergencY ft tire protecilon plane 

rnarc’^ i[f 1980 -Jjl 1907 CaieAba evalvaled (w Oct tWS • Jm t^j 

«V5^0e3.al:2°S TUCKER.HO.'^Xwer Ce 

“ Jui Vsa?'^^ ®0-269/8^-33.50-370/87-33 & 50 287/07-33 lo/ Mer IMS - 

' Region 3, Ofc of Iho Oireciof- 87/10/20. eipp. 43357.135 43357:175, 

*^OC^50^7^)t"L^'E'8”ac"cepIall^ 

S.'^l’p S33e4:33??433M:23?: fUCKEaHB Duke Ppwe, 

®^n Forwards Rev W-3 lo Vo| A ol emergency plan 8 Revs 87-5 ft 87.5 loVois 

Si^9eo *” impleiTienling proccdures.reapoo.vely 

Cm. 

*■87 11180 132 Rev 07-3 to Vof A of eiro/gency plan 
TUCKMAN,M.S. Duke Power Co. 87/1 1/03 35pp. 43340:066-43340.115. 

“®E^I2S%”Mcl®el^ * ® ‘° e « C of emergency plan Imptemonwg 

TUCKMAN.M.& Oirke Power Co. 87/tt/03. 18lpp 4334d:t20.4334g:298 

I'®'' 22 »o security j3.'an Rev w.tHheld (ref lOCFR73 2ii 

;k.Xp ?a“iis'?5r.;ao¥^.'''*^' <=»"“' 1°^™-' “»■ 

0 26S TUCKEfl.He. OuAe Power Co. 

60-269/87-41.S0-270/87-4I 6 SO-287/87-41 on 671019. 
23 No siolatiorta or devlatlona noted Wa,ior areas tnspected lire prolectfou/prevenuon 
ft seismic monftoripfl eflulpmenl. uurprevenuon 

HARRIS.J.R Regton 2, Ole of Ihe Ortecioi- 87/11/12. llpp 43410265 43410285. 


O. Adjudicalorv correapondence 

8711040296 OireciOf's Oectelon 00-87-18 undei toCFn2 208 donv.nn UCS fiv.-.,- 

deliclencios%oKt ^ 

^^sSof6?nii sc^xr8C4W.24T43^^^^^^^ - 

®[ issuance ol Dlreclor’s Decision DD-67-10 uncfci lOCfflJ?/ 
UCS petition to suspend 0&W OLs ft CPs 

1ft 3pp. 4L79?27.43®270"3S^^ Diroclor (Posi 6704111 r'f. 

sscunty al national ft locol lovoi ni LkhwiVi: 
^r“I rw) subslanMsl health ft safety tesuas that would w.vitinJ suspowa 
1^^®. 911 0* license or permit for facilities. ^ 

CLINTON.B. Arkansas, StQiQ oi i» 

~*i!nr problems re erosion ol pob'ic conWarKO List/?, d 

*'®®^ dangers of nuclear power p'flrn«i>-ti 
43«2SoM3462Aft UVNOO.LW. "comafsvonsrt 7» 

>ffl Commission declined reviow of Dyodor'a DocIMjn Ker- 
rinii ^ f98®o®‘'®®* ^®' Commission to acl axp'rod-Docls-on bors-e 

il2?lf on 07 1 1 15 Served on 67 1 1 1 7 

iMtceeoir, ,®Jl ''’® Secreiary of Ihe Commission. //407 4047 e7/ii.‘ii 
wtiib.E R. Union of Concerned Sclanlisis. Ip 43392:095 43302:005. 

H. Qerxetal correapontienca 

^^flockviMetaO^^*'* '®®'P’®®'* ebange records lo rofloci now dlkou ri 

CROCKGR.LP. PfoioclDirociotato HO CAtWAV 
Duke Power Co. 3pp 43384;232-43384:234. 

P. Oparailng llcenae alega documents ft corraspondance 

®VJlw®t?Sr i^iIT/v?® schedule lo Inform of uM inioni loconilnuo shyit-wijd 

'9i.u ?“''® SieMen.Modo oi transit will bo VjcniSd 
■""''IJeld (ref 10CFR73.60). 

tp alwiTiftl.aaDKosT WCGJ|R£,0. neg'on 2, Ofdol V’.cOvttia 

•i^^'bfls on backlit determination re conitilnmont mlmiW 
relueienca to allow short-du'ai'on los's U8<i>fl Miw 
C'flS? W f® »? 'ou«® i«ekage rsie denied. 

wvBDija 0* fisacior Prolecis • l/ii (Post 070411J. dinj'ft 

TUCK6R.H.e. Ouho Powor Co. 7pp. 43263:145-432e3:l61. 

A^iaee inal 871002 lir slating thel util will implemoni of*Iy conirol ofNiry 
f?fir2*^c^ »bi' considers appropriate acceptabio. 

^ 43278 3&.4^32fe'3lo'®'^''’'“'* '‘■®' ‘'^CKER.H.B OukO Pow« C« 

* Technical Evaluation Repl EQ&Q-NTA-7032, accopw 
rwpofw^o lern 8j2 Pari l.equlpment classlflcaiion program for all aalOf/'WM 
rtAQ?m*u’u D®*? * 2, vendor Interface, continues lo be rov.'owod. 

4W3a^l^'3338^25°''®'^'‘‘* 87/11/04. TUCKER.H.B. Duko Powoi Co. Tpb 

supporting NRC acceptance ol llcensoe response lo Qonork: Lb BA 
news" Classllicatlon Programs lor All Salety-Roialod Coryo 

* Project Di/eclorate ll-S. 87/11/04. 7pp 43338:203-43338 209 

~Viinl2S?o’ , *° Generic Llr 83-20, Item 2.2,1, Equipmeni CiasalfcaWnld 

Saiev BelaieO Components: Oconee 1,2 S 3 ■' 

cS'3r?6p?«3S'^,ft43M®S''® eQQ-NrA.7332 e>i 

i-*/ 0T-I5 to all holders of CPs for nuclear power plonia ro pokrT 
Ob deferred planU.Svc list end. 

Director for Pfolecia (Post 870411) 87/11/04. ConsclkJalW 
td'Son Co of New York, Ino. 46pp. 43402:001-43402.046. 

’® “Inservice insp Program Manual." Rov t4 lo inwivic* 
ASMe Code^ksled*^ Fw wid requests for reiief trom reqaifomenii d 

'^flOHn? Program Manual." 

HUHOE.K.a., CHEA,K. Duke Power Co. 87/04/06. 160pp. 43333:017-43333:l7ft 

* SS?:®"*® NUflEQ.123f "SER re Bftw Owners Group Plant Roassossmwl 

unaWe lo reach final conclusion on accepiabiity of human faded 
?5Ji iTr‘ue?c?9l^' ^jj^sWws'iwi Of NRC recommendations requeslod. 
a^4ni fl7/wm«RK?^noS’.,S®l®‘2' • '"■‘''.V ft Special Prolecia {Port 

237pp. 43^4M*00^?4I^M2a®'''^'® Babcock 4 Wilcox Operating Plants Owners Qrouf 

SER accepting uU) response to Generic Lir 83-28, Hem 2. 1 (Pad 
^ •f'P sys compononis) EGG NrA-7765, "Cdv 

mStw u‘2 Ltrr." W> etwl liem fti complete. 

4^41^0^4334^0^“*^*® TUCKERH B Duke Power Co. 2pp- 

supporting l^naee response lo Generic Llr 83 28.liefn 21 (PsjI 2) 
NRC - No Oatafled Affillailon Given. 8)711/11. 2pp. 43341:310-43341:31 f. 
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Confotmonco to Horn 2 i (Part 2) ol Generic LIr 83-20 Ruacior Trip Sys 
tee Oconao t,2 5 3." 

EG&G Idaho, Inc. (subs of EG&G, Inc.) FIN D-6001. EGG-NTA-7765 
IC • No DotaloO Arti'iation Given. Opp 4334) 312-433-Jl 320. 

scusses 070024 Ur transmitting Amond 11 ot util lop cal OA reptpo.' 
^ W/ addition of l siod atalomoni.QA program continues to meet loqul'o- 
FR&O.App Q i acceptable. 

Region 2. Ole ol the D rccloi. 07/11/12. TUCKER, H.0. Duke Powor Co 
17-43401.310. 

Iv.sos (hat comploxity & S'gnitlcenco of 070025 roqjosts (or roiiot from 
ossuro toslino ol corlairt valves does not prov.do lor reviow completion 
071103 lor Unil 1 or 000420 for Unit 2 

P. Proioct D.reciorato 113. 07/11/16. TUCKER.tl.B. Duko Powor Co 
76 43400. 170. 

ifwarda Informal Ropt EGG-NTA-7507. ■'Toclmlcal Evaluation Ropi lor 
sar Station Uniia 1,2 S 3 Rosponso to NRC.NRR Gono'lc Ltr 03 37.’’ Uii' 
nance w/slv bated action Items 

PrO;eci Dliocloiale 11-3. 07/11/19. TUCKER, H Q Cuke Powor Co. 4pp 
461:303. 

iguesis rovrow & approval ol util 070601 amend request. Preposod revs 
. Iimllod max n'lowablo llnoar heat rale lo rolloct NUREG-0630 cladding 
ilure medels Icr LOCA analvs'S. 

. Duko Powor Co. 07/ 1 1 /24. Docirmoni Control Qranch (Document Con- 
p. 43467;10l-43467.102 


eporta, IE Bulletins & correspondence 

Bulioiin 00-25, ''Operating Problems W/Targoi Rock Saloly- Relief 
Rs ■’ 

action a Enforcomnni, D reclor (020201-070413). 00/12/19. Consol dal- 
ol Now York, Inc. 6pp. 43226 20l.43226;20S. 

Inlo Nokco 03-30, "Feruro ul Safoty/noi-ul Valves lo Open at QWRa • 

Oiv of Emergoncy Properodnoss & Englnoorlng Rosponso, IE(050212' 
'06/17. Consolidated Edison Co. of Now York, Inc. 2pp. 43220'20e- 


orwardy SALP Board RupIS SO-269/07-33,50'270/07-33, 50-267/07- 
•20.00 370/07-29, 60-413/07.26 & SO 4l4/07-26.0conoo 6 McGuru 
Mar 1086 - Jul t907.Celawba ovaluaiod lor Oct 1905 - Jul 1007. 

Rogon 2, Ole of the DIrocior 87/10/20. TUCKER, M.D. Duko Power Co 
03-43357:214. 

sAlP Ropis 50-260/B7-33.50 270/07-33 A 60-207/07-33 (or Mar lOGB - 

tie ol IHO Director. 07/10/20. 41pp. 43357:105-43357:176 

orwards Insp Ropis 60-2eO/07-39,50-270/U7'30 & 50-207/07-30 on 
No violations or deviations noted. 

Ronton 2, Ole of Iho O-rocior. 07/10/20. TUCKER,H.B. Duko Powor Co. 
26-43354 236. 

Insp Ropis 60-269/87-30,50-270/07.30 & 60-207/07-30 on 070020- 
iilons or deviations noted. Major areas Inspected. roncinr bldg lortdon sur- 
iram, snubber survoillanco program & lE Bullotm 00-11. 

)., JAPE.F. Region 2. Ole of iho Director. 07/10/27. 7pp. 43354;230- 


■?C Into Notice 07-055, •'Portable Molsluro/Oonsity Gauges: Recent Incl- 
eblo Gauges Doing Sto'on or Lost." Sve list end. 

M.R.E. Division of Industrial & Medical Nuclear Safely (Post 070729) 
jnsotidalod Edison Co. ol New York, Inc. 09pp. 43324:139-43324:227. 

onwards Insp Ropis 50-260/07-30, 60-270/07-36 & 50-287/07-30 on 
•No violations or dowaijons />oied 

V.L. Region 2, Ole of the Diroclor. 07/10/29 TUCKER,U.B. Duko Power 
7:335-43357.343. 

Insp Ropis 50-269/07.30,60-270/07-30 & 60-207/07-30 on 870916- 
vlolatfons or dovtaiiona noted. Major areas 
srallons.sun/olllanco.mnlnl.ESF lineups, followup ol ovenis & Unit 1 shut- 
progress. 

., SKINNER.P.H.. WERT.L.O. Region 2, Ole ol the Director. 07/10/28. 
30-43357:343. 

Jvisos that response lo 070930 nouco ol violation noted In Insp Ropis 
),50-270/07-30 & 50-207/67-30 will bo Submitted by 671109 Instead of 

. Duke Power Co. 87/10/30. Docvmont Contiol Branch (Documenl Con- 
r. 43321:300-43321:300. 

;k receipt of 0709 1 8 Ur inform'ng NRC of stops taken lo correct violations 
Repis 50-269/07-32. 60-270/OA32 & 50-207/07-32. 

Region 2, Ole of the Director. 07/11/03. TUCKER, H.B. Duke Power Co. 
0-43364:050. 

RC Info Notice 07-056, "Improper Hydraullo Control Unit Installation at 
’ Sve list end. 

Division ol Oporaiional Events AssossmonI (Post 870411). 07/11/04. 
Edison Co. of Now York, Inc. 1 12pp. 43324:220-43324:339. 

RC Info Notico 07-057, "Loss of Emergency Boratlon Capabllily Duo to 
Intrusion." Sve list end. 

Division of Operational Events Assossmenl (Post 070411). 07/11/06 
Edison Co. of New York. Inc. 1 lOpp. 43356:003-43365:1 19. 

RC Compliance Bullolin 87-002, "Faetonor Testing lo Determine Con- 
Applicable Mall Specs." Sve list end. 

Division of Operational Events Assessment (Post 870411). 87/11/06. 
Edison Co. of New York, Inc. 116pp. 43397:142-43397:257. 


0711100296 Forwards Rev 13 to "inscn/ico Insp Prog-am Manual." Rev 14 lo inserv.ee 
tesl/rw program cureni.y in prepareionAdd requests for re/.of from rOK;u rantents of 
ASME code i.siod. Foe paid 

TUCKER, H.B. Duko Power Co 07/11/06. Docemont Control Branch (Oocumeni Con- 
Ircl Desk). 2pp. 43333 015-43333.176. 


6711120079 Responds to NRC It* ro vio’ations noted in Insp Ropis 50 269/07-30,50- 
270/67-30 & 50-207/87-30.Correciive actions LPI & reactor bldg cool.ng urii coolers 
cleaned, losled & evaluated lor support of full powor ope,'ation 
TUCKER, H.B. Duke Power Co 87/1 1/09. Oocumeni Control Brar’ch (Oocumont Con- 
trol Desk). 3pp 43349.35/-43349-359 

3711190212 Forwards Insp ReplS 50-269/07-42,50-270/87 -J2 8 50 237/07-42 on 
071020-30. No violations or dov-akons noted 

COLLINS.D.M Region 2, Ofc Ol the D reclor. 07/11/12 TUCKER.H.B Duko Power 
Co 2pp 43400.093-43400.104 

-0711190226 Insp Ropis 50 269/07-42,60-270/67-42 a 50 207/07-42 on 871026- 
30 No vldailons or doviat-ons noted. Major areas inspected rod alien protection pro- 
gram Includ ng.prev ous onforcomont mattors.inlornol exposure coniro! o surveys 
WHIQHT,FN, HOSEY.C.M. Region 2. Ole ol ihe Dreclor. 87/11/06 lOpp 
43400.095-43400.104. 

8711090140 NRC Inlo Notice 07-058, "Coni nuous Communicakons Following Emergen- 
cy Nolliications " Sve list end 

HOSSLCE. D.v.slon of Operational L'vonis Assossmenl (Post 870411) 07/11/16. 
Consol daiod Ed-son Co. oINewYork. Inc. fi3pp 434D4 l?6-i3404 280. 

0711200371 Forwards Insp Roots 50-269/07-41,50 270/87-41 A 50-287/07-41 on 
871010-23. No V olai'ons or dovlallons nolod 

HEROT,AR. flog;on 2. Olc ol iho Diroclor. 07/11/16 TUCKER,HB. Duke Power Co 
2pp. 43410:263-43410:205, 

-8711200376 Insp Rcpia 50-269/07-41.50-270/07 41 A 50-287/87-41 on 871019- 
23. No vloiatinna pr dovlallons noted. Major areas inspacied.iiro protociicn/piovoniian 
A seismic mon-ioring oquipmonl 

HAnRIS,J.R., CONlON,t,E Region 2, Ofc of iho Oitocior, 87/lt/i2. ilnp. 
43410 255-43410:265. 

8711120027 NRC Inlo Noilco 87-050, "Potoniial RHR Pump l.ose," Sve I si orcl. 
ROSSLC.E. Dihsio.'i ol OpeiaUonol Events Asmssmoni (Post 870AIU- 07/11/17. 
Consolidatod Edison Co, ol Now York, Inc I20pp. 43467,001 43407.121. 

6711130008 Suppi 2 to NRC Info Notico 00-108, "Oogiedation ol RCS Piossure Bound- 
aiv Resulting From Boric Acid Corrosion " Sve l st and. 

ROSSI, CE Division of Opoiationai Evonls AssossmonI (Post 070411). 87/11/19 
Consolidatod Ed son Co. of Now York, Inc. l lOpp. 43444:195-43444.314. 


R, Perlodio operating reports A relalod eorrespondonea 

B71 1200378 Monthly oporaling ropis tor Oci 1907 W/071 113 Hr. 

REAVIS.J.A, TUCKER, MO. Duke Powor Co. 07/10/31. I7pp 43417 010 43417 032. 


8711090208 Special ropion 87l028.dogrQdQiian of more than one functional unit ol 
umo.'goncy power switching logic Irom sve for losiing rosulied In violation of Toch 
Spoc 3.7.2(b). Standby bus I rolurnod 10 sve on 9/1028 

TUCKER, H B. Duko Powor Co. 87/1 1/02. Document Control Branch (Oocumeni Con- 
liol Desk). 2pp. 43322:155-43322:156. 

'9711230137 Special ropt. on 070908.discovero<l that standby shuldowr) laci'iiy (SSF) 
weekly Insirumoni survo Nance not performed on 070831 A {r907.C8uscd by personnel 
error. sSF Insirumoni survel'lance performed. 

TUCKER, H 8. Duke Power Co. 0//1 1/1 7. Document Control Branch {Document Con- 
trol Desk). 4pp 434I8352-43410:356. 


F. Security, medical, emergency A (Ire protection plans 

8711130127 Vols I A 2o( "1687 TMI Annual Exorcise Scenario" 

• General Public UlUilies Corp. • GPU Service Corp. 07/10/19. 600pp. 43352.074- 
43354:027. 

8711040186 Forwards Rev 0 to Vols 1 A 2 lo "TMM Firo Hazards Analysis Ropt" Rev 
roMocle molhodology used lo meal lOCFRSO.App R, Including revs as rasuii ot vonfi 
carton of as-bulll decumeniatton. 

HUKILL.H.O. General Public Utilities Corp. . GPU Service Corp. 67/10/27. Document 
Control Branch (Document Conlrol Desk). 2pp. 43261:096 43284.063. 

-8711040196 Rov 9 10 Vols I A II lo "TMI-l Firo Hazards Analysis Rept " 

• General Pubhe Uklities Corp. • GPU Service Corp. 07/10/27. 1.046pp. 43281:090- 
43264:063. 

871 1040223 Forwards Insp flepls 50-209/87-14 A 60-320/07-06 on 870720 24 A 081 1- 
14 A notice of violation. 

MARTIN.T.T. Region 1, Ofc of the Oirecior. 87/10/28. HUKILL.H.O. General Public 
Ulllitds Corp. • GPU Sorvico (Oorp. 2pp. 43291:012 43291023. 

-6711040224 Nolico ol violation Irom Insp on 870720-24.Vlalalion nolod: uli| failed lo 
submil lo NRC Revs 1-04 A 1-03 lo plant emergency plan. 

' Region I, Olc of the Director. 07/10/28. ip. 43291;014-43291:014. 

-8711040226 Insp RopIS 50-289/87-14 A 50-320/87-06 on 870720-24 A 0612-t4.Viola- 
tions noted Major areas inspected:cbengQs lo emergency plan A procedures. readiness 
of emergency response facllittos A shift eiaftmg A augmentation. 

AMATO.C.Q,, FOX.E.F., LAZARUS.W.J. Region 1. Ofc ol the Director. 87/10/20. 9pp. 
43291:016-43291:023. 


-8711100297 Rov 13 10 "Insorvice Insp Program Manual " 
nOHDE.K Q. Duko Power Co. 07/04/06 150pp. 43333 017-43333.176 
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8711090122 Forv.rards Safeguards Insp Ropis 50-269/a7-iS & SO-320/e7-ll on 
8706iO-l<i.No violations noted. 

MARTiN.T.T, fleoloo •. Olc ol the Duector. 07/11/03 HUKILL.HO- Genetal PuMc 
Utilities Corp- • GPU Sarvico Corp. 2pp. 43323:002-43323;0t0. 

'•8711090131 radie'iy v/ahhold Safeguards Irsp Repts 50289/87-15 & 50-320/87.11 
on 870810-14 (ref 10CFR7321 & 2 790(a))No noncomp'iance noiedMajor areas 
nspec-ted.secur.ty p'an & Implementng pioceduies & security organ'jallon & auAts. 
SMITH, G.C., LANCASTER, W, MAOD^.T. Region 1, Olc ol the D-tector. B7/10/19. 
7pg. 43323004-43323 010. 

8711130012 Forwards Rov 34A to plant physical security Qiari ro m'seofaneous amends 
8 search roc)uiromentsj>er NRC comments o.n util 0612 <j 2 submitial.W/0 enci 
HUKILLHO. General Puhl-c UMilies Corp. - GPU Service Corp 87/11/06 Oocumeni 
Control 8ianch (Oocumont Conirol Desk] tp 43350.170-43350:170 

87 1 1190132 Rev 1 to Emergency Plan Implemonting Procedure 8415 IMP-1300 09. "In- 
Fiarii Radiological Comrois During Emergencies," canceling Temporaiy Change 
Notice 640-1300 67.385. 

MARShALL,W.J.. 8ROWN.NH. POns.W.E. Gene.'al Public Utililloa Corp. • GPU 
Service Corp. 87/11/12 12pp. 4340O235-434C0 ?.46. 

8711230111 Rov I to Emergency Plan implementing Procedure 8415 IMP-1300.09. "In. 
Plant Radiofogicar Controls During Emorgar.cios," updating Pago 2 ol lodex. 
MARSHALLW.J., BROWN.NH., POTTS.W E. General PubHc Unities Corp • GPU 
Service Corp. 87/11/12. I2pp. 43418 340-43418.351. 

8711300300 Forwards Safety Insp Ropl 50-289/87.16 on 871020-23No vtoiahons 
noted. Ui I perlormance during annuel emergency preparedness exorciso demonsiraied 
ability 1o imp'emeni emergency plan & emergency p'art implernentmg proceduios. 
MARTIN.T.t. Region 1. Olc of the Oiroctor. 07/11/25 HUKILL.HO General Pob'ic 
unities Corp. ■ GPU Service Corp 2pp. 43472 1 19-43472:125 

.•8711300218 Insp Rept 50-389/87-16 on e7l020-23.Na vto'al'ons noied Ma|ot areas 
inspeciQdilicensee full partcipaiion annual emergency preparodnase exercise 6 irairt- 
ing records for emergency response oiganiaeiion Response act ons adec|ualo. 
AMATO,C.G , FOK.EF . LAZARUS.WJT Region 1, Olc ol lha Oireciof. 87/11/16. 5pp 
43472: 121 -43472: 125. 


G- Adfudlcatory correspondence 

8711040998 Director's Oecls'on OD-ez-ie undef tQCFR2.206 denying UCS 870210 pe- 
iition to suspend Q&W OLe & CPs based on safety deiiciendos AUogaiions present no 
aubsianiial health 5 safety issues 

MUniEY.T.E. Office of Nuclear Reactor Raguiation, Olrocior (Post 070411). 87/10/ 
19. Un'on Ql Concorned Sc'onilsis. e<lpp. 43279 243-43270 329. 

•>9711040349 Notice «f fasuance of Oirecior'a Oaeision 0087-18 under 10CFR2.200 
aanymg UCS petition to suspend 8&W OLs & CPs. 

MURlEyj.E. Office of Nudfear Reactor Recuisi-on, Drecior (Post 870411). 87/10/ 
19. 3pp 43979:327-43279.329. 

6711250107 Responds to 670631 Iv rc socuriiy SI national & loca' isvoi ei fednios NRC 
concluded mat no subalani'al health 5 safety issues that would werram suspension or 
revocsi-on ol any ficense or permit fo/ lac-iiiles 

2ECH.L.A. Commiaslonera. 67/10/27. CUNTiDN.e. Arkansas. Slate ol. Spp. 
43461:366 43462.002. 

-8711360144 Addresses serious problems re erosion of pub:io confidonce m abifily ol 
NRC io safeguard pubi'c adequately from dangers of nuclear power piaisi accidonis. 
CLINTON.B. AlasKS. Siaio cl. Q7/0S/31. LANOO.l.W. Comm ssionets. 2pp. 
43462.001-43462 002. 

6711190015 Advises that Commission decTnod review of Oireeior's Oec'S-'on 00 87- 
IB.TImo provided by NHC regulat ons for Commission to act expired Decision became 
final 80 en^ acion on 871 illServod on 671 1 17. 

KOYLC.JC Office of Ihe Secretary of the Commission r/487 4647. 07/11/17 
WEISS, E.R. Union of Concerned Scienilsls. Ip. 43392:095-43392 095. 


P. Opereting llcenae stage documents & eorraspondence 

6711020462 Advises ol plan lo reconligure mein steam I’ne nrpiuio delocion sys 
bypass indicating lamp-Work performed lo onhence human leclors deslg-r Changes 
planned lor completion by end of Cycle 8 refue'ing outage. 

HUKILL.H.D. General Public Utilities Corp. - GPIJ Service Corp. 87/10/27. DocumenI 
Control Breach (DocumenI Coniiol Desk), ip. 43234.107-43234:107. 

8711030059 Requests NRC approval by 860115 ol plant schedule lo perform lulure 
containment Integrated leak rate tests (ILRT) under normal ILRT sch^irie.per Tech 
Spec 4.4. 1.1. 5 & lOCFRSO.App J.Updale of u>ii 8/0209 local leak rale lesulis otkI 
HUKILL.H O. General Pub'ic Ul.lities Corp. • GPU Serv.ee Corp. 87/10/27. Ciecumeni 
Control Sranch (Document Control Desk). 2pp. 43255:242-43255 243. 

-6711040093 App I "TMI-l 1967 Reactor Bldg Local Leak Rale Testing Rapt, Updeled- 
8/1009." for 881104-870310. 

’ General Public Uti'illas Corp. • GPU Service Corp. 67/10/09. 22pp. 43255:244- 
43255:265. 

8711060180 forwards response to NRC 670706 Genetic Lir 87-12 requesting fnlo from 
llcanseo in order to assess safe opereilon of PWRs when RCS water level below lop 
of reactor vessel. 

HUKILL.H 0. General Public Utilnies Corp. • GPU Service Corp. 87/10/30. Document 
Convol Branch (DocumeiM Conlfol Desk). tOpp. 4329l-.230-4320V.239. 

8711100431 Generic LIr 87.15 lo all holders of CPs lor nuclear power plants re policy 
slalameni on deferred planis.Svc list end. 

MIRAGLIA.F.J. Assoclalo OIreclor lor Projects (Post 670411). 87/11/04. Consaldated 
Edison Co. of Neva York. Inc. 46pp. 43402:001-43402.046. 

9711130329 Forwards safety evaluation re elirrlnation ol dynamic effects of poslu’ated 
priman loopp'me ruptures from design basis. UHI proposal compiles w/revlsed GOC-4. 
EDISCIN.G.E. Projecl Direclorale 1-4. 87/11/05. HUKILL.HO. General Public UiAtfes 
Corp. • GPU Service Corp. 2pp. 43360.171-43360:178. 


-8711130333 Safety evaluation supportir^g utl proposal re elimination ol posluleled pri- 
mary loop pipe ruptures from design basis. 

* Cmce of Nuclear Reactor Regu'aUon, OIreclor (Post 670411). 67/11/05. 6pp. 
43360:173-43360:170. 

8711190380 Forwards NUREG-1231, "SER re B5W Owners Group Plant Reassoasment 

S un." NRC uneb'e lo reach final conclusion on acceplablllty of human factors 
n of program, (^kjns'deretlon of NRC recommendations requested. 

OhhELD.O. Division ol Reactor Proieels • Ill.lV.V & Special Projects (Post 
670411). 67/11/08 WILGUS.W.S. Babcock & Wilcox Operating Plants Owners Group. 
237pp 43406 001.43406:237. 

8711120099 Forwards application (or amend 10 License OPR-SO, consisting of Tech 
Spec Change Raouast t73.removln9 radiological errviron monitoring program from 
Tech Specs.Fee paid 

HinOlL.HO. General Public Utilities Corp. ■ GPU Service Corp. 67/11/09. Document 
Cenird Branch (Document Control Desk). 2pp. 43349:297.43349:327. 

"9711120146 Application lor amend to License OPR-50.conslstlng ol Tech Spec 
Chetige Requesl l73.removing rediologlcal emnron monlloring program (tom Tech 
SpeesFoe paid. 

HUKILLXO Gonorfll Public Utililles Corp. • GPU Service Corp. 87/11/06. 4pp. 
43349200 43349:302. 

-6711120106 Proposed Tech Spocs.consisting of Tech Spec Change Request 173, re- 
mevltig lad'ological environ monlioilng program from Tech Specs. 

* Garieral Pub'ic Ud'ltles Corp. - GPU service Corp. 67/11/09. Spp. 43340:303- 
43346310. 

-8711120113 "Radiolog'cal Ertviron Monitoring Program (or TMI-V" 

' Genofal Public Utilitfes Corp. - GPU Service Corp. 87/11/09. 17pp. 43340:311- 
43340327 

6711200014 Forwards request for addi info ra 870728 submittal concerning radiological 
elfiuenl Tech Specs Responso requssted within 30 days ol lit rocolpl 
EOISON.G E. Proleci Direclorale 1-4. 67/11/10. HUKILL.H.D. General Public UllHtios 
Corp - GPU Service Coip Spp. 43406:344-4S406'346. 

8711230249 Advises that source range neutron flux Instrument Nl-O wNI bo removed & 
replaced during 7R teiueimg oulago.Evaluation ol benefit of repairing detector will be 
made il outage occurs prior to scheduled rofuellt^g outage. 

HUKR.L.tl.0. Gornetel Public UCiUUoa Corp. ■ QPlT S ervice Corp. 87/11/16. Document 
Control Branch (Document CoryirpI Desk). Ip. 43419:256-43419.250. 

9711240076 Forwards completed PWR erosion-corroslon questionnairo per NRC 
870911 requasl horn G£ Edison to HO Hukiil.Ateae covered Include erosion-corrosion 
expetierice.pp-lng dosign & notoe. 

HUKILL.H 0. General Pubilo UUlivoe Corp. ■ GPU Service Corp. 67/11/16. Document 
Conbol drench (Documani Control Desk). 5pp. 43431:066-43431:062. 


O.lnapsclien reporte, IE Builellni & oerraspendence 

8012 1 70492 IE Bullet n 60-25. "Oporaiing Problems W/Tergei Rock Safety- Rollol 
vetvesai BWRs" 

* Olcol inspeclior) & Enforcemeni. DIroclor (620201-670413). 60/12/19. Consolidat- 
ed Edisan Co. of New York, inc Spp. 43226:201-43226:205. 

6305(18473 IE Into Notice 63 39. "Failure ol Selety/Rollof Valves to Open el BWRa ■ 
iniorim RmI." 

JOROAN,E.L. DiV of Emergency Preparedness & Engineering Re8ponse,tE(es0212- 
870413) 83/08/17. Consol’dated Edison Co. ol New York, inc. 2pp. 43226:206- 
43228:207. 

8711040223 Forwards Insp Ropes 60-269/67.14 & 50-320/67-06 on 670720-24 & 0811- 
14 8 nol'te of violation 

MARTIN.T.T. Reg-'en 1, Ofo ol the Director. 67/10/28. HUKILL.H.D. General Public 
UbWesCotp. . GPU Service Corp. 2pp. 43291:012.43291:023. 

-9711040224 Nohce of vlofailon from Insp on 070720-24. Violation noted: util failod to 
submit to NRC Revs 1-04 & 1-03 to plant emergency plan. 

* negwn t. Olc of the Oiroctor. 87/10/26. Ip. 43291:014-43291:014. 

-8711040225 Jttsp Repis 50-269/B7-I4 & 50320/67-06 on 670720-24 & OB12-14.Vlo)a- 
Oons noM Major areas Inapeclad.chenges lo emergency plan & procedures.readiness 
ol emergency response lacilii.'oa 8 shift staffing 8 augmentation 
AMATO.LXG.. FOX.E.F., LAZARUS.W.J. Region 1, Ofe of Ihe Director. 87/10/20. 9pp. 
4329I:0I5-432BI:023. 

9710230213 NRC Into Notice 87-055, "Portable Moisture/Density Gauges: Recent Incl- 
donls of Portable Qeugas Being Slolan or Losl." Sve list end. 

CUNNtNGHAM.R.E. (jivlslort ol Industrial & Medical Nuclear Safety (Post 870729). 
87/10/28. Consolidated Edison Co. ol Now York, Inc. 69pp. 43324:139.43324:227. 

87I1D60259 Forwards addI Justification lor reducing InservIce testing chock valve drsas- 
setnbly Iroquency, consisting cl insp results summary for eight valves & Jusllfication lor 
less berweni lnsps,per discussions In 661224 & 670219 lirs. Foe paid. 

HUKILL.H.D. General Public UMilies Corp. . GPU Service Corp. 67/11/03. DocumenI 
Control Branch (Document Control Oosk). 9pp. 43303:1 16-43303:127. 

8711090122 Forwards Safeguards Irisp Repis 50-289/87.16 & 50-320/87-11 on 
87(^10-14. No vlolalions noted. 

MARTIN.T.T. Rog'on 1, Ofc Ol the Director. 87/11/03. HUKILL.H.D. General Public 
UiiOlies Corp. ■ GPU Service (3orp. 2pp. 43323.002-43323:010. 

-9711090131 Partially withheld Safeguards Insp Repts 50.289/67.15 & 50-320/67-11 
on 870810-14 fref I0CFR73.21 & 2.760(a))-No noncompllance noted. Major areas 
tospecledisecurfiy plan 8 Implementing procedures & security organizellon & audits. 
SM1TH.G.C., LANCASTER.\Ar, MADO^.T. Region 1. Ofc ol the Diroclor. 87/10/19. 
7pp. 433?3;004-4332S.010. 

6710290294 NRC Info Notice 87-056, "Improper Hydraulic Control Unit Installation at 
8WR Planls.” Sve list errel. 

nOSSLC.E. Division of Operalional Events Assessment (Post 870411). 87/11/04. 
CwisoUdated Edison Co. of New York, Inc. 1 12pp. 43324:228-43324:339. 
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8711020017 NRC Info Notice 87'057, "Loas of Emergency Borallon Capability Due to 
Nitrogen Gas Intrusion.'' Svc lisl end. 

ROSSI, C.E. Division of Operelional Events Assessment (Post 670411). B7/11/OB. 
Consolidated Edison Co. of New York, Inc. 11 6pp. 433S5:003-4335&.tt9. 

8711060040 NRC Compliance Bulletin 87-002, “Fastener Testing to Ooterm'ne Con- 
lormanco W/Applicable Mall Specs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 67/11/06 
Consolidated Edison Co. of New York. Inc. 1 16pp. 43397:142-43397:867. 

8711170320 Provides siatus oi coirective actions taken as lesutt o1 recommendailona 
contained In SALP RepI 50-?89/8e-99. Attachment 1 provides details on corrective 
actions taken & AtlachmonI 2 discusses activities taken. 

CLARK.P.R. General Public Utilities Corp. • GPU Service Corp. 87/tt/09. Oocumorti 
Control Branch (Document Control Desk). 13pp. 43385'0t2-4338S 024. 

8711180156 Ack receipt ol 67t0l2 lir Informing NRC of steps taken to correct indaiione 
noted In Inep Repl 60-269/67-07. 

QALLO.R M Region I. Ole ol the Director. 67/11/10. HUKILL,H O. Gerteral Public 
Utilities Corp. • GPU Service Corp. Ip. 43395:008-43395:099. 

-8711160162 Responds to NRC 670501 lir re violations noted In Insp Rapt 60-269/87- 
07.Correclive acifons-.llconsed operator roqualillcatlon program has been revised to 
bettor clarify requirements lor conducting evaluations at highest level. 

HUKILL.H.tj. Genotal Public Utiliilos Corp. . GPU Service Corp. 67/10/12. 
RUSSELL, W.T. Regior^ 1. Ofc ol lha Director, ip. 43395:099-4339S:06fl. 

6711090140 NRC Info Notice 87-058, "Continuous Communicallona foSowmg Emergort- 
cy Notifications ” Svc lisl end. 

nOSSI.C.E Division ol Operallonal Events Assossmont (Post 670411) 67/11/16 
Consolidated Edison Co. of New York, fnc. 113pp. 43404:178-43404:286. 

8711120027 NRC Inlo Notice 87-059. ''Potential RHR Pump Loss “ Svc list eocl. 
ROSSI.CE. Division of Operallonal Events Assessment (Post 870411) 67/11/17. 
Consolidated Edison Co. of Now York, Inc. 120pp 43487:001-43487:121. 

8711130008 Suppi 2 10 NRC Info Notice 86-108. “Oogradatlon of RCS Pressure Bound- 
ary Resulting From Boric Acid Corrosion. '' Svc list anci. 

ROSSI.CE. Division of Operational Events Asseasmeni (Post 670411). 07/11/19. 
Consolidated Edison Co. of New York, Ino. 1 19pp. 43444:195-43444:314. 

8711300200 Forwards Safely Insp Rapt 50 289/87-16 on 87l02O-23.No v.'Otaiior^ 
noled.Util performance during annual emergency preparedness exercise demor'Sitaled 
ability to irnpiamoni emergency plan & emergency plan Impfementing procotfuros 
MARTINJ.T. Region I. OIC ol me Director. 67/(1/25. HUKILL.HX). General Pubhc 
Uimtiea Corp • GPU Service Corp. 2pp. 43472. 1 19 43472:1 25. 

-8711300216 insp Rept 60-289/67-16 on 87l020-23.No violations noted. M^or areas 
Inspeeiad.lieansao full paniclpatlor^ annual emergency preparedness exercise 6 train- 
ing records lor emergency response orgenitailon. Response actions adoq^uato. 

AMATO, C.Q.. FOX.^F,, LAZARuS.WJ. Region 1. Ofc of me OIreciot. 6>/ll/i6. Spp. 
43472:121-4^472:126. 


R. Periodic operating repone 6 related correspondence 

67110S0231 “Nuclear Safety & Compliance Commlliee Semiannual Ropt 7 lor Api-Sopi 
1967.'' W/B71102 Ur. 

UANEY.R.V., HUMPHREYS.LL., WITZIG.W.F. General Public Ulliitlos Corp • GPU 
Service Corp 87/09/30. MURLEY.T.E- Office of Nuclear Reactor RagulaUort. Oireclof 
(Post 870411). I8pp. 43292:040-43292.057. 

8711230192 Monitily operating repl lor Oct 19e7.W/871 f f? Ur 
SMYTH.C.W., HUKILL,H.O. General Public Ulllilles Corp. - GPU Service Corp. 87/10/ 
3t. 6pp. 434f6:353-434ie.358. 


S. Reportable occurrences, LERa 6 related correspondence 

8711020S2S LER 87-O09-O0.on e70627,per8onnol discovered lhal liquid reloase monitor 
RM-L-6 In “DEFEAT" & did not automatically lermlnaie release from tank A.Causod 
by personnel error. Defeat switch placed In “ENABLE." W/871027 lb. 

OTTO.S M . HUKILL.H □. General Public Ulililles Corp. • GPU Service Corp. 87/10/27. 
4pp. 43237:127-43237:130, 

8711060103 LER 87-008-01:on 870916.(urblne tripped on high moisture separator level 
followed by reactor trip.Caused by failuio of nonsaloty-relaiod controller LC77EHIgh 
level trip deley relay replaced & controller repalred.W/871030 Itr. 

RANOAZZO.J.A., HUKILUH.O. General Public Utilities Corp. . GPU Service Ck>rp. 67/ 
10/30. 5pp. 43293:249-43293:263. 

8711060046 LER 86-013-01:on 861 107, failure declared on as-found reactor bldg inte- 
graled leak rate tesl.Caused by leakage from bldg purge exhaust valve 
inlerspace. Second teal performed & resultant as-left bldg leak rate accepiable.W/ 
871030 lU 

RANOAZZO,J.A , HUKILL.H.O. General Public Ulililles Corp. - GPU Service Corp. 87/ 
10/30. 6pp. 43300:226-43308:229. 

8711060113 LER e7-007-0l:on 670625, during healup ol RCS.inadvortenl ectuaifon ol 
reactor protection sys occurred on high pressure.Caused by operator orror-Sys re- 
stored to normal high pressure trip 8elf}Olnt.W/871 102 Itr. 

RANOAZZO.J.A., HUKiLL,H.D. General Public Utilities Corp. • GPU Service Corp. 87/ 
11/02. 4pp. 43303:235-43303:238. 

6711060255 LER 67-004 01 :on 870502,while performing power range cahbr surveilfance 
on reactor protection sys, reactor tripped on high RCS pres8ure.Caused by operator 
error. Procedures Improved to provide addi vefillcation.W/07i t03 Itr. 

RAN0A22O.J.A., HUKILL.H.D. General Public Ulililles Corp. • GPU Service Corp. 67/ 
11/03. 4pp 43303:165-43303:168. 


V. Operator Examlnatlona 

8711180186 Ack receipt ol 671012 Ur informing NRC ol steps taken to correct lAOattons 


-8711160162 Responds lo NRC 870501 Itr re violations noted In Insp Repl 50-269/87- 
07.(DorTectivo actions licensed operator lequal flceUon program has been revised lo 
bolter clartN reguiremonts lor conducting evaluations at hignost level. 

HUKILL.H(5. General Public Utilltlos Corp. ■ GPU Service Corp. 87/10/12. 
RUSSELL.WT. Region 1. Ole ol lha Director, ip. 43395.069-43395:090. 
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F. Security, medical, emergency 6 tire protection plana 

8711030300 FOIA request for documents re commitments made by util lo NRC con- 
corrSng improvements lo plant hardwaio or procoduros, poi fire protection roqulie- 
meals of l0CFR60,App R 

SOROl.O. Maaeechuseils, Commonwealth of. 67/09/28. GRIMSLEY,DH. NRC • No 
Deltflod Affifiallon Given. 2pp. 43262:115-43262.118. 

8710230006 Responds to recipient 670818 Ur requesting provention ol plant resta/t until 
provlouMy idenillled mgt.ro8clor safety & emergency planning concerns satisfaolonly 
addressed. Resolution of emergency planning issues required By FEMA. 

2E(^.L.W. Commisslonore. 87/10/09. BAnRY.C.V. Messachusolls, Commonwealth 
of. 3pp 43460:293-43460:299 

-8716230013 Urges Commission action val. dating find ngs of FEMA ropt, “Sell lttiiistod 
Roview 6 Interim Finding." Repl concludes inil olfsito plans Inadequate lo protect 
pubic health & salely-Publlc hearing prior lo plant rosiari also reguosled. 

GARRY.C.V. Massachusolls, Commonwealth of. 67/08/16. ZEuH.L. Commissioners. 
4pp. 43460;29B-43460:260. 

8711040M1 Revised emergency plan Implomonling proceduras.includlng Rev 6 to 
6 7.3.3, ''Sampling.Transporl & Analyses ol Etllueni lod.nos & Particu'ales From Main 
Stack Under Emergency Conditions 4 Rev 7 to 6.7.3 4, "... floactoi Bldg Vonl..." 
• Boston Edfson Co. 87/10/23. 62pp. 4329O.O04-432BO;135. 

8711020083 Forwards util comments on 870911 Slate ol MA Civil Dolense Agency & 
Ofo ol Emeigoncy Pioparodnose memo ro Aug 1987 S4W study lo Identify poleniisl 
shellots In EPZ coastal region. 

VARLEY.R.A. Boston Edison Co. 67/10/26. OOULAU,R.J. MaseecUuseUs, Common- 
wealth ot- I7pp. 43233: 199-43230:216. 

8711030304 Partial response to FOIA icquesi for documenta ra plant l-re 
protacbon.Forwards App B documonis Apps A & B documonis also avsHabla In PDR 
4 LPOR In Plymoulh.MA, 

GRlMSlEY,D.H. Uvislon ol Rules & Records (Poet 870413). 07/10/30. SORQi.O. 
Massachuselis. Commonwaallh oi. 3pp. 43262:1 17-43262;131 

-6711030309 D.scusses NRC Fire ProtecUon irtsp 96-36 on 661020-24, Including da- 

K aded lira barrieie.ilre sys.mad'cal exams on tiro brigade rriembora,quaiie(ly drills/ 
iln'-no & rocords.W/ 870429 "Fire Protaci'on Documentation Index." 

ZIEMIANSKI.E. Boston Edison Co. 86/10/29. OX8ENAL, BROSEE.N., LUTTON 
Ooslor^ Edtaon Co. I2pp 43262:120-43262:131. 

6711030467 Partial rosponso lo FOIA request for documonis ro plant. Forwards App 8 
dOcimente.App A 5 B documents available In PDR & LPDR localsd in Piymouin.MA. 
6RIMSIEY,0.H. Division ol Ruiea 4 Records iPost 870413). 67/10/30. SORGI.D. 
Messachusolls. Commonwealth ol. 3pp. 43260.249 43280:277. 

-8711030474 Summarizes slaUis ol staffing Improvomonis In nuclear operations 
detrt Rotated inlo end 

BlHO.RQ. Boston Edison Co. 67/03/01. MURLEY.T.E. Region I. Ofc of the O.recior. 
lepp. 43280:252-43260:267. 

87110S0150 Revised sntergency plan implementing procoduros, Including Rev 11 lo 
66.1, "Medical TraatmenU" Rev 7 Ip 6.r.1.i. "Emergency Categories & Associated 
Emergency Achpn Levels" 4 Rev 6 to 6. 7.1. 5, “General Emergency." 

' Boston Edisort Co. 87/10/30. 135pp. 43291:083-43291:217. 

871 1050008 Responds to roclplenl Itr lo 5 Chllk, expressing concerns re emorgoncy pre- 
paredness for plant NRC wMI not permil plant to resume operation until detormlnalon 
lhal health 4 salat/ ol public can be prolecied. 

MURLEY.T.E. Office of Nucloar Reactor Regulation. Director (Post 670411). 87/11/ 
02. CHiN.B., KAUFMAN, M.A. Duxbury Council ol Paronl-Teachor Associations, Dux- 
bury, MA. 5pp 43301:136-43301:146 

-0711050009 Expresses concerns lot safety ol chidren attending Duxbury Publlo 
Shoots In evenl of aerfous nuclear accldonf at plant Concise 4 workab’e evacuation 
plan requested before plant reopened. Reduction In I0-milo EPZ opposed. 

CHIN.B.. KAUFMAN.M.A Duxbury Council of Parent-Teacher Associations, Duxbury, 
MA. 87/05/01. CHILK.S. Commissioners. 3pp. 43301:144-43301:146. 

8711100421 Rev 2 to Procedure 6.7.2.30, "Environ Emergency Team Coordinator." 
ROBERTS, K.P. Boston Edison Co. 87/11/02. 7pp. 43335;134-43335:140. 

8711100114 Requests lee for 871002 rsqueal for exemption from Section II.Q.i.a ol 
App R (d IOCFR50 re fire proteclion features important (o safe shutdown. 
Ollto5,R.M. License Foe Management Branch. 87/11/05. BIRO.R.Q. Boston Ed-son 
Co. Ip 43340 034-43340 034. 

671 1 160034 Rov 7 to Nuclear Operations Oepl Procedure 6.7.2.4. "Operational Support 
Cir." 

• Boston Edison Co 87/11/06. I3pp 43391:325-43391:337. 

8711160003 Final response to FOIA requeal.App C document ro summary ol 861124 
meeir'ng w/util In Plymoulh.MA concerning licensee corrective action programs end & 
avallado In POR & LPOR. 

GRIMSLEY,O.H. Division Of Rules & Records (Post 670413). 87/11/12. SORGI.D. 
Massachusetts, Commonwealth of. 2pp. 43362:193-43362:322 

-8711160008 Agenda for 861124 meeting w/util to discuss operations, 
radiolo^al.lechnical.malnl 4 mgl svc status, containment enhancement 
design.organizallon 4 stalling, App R/iire protection & emergency planning. Viewgrephs 



8711230376 Forwards Safety Insp Rept &0-293/67-34 on 870304 0914. Conectira ac- 
tons ir) responso to 1686 violaliort ro lailure to portorm roqj rod posl-mani lasting of 
Biarolby gas licatmeM ays adaoijete.Vioiation (ustiled. 

KANE.W. Region 1, OFo ol the D.recior. 87/1 t/t6. GIRO.R.G Boston Edison Ca 2pp. 
43419 0l2-4d^41».030. 

-8711230384 Insp Rapt &0-2e3/d7-G4 on 870804 0914.No violations noted. Concerns 
staled Major areas inspociod.plent operations, rad'al'on protecl>on.pny8lcal 
sacrunty.planl ovems.ma'm), surveitiance.ou'.ago 8Clrvi'.es& repis to NRC. 

8LOUaH,A. Rog'on 1, Olcoltna Director. 87/i i/oe. I7pp. 434l9.Q14-434l9.03a 

87t18S0012 Forwards Safety Insp Rept 50-293/87-48 on 871103 06 ol emorgency pre- 
paredness program. No viofatlons noted 

MARTIN.T.T. Region 1. Ole of the Oireclor. 87/11/19. BiRO.R.G. Boston Edison Co. 
2pp 434Sg.0a7-4346g;093. 

-8711260013 Insp Rept S0-293/e7-4e on 871 t03-05.Ko viola'.'ons noted. Ma|or areas 
Inspected changes lo emergency preparedness program, liconaee reviews/ 
aud ts.organliaton & mot control, iral^nlrrg & open items from previous Insp tepis 
CONKUN.C., LA2ARi,!fe,W4. Fteglon 1, Ole of W.e Director 87/11/13. 5pp 
43459.089 43459.063. 


O. Adjudicatory correapondance 

8711250107 Responds lo 970831 Ur re security at national & local level al faoMlea.NRC 
concluded Ihat no subsianUal health & safety Issues that would warrant suspene'-on or 
rovocadon of any license or permit for (aC'lilies. 

ZECH.LW. Comm ss'onors. 87/10/27. CLINTON.a. Arkansas. &ioto ol. 5pp. 
43461:36e-43462;0O2. 

—871 1260144 Addresses serious problems re erosion ol public conhdence in ab'Uly of 
NRC to safeguard pubi c adequately fram dangers of nuclear power plant acctdertls. 
CLINTON.B. A'aska. Stale of. 87/08/31 LANDO.LW Commbs‘onets 2pp. 
43402:001-43462.002 


P. Operating license stage doeumente 8 correapondenea 

8711208341 "Ftlcllon Coalfcfanis ol Waiar-Lubricated Slamless Steele tor Spent Fuel 
Reck Facility." 

RABlNOWiCZ.E Bab'nowite. £. 78/ 1 1 fOS- 25op. 43416 337-434 18391. 

6711020001 FOIA request (or all records documenting util proposal to roslarl Iac4ity In 
May 1988 & NRC review & disposition of request 

SOHQt.O. MossachusQlta. Commonwea'ih of. 87/09/28 QRiMSLEV,DH NRC - No 
Detailed Allii:ai‘an Qfvan. 2pp. 43240:307-43240:308. 

8711020230 FOIA ragudst for 8'l records ro degradation of sve water pipina at pfanl. 
SORQI.O. Messechusotts, Commonwealth ol 87/09/28. ORiMSLE'/.O.Il. NRC • No 
0«la:iad Alf'ialidn Qivon. 2pp. 43240:001-43240:002. 

871 1030481 FOIA raquasi For doeumente re NRC/ui.i meeting in Nov 1969 concerning 
pieni 

SORQI.O. Maosachusolie. Commonwealth of. 87/09/28 QRiMSl.EY'.O H NRC • No 
Detailed Aifihelion Qiven. 2pp. 43280:247-43280-248. 

8711080288 FOIA requeal (or dooumenis prepared lor o' by NUMARC. 

SORQI.O MassaciiusQUe. Commcnweaiih of 87/C9/28. QRIWSLEY.O.H Owisioft of 
Rules & Reooids (Post 670413) 2pp. 4331 l:OOl>433l < 002. 

B711I70001 FOIA request (or documents on util comm^menia to NRC re improvements 
10 facltfy hardware or proceduras concorn'ng ATWS.including original 
commilmeni, Changes lo comm.iinenl & when & how comm tment met 
SORG1,0. Massachuseils. Commorrwee'ih of. 87/09/28 ORfMSlEY.OH. OM&lon ol 
Rules & Records (Post 870413). 3pp. 43373:253-43373-254. 

871 120031 1 FOIA raqueal (o/ documents re InslaDation & uso ol plan!- specific nudoar 
power p!ant control room simulator. 

SORGrD. Uassachusells, Commonwealih of. 87/09/28 GRIMSLEY.D.H. Owlslon of 
Rules & Records (Post 670413). 2pp. 434l6:002-434ie:003. 

8711260126 FOIA roquesl for records prepared by or (or NUMARC re outaooof (acSlN. 
SORQI.O. Massachuseils, Commonwealih of. 67/00/28. QRIMSLEY.OH. NRC - No 
Oaielled Afrihalton Given. 2pp. 43463 294-43463:295. 

8710280274 Responds lo 870928 Inviailon lo participate in publfc forum on 
e7l029.Reglon 1 p'ans to participate In meeting based on lislea t/nderstand-ng R 
Blough will be in conieci w/rec'pleni to work oul addi details. 

KANE.W.F. Region 1, Ole of the Director. 87/10/21. VOGLER.D J Ouxbury, MA 3pp. 
4327a;105-43278;109. 

—8711040019 Requests NRC participation in 871029 public forum to be held in 
Ouxbury.MA re p.ani.Forums provide opportunity to discuss clli/an concorns 8 ryjes- 
Uins ra plant operation & emergency response. 

VOQLEn.O.J.. DELANO.O M., DOWD, P A. Dukbufy, WA. 87/09/28. ZECH.L Commla- 
Sioners. 2pp. 43278:108-43376:108. 

-6711040022 Advises ol InahiUN to attend 871026 publ'C forum on planl. due to prior 
commilmeni, In response to 670638 Invitation. Invliellon referred to V Sleflo to deter- 
mine avei-'abll.-ty ol NRC representatives lo attend. 

2ECH.L.W. Commissioners 87/10/14. V(DGLEfl,D J . OEUNO.C M . DOWD.PA Dux- 
but/. UK tp 43278 106 43278:109 

6711020437 Discusses Murley 671018 response to 670630 Ur ra overtime el rdent-Ubl 
wli| Investigato matter & provide rept to NRC. NRC roview will not Involve obtatrUng 
copies of ail overt'me documentation. 

KANE.W.F. Region 1, Ofc of the Oireclor. 87/10/23. SHIMSHAK.R. Massscfiusells 
PubMo Interest Research Group. 2pp. 43234-.09&-43234;105. 

-8711020442 Confirms 870930 conversation between util & NRC re overtime controls 
al plani.Resulls of evatuauon requested within 20 days of date of Itr. 

KANE.W.F. Region 1. Ofc of the Oireclor. 87/10/06. BIRO.R.G. Boston Edison Ca 
2pp. 43234:098-43234:105. 


87I1D20020 Forwards Amend 107 to Liconse OFR-OS & safety evaluation. Amend re- 
vises Tech Spec Table 4.2.4 to specify corroci cal.br frequency (or reactor high pres- 
sure kt^rumenl channel 

WESSMAN.R.H. Project Directeraia 1-3. 87/10/28. OIRO.R.E. Boston Edison Co. 3pp. 
43240.3l8-43240:327. 

-8711020022 Amend 107 to License OPR-35, revising Tech Spoc Tsbie 4.2 A to specify 
correct ce'ibr frequency for reactor high pressure Instrument channel. 

R00M6Y.V. Pioject Ouottoiate 1-3. 87/10/28. 4pp. 4324O-.322-43240;326. 

-8711020024 Safety evaluai.on supporting Amend 107 to License DPR.3S. 

* Office ol Nuclear Reactor Regulatlor>, Director (Posl 870411). 87/10/26. 2pp. 
43240.326-43240 327. 

8711030380 Forwards Amend 109 to License DPR-35 & ealety ova’uallon. Amend re- 
vises Tocti Specs to change pressure range required lor HPCI i RCIC sys oporallon. 
WESSMAN.R.H. Project Diraclorato 1*3. 07/10/29. BIRO.R.E. Ooslon Edison Co. 4pp. 
43258:138-43356:164 

-8711030989 Amend 109 to Liconse OPR-35.revislng Tech Specs to chango pressure 
rartga roquired (or HPCI & RCIC ays operation. 

* Project Oireciorato 1-3. 87/|0/2a 9pp 43258:142-43258:150. 

-8711030391 Safety avalualion supporting Amend 109 to Liconso OPR-35. 

* OHico of Nuclear Reaclor Rogulatlon, O.roclor (Posl 670411). 67/10/29. 4pp. 
4a268-.l5t-43258-.t54. 

8711040038 Forwards Amend 108 10 Liconso OPR-35 & safety evaluation. Amend ro- 
vises Te(A &ec Table 3.2.B lo clarity roquiromonts (or undervoltogo relays. 
WESSMAN.R.H. Project DIrecloraia 1-3. 07/ 10/29. BIRD, R E. Ooslon Edison Co. 3pp. 
43260.128-43260:141. 

-87(1040039 Amend 108 lo Liconse DPR-35.ravislng Tech Spec Table 3.2.B to clarity 
toqiriramanis for undetvollage relays 

ROONEY Project D.'rccloraia 1-3. 67/10/29. 6pp. 43280:131-43260.136. 

-871 1040040 Salaly ovalualion simporting Amend 108 to License OPR-36. 

* Office ol Nuclear Reactor Rogulatlon, Director (Post 870411). 07/10/29. 6pp. 
43260 137-43280 141. 

871 1030392 Partial tespenso lo FOIA request (or documents ra Confirmatory Action Ltr 
66-10.Forwafds App C documanla.App B documents avalable In POR. 

GRIMSlEY.OH. Division ol Rules 8 Records (Post 870413). 87/10/30. SORGI.O. 
Massachusans, Commonwealih of. 4pp. 43256:302-43258:l38 

-8711030457 Providaa addl Into ra Confirmatory Action LIr 80-10 as commitled In uiil 
860629 response lii Revised safety evaluation clarifying Inienl & assumpUons ra con- 
ItMied leak path In RHR sys and. 

LVOON.JM. Boston Eckson Co. 88/09/17. STROSNIOER.J. Region 1, Oio of the Dl- 
taMof. 8pp. 43256:206 43256:136. 

8711030487 Partial response lo FOia request for documents re planl. Forwards App 0 
docutnonis A & B documenie available in POR & LPOR located In Plymouth.MA. 
GRIMSlEY.CH. Division ol Rules & Records (Posl 870413). 67/10/30. SORQI.O. 
Massachuseils, Commonwsahh ot. 3pp. 43280:249-43260:277. 

-8711030474 Summati2es status ol etailino Improvamenls In nuclear operations 
depiReiated mfo end. 

BlRO.RO Boston Edison Co. 87/03/01. MURLEY,T.E. Region 1, Ofc ol the Oireclor. 
1dpp.43260;252-43290:207. 

-871 1030483 Provides status oi backlog reduction Actions taken over recent months lo 
reduce work bschicg listed Reieied into end. 

eiRO.R.O. Bosion Edison Co. 87/03/01. MURlEY.T.E. Region t, Ofc ol iho Oireclor. 
lOpp. 43280 288-43280:277. 

8711030493 ParHaf response to FOIA request for documents re analog trip sys.App B 
documents enci & available In POR. 

ORIMSlEY.D.H. Division of Rules & Records (Post 870413). 87/10/30. SORQI.O. 
Measachuseiis, Commonwealth of. 2pp 43262.244-43262:334. 

-9711040035 Psekege consisUno ol Rev 0 to Saldty Evaluation SE-t806 ca analog trip 

? rs lot reaclor proTeclIon sys & ECCS at planl, App C.R9v 0 to POC-B4-70, "Analog 
rip Sys for Reaclor Protecllon Sys & EC(iS at Pilgrim Slalion" & 670917 ofc memo. 
* Boelon Edison Co. 85/03/29. Bfpp. 43262:248-43262.334 

8711080142 Forwards update ot NRC safaly mgl Issues sys (SlMS) in response to NRC 
870924 ltr & 871013 iBlcon.Schodulad implamonlallon completion dates based on 
current plans for resiart & normal operation lor l6-montn operating cyclo. 

BIRO.R.G. Bosion Edison Co. 67/10/30. Document Conirol Branch (Document Con- 
trol Desk). 22pp. 43308:001-43308.022. 

8711080247 Suppis util 871002 addl Info Hr w/dlscusslon of design safety allowances 
lor two types ol components in reaclor bldg closed cooling water eys.Descripllon ol 
Iwm design safety atlowence & max alfowable hydrostatic pressures end. 

BIRO.R.G. Bosion Edison Co. 67/10/30. Document Conirol Branch (Document Con- 
trol Desk). 6pp. 43303:356-43303061. 

8711080300 Partial response lo FOIA requesl.Documents listed In App A available In 
POR 8 afso maintained In LPOR In Plymouth.MA. 

GRIMSLEY.O.H. Division of Rules & Records (Post 870413). 87/11/03. SORGI.D. 
Maesachusells, Commonwealth ol. 2pp. 433l 1:003-43311:004. 

8711100431 Generic Ltr 87-16 lo all holders of CPs for nuclear power plants re policy 
statemenl on deferred plants Svo list end. 

MIRAGLIAF.J. Associate Oireclor for Projects (Post 870411). 87/11/04. Consolidated 
Edism Co- ol New York. Inc. 46pp. 43402.00 1 -43402.046. 

6711160006 Penial responso lo FOIA request for documents Forwards App 0 
records.App F & G documents available in POR & LPOR. 

GRIMSL^.O.H. Divislotr ot Rules & fletoids (Post 870413). 87/11/10. SORGI.D. 
Massachusetls, Commonwealih ol. 3pp 43362:323-43363:027. 

-8711160012 VIewgraphs from 860S19 mealing re util response to Confirmatory Action 
Ltr CAL-B8- 10.8806 12 "Program for Excellence” task force rapt & facility operation. 
• Bosion Edison Co. 06/05/19. 60pp. 43362.329-43363:027. 



Massachusells, Commonweallh of ?pp- <13362:193-43362:322. 

-6711160005 Agenda for 661124 mooting w/util lo discuss oporaUons. 
ladiologlcal.lechnicel.mQini & mgl svc status, oontatnmefii. enhancecnant 
design, organization & staftlng,App R/iiro protection & emoigoncy planning. Vleia't^aftfts 
end. 

' NRC • No Detailed AfMaiion Given. 66/11/24. NRC • No Detailed Afliliallon Ghreii. 
126pp. 43362:107.43362:322- 

6711160041 Responds lo FOIA roquost for documents ro Conllrmaiory Action Ltr CAL- 
86-lO.App 0 documonis available in PDH & UPGR In Plvmoulli,MA. 

GRIMSLEY.D.H. Division of Rutos a Records (Posi 070413). 87/11/12. SORGI.D. 
Massachusetts, Commonweallh of. 2pp. 43360.334-43369.337. 

8711170003 Partial tosponse lo FOIA requosi lor documentation re ATWS nilo a Ge- 
neric Lit 63-26. Fonivards App B documents. Apps A a 8 documents available at POR 
a LPDR In Plyrnouth.MA. 

GRIMSLEY.D.H. Division of flutes a Records (Post 870413), 67/11/12. SORQl.O. 
MassaOiusoils, Commonwealth ot. 11pp. 43373:265-43374:358. 

-8711170006 Rev 1 10 Procedure 3.M.t-1. ‘•Prevonlive Mafni.'* 

• Boston Edison Co. 87/tl/12 2pp. 43373-26e-43373:2e7. 

-8711170006 Rev 2 to Procedure 3.M.1-1.2. ''Electrical." 

• Boston Edison Co. 78/09/05. 0pp- 43373;26a-43373:270. 

-8711170007 Rev 6 lo Procedure TP 81-00. "Scram Air Hoador Dopressurizalion " 

• Boston Edison Co. 81/03/05. 6pp. 43373 200 43373:285. 

“6711170008 Rev 0 lo Temporary Procoduro TP 81-13, "ATV/S-ARI Auto Reset Time 
Doley Change Pilgrim Nuclear Powor Station 1 On-Line.” 

• Boston Edison Co. 81/03/25. Spp. 43373.206-43373:290. 

-8711170010 Rov 0 lo Procoduro 2.2.126, ■ A'rwS." 

' Boston Edison Co. 62/04/28 4pp. 43373:296-43373.304. 

-8711170020 Rov 6 10 Procedure 8 M.1-29, 'A TV/S Functional a Trip UNI Cakbr Test.” 
' Boston Edison Co. 83/03/17. 1 1pp. 43373:305-43373:315. 

-6711170032 PacKega of documents re util acllons concerning ATWS, Indudirtg pur- 
chase orders, correspondence w/GE,work lnaIruc)tonB,iieid rev notices & mainl te- 
quosts. 

• Boston Edison Co, 67/11/12, 32Spp. 43373 316-43374:358, 

6711170212 Forwards safety evaluation supporting licensea program for verifying cor- 
rect performance of operating activities which moots requVemarita ol NUREG- 
0737, hem 1C.6. 

WESSMAN.R,^!. PfO’,ec1 Dtrsctoialo 1-3, 87/11/13. BIRO.R.G. Soswn EdiaofxCo. 2pfi. 
43385 284-43385 287 

-8711170219 Selaly ovaluaiiori supporting I'consae program lor vorijyirn oorreci por- 
lormance ol opsraling aclivilios wnlch moeia reduiismonis of NUREa-0737,liem LC.6. 

• Ollico ol Nuclear Roacior Regulation, Oiroctor {Post 670411). 67/11/13- 2pp. 
43385 268-43365 267 

6711200344 Pinal response lo FOIA request lor documenls.App 6 documonis pnci & 
available in POR.App A documenie also available in POR 

GRIMSLEY.O. Divis'on ol Rules a Records (Post 670413). d7/i)/i6. SORQl.O- Mas- 
aachusolls. Commonwealth of. 3pp 43416 004-43416 Oil. 

-B711230074 Pacftego consisting ol viowgraphs ro util simulator aistus. requaiiricaiion 
plaris lor rosetor operatora/sonior roacior operators prior to siartup.irainirtg schodule 
a conirol ol reactor operaiot/aonior roacior operator ovenime. 

• Gosion Ediaon Co. ^7/11/18. 5pp. 43416.007-43416 Ctt. 


MassachusoCts, Commonwealth ol. 3pp. 43262.117-43262:131. 

-6711030309 Discusses NRC Fire Proloctlon Insp 66-36 on 861020-24, Including de- 
graded file battlei3,1ite sys.medtcal exams on iite biigsdo mombois.quanaily 
training a rocords.W/ 870426 "Firo Protection Documentallon Index.” 

2i6MJANSKl,£- Boston Edison Co. 66/10/29. OXSEN.AL., 0nOSEG,N., LIJTTON 
8c»ton Edison Co. t2pp. 43262 120 43262:131. 

8711050116 Suppis ulil 670926 response to Insp flop! 50-293/07-30,670909 enlorce- 
meni conforonce a 870930 mgl meeting NRC shou d not issue notice of violation or 
ascatale anicircament atiiort la atteged wIocK door violation. 

OIRO.RG. Boston Edison Co 67/ro/30. Document Control Branch (Document Con- 
trol Oosk] 2pp 43292:113-43292:114. 

8711090363 Forwards Saloly Insp Rept 50-293/67-37 on 870617-21 a 063l-0904.Viola- 
tiona noted Ona unresolved item identilied. 

dOIINSTON.W.V. Rag'on 1. Ofc ol tho Oiroctor. 67/11/03. BIRO.RO. Boston Ed son 
Co 2pp. 43313.261-43313303 

-8711090367 insp Rapt 60-293/07-37 on 670817-21 a 083t-0904.No violations 
noted. MOi'or aroas inspactad review of license followup a corroctivo actions re sovoral 
NRC previouely Idenliiied iloms. 

WOObAflO,C., QREGG.H., CHEUNG,L. Region I, Ole of the Director. 87/10/28. 
2lpp 43313.263-43313:303. 

8710290334 NRC Info Notice 67-OSS, "Improper Hydraulic Conirol Unit Installal’ort at 
8WR Planis " Sve list encl. 

ROSSI.C.E. Division ol Operational Events Assessment [Post 67041 1). 67/lt/04. 
Consolldaiad Edison Co. of Now York. Inc. 1 12pp. 43324:226-43324'339. 

6711090308 Updates Irtfo provided In 660925 ltr re insorvico insp exams. NRC should 
nolo Dial insp discussed on 6Sl212.when performed.win complole tust insp period ot 
second Ian yi Inservlce Insp interval.Supporting Inlo and. 

BlRO,R.O. Boston Edison Co. 67/ 1 1/05. Oocumani Control Branch (Document Con 
Iral Oask). 9pp. 433I3:197-43313.205. 

8711020017 NRC Info Notice 87-057, "Loss of Emergency Roration Capability Duo to 
Niuogon Gas intrusion.” Sve I si end 

ROSsi.C.E. Division of Oparational Evenla Assessment (Post B70411). 87/11/08. 
Consolidated Edison Co. of New York. Inc. 1 16pp. 43355:003-43355 it 9. 

8711060040 NRC Compliance Bullotin B7-002, "Fastener Testing lo Determine Con- 
lomiance W/ Applicable Mail Specs.” Sve list end. 

ROSSI.C.E DMslon of Operational Events Assessmoni (Post 670111). 67/11/06. 
Consolidatod Edison Co. of New York, tnc. 1 16pp. 43397:142-43397.257. 

8711170003 Panial reaponsa to FOIA request lor doeumomation re ATWS rule & Ge- 
netic Hr 63-26 Forwards App B doeumanis-Apps A & B documanis avaiieblo at POR 
6 LROR tn Plymouih.MA. 

GRIMSLEY.D.H. O.vision ol Rutas & Records (Post 670413). 67/11/12 SORGl.O. 
Masaechusaiis. Commonweallh of. I ipp. 43373;265-43374:358. 

-8711170009 Rev 3 lo Procedure 3.M.3-6, "insp & Overhaul el 480 Volt Load Cir 
Oraakers ” 

* 8o$1r>n Edison Co. 61/06/05. Spp. 43373’291-43373:26S. 

6711170212 Fonverds aalely evoiuaiion supporting licsnseo proaram for vorilylno cor- 
rect porlormance ol operating aotivUlas wh.cn meets requTromenis ol NUPEQ- 
0737.ri©m I.C.6. 

WE8SMAN.R.H. Proloci Dirocioraia 1-3. 67/11/13. BiRD.R.Q. Boston Ed.9on Co. 2pp. 
43365:264-43365 267. 


Q. Inapeotlon reporta, IE BuileHna & correspondence 


6013170462 lE i3uliolin 60-26, "Operating Problems W/Taiget Rock Safety- Reitof 


Valvea at BWRs." 

• Ofc of Inspection & Enforcemonl, Director (820201-070413). 60/12/19. ConsolHat- 
od Edison Co. of New YorK, InC- Spp. 43226'201-43226:205 


8306110473 IE Info Notice 63-39, "Failure ol Salely/Rellgf Valvea lo Opw at BVi/Re • 
inierim Ropl.” 

JORDAN, E L Olv of Emergency Preparedness 6 Engineering Re8ponse,IE(6502l2- 
870413). 83/06/17. ConaolldaWd Edison Co. of New York, tnc 2pp 43226.206- 
43226207. 


8711020003 Partial response to FOIA requosi for documentallon re rastarl & rsfl re- 
sponse lo Conllrmaiory Action LIr 86-10. App A documents available In POR^pp A 
Documents 1-13 also available In LPDR. 

GRIMSLEY.D.H. Division ol Roles & Records (Post 870413). 87/10/28. SORGl.O. 
Massachusetts, Commonweallh of. 2pp. 43240:309-43240.310. 


671 1040174 Forwards Insp Ropt &0-293/87-40 on 670914-18 A notice ol vfofotton 
MARTIN TT. Region 1, Ole ol the Director. 87/10/28. BIRO.R.G. Boston Edison Co. 
2pp. 43290:281-43290:298. 


-8711040176 Notice of violation from Insp on a70914-18.Viol8tion notedllconsee lailod 
lo post notice of violation did 870824. 

• Region 1. Ole ol the Director. 87/ 10/28. ip. 43290'283-432S0:2B3. 

-6711040184 Insp Rept 50-293/87-40 on 870914-18.Vlolation8 noted.Melor areas 
Inspectedilicenses action on previous findings, organization A siafllng.ALARA A radio- 
logical conirola lor drywoll work during fuel movemenl. 

NIMITZfl L. DRAGOUN.T., SHANBACKY.M. Region 1, Ofo ol the CHrectof. 87/10/26. 
I6pp. 43290:284-43290:296. 

6710330213 NRC Into Notice 87-055. “Portable Moisture/Oenslly Gauges; RecenI Incl- 
dents ol Portable Gauges Being Stolen or Lost.” Sve list encl. 

CUNNINGHAM, R E. (^vision of Industrial A Medical Nuclear Salaly (Post 670729). 
87/10/29. Consolidated Edison Co. of New York, Inc. 89pp. 43324:139-43324:227. 


-6711170219 Saloly evaluation supporting licensee progrsm tor veiltying correct per- 
lormance ot opsraiing activlUes wnlch meets requirements ol NUREu-l)f37,llem I.C.6 
* Office ol Nuclear Reactor Regufatlon, Director (Posi 870411). 67/11/13. 2pp. 
43305:289 43305:207. 

8711179219 Roquosis extension Ol deadline lo respond lo lE Bulleiln 86-003, "Moior- 
Opotaled Valve Common Mods Failures During Plant Transients Due to Improper 
Switch Sellings. ’* Plan for completing remaining test A providing final resulls listed. 
BfRO.R.O. Boslon Edison Co. 87/11/13. Document Control Branch (Document Con- 
UOl Deak). 2pp. 43365:025-43385:026. 

9711090140 NRC Inlo Notice 67-058, “Continuous Communications Following Emergen- 
cy Nolilicalions.” Sve list end. 

ROSSI.C.E. Division ol Operallonal Events Assessment (Post 670411). 87/11/16. 
Consolidated Edison Co. of New York, Inc. It 3pp. 43404:176-43404:268. 

6711120027 NRC Inlo Notice 87-059. "Poleniial RHR Pump Loss.” Sve I sl encl. 
ROSSI.C.E Division of Operational Events Assessment (Post 870411). 87/11/17. 
ConsoHdaied Edison Co. of New York. Inc. 120pp. 434e7:00l-43467;121. 

8711230366 Ack receipt of 870923 response lo violations noted In Insp Repi 50-293/ 
87-29 A NRC 870824 itr.Correclivs acllons will be examined during future Insp. 
MARTIN.T.T. Region 1, Ofo ol the Direclor. 87/11/17. BIRO.R.G. Boston Edison Co. 
Spp. 43419.053-43419:056. 

6711240063 Forwards Safely Insp Rept 50-293/87-41 on 870914-16. No vlolal-ons 
<^>sarved.Sleps taken lo correct three ol four violations noted In NRC 670310 lit 
varlfled.NotIce ol violation from Insp RepI 60-293/67-04 withdrawn. 

JOINSTON.W.V. Region I, Ofo ol the Direclor. 87/11/17. BIRO.R.G. Gosion Edison 
Co. 2pp. 43431:022-^431:036. 

-8711240066 Insp Rept 50-293/67-41 on 870ei4-t6.No vlolstiorw or deviations 
noled.MB|or areas lnspected:prevlous Insp findlngs.surveillance tesl'na A calibt 
program. measuring A tasl equlpment,preoperatlanal testing A OA/QC Inlorlaces. 
BISSETT.P., BRIQOS.L., EVANS.M. Region 1. Ofc ol the Director. 87/10/16. l4pp. 
43431:026-43431:036. 


62 DOCKETED ITEMS 


8711330376 Forwards Satety Insp Hept 5O-293/07-34 on 870804-0914. Corrective ac- 
bons in response to 19B5 vioraion le fai'ore lo porlo.'tn rsqurod posl-mtUni tesung ol 
standby gas trodimenl sys edequeie. Violation justitad 

KANE.W. Region 1. Ole of Iho Director. 87/11/16. BlRO.R.G. Boston Edison Co. 2pp 
43419.01343419.030. 

-8711330364 Insp Rept SO-393/67-34 on 870804.0914 ^o violations noted. Cortcems 
statedMajor areas Inspected plant operations, redatlon proiecbon physical 
security.pl^ant events, malni, survelMance.oulage aciivites & repis to NRC. 

BLOUGH.A. Region 1. Ole ol me OIreclor. 67/11/06. I7pp 43419:014. 43419.030. 

8711130008 Suppi 3 10 NRC Info Notice 86 108. ''Degradation of RCS Pressure Boiind- 
ary Resulting Rom Boric Acid Corrosion.” Sve list end. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 670411). 87/11/19. 
Consol ^iaf^Ed'Hon Co. ol Mw York, Inc. llffpp. 43444; 105-43444 314. 

87I12S0012 Forwards Safety Insp Real 80-293/87-48 on 87 1 103-05 ol omoigortcy pre- 

B sredness progrsiri.No violations noted. 

lARTIN.T.T. Region 1. Ofc ol tlie Direcloi. 87/11/19 OiRO.RG Boston Edeon Co. 
2pp. 43459.087-43459.093, 

-8711260013 Insp RepI 50-293/87-48 ort 871 103-05 No violations noted Major areas 
Inspectedchenges to emergency pteparodnoss program.leenseo lOviowa/ 
audils.organlaal'On 8 mgt con'roT. training & open Items from previous Insp repts 
CONKLINC, LAZARUS, W.J. Reg'on 1, 0!c ol the Diraciot. 87/11/13. Spp 
43459.089-43459:093. 


R. Periodic operating reports 8 related eorreapondenee 

8711020334 "Marino Ecology Stud os ro Operation of Prlgiim Slstiofr. Somianruial 
Report 30,-ian^uno 19B7.'' W/071030 Itr. 

ANDERSON RO. BlRO.R.G. Qoaton Edson Co 87/06/30. t70pp 43334 229- 
43235:038. 

8711020408 Forwards lacll ty biweekly atatua ropt lor 671008-Pl. 

0LOUGH.A.R Reg on 1, Ofc of the Gireciot. 87/10/27. WIQOlNS.jT. Rogion I. Ofc 
of the Direclot. Spp 43237:001 43237 806. 

6711230290 Monthly operating repi for Oci i6e7.W/e71114 lit 
HAMILTON, P. BlRO.R Q B^oston Edison Co 87/10/31. 7pp. 43421063-49421:069. 

6711300076 Forwards lacll.ty biweekly status rept lor period 671105-18. ElgM mombets 
of NRC Augmented Insp Toam onsile lo review sequence of events & iicensea re- 
Monse lo loss of oltsiie power Incident on 87i 112. 

BLOUQH.Afl Region 1, Ole of the Director. 87/11/24. W1GQINS.J.T. Region 1. Ole 
ol the Oireetor. 7pp. 43473:105-43473:1 II. 


8. Reperiable coourreneea, ICRs ft related eorreepondenee 

8711090047 Partial response lo FOIA roquost for documente.Including PNO-I-OO-OZS re 
event at pfam.Forwards App E documents App 0 8 E documents also ava/eble in 
POR & LPDR located In Plymouth, MA. 

GRiMSLEY,OH. OMs'op Ol Ru'es & Records (Post 870413). 07/11/04. SORQi.O. 
Masaactiuaetla. Commonwealth of. Spp. 43316:234 -43315 243. 

-871 1090149 Package of handwritten e:iicer0i8 from NRC Headquarters Opa/anona Of- 
ficer log re leakage paal two Isolation valves Raponebio Event Numbera 04196 8 
04199 

* NRC - No Oolalled Alfillalion Given. 68/04/12. Spp. 433i6:239-433lS-243. 

8711160036 PNO-l-87-i04:on 871107 & 06,util Ideniilied potential breech ol seouiity 
vital area barrier & series of ladiological problems Ongoing mainl 8 mod work ensile 
suspended Licensee presently ovaltiallng sltusHon. 

LYASHJ, BLOUGH.K Reg on 1. Ole of the D.reetor. 87/11/09. ip 43364:186- 
43384:188. 

8711180025 PNO-l-87-lOS:on 971112, plant experienced eompleia lose of oflsiio 
power.Cause associated w/swilchyard Icing due lo adverse weather 
conditions Licensee continuing lo determine cause of loss ol oflsite power.lco & salt 
being removed. 

eLODGH.R. Region I. Ole of the Oireclor. 67/11/12. 2pp. 43391:359 43391:360. 

6711180100 PNO'l-67-l05A;as of 671 1 l2,offslle powqr romairtod unavaiable lo 
SIte.Porsonnel shutdown emergency diesel gene/alor B due 10 pioblem w/iransloimei 
C.resulling In another shuldown cooling Iso'atlon. Switchyards sprayed 
BLOUQHiR. Region 1,01c of the Oireclor. 67/11/12. tp. 43395:051-43395:051. 

6711180132 PNO-)-87-l05B;on 071 1 i2,ofl9fie power /eejiabUahod to vital S nomilal 
buses vta backfeoding through main & euxil;ery iranslormeis alter loss ol power.Loss 
of power poss'Diy caused by icing in swiichyaro Switchyard sprayed 
WI6QINS,J-. ABRAHAM.K. Reglorv 1. Ofc ol the Oireclor. 67/1 1/13. 2pp. 43391:281- 
43391:262- 

6711190134 PNO-l-67-f06:NRC dspatchod augmented Insp team to facility to com- 
monco Insp on 971 115. Insp will locus on sequenco ol events & licensees response re 
871 112 loss ol offsite power. Team expected onsite 871 116-20. 

WIGGINS.J. Region I. Ole ol the Director. 87/11/13. ip. 43397:092-43387.092. 

6711190204 Conllrmaiory Action LU 87-16 re 871112 loss of ofislie power al plani 
dunng adverse weather conditions Augmented Insp team will be sent (0 site on 
87111610 eva'uale potential vufnorabilily ol plant to loss of power events. 

KANE,W.F. Region 1. Olo ol the Director. 87/11/13. BiflO.R.G. Boston Edison Ca 
?pp. 43400.110-43400:111. 

8711200244 LEfl 87.007-00.on B71018,euiomatio aclual'on ol reaclor protection sy$ 
occurrad.Caused by technician arror.Mode switches lor both APRMs lir.medial^ re- 
turned to "oparate posiwn i lurther APRM leal suspentfed.W/871 1 13 Itr. 

HAMILTON. P.J., BIFID.fl-G. Boston Edison Co. 87/ll/l3. 4pp. 43417:037-43417.040. 

8711230109 lER 87-008-OO.en 8710 15, unplanned Melhn ol RHR sys occuiied <tw to 
disconnected energized power supply lead lo relay l6A-K26.Cau9od by personnel 
error.Efectrlcat Isolation lagoul revlsed.W/871 1 16 Ur. 

ELLIS.D.W., BIRD.R.G. Boston Edison Co. 87/11/15. 4po. 43417:296-43417:301. 


8711300163 LER 87-0l0-00:on B70702.automatic actuation ol reactor protection ays 
(RPS) occurred due to erratic operation & spurious trip ol APRM. Possibly caused by 
dfslurbanca ol APRM cabling & connectors RPS scram signal resoi W/871120 Ur. 
HAMILTON, P.J.. BinO.RG. Boston Ed son Co. 87/11/20. 4pp. 43471:063-4347!:066. 

8711300133 LER 87-009 OO.on 87l023,Fei‘uro & Malluncuon Ropt 87-800 written to 
documem orig-nal design/const deficiency Idenliflod during review ol conduit layout 
drawlng£-343. Caused oy deficioncy In original plant design.W/87l 121 Ur. 
HAMILT<»I,P.J., BIRD.R.G. Boston Edison Co. 87/11/21. 6pp. 43467:325-43467:329. 
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F. Soearity, medhal, emergency 6 Hre protection plant 

87I1030S50 Providos Info to support finding that special circumstances exisi.per rev to 
lO^RSO. 12, concerning 640727 requosi lor exemption from requirements ol 
l0CFR50,App R. Implementation ol listed mods would be extensive undertaking. 
LEOLONO.P.C. Commonwealth Edison Co. 87/10/30. DocumonI Control Branch 
(Oocumem Control Desk). Spp. 43255:347-43255:349. 

6711240266 Station Procedure Change Request AB7-579 to Emergency Plan Implo- 
menung Procedure EPIP 320-1, '‘Activation ol Gonoraling Station Emergency Plan 
SlaUor) G(oi4) ” 

niECK.I. Commonwoallh Ed son Co. 07/11/04. 8pp. 43442 168-43442:166. 

8711170243 Notifies that comblnod response to requests tor addi Into re ulll 881126 
socunty cyan amends In response to changes In fOCPR73.55 & 10CFR73.70 will be 
sent by 871211, per B7I027 telcon agreement 

ALLEN.C.M. Commonwealth Ed>3on Co. 87/11/09. Document Control Branch (Docu- 
ment Conuol Desk). Ip. 43303 357-43383:367. 


P. Operating license siege documents & correspondence 

8711049306 Advisos that alloged valves purchased from specillc vendor noted In CE 
Noroiius 870728 Itr havo not been used in past nor will oe used In future. Purchase 
Order 310762 cance’ed & OA dept will evaluaio future orders. 

LEBLONO.P.C Commonweellh Edison Co. 87/10/22. DAVIS.A.B. Region 3. Ole ol 
ineOvetlor ip 43291:041.43291:041. 

8711039206 Noiiiicsiion Ol cancellation ol 871105 mealing w/uUI in Beihesda.MD lo 
discusa tesciriding ol 800229 confirmatory order. 

NORRIS.JA. Proract Dirscioiste 111-2 07/10/26. MULLER, D.R. Project OIrecIorale III- 
2.2pp. 43284:12^3264:12$ 

8711029390 Suppiemoniai eppncation lor amends lo Licenses OPR-39 & OPR'46,reviB' 
■ng Tech Smcs to odond snubber insp penod. 

LEBLONO.PC. Commonwealth Edison Co. 87/10/27. Oocumonl Control Branch 
(Oocurnem Conitol Desk) ipp 4323$:170'43238:181. 

-0711020400 Proposed Toeh Spocs.oxionding snubber Insp period. 

* Cornmonweairn Edison Co. §7/i0/27. ip 4323$18l>43236:iei. 

8711199431 Generic Lir 8715 to all ho'ders ot CPe for nuclear power plants ro policy 
sialomenicn doleiroil planis.Svc iisi enci. , 

MIRAOUA.P j. Assodste O’lectpr lor PipJecis (Post 87041 1). 87/11/04. Cpnsolfdaied 
Edison Co. ol New York, Inc. 46pp 43401001-43402.046. 

6711240142 Forwards listed documents in response to 670331 request lor addl Info ro 
NURGG9737.iiem 110.1. ’'Parformanca Testing ol Relief & Safety Valves.” Docu- 
menie inckide. "AE Projoci Plan lor Evaiustion of...” & “Evaluation of Pressurizer,..." 
lEBLONO.P.C. Commonwoallh Edison Co 87/11/19. Document Control Branch 
(Oocumonl Control Desk) 2pp. 43429 093 43429:246. 

-9711240147 “AE Projoct Plan lor Eva'uallon ot Prassurizer Safety & Relief Valve Ola- 
charge Piping Subsystem ' 

WAftON.JM, GAZICA.M.K. O'Donnell & Associates. Inc. 86/06/28. 23pp- 
43429 095-43420.117. 

-87II24018I "Evaluailon of Prosaurizor Salety & Relief Valve Discharge Piping Subsys- 
tem Zion Station Unil I & 2 Phase I • Elastic Analysis." 

flUCO.R j,, JONES, G.Z . GAZICA.M.N. O'Donnolf S Associalea, Inc. 86/02/26. 76pp. 
43420:118-43429:104. 

-8711240173 "Evaluation ol Zion Units 1 & 2 Piessurizer SaleN & Relief Valve Ols- 
chsrqe Piping Subsysinm for Slug Flow Condition Event Per NUREG-0737," 
RACO.RJ, ARMsTRONG.B A. O'Donnall 8> Associates, Inc. 87/03/31. 63pp. 
4342ai8S- 43429:246 

6711240126 Requests that 871021 response to NRC 670/23 questionnaire re erosion/ 
conosion experience in plant loodwater linos bo corrected as indicated. 
lEBLONO.P.C. Commonwealth Edison Co. 67/11/20. OocumenI Control Branch 
(Oocumani Control Desk), ip. 43431:124-43431:124. 


O. Inspection reports, iE Bulletins 8 correspondence 

6012170462 IE Bulletin 80-25, “Operating Problems W/Target Rock Safety- Reliel 
Valves at 8WRs." 

* Ole of Inspection & EnlorcemenI, Director (820201-870413). 80/12/19. Consolidat- 
ed Edison Co. of New York. Inc. Spp. 43226:201-43226:206. 

6305119473 IE Inlo Notice 83-39, "Failure of Salely/Rellel Valves to Open al BWRs - 
fnierlm Rept " 

JORDAN, t.L. DIv Ol Emergency Propatedness & Engineering Responae.lE(6S02l2- 
670419). 83/06/17. Consolidated Edison Co. of New York, Inc. 2pp. 43226:206- 
432W297 

871108010$ Responds lo 870917 Ur ro violation noted in Insp Ropt 60-295/87-17 & 50- 
304/87-l9.Catrectlve aclicnstaialemeni wHi be added to Safeguards Actuation Per- 
formance Test PT-10 Instructing Immediate review ol any valve failure. 
BUrTERFIELD.L. CommonweaTih Edison Co. 07/10/16. DAVIS.A.B. Region 3, Ole of 
tf» Oireclor. 4pp. 43303:228-43303:231. 
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S711030476 Forwards lr>sp Ropts 5O-295/07-21 & 60 304/67-23 on 870816-28 No vio- 
lations noted. 

FORNEY.W.L Region 3, Ofc of the Diroclor. 07/10/26. REED.C. Commonwealth 
Ed.90n Co. 2pp. 43234:108-43234:116. 

-6711020469 Insp RoptS 60-295/07-21 & 50-304/67-22 on 6708ie-20.No violations or 
deviations noted. Malor aieos Inspected: allegation ro work assignments. 

HINDS.J.M. Region 3, Ole ol tho Diroclor. 67/10/26. 7pp. 43234:1 1{>-43234;1»8. 

8711020390 Supplemental applicalion for amends to Licenses OPR-39 & DPn'46.revis- 
ing Tech Specs lo extend snubber Insp period. 

LEBLONO.PC CQrnrnonwoallh Edison Co 87/10/27. Document Control Branch 
(Document Control Desk). 2pp. 43236:179-43236:181. 

—8711020400 Propossd Tech Specs, extending snubbor Insp period 
• Commonwealth Edison Co. 87/10/P7. ip. 43236:181-43238:161. 

6710230213 NRC Into Noilco 87-0S5. ''Portable Mo;ature/Denalty Gauges Roconi Incl- 
denis of Portable Gauges Oeing Stolen or Lost." Sve list end. 

CUNNINGHAM.RE. Division ol Industrial & Medical Nuclear Saloty (Post 870729). 
87/10/29. ConsDiidalod Edison Co. ol Now YorVi, Inc. 89pp. 43324:139-43324:227. 

8711020922 Forwards Safety Insp Repts 50-295/67-32 a 50-304/67-33 on 670021- 
1026. Ulil will bo noliliod by separate cortospondonce ol NRC decision te onforcemeni 
action. 

NORELIUS.CE- Region 3, OJe ol tho Director 87/10/20. REED.C. Commonwealth 
Edison Co. 2pp. 43234:028-43234:050. 

-8711020338 Insp Repia 50-295/07-32 6 50-304/87-33 on 670921-1026. Vtolalfons 
noted. Major areas inspeclcdRCS pressure isolation chock valves, LERs 6 relalod It- 
consing history a associated licensee practices. 

HINDS.J.M. Region 3. Ole of the Director. 87/10/27. 2lpp. 43234:03O-43234;OS0. 

8711050007 Responds to NRC 871002 Hr re violations noted in Insp Repts 50-265/87- 

05 a 50-304/87-05.Corioclivo aclions misineia’iod rolicf dempere Intfonbf.od a sealed 
a leak light Isolation ol control room HVAC rovlowed.Pea paid. 

DELGEORGE.L.O. Commonwealth Edison Co. 87/10/30. L1E0F.RMAN.J NRC - No 
Qotailod Attil'atlon Given. Opp 43302.001-43302.008. 

6710290234 NRC Info Notice 67-056. "Improper HyrlreuHc Control Dml tnslalelion ai 
8WR Plants " Sve list encl. 

ROSSI, C.E. Olviaon ol Oporatlonal Events Aasessmont (Post 870411). 67/i1/(M. 
Consolldolod Edison CO- ol New York. Inc 1 12pp. 43324 22a-43324.339. 

8711000314 Forwards Saloty Insp Repts S0-295/e7-26 a 50 304/87-30 on 071005- 

06 No violations noted. 

SHAFER, W.O, Region 3, Otc ol tho Director. 87/11/04, REEO.C. CommorvweeWh 
Edison Co. 2pp. 433i3:25l*433t3:28e. 

-8711000380 insp Roots S0-295/e7-2» a 50-304/e7-30 on 87IOOS-09.N9 vtolallons or 
dovlailons noted Major areas inspected chomiatry program.incfuding 
pracodures.orgeni^aiion a (ra'ning a OA/OC proo/am in leb 
HOLT2MAN.Fro.. HOUSE, J.E., SCIIUMACHER.M.C. Region 3. Ofc ot (he Oirecior. 
87/11/04. 14pp. 43313:253 43313:266. 

8711020017 NRC Info Nol'ce 87-057. "Loss of Emergency Boration CapabOiiy Due to 
Nitrogen Qss Intrusion.*' Sve list enci 

ROSsl.CE. Division of Operaiionsi Events Assessment (Post 870411). 87/11/0$. 
Consolidated Edison Co. of Now York, inc t t€pp 43355:003 '-13355.-116. 

8711050040 NRC Compdanco eullatin 87-002. "Faslenor Testing to Oetoimmo Con- 
formanco W/Applicab'e Mall Specs." Sve list onci 

ROSSl.C.E Division of OpersHonat Events Asaosament (Post 0704ii). 67/11/06. 
Consolidated Etiiaon Co- of New York, Inc. t t6pp. 43397;l42-43307:257. 

871 1090140 NRC Inlo NoHce 67-058, "Continuous Communications Fo’lOwirtg Eidorgon- 
cy Notifications " Sve list end. 

ROSSl.C.E Division of Operational Events Assessment (Poet 8/0411). 67/11/1$. 
Consolidated Edison Co ol New York, inc. I I3pp. 43404;l76'434O4-288. 

871 1 120027 NRC Into Notice 87-056, "Potential RHR Pump I oss." Sve tsl encl. 
ROSSl.C.E. Oivls'on of Operational Events Assessment (Post 870411). 67/11/17. 
Consolidated Ediaon Co. of Now York, Inc. 120pp. 43467:001-43467:121. 

8711130008 Su^l 2 to NRC fnlo Nol'ce 86-108. "Degradation of RCS Prossute Bound- 
ary Resulting From Borlo Acid Corrosion." Sve list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411} 87/11/19. 
Consolidated Edison Co- ol New York, Inc. 1 19pp- 43444:195-43444:314. 


R. Periodto operating reports & related correapondence 

8711160149 Monthly oporeiing repi (or Oct 1667.W/e71107 Hr. 

AUSTIN, G.. PLIML.G.J. Commoriweallh Edison Co. 87/10/31. I2pp. 43368:271- 
43368:282. 
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P. Secirrliy, medical, emergency & lire protection plans 

8711030045 Revised emorgency plan implomanling procedures.lndudlng Rov8 to iP-2. 
"Operations Duty Specialist Procedure for NoHHcallon of Unusual Event" & Rov 8 to 
IP-3. "Operations Duty Specialist Procedure for Alert....'' W/871026 Hr. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/10/26. 78pp. 43246:279-43246:PS8. 

8711100402 immediate temporary change 10 Rev 0 lo Emergency Plan tmplemenling 
Procedure EPIP-1, "Emorgency Plan Cfasaificalion Logic." W787I102 Hr. 

QRIDLEY.fl. Tennessee Valley Authority. 87/11/02. 8pp. 43336:060-43338057. 

8711130076 Ack receipt of radiological emorgency plan exercise scensrlo package $ 
scope & objeciives for exercise scheduled lor wk of 671 102.Sconarlo package wili bo 
provided to PDR following compleiJon of exercise. 

2ECHQ G Olo of Special Projects. 87/11/03. WHITE, S.A. Tennessee Valley Author- 
ity. 2pp 43355:iai-43355:182. 


8711160037 Trip ropt ol 871028-29 alia ^4slt to attend presentation on restart testing w/ 
J Walt to discuss dilferences between Sequoyah & Browns Ferry prograrn.Ptogram 
description presented by ulil end. 

STANG,J. Otc ol Special Projects. 87/11/09. ZWOLINSHl.J.A. Ole of Special 
Projocls 12pp 43362;12e-433e2:139. 

8711230425 Forwards Irtsp Reals 50-250/07-35.50-260/67-35 & 50-289/87-26 on 
870921-24. No violations or dovlatlons noted Attonlion Invited to unresolved Hem Iden- 
Vtiod In insp rept. Encl withheld (ref i0CFR2.790(d) & I0CFR73.I2}. 

ZECH.Q.G. Ofc ol Special Prolecis. 87/11/09. W^HITE.S.A. Tennessee Valley Aulhor- 
i^.2pp 43424:234-43424:235. 

8711180134 Revised emergency plan Implemonllng procodures.lnctuding Rev 1 to EPIP- 
8. "Personnel Accountability & Evacuation," Rev 1 lo EPIP-1 1. "Secunty 4 Access 
C^lrol" & Rev 1 to EPlP-13, Radiochemical Lab Procedure." W/e/l 1 10 Itr. 
GRIOL£y.aL. Tennessee Va'Iey Authority. 87/11/10 30pp. 43365:066-43305:097. 

8711240186 Revised central emorgency control clr Implementing procodures,lncludinq 
Rev 9 to IP-2, "OporaHons Duty Specialist Procedure lor NoiHicailon ol Unusual 
Gvani*’ & Rov 9 lo IP-3. "Opernllons Duty... " W/8711 lO Hr. 

AOWNS.T.G.. GRIDLEY.R.L. Torwsssee VaUay Aulhotity. 87/11/10. 25pp- 43430.297- 
43439:321. 

6711230187 Advises that Rov 34 to radiological security plan consistent w/provisions of 
tOCFR60.47 (b) 4 App E to 10CPRSQ 

ZECH.Q.6. Oto ol Special rrojecls. 87/1 1/19. WHITE.S A. Tennessee Valley Author- 
tty. 2pp. 43421:125-43421:127. 

8711300162 Forwards response to JA Zwolinski 671008 Hr requesting addi Inlo on m-s- 
cefierteous amends/soarch roquiremonls ro 661126 physical secuhty/contingoncy 
pleaEncI withhold (rel 10CFR73.2I]. 

OniOLEY.R.L. Tennessee Valley Authority. 87/11/23 Document Control Branch 
(Document Control Desk). 2pp. 43469 292-43466 293 

871139017$ Forwards supplementary pages lo Rov 6 lo plant physical securliy/contlt)- 
^e^ ^tan.per 671029 tetcon between Region II & TVA.Pagos withhold (rof 

GRlOLEY^.L Tennessee Valley Aulhortty. 6'//1l/23. Documoni Control Branch 
(Oocuntoni Control Desk). 2pp. 43471:035-43471:036 


Q. Adjudicatory correapondence 

8711250107 Responds to 670631 Hr re security at national & local level ol (aciiilie9.NRC 
concludod that no aubsianiiai health & safaly Issues ihal would warrant suspension or 
revocation oi any license or permit lor facl'iiies. 

ZECH.I.W. Contm'esloners. 87/10/27. CLINT0N,13. Arkansas, State ot. 5pp. 
43461:356-43482:002. 

-8711260144 Addresses serious problems re erosion ol public confidence in ability of 
NRC lo safeguard pub'ic adeouaisly from dannors ol nucloar power plant accldenis. 
(31INTON.B. Aleske, Slalo of. $7/00/3i. LANDO.L.W. Commfselortors 2pp. 
43462.001-43482.002 


p. Operalin0 license eiage dooumenie 6 correspondence 

8711020274 Forwards.on behsll Ot uiH.roquost lor exemption per 
i0CFRS0.l2(s}(?)(v].Foe paid 

VOIQT.H.H. LeBoeut, Lemb. Leiby 4 MacRee. VOiQT-H.H. Nebiaskn Pub’ic Power 
(Distrid. VOIGT.H.H. Omaha Public Power Olsirici. 87/10/02. Chilk, 8.J. Office ol the 
Secretary of the Commission. 1p. 43232:306-40232:3 14. 

-0711020263 Request lor oxompHon from roauVomonts ol 10CFR50.64.Util will noi bo 
ebfe to comply w/roqulremenls by elloci/vo dalo or within 60 days Ihetoallor. 
VC^r.iiH. LeBoeul. Lamb, Leiby 6 MacRae. VOIQT.H.H. Nebraska Publ'c Power 
Distiici VOIGT, HH Omaha Public Power DIsirfcl. 6//I0/02. Commlssionors. 8pp. 
43232.-307-43232 314. 

0711030337 Appliceiion for amends to Licenses OPn-33,DPR-52 & DPR-6a. consisting 
of Tech Spec Change 235 to add ASME Section XI pump 4 valve program delmitlon 
4 chsnoo appkesbie lesling trequenclos to ret delmition.Fae paid. 

GRlDltY.R. Tonnessoo Valley Auihorlly. 87/10/27. Document Control Branch (Oocu- 
irtoni Control Desk). 2pp. 43250:179-43260:256 

-8711030340 Proposed Tech Spec Change 235,add'ng ASME Section iX oump & valve 
fwogram deflnlilon & changing applicable lesUng froguoncles to rol 
def.n'Aon Justilicalion for propoaeo changes & olhor supporrng Info also end. 

' Tenrtessee Valley Authority. 87/10/27. 76pp. 43260:'(et-4325O 256. 

8711030257 Porwerds lour engineenng subcategory repts addressing employee con- 
cerns special program. Repts completed (Inal review by senior review panel 4 employ- 
ee concern task group mgt. 

RUSSELL.J.R. lennessee Valley AUlhorlty. 87/10/28. Document Control Branch 
(Document Ckxiliol Desk). 5pp. 43247:011-43247:262. 

-8711030273 Rev 3 to TVA Enployee Concerns Special Program Subcategory Rept lor 
Enmrieertng 20800, "As-Bullt RaconcIHalion." 

TBANEJT., RUSSELLJ.R.. MCNUTT.G.R. Tenriessee Valley Authority, 87/10/26. 
64pp 43247:016-43247:069. 

-871 1030283 Rev 3 lo TVA Employee Concerns Special Program Subcategory Rept lor 
Engineering, "Support Design General '* 

PJ^A, PETERS.A.. RUSSELL.J.R. Tennessee Valley Aulhorily. 87/10/26. 64pp. 
43247.070-43247:152. 

-8711030289 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept (or 
EnomeetlnQ 24200, "Elecirical Sepstailon." 

RLfeSELLpJ.R., MCNUTT.G.R. Tennessee Valley Aulhorily. 87/10/26. 62pp. 

43247;153-43247:205. 

-8711030293 Rev 2 lo TVA Employee Concerns Special Program Subcelagory Rept (or 
Engineering 25000, "CIvll/Struotural Design (21500) 4 Pipe Wh'p Restraint Design 
(22700) ' 

flUS^LL.J.R., MCNUTT.G.R. Tennessee Valley Authority. 07/10/26. 77pp, 

43247:206-43247:262. 
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8711100431 Genonc Ltr 07-15 to dll holdots of CPs lor nuclear power plants re policy 
alatoment on deferred planis.Svc list end. 

MIRAGLIA,P J. Assodeie Director for Projects (Post 870411). 67/11/04. Consolidaied 
Edisort Co of New York, Inc. 46pp. 43402 001-43402 046. 

0711240186 Forwards TVA Employee Cencerns Special Program Repis 241.3(B), 
"Cable TeiiWnalton & Spuing" & 22400. "Raceway Support Oeal^." 

RUSSELL.JR. Tennessee Va'Ioy Autnotlty. 87/tl/OS. Oocurnenl Conliol Branch 
(Document Control Desk) 2pp. 43444:140-43444:194. 

-8711240213 Rev 1 to TVA Employee Concerns Special Program Sequoyah Elomeni 
RepI 241.3(B), "Cable Termination 6 Spl.cing,No Megger Test on Low Voltage 
Cabtss." 

' Tennessee Valley Authority. 241.3(B) ROt . 67/10/26. Opp. 43444 143-43444 160. 

-871 1240235 Rev 2 to TVA Employee Concerns Special Program Subcatogory for Eng)- 
neenno RepI 22400. "Raceway Support Design " 

MCNUTT.G. Tennessee Valley Aultiority. 22400 R02. 67/10/29. 3Spp 43444:161- 
43444:194 

8711200048 Tip rept of 671026 30 visit lo plant site. 

GEARS.Q. Ofc of Special Prelects 67/ll/to. ZWOLINSKI.JA Ofc Special 
Prelects. 4pp. 43408 032-43408:035 

8711240163 Forwards listing ot engineenng subcelogory repis addressing concerns for 
empl^ee concerns special program 6 rive engineering subceiegory tepis.rndudlng 
TVA bmployee Concerns SpeclalProgram Ropi 20800 re human laciors 
RUSSELL, j.R. Tennessee VaTey Authority. 67/li/|7. Document Control Branch 
(Oocirmeni Coniiol Desk). Spp. 43443 027-43444:033. 

-8711240159 Rev 3 to TVA Employee Ccncarns Special Program Subcategory Ropi tor 
Engineering 20600, "Human Factors " 

' Tennessee Val'oy Authority 20800 R03 87/1 1/10 9Spp. 43443032 43443125 

-8711240169 Rev 3 lo TVA Enm^oyee Concerns Special Program Subcategory Rept lot 
Eng neering 2 1000, "Env ton OuaMlcaiion." 

’ lonnosseeVa'IeyAuthority. 21000 R03. 07/11/10 4epp 43443.126-43443:174. 

-8711240176 Rev 2 to TVA Employee Concerns Special Program Subcaiegory Rapt lor 
Engineenng 21S00, "ElecUical Testing & Planning." 

JOyCE.J.v7. Tennessee Ve'ley Autboricy. 21300 R02 07/11/10 OSpp 43443.175 
43443:243 

-8711840186 Rev 3 lo TVA Employee Concerns Special Program Subceiegory Ropi for 
Engineering 22800, "Solemic Interaciion Oosign." 

JOKE.J.W. Tennessee valley Authonry. 22600 n03. 87/11/10. 8ipp. 43443:244- 
43443,lJ24. 

-8711840184 Rev 3 to TVA Employee Concerns Special Program Subcatogory Repi for 
Engineering 23000. "HVAC Design ." 

JOyCE.JVV. Tennessee Vailoy Auihoriry. 23006 R03. 87/ii/i0. 70pp. 43443325- 
43444:033. 

6711240197 Forwards addi Info ro NUnEQ-0737,Uom IIE4.I. "Oed-caied Kydrogon 
Penetrations," per 970S14 le'con.Vent ponlon of containment atmosphere di'uUon sys 
redundant & can w-.thsiand single leliure duo to auornate power supply. 

QRiOLEY.R. Tonnossee Valley AutbonlY. 67/11/20. Oocumoni Control Srench (Docu- 
ment Control Desk). Spp. 4343t’396-4343l:S60. 


Q. Inspection reporta, IE Bulletine i correapondence 

6012170482 IE Bulletin 80-25, "Operating Problems W/Tergot Rock Safety- Rekof 
Valves at BWRs." 

* Ofc ot Inspection & Enforcement, Oireclor (820201-870413). 80/12/10 Consol'dat- 
od Edison Co. of New York, Inc. Spp. 43226 201-43226 205 

830S1 10473 IE Info Nollco 83-39, ' Failure of Safety/Rellel Valvos to Opei> at OWAs • 
Interim fl^l." 

JORDAN,E L Oiv of Emorgency Preparedness S Engineering nesponse.(E(6502i2- 
670413). 83/06/(7. Cons^idsled Edison Co. of New York. Inc 2pp. 43226206- 
43226:207. 

6711040189 Forwards revised lnso^^^ce Insp program (Survel'lanco Instruction SI 
4.6.0).refleci!nQ proerem onhencemonia & revised reliei requests ISI-4,ISI-5 & ISl- 
8.per CE Murphy 600414 request. 

GRIDLEY.R. Tennessee Valley Authority. 67/00/04. Document Control Oranch (Docu- 
ment Control (3esk>. 2pp. 43284.075-43285:297. 

-8711949230 Rev 0 to SurvsI'lance Instruction SI 4.0 G, "Insetvlce Insp Pro«am." 

* Tennessee Valley Authority. 66/12/23 581pp. 43284:077-43285:297. 

6711020066 Confirms 871021 telcon re mgt meeting lo be conducted on 671029 lo dis- 
cuss probloms experienced w/radwasle & radwaslo irensportalron Proposed meeting 
agenda enci 

ZtCH.Q.G. Ole or Special Projects. 87/10/23. WHITE, S A. Tennessee Valley Aulhor- 
ily. 3pp. 43226:260-43226:262. 

6711020292 Ra^onds lo NRC 870824 ltr re coricerns noted In Insp Ropts S0-259/B7- 
22,59-260/87-22 & 50-29e/67'22.Coirec1ive actions: mod process elrengthened lo 
stress complianco ahead o1 production schedule & employee concern program estab- 
lished. 

GRIDLEY.R. Tennessee Valley Aulhodty. 67/10/28. Document Contra] Branch ((X>cu- 
menlConVol Desk). 7pp. 43236:111-43236:117. 

6710230213 NRC Info Notice 87-055, "Portable Moisture/Density Gauges: Recent Inci- 
dents ol Portable Gaimes Being Stolen or Losl." Svo list end. 

CUNNINGHAM.R.E division of Industrial & Medical Nuclear Safety (Post 67972B). 
87/10/29. Consolidated Ed-son Co ol New York, Inc. 69pp. 43324:139-43324:227. 

6711060156 Responds lo NRC 870527 request (or eddi Info re planned upgrade to 
meat alarm assessment capabilities reqoTed by 10CFR73 5S(h) Actual InslaTlatiofl & 
const activities lemetively expected to be completed and of FY9i. 

GRIDLEY.R. Tennessee Valley Authority 67/10/30 Oocurnenl Control Branch (Ooeu- 
ment Control Desk). 2pp. 43308:322-43308 323. 


8711130050 Forwards Insp Repis 50-269/87-32, 60-260/87-32 & 50-296/67-32 on 
870914-16. No violations or devtstlons noted. 

2ECH.G.G. Ofc of Special Projects. 87/10/30. WHITE.S.A. Tennessee Valley Author- 
ity. 2pp 43354:164-43354:198 

-8711130058 Insp Repis 50-256/87-32.50-260/67-32 & 60-296/87-32 on 670914- 
t6.No viotat'ions or devleilons noted Malor areee inspected previous enlorcemertl 
mallets, m^crobiolog’cally Induced corrosion Investigation & Inservico testing program. 
GinAflO,e.H.. BLAKE, /j. Region 2. Ofc of the Director. 87/10/14. I3pp. 43354:18e- 
43354:198. 

8711130084 Ack receipt ol 871006 ltr Inform'ng NRC ol steps taken to correct violations 
noted in leap Ropls SO'260/67-27. 50-260/87-27 8 60-296/87-27. Tech Spec change 
commilmerrl considered ss pari of long-term corrective action program. 

2ECH,GG. Ofc ol Special Projects. 67/11/02. WHITE, S.A. Tennessee Valley Author- 
ity Ip 433SS;ie0-43355:160. 

8710290234 NRC Info Notice 67-066, "Impropor Hydraulic Control Lfnil ln<)lallellon at 
8WR Planis." Sve list and. 

ROSSI, CE Division ol Operational Events Assessment (Post 670411). 87/11/04. 
ConsoBdafad Edison Co. Of New York, Inc. t12pp. 43324:228-43324:339. 

871I02QQ17 NRC Info Notice 87-057, "Loss of EmergerwTr Botallon Capebilliy Due lo 
Nitrogen Gas Intrusion." Sve l.sl encl. 

ROSSi.CE. Division of Oparsllonal Events Assessment [Post 870411). 87/11/06. 
Consotldaled Edison Co. of New York, Inc. ftSpp. 43355:003-43355:119. 

6711060040 NRC Compliance Bulletin 67-003, "Fastener Testing lo Ootormine Con- 
lermance W/Applcable Mali Specs." Sve list end. 

nOSSi.C.E. DMsion ol Operational Events Assessment (Post 87041)}. 67/11/06 
Censolldaled Edison Co. of New York, Inc. tf6pp. 43397:142-43397:267. 

67I133042S Forwards Insp Repts 50-259/87.35,50-260/87-35 & 50'2eo/87-35 on 
870921-24 No violations or deviations nolsd.Attenllon Invilad to unresolved Horn Idon- 
bfied In tnsp rapt Encl withheld (rsl tOCFR2.790(d & 10CFR73.12]. 

2ECH.G.Q Ofc Ol Special Projects. 87/11/09. WHlTE,S.A. Tennessee Valioy Author- 
ity. ^ 43424 234 43424:236. 

6711090140 NRC iMo NoUca 87-068, "Cortlinuous Communlcatlona Followir\g Emergorv 
cy Neufications " Sve list encl. 

hO^LCE OMsion ol Operational Events Assessment (Post 870411). 87/1 1/16. 
ConsoBdaiod Ed-son Co. of New York. inc. iiSpp. 43404:176-43404:268. 

6711120027 NRC Info Notice 87-059, "Poientiei RHR Pump Less," Sve list end. 
ROSSI.C.E. Division of Operational Evanis Asseismont (Post 870411), 67/11/17. 
Conserfidated Edison Co. ol New York, Inc. 120pp. 43487:001-43467:121. 

8711240068 Responds to NRC 670929 Hr re devieiipns noted in Insp Repis 6O-269/07- 
30.50-280/67-30 & 50-296/87'30.Corroctlvd actions: FSAR update procedures revised 
&perlodic exems ol populsiion 6 land use will not be deleted from FSAR. 

GRIDLEY.R. Tennessee Valley Authority. 67/1 1/17. Document Control Branch (Docu- 
mem Control Oosk). 6pp. 43431.094-43431:099. 

6711130008 Svppi 2 to NRC Info Notice 60-108. "Oegradatlon of RCS Pressure Bound- 
ary Reiuiiing From Boric Acid Cottoaion." Svo Hat encl. 

RoS^.CE. Division of OpoisHonai Events Asssssmenl (Post 870411). 87/11/19. 
Consondetod Edison Co. of New York, ine. 110pp. 43444: t95-43444:3i4. 

8711300046 Forwards Insp Repts 60-26e/67-33.60-260/B7-33 & 50-296/B7-33 on 
070901-30 & notice of vtolstlon. 

2ECH.O.O. Ofc of Special Projects 87/11/10. WHITE.S.A. Tennessee Valley Author- 
ity. 3pp. 43473 016-43473.048. 

-8711300054 Notice ol violation from In^ on 67090 1-30. Violation noted: licensee failed 
lo establish moasuies lo assure NUREG-0737 requirements re conialnment high- 
range radiation monilorlng sys correctly translated Into specs & procedures. 

ZE^.G.G. Olo of Special Profecls. 67/11/19. Spp. 43473.018-43473:021. 

-87(1300062 Insp Repis 60-269/B7-33.50-260/87-33 & 50-296/87-33 on 870901- 
OO.Vfoiations noted. Major areas lnspected:operallonal safety.mslnl 

ebservsUon.surveliience testing observation, ROs,reslart test program & Info notice 
review. 

PAULK.G.I.. PATTERSON.C.A, BROOKS.C.A. Region 2. Ole ol the Oireclor. 87/11/ 
18. 2Spp 43473;022-43473;048. 

871 1300091 Submits Status update & revised completion schedule for corrective actions 
kfemiliod In ubl response to violation from Insp Repts 50-2S9/67-14,50'260/B7-14 & 
50-296/87-14. Ust of commitments encl. 

GRIDLEY.R. Tennessee Vailoy Authority. 87/11/23. Document Control Branch (Oocu- 
ir>OTi CkmtfOl Desk). 3pp. 43467:103-43487:105. 


n. Perlodle operating reports & related correspondence 

871(020365 Discharge monilorlng rept for Sept 1987. 

BROOKS>1 H. Tennessee Valley Authority. 87/09/30. 13pp. 43236:260-43236:272. 

8711030408 Submits weekly schedule of TVA actlvIUes for wks of 871102 & OO.Schod- 
i4e w8l be updated & Issued each Frlday.Slaff input should be received before noon 
Ofl Thursday. 

KELLYJ.L. Olo of Special Projecis. B7/t0/30. ZWOLINSKI.d.A. Ole ol Special 
Projects 4pp. 43258.240-43268:251. 

8711240262 Monthly operaling repts (or Oct 1987.W/871124 Hr. 

CRAWFORD.J.D , WALKER, J. Tennessee Valley Authority. 67/10/31. 14pp. 
43442:195 43442 227. 

8711200085 Submits weekly schedule of TVA acllvHies lor wks of 871 118 & 23. 
KELLY.J.L. Ofo of Special Profects. 87/11/13. ZECH.Q.Q. Ofc of Special Projects. 
4|«. 43408:073-43406:076. 

871 1240270 Fonvarde weekly schedule of TVA activities (or wks of 67 1 1 23 & 30 
KELI.Y.J.L Oto ol Special Prints. 67/11/20. ZECH.Q.Q. Ole ol Special PiolecVs. 
4)9. 43446:096-43446:099. 
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S. Reportable occurrencea, LERa & related correspondence 

6711170298 LER 87'OO‘l-OO.on 871013, diesel generator 3EB inadvertenily stalled 
during proveniativo malrtt.Caused by governors being out ol adjualmont due to per- 
sonnel enor.Tralning will be gwon to electrical lechnlcians.W/87 1112 lii. 

JONES.S8 . WALI^R.J Q. Tenrtessoe Vslley Aulhorily. 67/11/10. 3pp. 43384080- 
43304;O82. 

8711200365 LEn 87-005-00:00 671019, unplanned 30 diesel generator start occuriod 
due to liMUatlon ot ESF Caused by laHute ot two ot ttvoe degraded voltage letays 
monitoring shutdown board. Relays replaced & logic iested.W/B7t1l8 lit. 

WILLARD, S.C.. WALKER.J.O. Tennessee Valley Authority. 87/11/17. 3pp. 43410:250- 
43410:262. 


DOCKET 60-297 NORTH CAROLINA STATE UNIV. PUL8TAR REACTOR 


-8711230441 Insp Ropt 60-298/87-26 on 671011-31. No violations or deviations 
fiolad. Major areas inspeclod:monlhly survel'lance & maint obsorvalions,operaiional 
safety verTflcatlon, raddlogical protection & security. 

PLETTNEae A,. BENNETT.W.O., MADSEN,Q L Region 4. Ole of the Oiroclor. 07/ 
11/09. 6pp 43423.061-43423 056 

8711240281 Rev tO to Ernergency Plan Implonneniing Procedure 5.7.21, "Emergency 
Eaulpment Invsnlorv." W/87t 1 16 Itr. 

hAin.S. Nebraska Public Power Oistricl. 67/11/18. 28pp. 43442:082-43442:109. 


H. Oanaral corraspotsdenoe 

8711030218 Informs lhat elleclive e7l025.JL Pellet will assume pos4, on & duties ol R 
Cooley as section oblef ol Operator Licensing Section In Div of Reactor Saloty. 
CALLAN.LJ. Region 4, Ole ol the Director. 87/10/26 TREVORS,GA. Nebraska 
Public Power Disirtcl. 2pp. 43255'3S0-43266'351. 


O. Inspection reports, IE Bulletins & correspondence 

8711160231 Responds to NRC 871009 Itr re violation noted In Insp Reipt 60-297/87- 
OS.CorroctIvo actionsiProcoduro HP-40-1 reviewed & modified to Inchrae case ot un- 
loading samples when reactor shutdown. 

TURINSKY.P.J. North Carolina Slate Univ., Raleigh, NC. 87/11/06. COLLINS,OM 
Roglon 2, Ofc ol Iho Oiroctar. 4pp. 43366:146-43365:149. 

8711230172 Ack rocolpt of 871106 Hr Informing NRC of steps taken to correct violaiions 
noted in Insp Repl 50-267/67-03. 

COLLINS,O.M. FToQlon 2. Olc Ol the Director. 87/11/17. TURINSKY.P J. North Carofl- 
na State Univ., Rerelgh, NC. ip. 43424:076-43424:076. 


P. Operating license stage documenla & correspondence 

8711020274 Forwarrls.on behalf ol uliLrequest for exomptlon per 
IOCFRSO.i2(a](2)(v).Fee paid- 

VOIOr.H.H. LeBoeuI, Lamb, Leiby & MacRae. VOIGT.H.H. Nebraska Pubic Power 
Oisiricl VOlQT.H,H. Omaha Publ.c Power District. 87/10/02. CHILK.SJ. Office ol the 
SeCTolaty ol the Comrn'ssion Ip. 43232 306-43232:314. 

8711020344 Appl-ceilon lor amend to License DPR-4e,changlnfl insp Interval lor diesel 

K anerators lo conform w/mlg racommendaliona Evaluaiion of change end Fee paid. 

UNCL.L G. NebiBska Public Power District. 87/fO/20. OocuinonT Control Branch 
fOocument Control Desk). 6pp. 43237:026-43237:031. 


DOCKET 60-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency 8 lira protection plana 


8711020481 Roquaals mooHng w/NRC Region IV security stall lo discuss fadkly socurl- 
ly upgrade project on 87 It 13. Listing of attendees representing uhl 8l proposed 
ageneft for moeling anci Confirmation requesiod 

TREVORS, G A. Nebraska Public Power Oistrici. 87/10/23. YANOELU- RegWr* 4. Olc 
of the Director. 2pp. 43S36:132-4323S;163. 

8711100017 Forwards advance noi'Hcation of apcni nuclear fuel ahipmenis.W/o end. 
PlLANT,j.M. Nebraska PubHo Power Olsitlcc. 67/10/23. HiLLMAN.c.R. Olfico Of Nu- 
clear Maiorlal Safely & Saleguarda.Oireotor. ip. 43339:330-43339.-330 

8711030351 Ack raceipl of 870428 Itr informing NRC of steps taken lo correct vioieb'ons 
noiod In Insp Rept 60-296/87.ot Addi irtio ro psychological testing for supervieors re- 
guosted as discussad w/M Hamm during 871022 lolcon. 

CALLAN.LJ. Region 4, Ofc ol tho Director. 67/10/29. TREVORS.OA. Nebraska 
Publlo Power Olsirict. 3pp. 43253:357-43256:359. 

8711110015 Rev 10 to Emergency Plan Implomonting Procedure 5.7.10. "Personrtel As- 
sembly & Accouniabliiiy." W/07ti02 Itr. 

TREVORS.Q.A. Nebraska Public Power District. 87/11/02. tfpp. 4334S;262- 
43348-262. 

8711250221 Forwards response 10 NRC 870909 comments on miscellaneous amonds/ 
search requlromonls. Proposed revs lo pages of security plan changed lo rofioct NRC 
comments also end. Ends wlihherd (rol 10CFR73.20 

TREVORS.Q.A. Nebraska Public Power District. 87/11/03. Document Control Branch 
(Document Control Desk). Ip. 43460:28l-434e0:26t. 

8711090166 Forwards Insp Rapt 60-20a/87-25 on a7tO06-08.NQ violatfons or devi- 
ations noted. 

CALLAN.LJ Region 4. Olo ol the Director. 87/11/04. TREVORS.OA. Nebraska 
Public Power District. 2pp. 43313:180-43313:188. 

-8711090160 Insp RepC S0-26B/87-26 on 871005-0e.No violations or dovteiions 
noted. Major aroas Inspocled llcensee Implemenialion of emergency response plan 6 
procedures during annual exercIse.SIx deficiencies Identified. 

TERG.N.M., FISHER.W.L. Retfon 4, Q(c Ol the Director. 87/10/29. 7pp. 43313:162- 
43313:168. 


8711090166 Notification of 6711 13 meeting w/utll in Arllngidn.TX to discuss pfani secu- 
rity program updates. 

CALLAN.L J. Region 4. Ofc of the Director. 87/11/04. Region 4. Olc ol the Oireclor. 
ip. 43313:194-43313:194. 


8711090358 Confirms attarxgo(x^e(rls for 671113 meetirvg at Region (V olcto discuas utu 
security upgrade project, per 871026 request. 

CALLAN.LJ. Region 4. Ofc ol the Director. 87/11/04. TREVORS.Q.A. Nebraska 
Public Power District. 2pp. 43321:183-43321:188. 


8711100334 Forwards FEMA 671016 memo lo State ol MO addreasing FEMA findings 
from 871007 join! exercise of plant.Flve deficiencies Identified lor aisle emergency 
mgt agency & Atchison County.FEMA requested remedial drill be conduded. 
CALLAN,L.J. RegKm 4. Olc of the Director. 87/11/06. TREvaR8/3A. Nebcaske 
Public Power Olsiricl. 6pp. 43335:301-43335:306. 

8711090347 Forwards Insp Repl 50-29a/87-24 on 870901’t0l0.No violations or devl- 
etlons noted. 

CALLAN.L.J. Region 4, Ofc of the Director. 67/11/06 TREVORS.Q.A. Nebraske 
Public Power District. 2pp. 43322:066-43322:079. 

-8711090351 Insp Repl 50-299/67-24 on e7090t-10l0.No violatione or deviations 
noted Major areas ln8pected:aciion8 on previous insp findings.lE bulleilns,IE Into 
nolices.ailegalion8,ESF watkdown,8ecullty, spent fuel shipments & operational sale^. 
PLETTNERIe a . MULLIKIN.R.P., CONWAY.J.T. Region 4, Ofo of the Director. 87/1 1/ 
02. 12pp. 43322.0e8-43322;O79. 


-8711020346 Proposed Tech Spec Pago t94,cnang'ng insp interval for diosel genera- 
tors lo conlorm wimig recommendations. 

* Nebraska Publlo Power Dlstncl. 67/10/20. Ip. 43237:031-43237:031. 

8711030024 Applicaiiort for ar-nend la License DPR-46,con8fstlng ol Proposed Change 
48,tepiadng U-235 loading limit for spent fuel storage pool w/lnlmito mu'Hp'icai’on 
lacior fcmit. Foo paid. 

KUNCL.L.O. Nobraska Public Power Oislild. 67/10/20. Document Control Branch 
(Oocumoni Conitol Desk), dpp. 43252:060-43252 069. 

-8711030026 Proposed Tech Specs rsplacing u-235 loading limit for spent fuel storage 
pod w/lntmlie muitipllcallon factor limll & clarifying multiprieatlon lacior l-mlt lor new 
luel storage vault. DJ Bragor 870713 Itr end. 

* Nebraska Publlo Power Dlsirtcl. 07/ 1 0/20. Iipp. 43262 059-43262:069. 

8711030058 Forwards Amend 112 to Deenss DPR'4G & ssleiy sveluaiton. Amend 
chari^s Tech Specs ip rolled rocont mods to drywoii pressure 8 temp monlioring 
insirumenls. 

LONG.W.O. PiOisci DIrecicraio IV. 87/10/27. TREVORS.Q.A. Nebraska Public Powvr 
Dtsbici. 3pp. 43264:206-43284:296. 

-87II0300e3 Amend 112 lo license DPR'48.changing Tech Specs to rafioei recent 
mods to drywell pressure & temp monitoring inairumenis. 

CALVO.J A. project Dlroctoraie fv. e7/10/S. epp 43264:280 43264:294. 

-8711030084 Safety ovaiuaiion si^porirng Amend 112 to license OPri-46. 

* Olfioe ot Nuclear Reeclor Pagulalion, Oiroclor (Post 870411). 87/10/27. 2pp. 
43284 295-43284:298. 


8711090298 ApplICBtron ior amorid to License DPR-46, changing Tech Specs lo revise 
presaure-iemp limits tor heelup 6 cooldown, normal oparailon & pressure testing Fee 
pdtf. 

kUNCL.lO Nebraska Public Power District. 87/10/26. Oocumeni Control Brandt 
(Document (Donitol Desk). I2pp 43322.D90-43322.109. 

-8711090312 Proposed Tech Spocs.revlslng pressura-leinp limits for heatup 6 
cooldown. normal operaHort & pressure lesling. 

* Nebraske Public Power DIstricl. 87/10/26. gpp. 43322:102-43322:109. 


8711100431 Generic Llr 67-16 10 all borders ol CPs lor nuclear power plants ro policy 
alalemont on deferred plants.Svc Hal end. 

MIRAGLIA F.J. Associate Director lor Projocls (Post 670411). 67/11/04. Consoildatod 
Edison Co. ol New York, Inc 46pp 4340100I-43402:046. 


8711170141 Advises of polenlialiy slgnlficanl tinding noiod In recent OA audit conduct- 
ed by uW at DuBose Stoel.Inc.Finding concerned alteration of cerlillod mall tost 
repts.Revlow Idenilfiod no uses of aieelTn safely-related applications. 

TREVORS, 0. A. Nebraska Public Power District. 67/11/05. Region 4. Olc ol the Direc- 
tor. 4pp. 43384:319-43304:022. 

87I1I7019B Responds lo request lor addI Into re 1687 updated SAR. Fatigue usage 
equations devaloped to calculate usage factors based on number ol cycles that aciu- 
moccurrsd lo cntical corryionents. 

TREVORS.Q.A. Nebraska Public Power Oisiricl. 87/11/12. Document Control Branch 
(Oocumom Control Desk). 5pp. 43365:1 1 1-43365:1 16. 

8711240134 Forwards addi Into re proposed standby Nquid control $ys mod to comply 
w/i0CFR50.e2 & Attachment A to NEOC 87-153, Standby Liquid Control Sys Control 
Capacity Equivalency Repl," did 870721. Final conllgurallon will be as Indicated. 
TflEVORS.G.A. Nebraska Public Power OIslflcL 67711/18. Document Conirol Branch 
(Document Conirol Desk), epp. 43430:340-43430:355. 


-8711240141 Allachmenl A lo "Standby Liquid Conirol Sya Control Capacity Equivalen- 
cy IteM." 

BWLE.fl.T., CABEY.O.F. General Eleotrio Co. NEOC 87-153 AH A. 87/07/21. lOpp. 
43430:346-43430:355. 


0. Inspaollon reports, IE Bullellna 8 correspondence 


8711230430 Forwards Insp Rept 60-29e/67-2e on B7f0ll-31.No violaiions or devi- 
ations noted. .. . 

CALLAN,L.J. Region 4, Olo ol the Dliectot. 87/11/16. TREVORS.Q.A. Nebraska 
Public Power District. 2pp. 43423:049-43423:056. 


6012170482 IE Bulletin 80-26, "Operating Problems W/Targei Rock Sefety- Reliel 
V^ves at BWRs." 

• Otod Inspsotlon & Enlotcement, Director (620201-870413). 60/12/19. CoosolWat- 
ed Edison Co. ol New York, Ino. 6pp. 43226:201-43226:205. 
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830511047^ IE Info Notice 63-39. "Fa lure ol Salety/Relel Valvos lo Open a( BWRs • 
litleriin Pe>pt." 

JOROAM.E.L. Otv of Emergency Preparocfness & Enginoenng nesponse,IC{6502l2> 
370413). 33/06/17. Consolidated Eolson Co ot New Vork. Inc. ?pp. 437»:206- 
43336 207. 

6711020344 Appllcailon (or amend to License OPR 46.changina In^ interval for rkesel 
ceneralore to conform w/mfg recommendations. Eveluation oT charige end Fee paid. 
KUNCL.LG. Nobraska Publ-c Power Oistnct. 67/10/20 Document Control Branch 
(Document Control Desk) 6pp. 43237;025-43237:03t. 

-6711020346 Proposed Tech Spec Pago 194, changing Insp Interval lor diosei gonete 
lore to conform w/mfg recommendations. 

• Nebraska Pubic Power District. 67/10/20 tp. 43237.03l-43a37.03t. 

6711030122 Forwards Exam Rept 50-296/OL 67-02 ol exam admin sieiod during wh of 
87092l.Atl candidales success'ully completed oxaiTia & Issued senior toaefor operator 
licenses. 

CALLAN.LJ. Region 4. Ofc Of the Oiroctor. 87/10/23. 7REVORS.QA. Nebraska 
Public Power District. 2pp 43260-233-43a60.305. 

-8711030128 Exam Repl 50-298/OL 67-02 Exam reaulisfour so.nioc reactor opetaici 
cand’dales passed all portions of exam Exam end. 

WHinEMORE,J.E.. PELLET.J.L. Region 4, Ofc ol the Director. 87/10/26. 4dpp. 
43260:235-43260 233. 

-8711030402 Forwards cornrnentaon questions & answers associated w/exams edmn- 
Islered on 670922-24. 

KUNCt.L.Q. Nebraska Pubic Power O.siriCt 67/09/30. WHI77EMORE.J.M flagon 4. 
Ofc ot the Director. 22pp. 4326O.284-432eO:30S 

8710230213 NRC Info Notice 67 05S. "Portede Ma aluro/OonS'iy Gauges Reconi Incl- 
donta ol Portable Gauges Being Stolen or Lost." Svc list end 
CUNNINGHAM.R E. Division ol Industrial & Nedical Nudoar Safety (Post 670729) 
87/10/29. Consolidated Ed son Co. of Now yotk. Inc ESpp 43324-1^ 43324:227. 

8711020477 Ack receipt of 670617 lit Informing NRC of slope (akan (ocortocl violabons 
notod In Insp Repl S0-29e/87-08. 

CALLAN.LJ. Region 4. Ofc of the Oireciot. 87/10/29 TREVORS.GA Nebraska 
Publ'C Power Dlstnct. 2pp 43237.172-43237:176. 

8711039351 Ack rocejcl ol B7042B Jlr informmgNflC of stops takon lo corroct vioIsikmw 
noted In insp Repl 50-2d6/67-Oi.Addi in'o re psychoiog'cai lesUng (or supervisors ro. 
guested as discussed w/M Hamm durirg 671022 loicon. 

CALLAN.LJ. Region 4. 0(c ol the Director. 67/10/29. TREVORS.GA. Nebraske 
Public Power Olsl/lct 2pp 432£S'357-43256;369. 

6710399234 NRC Info Notice 67-036, "Improper Kydrau'lo Control Uni ineiaiaiion at 
BWR Plants." Svo Hat oncl. 

ROSSl.CE Division of Operalionat Events Assossment (Post 6704lt) 67/11/04 
Consoiidaiod EdiSonCo. of Now York, Inc. ii2pp 43324 226-43324:339. 

6711099155 Forwards Insp Repl 60-296/67-25 on 87i006'06.No vfolat'One or devi 
eiiona noted. 

CALLAN.LJ Region 4, Ofc ol ihe Director. Q7/tt/Q4. TREVORS.G.A. Nebraska 
Puble Power Oislrlec. 2pp 43319.160-43313.166. 

-6711090(60 Insp Repl 60-26e/67-25 on 87tOOS-03No vio'etlons or dowaitons 
noted Major areas inspecied:iicensea impiomaniaiion of emergency responao pien 6 
procedures during annual exerclsa.Six doildenclos idam fied. 

TEnC.N W.. FISHER, W.L. Regofi 4. Olc ol the Director 87/10/29 7pp. 43313 162- 
43313:166. 

8711099343 Ack roco-pt of 671019 Hr Inlorming NRC of Slops taken (o eonoci vlolaUOrta 
noted in Insp Repl 50-293/87- 18. 

CALLAN.LJ. Region 4, Olc Of Ihe Director. 87/11/04. THEVORS.GA Nebraska 
PubLc Power Disidct. 2pp 433l3'273-433l3:274. 

67110239(7 NRC Into Notice 67-057. "Loss of Emergency Borai'on Capatnkfy Due lo 
Nitrogen Gas Intrusion." Svc list end. 

ROSSl.CE. Division of Operational Events Aaeoasment (Post 6704in. 67/11/06. 
Consolidaled Edison Co. or New York, Inc. Il6pp. 433S5 003-43355:119. 

6711050040 NRC Compliance Bulleiin 87-002, "Fasienoi Testing lo Oaierm'ne Con- 
formance W/Appllcable Mali Specs " Svc list rsnd. 

ROSSI, C E. Division of Operational Events Assessment (Posi 670411). 07/11/06 
Consoiidaiod Edison Co. or New York. Inc. Iiepp. 49397:142 43397:257 

6711090347 Forwards Insp Rept 50-298/87-24 on 870601-1010 No violaliotts or devi- 
al-ons noted. 

CALLAN.L J. Region 4, Ofc of Ihe Director. 87/11/06. TREVORS.G.A. Nebraska 
Public Power OiSIrIct. 2pp. 43322 066-43322.079 

-6711990361 Insp Rept 59 298/67-24 on 87090l'1010.No violations or devialions 
noiad.Malor areas inspected acilons on previous insp (jndmgs,IE bulotins.lE Inlts 
notices, allegailons.ESF weikdown.socudty, spent fuel sh'pmenis & operational salelv 
PLETTNER.E.A . MULLIKIN.R.P., CONWAY, J.T. Region 4, Olc of ttw Wreclor. 67/11/ 
02 12pp 43322 068-43322.079. 

6711170231 Ack receipt of 870827 & 1006 llts informing NRC ol slops laktsn lo correct 
violations noted In Insp R^t 60-298/87-12. 

CALLAN.L.J. Region 4. Olc Of iho Diroclor. 87/11/13. TREVORS.GA. Nobraske 
Public Power Olsirict. Ip. 43381:082-43361:064. 

6711090140 NRC Into Noik:© 87-058. “Continuous Commum'cations Following Emergen- 
cy Noblicaiions.'' Svc list onef. 

ROSSI, C.E. Division Ol Operational Events Assessment (Post 870411). 87/11/16. 
Consolidaled Edison Co, oi New York, Inc. 113pp. 43404:176-43404:288. 

871 1 120027 NRC Info Notice 87-059, “Potential RHR Pump Loss." Svc list end. 
ROSSl.CE. Division ol Operational Events Assessment (Post 8704ti). 87/11/17 
Consolidated Edison Co. of New York, Inc. 120pp. 43487:001-43487:121. 

6711230430 Forwards Insp Rept 60-296/87-28 on e7l01l-31.No \4oiallons or dovi- 
atlons noted. 

CALLAN.LJ. Region 4. QIC cl tha Director. 87/11/10. TREVORS.G.A. Nebraska 
Public Power Oisiricl 2pp. 43423.049-43423.056. 


-8711231)441 Insp Ropl 60-296/87-26 on e7t011-31.No violations or devialions 
rwJed.MaJor areas Inspecfed monlhly svrveiKartce & maint obssrvallons.ope/aftonol 
safely verification, radiological protacllon S security, 

PLerTNeR,E.A., BENNETT.W.B., MADSEN,G.L. Region 4. Olc ol the Director, 87/ 
11/09. epp. 43423:051-43423:056. 

8711130008 Suppi 2 to NRC Into Notico 86-106, "Degradation of RCS Prossuro Bound- 
ary Resulting From Boric Aod Corrosion." Svc list erxcl. 

ROSSl.CE. OMs'on ol Operational Events Assessment (Post 070411). 67/11/19. 
Consolidated Ed<son Co. of Now York, Inc. Il9pp. 43444:165-43444:314. 

8711309222 Responds lo violotiona noted In Sefoiy Sys Functional Insp Rept 60-298/ 
87-lO.Co^acliva actions:speclal lesl proceduio written to verify actual hoal removal 
cwabiHHos ol ossontial HXs. 

ThEVORS.G a, Nebraska Public Power Oisiricl, 87/11/23 Documonl Control Branch 
(Oocumont Control Desk). I9pp. 43472:005-43472.023. 


R. Periodic operating reports & related correapondonce 

6711290364 Forwards errata 10 "Somlannual Radioaciivo Mail Raloaso Rept lor Jan- 
June 1687." Error resulted when 1987 data improperly Itanslerrod for word processing 
purposes & 1986 data Inadvorlonlly prinleil In place. 

TREVORS.GA. Nobreske Public F’owar District. 87/10/29. Document Control Branch 
tOocument Control Desk). tSpp. 4341 3: 10 1-434 13:1 18. 

-6711200380 Errata 10 "Semiannual Radloaclive Mall Roloaso Rept lor Jan-Juno 
1867." consisting ol cotieciod Tobies 1-1 i.App C re calculaled doses resviilDg from 
exposise to redioacilvity due to liquid & gaseous ollluents 
‘ Nebraska PuNic Powor Districl. 07/06/30. 16pp. 43413:102-43413:110. 

B7l 1 189293 Monthly oporating ropt lor Oct 1967.W/B71 100 Hr. 

SCHEUERMAN.J.t., HORn.G.R Nebraska Public Powor OlsUict. 87/10/31 5pp 
43369:103 43309:107 


V. Operator Exemlnsllone 

9711030122 Forwards Exam Ropt 60-266/OL 67-02 Of exam adminislorod during wk ol 
870921 A<l cerididates succossluily completed exams & issued aonlor reactor oparalor 
Ocansoa. 

CALLAN.L.J. Roglon 4, OlC Of tho DireclOf. 87/10/26. TREVORS.G.A. Nobiaska 
Public Power Diatrici 2pp. 43260:233-43260:305. 

••$711030126 Exam Repl 50-296/01 67-02. Exam resuHsJour sonlor reactor operator 
cand datoa passed a’l portions ol exom.Exam onel. 

WHiriEMORE.JE., PELLET.J.L. floo:on 4. Ofc Ol the Director. 87/10/28. 49pp. 
43260T235-43260 2e3 

-8711939402 Forwards corrmonta on questions & answers nsBOclalod w/cxems admin- 
istered on 670922 24. 

KUNCL.l 0. Nobtaska Public Power District. 87/09/30. WHinEMORE.J.N. Roglon 4, 
Ofc ol the Director. 22pp. 43260 204-4328O;3O6. 

6711940291 informs that oporeior roquaiiilcaiion program oveluaiion will not be per- 
formed dunng 1686 tegueliLoaiion cycle.due to suspension of ovaiuoliona by NRC on 
87091 1 6 listed lectors. 

GAOIIAROO.J.E. Region 4, Olc ol the Director. 67/i t/02. HANNON.J.N. Operator Li- 
censing Branch. Ip. 43291:037-43291:037. 

6711200101 Noliiies of wntisn operator i-consing exams scheduled on 660216 & oper- 
ating exama scheduled 6802i7-i9.Rol mall noted In End 1, "Ref Mall Requirements 
tot noactor/Sonloi Reactor Operator Licensing Exams," requested by 670810. 
CALLAN.LJ Region 4. Ofc of tho Diroclor. 07/11/16. TREVORS.G.A, Nebraska 
PubSc Powor District. Bpp 43405:343-43405:350. 


DOCKET 60-301 POINT BEACH NUCLEAR PUNT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9711100461 Fofwarda proprlelary "Conduit Fire Piotocllon Research Program," (or 
review & acceptance for ref In ifconslng sctlons.Alfidavit supporting request for propri- 
etary ueatmanl encLFse paid. Repl wilhneld (ref 10CFR2.790]. 

FAY.C.W. Wisconsin Eleclrlc Power Co. 87/11/04. Division of Engineering & Systems 
Technology (Post 670411) 10pp. 43336.092-43330:109. 

87I1190949 Requests description ol how proposed dedicated shutdown capability for 
4.160 vou switchgear room meets each regultomenl of l0CFR60.App R, Section llJ.L.fn 
order to complete rev.'ow of 6 704 1 6 Hr. 

WAGNER.O.H. Project Dlreciorslo III-3. 87/H/tO. FAY.C.W. Wisconsin Electric Powor 
Co 2pp 43362.046-43362.047. 

6711160120 Forwards dolallod response lo concerns expressed In NRC 670505 draft 
safely ovalusllon, emergency operating procedures writers guide, verification procedure 
& Hauling course oull-ne. 

FAY.C.W Wisconsin Eleclrlc Power Co. B7/1 1/IO. Oocumont Control Branch (Docu- 
ment Cwiitol Desk). 16pp. 43365:261-43366.031 . 

-6711169169 Rev 5 to Procedure PBNP 4.19, "Emergency Operating Procedure Writers 
Guide'’ 

* Wlsconsk) Eleclrlc Power Co. 65/06/07. 26pp. 43365:297-43365:322. 

-6711180165 Rev 0 to Procedure Pi 1.17, “Emergency Operating Procedures Verifica- 
tion Proceduro,Polnl Beach Nuclear Plant, Units 1 & 2. 

MALAMOUTH.T.G. Wisconsin Electric Power Co. 85/03/25. 21pp. 43365323- 
43365:343. 

-8711168170 Rev 3 to "Emergency Oporaling Procedures," training course syllabus. 

• Wsconsln Electric Power Co. TRCR 31.0 R03. 07/01/21. 26pp. 43365344- 
43386:006. 

•4711180176 Rev 1 to Procedure EOP-0, "Reactor Trip or Safety Injection.” 

' Wisconsin Eleclrlc Power Co. 87/03/19. 22pp. 43366.010-43366:031. 
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B711230446 Forwards Sofoty Insp Repis 50-266/67-20 & S0 301/87-20 on 871001- 
31. No violations noled. 

GULDEMOND.W.G. Rodion 3. Ole ol Iho Dlioctor. 87/11/17. FAY.C.W. Wisconsin 
Elocific Power Co. 2pp. 43421:279-43421:286. 

-6711230455 Insp Roots 50'266/87-20 & 60-301/e7-20 on 871001-31 .No violaiions or 
dovlations noied. Major areas inspectodimalnt, operailonal safety, $urvoi'llartco,pliyslcal 
security, radiological piolecllon & ouleges. 

DEFAYETTE.R. Region 3, Ofc of tho Director. 87/11/16. 6pp. 43421:201-43421:266. 


P. Operating license stage documents & correspondence 

8711030424 Advises that 670010 proposal to use five energy absorbers as replaco- 
mer\ts lor seven hydrauire aruibbera on main steam bypass Hne 
acceptablo.Accoplence based on fisted considerations. 

WAGNER,0.H. Project DIreclorele 111-3. 67/10/20. FAY.C.W. Wisconsin Electric Power 
Co. 3pp. 43260:256-43268:269. 

6711030312 Application for amends to Licenses DPR.24 & OPR-27.ellowing one-Ume 
extension to emergency diesel generator operability requiremnnts of roch Spec 
16 3.7. Q. t o Fee paid. 

FAY.C.W. Wisconsin Electric Power Co. 87/10/30. Document Control Branch (Docu- 
menl Control Desk). 3pp. 43250:175-43260:178. 

-8711030313 Proposed Tech Specs allowing one-lime extension lo emergency tflasol 
generator operaSlllty requiremonls. 

’‘Wisconsin Electric Power Co. 87/10/30. ip. 43260:176.43260:178. 

8711100103 Notifies Of NRC/Sclenlllic Applications Inti Com 871130- 1204 audit ol la- 
CillN DCROR & SPOS.Agenda.aiiachmonis Identifying OCROR concerns & SAlC-87/ 
30b6. "Technical Evaluation Repl for Wisconsin Electee Power Co. .." oncl. 
WAGNER.D.H. Project Directorate 111-3.87/11/02. FAY,C.W. Wisconsin Eiociric F>owor 
Co. Itpp. 43341:2e7.43341;307. 

-8710200440 "Technical Evaluation Rent for Wlsconain Electric Power Co Pomi Beach 
Nuclear Plant, Units I & 2 SPDS SAR.'' 

‘ Sclenco Applications international Corp. (formerly Science Applicatfort% Inc). NRC- 
03 82-096. SAIC-87/30S6. 67/10/16. NRC - No Oetalied AlliUalion Given. lOpp 
43341:208.43341:307. 

8711100431 Generic Ltr 87-1 S lo all holders ol CPs for nuclear power ptenis re poHcy 
statement on deferred planta.Svo list end. 

MIRAGLIA.F.J. Associate Director tor Projocla (Post 070411). 87/11/04. ConsoHdaied 
Edison Co. of Now York, Inc. 4epp. 4340i:00 1-43402:046. 

8711200293 Comments on proposed Rev 2 to Reg Guido t.tOO re seismic <iuatilicaiion 
ol electrical & mechanical equ^menl lor nuclear power pisnis. 

FAY.C.W. Wisconsin Electric Powot Co- 67/11/09- Rules & Procoduras Branch. 2pp. 
434f0:071-434t0.072. 

8711170139 Informs of results of evaluations performed lo determine suscopUblliy of 
facility steam generator (ubee to high cycle fatigue similar lo faliuro el North Anne Unit 
t on 070716 Facility procedures edequaie lor event. 

FAY.C.W. Wisconsin Eleclrlo Power Co. 87/ii/i 1. Document Control Bcancii (Oocu- 
mom Control Desk). 6pp. 43384:323-43364:32e. 

6711160144 Reviews laloet performance indicaiora to determine whether indicaiore cen 
be used to ascertain quality performence.Five of six plants achieving very good gualrty 

f orformsnee while one plant achieving good quality performance. 

YNCH.O. Ptojeci Oiroctorate iii-S. ^/n/13. hCLAHAN.G.M. Assistant Oirector lor 
Region III 8. Region V Roeclors. t7pp. 43394:293 43394:310. 

8711260037 Roquesis oxlenslon ol 671201 deadirne for submiliing implemonialion 
schedule under Generic l-ir S7-02, "Verlllcallon of Seismic Adequacy of Mechanical & 
Electrical Equipment in Operating ReacioraDSi A<46." 

FAY.C.W. Wisconsin Elecific Power Co. 87/11/20. Oocumgnl Control Branch {Oocu- 
menl Control Desk). 2pp. 43457:297-43457:310. 

8711300233 Lists plant primary-to-secondary leakage monitoring program, per 6711 17S 
16 lolcons re plant susceptibility lo high cycle lallgue failure ol steam gertetalor 
tubes.Logic Mow diagram also end. 

FAY.C.W. Wisconsin Eleclrlo Power Co. 87/11/20. Document Coniroi Branch (Docu- 
ment Control Desk). 4pp. 43470:334-43470.337. 

8711300219 Forwards Westinghouso nonproprlolary WCAP-t 1672 & propnelary WCAP- 
1 1671, "Point Beach Unit 2 Steam Generator Tube...." Application (or wtthholding pro- 
prietary fopt end. WCAP-1 167 1 withheld hel 10CFR2.790). 

FAY.C.W. Wisconsin Electric Power Co. 67/11/24. Document Conirol Branch (Docu- 
ment Control Desk). 2pp. 43471:126-43471:225. 

-8711300227 Requests thet proprietary rept entitled "Point Beach Unll 2 Steam Gener- 
ator Tube Failgue presenlalion'' be withheld from public disclosure (ret 
10CFfl2,790(b)(4)).A(lid8vlt end. 

WIESEMANN.R.A. Westinghouse Elecitic Corp. 67/11/20. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). lOpp- 43471:130-43471:139. 

-8711300232 Nonproprieiary '•Point Beach Unit 2 Steam Generator Tube Fatigue Pres- 
entation." 

• Westinghouso Electric Corp. WCAP-11872. a7/'11/30. 87pp. 43471:140-43471:226. 


O. Inspection reports, IE Bulletins A correspondence 

8012170462 IE Bullelln 80-25, "Operaling Problems W/Target Rock Safely- Relief 
Valves at BWRs." 

' Ofo of Inspection & Enforcement, Director (820201>8704I3J. 80/12/19. Conaolidst- 
ed Edison Co. ol New York, Inc. &pp. 43226:201-43226:206. 

8305110473 IE Info Notice 83-36. "Failure ol Salety/Reliaf Values lo Open at BWRs - 
Interim Repl.” 

JOROAN.b.L. Olv of Emergency Preparedness & Erigineering Response, IE(86(>2I2- 
670413). 63/06/17. Consolidated Edison Co. ol New York. Inc. 2pp. 43226;206- 
43226:207. 


8711030517 £N'87-093:on 871029.notlce ol violallon & proposed Imposition of civil pen- 
elty In amount ol S25,000 will be issued based on event in which both MSiVs ren- 
dwod Inoporabis lor approx 4 h w/reactor critical. 

LUEHMAN,J.. LIEBERUAN,J. Ofc of Enloicement (Post 670413). 87/10/26. Ip. 
43251:271-43251:271. 

8711030365 Forwards Safety Insp Repts 50.266/67-19 & 60-301/87-19 on 870921- 
IOi3.No violations noted. 

SHAFEfl.W.D Region 3, Ole of the Olreclor. 07/10/28. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 43255.163 43265:195. 

-8711030381 insp Ropis 60-366/87-19 6 60-301/87-19 on e7092i-l013.No violations 
or deviations noted.Majoi eroes Inspected; radiation protection & radwaste 
programe.induding organization S mgt controls & audita 8 appraisals. 

F/LULRA . GRECsERl fl. Region 3. Ofc of the Director 07/10/28. 11pp. 43265-10S- 
43255: 19S 

8710290213 NRC Into Notice 67-055, "Portable Molslure/Danslly Gauges: Recent Inci- 
dents ol Poriablo Gauges Being Stolon or Lost." Sve list end. 

CUNNINQHAM,R.E. Division ot Industrial & Medical Nudoar Safety (Post 870729). 
87/10/29. Consolldalod Edison Co. ol New York, Inc. 69pp. 43324:139-43324-227. 

8711030043 Forwards Saloty Insp Ropt 50'301/87-ie on 870519-26 8 noMce ol viola- 
tion & proposed imposlllon ol civil ponalty.NRC concernod that event not reported 
within 4 h as required. Time tabfo lor correclivo ed'Ons requested. 

DAVISA8. Region 3, Ole ol tho Director. 87/10/29. BRITT.R.W. Wisconsin Electric 
PowrvCo. 4pp 43262:222-43252 234 

~87lt0300S3 Notice of viciailon & proposed imposll'on ol civ:i penalty In amounl ol 
SOd.OOO.Vlolallon notod:MSlVs could not close because dc control power removed 
from associated solenoids & event not reported within required 4 h. 

DAViSAa. Region 3. Olo ol the Director. 67/10/29. 3pp. 43252:226-43252:234. 

8716290234 NRC Inlo Notice 67-056. "Improper Hydraulic Control Unit Insiailalion at 
BWR Plants." Svo Nst and. 

ROSSl.C.E. Division of Operational Events Assossment (Post 870411). 87/11/04. 
Consddatod Edison Co. of Now York, Inc 1 12pp. 43324:228 43324.339. 

8711020017 NRC Inlo Notice 87-057, "Loss ol Emergency Boralion Capability Due to 
Niifogen Gee intrusion." Sve hst encl. 

FtOS^C.E Dtvis'on o) Oporatlonal Events Assessment (Post 870411). 87/11/06. 
ConsoOdatod Edison Co of New York, Inc. 116pp. 43355.003-43355:119. 

8711050040 NRC Compliance Dulleim 87-002. "Fasienat Testing to Ooiormine Con- 
ioimance W/Appileab'e Mall Specs." Sve list encl. 

ROSSl.C.E. Division ol Operational Events Aesossrneni (Post 870411). 87/11/06. 
Consoildaied Edison Co. ol New York, ino. 1 18pp. 43397; 142-43397:257. 

6711180013 Roquesis that 671116 Ur Inadvertently Included w/p^menl sent on 671112 
for $71013 oroor imposing civil monotaiy penalty in amount of $500,000 be destroyed 
A encl 671112 ltr be subsiituled. 

FAY.C.W. Wlsconain Electric Power Co. 67/11/13. Oic ol Enforcement (Post 670413). 
Ip. 43393:359 43393:361. 

-6711160014 nomits payment ol civil penally In amounl ol SSO.OOO.por NRC 671013 
order Imposing civil monetary penalty- 

FAY.C.W. Wisconsin Electric Power Co. 67/11/12. Otc ol Enforcement (Post 670413). 
2pp. 43393 350 43393:361. 

6711090140 NRC Inlo Nol'ce 67-056. "Continuous Communications Following Emergon- 
w Nodheawns ’’ Sve list encl 

HOSSLC.E. Division of Operational Events Assessmenl (Post 670411). 87/11/16. 
Consoildaied Edison Co. of New York, inc. il3pp. 43404:1 76-43404:266. 

6711200271 Forwards paymoni lor 071029 notice ol violation & proposed imposition of 
ctvl ponally In amounl ol $26,000 lo events un 670817.Re6ponae to notice oi viola- 
Hort will be provided under separate cover. 

FAY.CW. Wisconsin Eleclrlo Power Co. 87/11/16. Ole ol Enlorcemonl (Post 870413). 
Ip 43417 094-43417.004 

6711120027 NRC Inlo Nollce 07-059, "Potential RHR Pump Loss." Sve 1st end. 
ROSSi.CE. DMsion ol Operational Events Aasessmenl (Post 670411). 67/11/17. 
Consolidated Ed'Son Co of New York, Ino. 120pp. 43487:001-43487:121. 

6711230446 Forwards Saleiy Insp Repts 60-266/67-29 & 60-301/87-20 on B71001- 
31 Jfo violaliorts noted. 

GULDEMOND.W.G, Region 3, Ofc of tho Dlroclor. 87/11/17. FAY.C.W- Wisconsin 
Elecdlc Power Co. 2pp. 43421:279-43421:286. 

-6711230455 Insp Repie 50-266/67-20 & 50-301/67-20 On 671001-31.No violellons or 
doviallona noied.MaJor areas Inspoclod malnt, operailonal salety.survol'Innce, physical 
security, radiological proleclion & oulages. 

OEFAYErTE.R. Region 3, Ole of (ho Director. 87/11/16. 6pp. 43421:261-49421:266. 

6711130908 SuppI 2 to NRC Info Notice 06-106, "Degradation ol RCS Pressure Bound- 
aiy Resulting From Borlo Acid Corrosion." Svo fist encl. 

ROSSl.C.E. Division ol Operational Events Assossmont (Post 870411) 67/t1/19. 
ConsoUdaied Edison Co. of New York, Inc. 119pp. 43444:195-43444:314. 

6711300212 Responds lo NRC 871026 ltr re violations noted In Insp Rept 50-30t/e7- 
lA.Conoctlve aclioits'.ptocedure Idt control ol equipment isolaiion will be lOvlsed & 
training provided lo personnel reeportaible lor supervision. 

FAY.C^. Wlsconain Electric Power Co. 87/11/19. Document Control Branch (Oocu- 
meni Control Desk). 7pp. 43470:327-49470:333. 


n. Periodic operating reporte 8 related correspondence 


8711130171 Monthly operating repts (or Oct 1967.W/e7tt09 ltr. 

KRAUSE.C.W.. FAY.C.W. Wisconsin Electric Power Co. 87/10/31. 9pp. 43955:329- 
43355:337. 


68 DOCKETED ITEMS 


S. R»(>ertJb1« occurrenc«i, LERt 4 relalad corraapondenca 

8711170169 LER 67'004-00 des^adelion ol steam generator tubes noted during eddy 
Current eiam conducted on 67l006-2S.One tube weld repaired Remaining lubes lafl 
as found due to ni.'nlmal leakage observed £ hazards associated w/ropafr.W/87l 1 1 1 
Itr. 

FA\.C-W. W«otvsit\ Becinc Power Co BTMt/10. Bpp. *3365.103 amStllO. 

8711350097 Forwards licensee responses to t0CFR2l nolifcalion re polottiial vk^aaorr 
ol component cc>ollng water conlainmertl isolation funclion, per 671106 reqtresi 
WIGGIRTON.O.U Project Dlrectoraie NI-0. 67/11/16. CflAlQ.j. Plant Systems Btanch- 
1p 43449 001 '43449 006. 


DOCKET 60*303 CRYSTAL RIVER MUCLEAR PUNT, UNIT 3 


P. Security, medical, emergency & tire prelection plans 

87tt0S02St Ack receipt ol u'il 661202 lU iransmitlng proposed amerKi to tecS'ty f^al- 
cal secunty plan.C^mmenls on physical security plan changes (m'scellaoeous amends 
& search reQu‘remont8) end. 

SILVER.H. Piojeci Oireciorale 11-2- 07/10/32. WILGUS.WS. Florida Powtf Corp 
(subs of Florida Progress Corp ). 3pp. 4330l;f24-43301:i26. 

6711180120 Rov 40 to Emergency Plan Implementing Procedure EM-206. "Emergency 
Plan Roster £ NotHcalion." 

STEPHENSON, J 0. Florida Power Corp. (subs of Florida Progress Corp ). 67/10/32. 
22op. 4339t-.206-4339t;227- 

671 1 130202 Advises that Rev 6 lo rad’Oiogical emergency response plar> conaisienl w/ 
planning stds of l0CFR50.47(b) £ roquiremonis of App E to 10CFR50 
tolLINS.DM. Region 2, Ofc ot the Oireclor. 67/10/28. WILGUS.W.S. Florida Power 
Corp (subs ol Florida Progress Corp ) ip 43356 397-43356 397. 

6711160026 Revs to omorgenoy plan implementing piocedurea.inciudmg Rov 6 lo AP- 
770, 'Emergency Olesel Generator Acluat-on" £ Rev I3 to EM-30f. "Sampling £ 
Analysis ol RCS,Psac1or Bldg Sump & MisceVanoous Waste Sloiaga Tat^K Untlet Ac- 
cident Condiiions." 

WlTTMAN.R. Florida Power Corp, (subs, of Florida Progress Corp.J. 87/10/26. 63pp- 
43395:164-43665 225. 

6711130161 Confirms 671021 lelcon bolwoen KR Wilson & 0A Wilson re enforcemertt 
conference lo be conducted on 671 134 in Roglan il otc to discuss recont noeiih phys- 
ics event as delineated in Insp Rapt SO-302/87-35. 

GRACE.<J.N. RMlon 3, Ole ol the Olrector £7/10/39 WILGUS.W.S Florida Pow«> 
Corp l$ub8- of tHortda Progress Corp-). 1p. 43355.35l>'43353 350. 

8711130263 Nollf'caiion ot 871134 meeting w/utii In Region II otc for enforcement con- 
ference re recent hea'ih physics events. 

• Region 3, Oto rjl the Oireclor 6?/t0/29. Region 3, Oic of the Oeector. ip 
4335f330-43355 330. 

871 11801 IS Rev 3 to Proesdute AR-SOI, "FSA Annunciator ResMnse." 

WiTTMAN.R. Florida Power Co/p, (aubs. of Florida Progress Corp) 87/10/30 I4pp 
4339I;I93-4339I:3CI5. 

8711180032 Rovleed emorgency plan Implomaniing procedares,lnciudng Rev l to AR- 
931, "Hydrogen Panel Annunciator Response" S Rov i to AR.966. Annunci- 
vor ResMMe." 

WiTTmaN,R Flonda Power Corp. (subs, ot Florida Progress Corp) 87/11/03 7pp 
43391:316-43391:324. 

671 1 160021 Revised emergency plan Impiemonilng proceduras.lncHid-ng Rev 2 lo AR- 
902. "OQB Annunciator Response" £ Rov 2 lo AR-OOl, "OGA Artnundelor Re- 
sponse." 

WITTMAN.R Florida Power Corp (subs, of Florida Progress Corp) 87/11/06 l5pp 
43393:337 43393 393 

6711160024 Revised procedures, Including Rev 3 lo AP-f072, "Turbine Generator Sia>o/ 
Ten^" & Rev 0 to AR-959, "WDI Annunciator Response." 

WITTMAN.R. Florida Power Corp. (subs, of Florida Progress Corp). 87/11/06 5pp 
43393:354-43393:368. 

8711230012 Forwards Insp Ropt 60-303/87-37 on 871016-23 No violabons or devi- 
ations noted. 

CLINE.W.E. Region 2. Ofe ol the Director. 67/11/10. WILGUS.W.S. Florldo Power 
Corp. (subs, oi Rohda Piogiess Corp). 2pp. 43418.153-43413.158. 

-6711330014 Partially withheld Insp Rept S0-3O2/e7-37 on 671016-23 (ref 
i0CFR2.79O(cl) £ 732l).No violsdons noiedMajor a/oas Inspeciedmgl 

ottaoiivaness.reco/ds £ lepts, assessment aids £ eccoss control personneij>acMges 
£ vehcles. 

THOMPSON.O.H., MCQUIRE.O.R. Region 2. Otc of Ihe Director. 87/11/12. Ip 
43418.166-43416.156. 

8711240137 Revlsecl emergency plan implementing pioceduros.lncludtng Rov 7 lo AR- 
303, "ESC Annunciator Response" £ Rev 2 to AR-401, "PSA F Annurrefator Re- 
sponse." 

WITTMAN.R. Florida Power Corp (subs of Flonde Progress Corp}. 87/11/12. I6pp. 
43442 275-43442292. 

6711230341 Forwards Insp Rept 50-302/67-36 on 871020-21 £ 1 102 £ notice ol viola- 
lion. 

COLLINS.D.M. Region 2, Otc ol Ihe Director. 87/11/16. WILGUS.W S. Flotide fhiwer 
Corp. (subs, ot Florida Progress Corp.). 2pp. 43419 269-43419.266. 

-8711330360 Notice ol violallon from Insp on e71020-2t.VroIatlon noted: emergency 
Implementing procedures not properly maintained £ Implemenled. "All Alarms Xosr 
condWon occurred on 871Q14 & not classled as alert. 

COLLINS.D.M. Regiort 2, Otc of the Direcior. 87/11/16 2pp. 43419:261-43419362. 

-8711230367 Inso RepI 60-302/67-36 on 871020-21 £ 1l(}2.Violelion noted. Major 
areas Inspecteallcensee implemenlation ol emergency plan on 671016 whers emer- 
gent alert declared due lo toss ol offaile power. 

SARTOR.W.M., DECKER, T.R. Reglors 2. Ofo ol (he Oireclor. 87/11/13. 4pa. 
43416.263-43419 266. 


6711360132 Rev 5 lo Emergency Plan Implementing Procedure AR-SOI, "ESA Annunci- 
ator Response" 

• Fferida Power Corp. (subs, ot Florida Progress Corp) 87/1 1/t 7. itpp. 43459 200- 

43459:210. 

6711260133 Rev S to Emergency Plen Implomenting Procedure AR'302. "ESG Annunci- 
ator Response ' 

* Florida Power Corp. (subs, ol Florida Progress Corp.). 87/ft/l7. I2pp. 43469:186- 
43450:199. 

67I13SC01S Rev 4 to Procedure AR-304, "ESO Annunciator Response." 

WtTTMAN.n. Florida Power Corp. (subs ol Florida Progress Corp). 87/11/10. 11pp. 
43459:117-43459 127. 


Q. Adjudlcatary eorreapondence 

8711040296 Director's Decision DD-e7-te under 10CFR2.206 denying UCS 870210 po- 
Ubon to suspend B£W OLs £ CPs based on safety doficiencles.AHogallons present no 
subsiendat nealih £ safety Issues. 

MURLEY.T.E. OHica of Nuclear Roaclor Regulation, Director (Post 670411). 87/10/ 
19. Union of Concerned Scientists. 84pp. 43279:243-43279.329. 

-6711040349 Notice ol Issuance ol Diroctoi's Decision DO 87-16 under t0CFR2 206 
dOAMng UCS potillon to suspend B&W OLs & CPs. 

MURLcY.T.E. Office of Nue'ear Reactor Regulation, Director (Post 870411). 87/10/ 
19 3pp. 43279:327 43279 329 

87t(28Ot0T Responds lo 670631 Itr re security at national 6 local lO'rel ai facilitles.NRC 
concluded that no substantial health £ safety Issues that would warrant suspension or 
(evocation of any hconse or pormit for facilities 

2ECH.LW. Commissioners. 87/10/27. CLINTON, B. Arkansas. Slate ol. 5pp 
43461:358-43462.002. 

-67113S0I44 Adcirosses serious problems re erosion ol public conftdence in ability of 
NRC to safoguard pubNc adequately from dangers ol nuclear power plani accidents. 
CLINTON.9. Alaska State of. 87/00/31. LANDO.L.W. Commlsslonera. 2pp. 
43462001 434B2 002. 

6711190016 Advises that Commisslors declined review ol Director's Decision 00-87- 
l6.Tinvd provided by NRC regulations for Commission lo act evplred. Decision became 
final agenM action on 671113 Served on 67ttt7. 

HOYlE.JCf Office of tha Secrelary of iha Commission. #407 4847. 67/11/17. 
WEISS.ER.. POLLARO.R.D. Union of Concernod Sdentlsls. Ip. 43392.085- 
43392 095. 


P. Operating license stage ctocumente & correspondence 

8711020494 Appiicat'On for amend lo Licenso OPR-72.con8l$ting ol License Change 
Requosi i67.moa>tying Tech Specs ro diese) generator loaoing.Rsquosls license 
amend be ireaied as emergency so as not to extend shuidown.W/Cortiflcato ol SvC. 
WllSON.K.R. Florida Powoi Corp. (subs, of Florida Progress Corp.). 87/10/26. Docu- 
meni C^irol Branch (Document Conirot Desk). 8pp. 4323S:077‘43g35:l6l. 

-8711020498 Proposed Tech Specs re modi^ng diesel generator loading. 

* Fiends Power Corp. (subs ol Florida Progress Corp.). 67/10/26. 3pp. 4.123S066- 
43235 088. 

-6711020498 "Emorgency Diesel Qonerator Loading Evaluation." 

' Fiomas Power Corp. (subs, ol Florida Progress uorp.). * Oiibart/Commonweailh, Inc. 
(iotmotly Giiberi Associates. Inc.). 67/10/23. 72pp. 43235:069 43235:l8i. 

871102D094 Npiilicatton ol 871105 meeting w/ulil & B&W in RocXville.MD to discuss 
rRosei oenereior £ raw waier/CCW problems Identified in OSTl. 

MARltV.S. Pfojoci Direclo'alo ll•2. 87/10/27. BERKOW.H.N. Ptolocl Directorate ll-B. 
3pp. 43240054-43240 056. 

6711030063 App'ication Ipr amend to License DPR-72, consisting ol SuppI 2 to Tech 
Spec Change Request 1S2 SuppI updales Fuel Cycle 7 design lo reNoct 465 -61/ f 10 
EFPDs Cycle 8 longih Approval & Implemenlation of change prior to Mode 4 entry re- 
quested. 

wilSON.KR. Florida Power Corp. (subs, ol Fir^rlda Progress CorpJ. 87/10/27. Docu- 
mem Control Branch (Document Control Desk). 15pp. 432e0:l95'43260:210. 

-6711030096 Proposed Tech Spec Page Q 3/4 I-2,lncorporailng new boratlon sys 
analysts iVMta. 

* Florida Power Corp. (subs, ol Florida Progress Corp). 67/10/27. tp. 43260.210- 
43260:210. 

8711030514 Proposes that mod lo low pressure ln|eciion/omergency feedwater pump 
circuftrv not os installed.Dlscueslons scheduled on 871105 awaited lor final 
rasofutwr Feo lor 671026 application lor amend to License OPR'48 remitted 
SIMPSON.E.C. Florida Power Corp. (subs, ol Florida Progress Corp.). 07/10/29. Doc- 
ument Control Branch (Document Corrirol Desk). 2pp. 43251:269-43251:270. 

6711050073 Forwards corrected Certificate ol Sve for Tech Spec Change Request 
I52.inadverienlly idenlilled as Tech Spec Change Request 157. 

SIMPSON.E.C. Floride Power Corp. (subs, of Florida Progress Corp-J- 07/10/29. Doc- 
ument Control Branch (Document Control Desk] 2pp 43302.066-43302:090. 

6711040166 Forwards "Crysial Rtver Unit 3 PRA." Ulil Inlands to use PRA model as 
tool to evaluate proposed £ actual plant mods as well as other applications for risk 
impact to operation ol facility. 

WILGUS.W.S. Florida Power Corp. (subs, ol Florida Progress Corpj. 87/11/02. Docu- 
ment Control Branch (Document Conirol Desk). Ip. 43276:217-43276:240. 

-6711040171 "Crystal River Unit 3 PRA." 

' Florida Powei Corp. (subs, ol Florida Progtess Corp.). * Science AppUcalions Inler- 
naUonal Corp (formerly Science Applications, Inc.). 87/07/31. 3e3op. 49275-218- 
43276240. 

£711100431 Generic Ltr 67-16 to all holders ol CPs for nuclear power plants re policy 
statement on deferred planls.Svc list encl. 

MIRAGUA.F.J. Associale Oireclor (or Projects (Post 870411). 87/11/04. Consolidated 
Edison Co ol New York, Inc. 46pp. 43402:001-43402:046 
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6711100360 Forwards NURCG-ISO I, "SER re Q&W Owners Group Pieni Rcassussinoni 
Program” NRC unable to reach final concWon on accopiabilty of human factors 

E ort on of program Cons doraiion of NRC rocommondai.ona roquoslod 
RUTCHFIELD.D. Division of Reactor Projocis - lll.iv.v & Spodai Pro|ects (Post 
B7041 1). 07/11/06. WILGUS.W.S. Babcock & Wilcox Oporating Plants QmrWs Group 
WILGUS.W.S, Florida Power Corp. (subs of Florida Progress (Jotp) 237pp. 
43406.00 1-43‘t06.237 

8711110007 Forwards Rev 1 10 NUS-1721, "App I Analysis, Crystal Rivor Nuc'earUnT' 
& NUS'1720, "App I Analysis. Pelisados Plant,” lor placomenl in Oocumonl Conlroi 
Sys. 

CUNNINGHAM.L J flaO'ation Prolocilon Branch. 07/11/00. SKOC2LAS.JA. Docu- 
ment Control Granch (Docamonl Control Desk). BAILEV.IK Focords Sorvxos (Jranch 
Ip. 43344 001-43344:208. 

~071 1 1 10008 Rov 1 to "App I Analysis.Crystal River Nuclear Ur.ii '' 

ALBERSHEIM.Sn, CONWAY, T.W., OINUNNO.JJ NUS Cofp. NUS-1721 ROI. 76/ 
05/31. 132pp 43344 002-433'l-1:l33. 

6711160127 Roquosts clanlicallon of NRC interprotaiion ol Soction Xi ot ASME Boi'et & 
Pressure Vessel Codo sietemonts requiring comploi'on ol losis & presorvico exams 
prior to plant reslart.W/ono ovorsizo drawing 

SIMPSON, EC Florida Pdwor Corp. (Subs Ot Florida Progress Corp} 67/11/00 Doc- 
umetw CotMiol Oianch (Document Conttcl Desk). 5pp. 43368.2B4-43368 280. 

871 1 190293 Application for emend to Llcenso UPR>72.cans‘Sling Qf Rov I to Tech Spec 
Change Requeal l57,rovls'ng analysis calculaiions to modily Tech Spues rn diosol 
□eneiaior loadings.Certihcaio of Sve onel. 

WILSON, K R. Florida Powof Corp. (suba. ol Florida Progress Corp). 87/11/16 Docu- 
monl Control Branch (Oocumeni Conirol Desk), fipp. 43401.1 16'4340l'226. 

~671 1 190396 Propo.sod Tech Spoca.roviaing unatysls calcu'ations to modi/ Tocli Spots 
re d'esoi gonorelor loading 

' Florida Power Corp. (suba ol Florida Progrosa Corp.). 07/11/18. 4pp. 4340i 125- 
43401M20 

••8711190301 Rgv 1 10 "Emergancy Oiosel Gono/alor Loading Evefuaiion" 

' Florida Powoi Corp. (subs, of Florida Progress Carp.). ' Qifbort/Commonwoellh. inc 
(formerly Gilbert AssoclaiQa, Inc ) 87/11/13 60pp. 43401:126 43401:197. 

••6711100306 "Florida Power Corp Dioao! Load no Evaluaions.” 

EULISON.R H., PARECE.M.V. QabCOCk A Wilcox Co. 81.117035200 67/10/30. lOjrp 
43401-198-43401:218 

-8711190310 Suppfomanlal ''Florldo Powor Co'P Olesol Loading Evsk/aiions." 
EULISON.R it, PARECE.MV, Bobcock & Wilcox Co. S1-1 170352 01 87/11/13. I3pp 
43401:216-43401:220. 

8711240089 Confirmation of acilon Ur ru uM ccmmitmonis lo moho corrocilons lo d-osoi 

B sneraior loading, UHS max lomp & sve water flow boianco.psr 871105 mooing m 
ockv.lle.M0. 

GRfrCE.J.N Rwon 2, Otc ol tho Ouoctot. 07/11/17. WILGUS.W.S. HorMa Powor 
Corp. (subs of Florida Progross Corp.). 2pp. 43430 186-43430.169. 


0. Inspection reports, IE BuHstfna & correspondence 

8012170482 IE Bulletin 00-25, "Opurating Probfoms W/Targoi Rock Safety- Re'rol 
Valvos ai BWRs.'' 

' Ofc of Inspection & Enforcomonl, Diroclor (820201-070413). 80/12/19. Consoiidai- 
eJ Edison Co. of Now York, inc. Spp. 43226:2ai*43226-205. 

6305110473 IE info Notico d3-39. ''Failure of Safoty/Rollof Vafvea lo Open at ewRs • 
imetim flepi.” 

JOnOAN.EL. Olv of Emergency Proparodness & Enginooting Ro3pon$o.iE(0502i2- 
870413) 03/06/17. Consolidotod Edison Co. of New York. Inc. 2pp 43226 206 
43226207. 

87102302t3 NRC fnlo NoLco 87-09S, "Porfable Molstirro/Density Gouges Reconl Inci- 
donts of Fonable Oai^es Being Stolon or Lost.” Sve list end. 

CUNNINGHAM, n.E. [jjvislon of Industrial & Modicel Nuclear Seloly (Post 070720) 
07/10/29. Consolldaiod Edison Co. of New York, Ino. 89pp. 43324:139-43324 227. 

B711130t6l Confirms 871021 lelcon bdlwoen KR Wilson & BA Wh'&on re onlotcomeni 
conlorenco to bo conduciod on 87i 124 in Region II ofc lo discuss recent hoollh phys- 
ics event as dolmoalod In Insp Rent 50-302/67-35. 

GRACE.J.N. Rojion 2, Old of the Diroclor. 87/10/29. WILGUS.W.S. Florida Powor 
Corp. (subs ol Florida Progress Corp.). tp. 43356:350-43355'35O. 

8711130262 Noiilicailon ol 071124 meeting w/uM In Region 11 ole tor ontorcemonl con- 
laronco ra roconl hoallh physics events. 

• Region 2, Ofc of the Diroclor. 87/10/20. Region 2, Ofc of the Duecior. ip 
43355 230-43355-230. 

8711130106 Forwards Insp Repi SO-302/87-33 on n7lOI3 l6No vio’siions or dovl- 
atlons noted. 

HEflOT,A.H. RMion 2. Olo of Ihe OIroclof. 87/11/02. WILGUS.W.S. Florida Powor 
Corp- (subs, ol Florida Progress Corp.). 2pp. 43357:269 43357:265. 

-8711130109 Insp RepI 50-302/67-33 on 6710f3'16.No violations or devrstlons 
noted. Major aroas in9pocted:snubbor surveillance program & reactor b'dg letKion sur- 
veillance program. 

LENAIIAN,J.l, JAPE.F. Region 2, Ole of the Diroclor. 87/10/20 6pp. 43357-261- 
43357:265. 

0710290234 NRC Info Notice 67-0S6, "Improper HydrauHo Conirol Unit Inslallehon el 
BWn Plants.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 67/11/04. 
Consolidated Edison Co. of Now York, Inc. 1 12pp. 43324;22S-43324:339. 

0711020017 NRC Info Notice 67-057, "Loss of Emergancy Boration Capabaiiy Due to 
Nilrogen Gas Intrusion.” Sve list encl. 

ROSSI, C.E. Division ol Operallonal Events Assessment (Post 870411). 87/11/06. 
Consolldaiod Edison Co. of New York. Inc. 1 16pp. 43355.003-43365:1 19. 

8711050040 NRC Compliance Bullelln 87-002. "Fastener Testing lo UelormlRo Con- 
formance W/Appllcable Mall Spoce.” Sve llsl end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/11/06. 
Consolidated Edison Co. ol New York, Inc. 116pp. 43397:142-43397:257. 


8711130226 Ackroceipi Of 871023 Ur Inlormir.g NRC ol slops taken lo correct violations 
noted in ii>^ Ropi 50 302/8/-26 

VERRELl.I.DM nogicn 2, Ole ot tho Diroclor fJ7/t1/06 WILGUS.WS. Florida Power 
Corp. (subs, of Florida Progress Corp) tp 43357 330-43357.330 

8711130136 Revised rosponso to NRC Ur ro violations noted in Insp Rapt 50-302/87- 
17Cor{act<vo e:t.cns:axier(9ive review to dolorrr.he extent ol uil dellciencios lor co.m- 
pTancoto submittoii program performed. 

SIMPSON.F. C. Florae F^owor Corp. (subs, ol Florida Progress Corp) 87/11/09 Doc- 
(4Reni Control Branch (Oocumonl CorMtof Desk) 6pp 43357 036-43357 041. 

0711200146 Suppis rosponse to violai'ons noted In Insp Ropl 50'302/87-i 7 Corrective 
acikmarocossary actions wil bo taken to conform util lo submitted program after 
roviow.Fuel I no in quost on disossomblod for ensp 

SIMPSON.EC Florida Powor Co/p. (subs ol Flo.'Ida Progress Corp). 87/1 1/09. Dec- 
umont Control Branch (DdCume.ni Control Dosk). 6pp. 43405 356 43405:381. 

8711230012 Foiwards Insp RepI 50-302/67-37 on 871018-23 No v.olaions or duvl 
at ans noted 

CIINE.W.F Rogioti 2. Ole ol the Oroctor 87/11/10. WILGUSWS Florida Power 
Corp. (subs, o! Rcnda Prpyross Corp ). 2pp. 43418 153-43410 156. 

-87I123<M)14 Pa/Waliy wi 1 hhQ:il insp Rapt 50-302/87-37 on 07101C-23 (rel 
10CFn2 700(0) & 73.2i).NQ violations noiod-MaJcr aroas inspeclodmgi 

olfectrvo.-ieas.roccrrls & rapls.assessmohl aids & access conirol porsonncl. packages 
& voh-dos. 

THOMPSCN.OH.. MCGUIRE, D.H. Rogon 2, Ofc of the Oroctor 07/11/12 ip 
43418.156 43418 156. 


0711890148 NRC Info Nol'ca 87 050, "Conllnuoua Corrmunications Following Grrergen- 
cy NohNcaiians ' Sve list end 

ROSSI.CE. O.vison ol Oporolional Evoiits Assossmoni (Post 870411). 87/ii/i6. 
Consof.datod Edso.n Co or Now York, Ir-c. 1 13pp. 43404 176 43404 286. 

8711190208 Ferwards Insp Ropl 50>302/0'/-35 on B7iQl4'l8.Vic'ati3na nolod in rept 
under cotvsideraLcn lor oscalaiod D.nlotcomonl action No nolico of violation issued 
GRACe.JN floaon 2, Ofc ol the Di'ocior. 07/11/16. WILGUS.WS Florida Powor 
Cri'p (subs, of Florida Progross Corp.) 2pp. 43308.102-43398.114. 

-6711190220 Insp Hapl 60 302/07-35 on 071014-18. VioiaFons noted. fal’uro la 
■ock.posi buriicddo & Issue radiaticn work permit lo control access to high rod alien 
area & faiuro to piovido Insiruci ons to worker in rosincied area 
WEOOlNGTON.n € , HOSEY.C M Region 2, Ofc of iho Difedor. 87/11/16, lipp 
43308:104-43398 1 14 


8711230241 Fcxwards Insp Ropl 50 307/07-36 on 871020-21 & 1102 & notice Of viola- 
lion 

COlUNS.O.M Rogio-n 2. Ofc of me Dj.'ucior. 07/11/16. WILGUS.W.S. Florida Power 
Cotp (suba ofFkxklaProgiussCoip.). 2pp. 43419.250-43419 200 

-8711230260 Notice of vieial'on I'cm insp on 871020-21. Violalon noiod. omorgency 
■tnpiomcniing procedures not properly rT-ainlemod & implemoniecf "All Alarms losr 
condi-o-n occurred on 071014 & not class.od aa alert. 

COlllNS.OM Region 2. Ofc of iho Diroclor. B//tl/16 2pp. 43410201-43419.202 

-0711230257 insp Ropl S0-302/07-3e on e7ll>20-21 & 1 l02.Vlola! on nofod Maior 
areas inspociod 'Iconseo Imploinoniaton ol omergoncy plan on 671016 whan omer- 

f ancy a'ari detlarcii riuo lo loss of ofisiio powor. 

ARTOn.W.M.. OECKER.T.R. Region 2, Ole of the Oiroctor. 87/11/13 4tip. 
43419263-43410266. 


871 1120027 NRC info Nol'cu 07-059, "Polontial RliR Pump Loss." Sve i-sl oncl. 
ROSSi.CE. Division ol Oporaiionai Evonis Assossmoni (Post 070411) 07/11/17 
Consol daiod Edison Co of Now York, Inc. 120pp. 434B7.001-43407;12l. 

8711230417 Responds lo vlolalions notod in Insp Ropl 50-302/07-30. Corrective 
ocbonsVaivo RWV-103 closed as roquirod by procodu'o S procoduro wUi be revised 
lo irKorporato tiuman factor Improvemonis. 

SIMPS<X4.E.C. Florida Power (Jorp. (subs ol Fiends Progross Corp.) 67/11/18 Doc- 
umont Control Branch (Documoni Control Dosk). Spp. 43424 250-43‘i24:250. 

8711230442 Responds lo violation noted in Insp Ropl 50-302/07-29. Corioctivo 
acfons.lochnldon in quostdn removed from rospiraior rept uniil documontation ind.- 
cai'ng modicsl q^vDliflcation rccolvoU 

SfMPSON.E.C Honda Power Corp (subs ol Florida Progross Corp 1 07/1 1/18 Ooc- 
umoni Control Oranch (Oocumonl Control Desk). 3pp 43421:321-43421:323. 

8711130008 SunI S to NRC Into Nol ce 86-108, ''Degradation of RCS Pressure 0ound- 
anr Rosutting Rom Boric Add Corrosion.” Sve Lst encl. 

ROSSI.C.E. (^vision ol Oparational Events Assossrr.ent (Post 870411). 87/11/19. 
Co-'KOl-datad Edison Co. of Now York, Inc. 1 19pp. 43444-105 43444:314. 


n. Perlodio operating reporta ft relaled correapondence 


8711130285 Monthly operoling rept lor Oct 1987.W/67t 1 10 Ur. 

STEWART.S.A , SiMPSOM.E.C. Florida Powor Co'p (subs, of Florida Progross Corp ). 
07/10/31. Spp 43355:225-43355 229. 


S. Reportable occurrences, LERs & relaled correapondence 


8711130367 PNO 11-07-076 on 671027, omployoo of Fluor Consinjdofs. D Shirley.diod 
aflor bolng sovoialy burned In accidoni al facility switchyard. Fluor employess walked 
out on 671090 In sympathy at death OSHA inspectors Investigating accident. 
CIIBISTENSEN.H. Region 2, Ofc ol Ihe Diroclor. 87/l(>/28. Ip. 43367:0B6-43357.086. 

8711040140 LER 07-007-01:on 870420, discovered that enginearod safeguards 460-volt 
buses not dirscliy addressed In prosenl design of aograded voltago protecUon 
rola^g Caused twdosiqn ovorsfght.W/67l029 Ur. 

MOFFATT.U.W., SIMPSON, E-C. Florida Power Corp (subs, ol Florida Progross Corp 1 
87/10/26. Spp 43290:202-43290:210. 
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67111002^0 LER 07-023-00 on 670930.Mode 6 onieied before neulrort Ilux monior au- 
dible indiceUon in control roor^ & containmer.l fe-er<ergf 2 cd as required by Tech 
Specs CaosecStry delectwe procedures (’tocodi.res iOv.seaW/07tlO4m. 
MOFFATT.L.W.. SiMPSON.E C. Ftoride Power Cofp. (subs, ol Florida PrOQioss Corp.}. 
87/11/04 app. 43338:033-43328:036. 

8711100327 Spoc-'al Rept 87-03:on 870037.durir>g channel cbock Of Irtakial 
pesk.moni'.or si-OOS-MEI found Inopeiab'e. Cause undelortnined Replacement mon'lor 
to bo installed after relud'ing & engineering design evalualon to be made. 
S'l/PSON.E.C. Florida Powei Corp. (subs, ol Florida Ptooiesa Coip.) 87/11/05 Ooc- 
utnenl Control Branch (Document Control Desk). 2pp 43342 369-43343:3«>. 

8711130293 LER 67-034 -OOron 87l006.urlicensorl nuclear Quruiary operator expoaod to 
rediation field of 55 rem/Zh in basement level ol ceacler bidg.Caused by lack ot good 
rnothod lor oarly detoetton of weier leakage.W/S/l 189 lir. 

MOFFATT.L.W., SIMPSON, E C. Florida Power Cot), (subs, of Florida Progress Cotp.J. 
67/11/09 6pp. 43357.296 43367.303. 

87(1190094 Requests 30-day eidnnslon unt-l 871316 lor subrn'ttal of lER 87-035 & Se- 
curity Repi 87-S03-00.5igriificance of event roquves mo'e thorough invest gallon thart 
e'ready compleied. 

SIMPSON, E.C Florfda Powor Corp. (subs of Florida Progress Corp). 87/11/13 Doc- 
ument Control Branch (Document Control Desk), ip. 434TO.219'43400319 

8711190145 Part 31 repi re possibility of overload of emergency diese) gertoraior during 
loss of ollsMo power & LOCA event. Initle'ly reported on B71 1 1 l.Des'grt chartgea to 
ensure thel total d-esel load requirement be'ow rating underway. 

SAILER.W.F. Glioert/Commanweallli, Ire (toimerly (jiberi Ass<ic>aies. Inc.). 87/11/ 
t6 MURLEY.T E. Office of Nuclear Reactor Regulation, O.tecior (Post 670411). 3p(» 
43401:336-43401 337. 

8711330208 Spec‘al Ftepi a7-04:Tech Spec 3.3.3 10 violated Caused by tomovai of 
waste gas decay tank nydrogen 8 oygon morjlors from sve & not reiumod to opora- 
bie stafus wilhl.'i t4 days. Monitors will remain cul of sve until sys >n uso 
SiMPSON.E.C. Flonda Powor Corp. (subs ol Flor'da Progress Corp) 87/11/18 Ooc- 
u.T.enl Control Branch (OocumenI Control Desk). ?pp. 43433 253-43432 3S4 


V. Operator Examinallons 

8711230316 tnlorms that operator 8 sentor operator replacement exams schodvlod for 
wk of 671214 will bo postponed unit wh ol 6801 if due to regon parndpabon in pfol 
roqualificetion program. 

JLTUAN.CA. Heoion 2, QIC Ol the Oireotor. 87/11/16. WILGUS.W.S Floride Power 
Coip. (wbs.Ol FloiidaProQtess Corp.). ip. 434a4-073-43424073 


DOCKET fiO-304 2l0N NUCLEAR POWER STATION. UNIT 2 


F. Security, medical, emergency $ fire protection plane 

671 1030560 Provides info to support f.ndmg that special c'rcumsiances eirsi.per rev to 
10CFR50.12,concernlng 840/17 request lor exemption from roqutemonie of 
tOCFRSQ.Apo R (mpiemenUUon ol ueted made would be eKtoneivo underteking. 
LEBlONO.RC. Commonwee'ch Edison Co 6//IO/30 Document Conuel eranch 
(Oocumoni Control Oeek) 3pp. 43255:347-43255:349. 

B711S4026B Station Procedure Ctisnge Roquesi A87-578 to Emergency Piari in^e- 
menimg Procedure EPiP 330'1, "AcKvalon of Oeneiai.ng Station Emergency Plan 
Siaiion Oroup." 

RiECK.T.Ckimmonweaitti Edison Co 87/t 1/04. 6pi> 43442:158-43442.(65. 

8711170243 Notifies that combined response lo requests for addi info re ubi 861136 
security p’an amends In response lo chenges In I0CFR73,55 0 l0CFfl73 70 will be 
sent by 67 1211. per 671027 ieleon agreement 

ALLEN, CM Commonwealth Edison Co. 87/11/09. Oocumeni Ck>nt<ol Branch (Oocu- 
menl Control Desk), ip. 43383:357 43383:357. 


P. Operating license stage documenia & correapondence 

8711940306 Advises that atiegod valves purchased from specific vendor noted in CE 
Norelius 670728 Hr have not been used in past nor w:il bo used hi future Purchase 
Order 310762 canceled & OA dept will eva'uate future orders. 

LEBLONO.P.C. Commonweallh Edison Co- 57/10/32. DAVIS, A.8. Regtoo 3. Ole ol 
the Director, ip 43291:041-43291:041. 

671 1030206 Notificalion ol cancellation of 871 105 rnaeimg w/uhl )n Bolhesda.MO lo 
discuss rescinding of 800326 conf:rmaiory order. 

NORRIS.J A. Profecl Directorate 111-3 87/10/26. MULLER.O.R. Pro)eci Oirecioraie HI- 
2. 3pp 43384:135-43384:126. 

8711020390 Supplemenlal appHcal.on for amends lo Licenses OPR 39 & 0PR-4B4evis- 
Ing Tech 8 mc 9 lo extend snubber Insp period. 

LEBLONO.P.C. Commonwealth Edison Co. 87/10/27. Document Control Branch 
(Documont Control Desk). 3pp. 43236.179-43336:161 

-871 1020409 Proposed Tech Specs. extending snubber Insp period. 

• CoftimonwoaKn EOiSonCo. 67/(0/37. (p. 43336. (8( •43236:151. 

67(1100431 Generic Lir 87-15 lo all holders of CPs lor nuclear power plants re po-Tcy 
statement on dsfened plants Sve fist end. 

MIRAGLIA.FJ. Associate Director for Prolecls (Post 670411). 67/tt/04. CpnsolWaled 
Edison Co. uf New York, Inc. 46pp 43403;00l-43403:04e. 

571(245(42 Foewards Hsied docurr^nle In response to 67C331 tequesl ios addi into <e 
NUREG-0737,ltem 11.0.1, "Performance Testing ci Relfol & Salary Valves.'' Oocu- 
menls include, "AE Pro|ecl Plan lor Evaluation ol..." & ''EvalusL'on of Preesurizer...." 
'^BLONO.P.C. Commonwerdlh Edison Co. 67/lf/19. Document Control Branch 
icumenC Control Desk). 3pp. 43429:093-43439:246. 

1240147 "AE Project Plan lor Evaluai.'on of Pressuriror Safety & RsJiel Vafve Ois- 
.roe Piping Subsyslem." 

.TSON.J.M., OAZICA.M.K. O'Donnell & Associates, Inc. 66/08/25- 23pp. 
429:095-43439:117. 


-5711340161 "Evaluailon ol Pressuriror Safely & Relief Vsivo Discharge Piping Subsys- 
tem 2ion Slatlon Unit l & 2 Phase I • Elastic Analysis." 

B(XX3.n-J., JONES, G Z., OAZICA.M.N. O'Oonfiell & Associates, inc. 86/03/35. 76pp. 
43429.118-43429:194. 

-5711240173 "Evaluation ol Zion Unlis 1 5 2 Preseurizer SsfoN & Relief Valve Dis- 
charge Pming Subsystem for Slug Flow Condil-on Event Por NUREC-0737." 
RAC».R.J., ARMSTRONG, B.A. O'Donnell & Associates. Inc. 87/03/31. S3pp. 
H3429:i9S-43426:348. 

871124Q129 Requests that B71031 response to NRC 870723 quesllonnalro ro erosion/ 
corrosion experlonce In plant loedwater lines bo corrected as Indicalod. 

LEBUTNOP.C. CommonwQslih Edison Co. 57/11/20. Oocumont Control Branch 
(Oocumsni Control Dtisk). Ip 43431:134-43431:124. 


O intpsclion reporla, IE Bulletins & correspondence 

6012170462 IE Bulletin 80-25, "Operpling Problems W/Tsrget Rock Safety- Rellol 
Vaivoaai BWRs" 

* Ofc of Inspection & Enforcement. Director (020301-S70413). 80/l2/f9. Consolidat- 
ed Edson Co ol New York. Inc. Spp. 43226 201 -43226:305 

8305110473 IE Info NoHco 63-39, "Failure of Safoty/Rellof Valves to Open at QWRs ■ 
Iniertm Repi " 

JOROAN.E.L Dtv of Emergency Preparedness & Engineering Responso.lE(6&02f3' 
570413). 83/06/17. Consolidated Edison Co ot New York, Inc. 3pp. 43236:206- 
43226.207. 

5711050(05 RespotMts 10 6709(7 Itr re vldallon noted In Insp Repi 50-296/87-17 & 60- 
304/67-19 Corraciiva actlons.slatemont w,ll bo added to Safeguards Acluallon Per- 
fotmatKO Teal PT-10 Insiruclmg Immad'ato review of any valve failure. 

BUTTEflflELO.L Commonwoalih Edison Co. 87/10/16. DAVIS, A.B. Region 3, Ofc of 
Ihe Ofroclor. 4pp. 43303:228-43303 331. 

5711020476 Forwards insp Repis 50'3gS/9/-21 & SO-304/e7-33 on 8708l8-2e.No vio- 
(auons noted 

FORNEY.W.L Region 3, Ofc ol lha Dlredor. 87/10/26. REED.C Commonwealth 
EdIsonCo. 2pp 43234:108-43234:115. 

-8711020459 Insp RopIS 50-295/87-31 & 50-304/87-32 on e708ie-38.No violations or 
dev-'aiions noiad Ma(or areas inspected: allogsiion re work ass'gnments. 

IIINOS.JM. Region 3. Ole Ol Ihe Oirecior. 87/10/36. 7pp. 43234:110-43334:115. 

571 1020390 Supplemental apphcaiion lor amends to Licsnsos DPR-39 & OPR-46,reviS' 
Ing Tech Specs lo exiond snubber insp period. 

LcBLQNO.PC Commonweaiih Ed'son Co. 67/(0/27. Oocumeni Conlcol Branch 
(Oocumont Conirol Desk). 3pp. 43338:179-43236:181. 

••6711020400 Proposed Tech .Specs, extending snubbor insp period. 

’Commonwoalih ErksonCo. 87/10/37. Ip. 43336.t8l-43336:161. 

5710230213 NRC inip Nonce 87 056, "Porteble Molslure/Oensity Gauges: Recent incl- 
doMs ol Ponsbto Oaugos Being Stolen or Lest " Sve list 'end. 

CUNNINOHAM.R E. Division ol Industrial & Medical Nuclear Safety (Post 870739). 
57/10/29. Consolidaiod Edison Co. of Now York. inc. e9pp. 43334;I39'43334;237. 

5711020332 Fexwards Safety Insp Repis 50-295/e7-33 5 60-304/87-33 on 070631- 
1025 Util Well be notitied by separete corrospondence of NRC decision re enforcement 
action 

NOREtWS.C.C-. Region 3. Ole of (he Direcloi. 57/10/29. RUEO.C. CommonwoaiVh 
Ed-son Co 3pp. 43334 028-43334:050. 

-5711020338 Insp Repis 50-395/87-32 4 50-304/87-93 on 870931-1026. Vtolabons 
noled.Ma,'ot areas inspected RCS pressure Isolation check valves.LERs & related ll- 
censuig hlslory S associated licensee practices 

HINOSJM. Region 3. Qtc ol the Director. 87/10/37. 21pp. 43334 030-43234:050. 

8711050007 Responds lo NRC 871003 Ur re violations noled In Insp Repis 50-295/87- 
05 & 50'304/B7-05.CorrBclive aclrons:ml8insiBlfed relfol dampers Indentllled 8 sealed 

8 leak Mh( Isotatran ot control room HvAC sys tevlewad.Fee paid 
OELQEORGE.L.O. Commonwealth Edison (5©. 07/ID/3O. LIEBERMAN.J. NBC • No 
00101*0(1 Alfilal'en Given. Spp. 43303.001-40303 006. 

5710290234 NRC Into Notice 67-056, "Improper Hydraulic Control Unit Instaliailon at 
8WR nanis " Sve list end. 

ROSSI.C.E. Division of Operailonal Events Assessment (Post 870411). 67/11/04. 
ConsoMaled Ed, son Co. of New York, Inc. ( (2pp. 43334.328.43334.330. 

5711090314 Forwards Safety Insp Repis 50-395/67.39 & 50-304/67-30 on 871005- 

09 No viotetlons noted. 

StWER.W.O, Region 3, Ole of the Director. 87/11/04. REED.C. Commonwoalih 
Edison Co. 3pp 433l3:35f-433t3.2e6. 

-5711090320 Insp Repis 50-395/87-39 & 50-304/87-30 Oh 87l00S-09.No violations or 
demaUons noted. Major erees Inspected: chemistry program, Including 

K sdvres.organizailon & training & QA/Oc program In lab. 

TZMAN.fl.B., HOLf5E,J.E., SCHUMACHER, M.C. Region 3. Ofc of the D.reclor. 
67/11/04. I4pp 43313:253-43313:366. 

8711020017 NRC Info Notice 67-057, "Loss of Emergency BoraUon Capability Due to 
ti-trimn Gas Intrusion." Sve lisi end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 670411). 67/11/06. 
Consofldetad Edison Co. ot Now York. Inc. 1 16pp. 43356:003-43355:1 19. 

8711050040 NRC Compliance Bulletin 67-003, "Fastener Testing lo Determine Con- 
formanco W/Appiicable Mall Specs." Sve list end. 

ROSSI.C.E. Division ot Operational Events Assessment (Post 870411). 87/11/06. 
ConMlldated Ed'son Co. ol Now York, Inc. 1 1Bpp. 43397:143-43397:367. 

8711090140 NRC Info Notice 87-056, "Continuous Communications Following Emergen- 
cy Nokttcalions." Sve hat end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/11/16. 
ConsQlidaled Edison Co. of New York, Inc. 1 13pp. 43404:176-43404:366 
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6711120027 NRC Info Notice 87 059. "Potenllal RHR Pump Loss." Svc Itslend. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/11/17. 
Consolidated Edison Co. o* Now York, Inc. I20pp. 43487:00l-43407;t2). 

871 1 130008 Suppi 2 to NRC Into Notice 86-106. "Degradation ol ncs Pressure Bound* 
aiy Resulting From Boric Acid Corrosion." Svc list onci 

ROSSI.C.E. Division oi Operational Events Assossmoni (Post 870411). 87/11/19. 
Consolidated Edison Co. ol New York, Inc. Il9pp. 43444-1 95-43444;3t4. 


R. Periodic operating reports & related correspondence 

8711180149 Monthly opoiating rep( for Oct 1G67.W/871 107 Itr. 

AUSTIN, G., PLI)^L,G.J. Commonwealth Edison Co. 87/10/31. I2pp. 43368:271. 
43368:282. 


DOCKET 80.306 KEWAUNEE NUCLEAR POWER PLANT 


P. Security, medical, emergency 6 fire prolection plans 

8711030102 Advises that 871019 Rov 1 to plant industrial security manuai.App C cort- 
slsienl w/provislons of 10CFR50.54(p) & ecceptablo. 

MALLETT.B.S. Region 3, OIc ol the Creclor. 87/10/28. HINT2,O.C. Wisconsin Pubke 
Service Corp. 2pp. 43260: 1 7 1 -43200: 1 72. 

8711190161 Fonvards Safety insp Root 50-305/87.ie on 871019-22(40 vio'aiions 
noied.Weakness summery re dose prometions unci 

SHAFER,W.D. Region 3, OIc of tho Oireclor. 87/1 1 /16 IfINTZ.O.C. Wiscoitsin Public 
Service Corp. 3pp. 43307.285-43397:311. 

-8711190156 Insp Root 80-305/07- 10 on 071019 22. No noncomphance, dofldencios or 
deviations notod. Major arefls Inspociod: emorgoncy properodnass oxorcbo.Woaknosa 
noted.Oblectlvea & scenario lor exorcise end. 

FOSTER,J., SMITH.M, PLOSKl.T. Region 3, OIc ol the Director. 87/11/13. 24pp 
43397:288-43397:311. 

8711240200 Forwards Rev 14 to Industrial socurlty manual 8 Rov 7 to socuriiy force 
training & quallllcaliona menual.per provisions ol 10CFRS0.S4(p)Encla withhold (rol 
10CFH73 21). 

HlNT2,O.C. Wisconsin Pub'ic Service Corp. 07/1 1/17. Document Control Branch 
(Documenl Control Dosk) Ip. 43442:179-43442:179. 

871 1300087 Advisos lhat 87(117 Rov 14 to plant industrial security manual 8 Rev 7 to 
security force training 8 qualificaHons manual consisioni w/provl$ion$ of 
ioCPR60.64(p)&occepIatilo. 

MALLeTT,B.S. Region 3, Ofc of the Director- 07/i i /24, HINT7.D.C- Wisconsin Public 
Service Corp. 2pp. 43467:106-43487:107. 


P. Operating iicenee aiage documents 8 correspondence 

8711020077 Forwards nonpropnoiery WCAP-i 1620 8 proprietary WCAP'll6lO. "AddI 
Technical Bases lor Elimineiing Largo Primary l.oop Pipe Rupture as Siiuclurel Oos’gn 
Basis lor Kewaunoo." for rosoiukon of USI A-2 

HINT2.0C Wisconsin Public Service Corp. 87/10/26 Document Control Otarrch 
(Documenl Control Desk). 3pp. 43226:214-43226 24e 

-8711020086 Requests that proprietary wCAP-t 1619. "Addi Technical Basis lot Eiimi- 
naiing Large Prlrraiy Loop Pipe Rupture aa Siruciurai Oos'gn Oasis lor Kewaunoo." 
be withheld from public disclosure per lOCFR2.790{b)(4). 

WIESEMANN.RA Wesllnghousu Electric Co/p. 87/10/16 MURLEY.T. Ollice ol Nu- 
clear Reactor Regulation. DIrecior (Post 870411). 7pp. 43226:217-43226 223. 

-8711020090 Norvptopiielaty WCAP-t 1620. "Acltlt Techntca' Bases lot Ekrninallrag 
Large Primary Loop Pipe Rupluio ca Structural Oaslgn Basis lor Kowourtee." 
ROARTY.D.tH,, LEE.Y.S., KIM.C.C. Woslinghouse Efectrlc Corp WCAP-11620. 87/10/ 
at. 26pp 43226-224-43226:248 

8711100431 Qaneric Lir 87-15 lo all holders ol CPs (or nuclear power plants ro poKcy 
stalemenl on deferred plante Svc l>el oncl. 

MIRAGLIA.F J. Associale Oireclor for Projects (Post 870411). 67/11/04. OottsoVdeled 
Edison Co. ol New York, Inc. 4epp. 43402 001-43402.046. 

8711090337 Nolificalion ol 871113 meeting w/utll In Baihesds.MO to cSscuss uhl ap- 
proach for steam generator snubber romovsi. 

QUAY.T.R. Projecl Oirocioraie 111-3. 87/11/05. WIGOINTON.O.L. Project 0-roclorale 
111-3. 2pp. 43324:O52-43324;053. 

8711180144 Reviews lalasi performance Indioalors lo determine whether IrMcalors can 
be used lo ascertain quality performance Five of six plants achieving very good reality 
performance while one plant echlovina good quality poiformance. 

[YNCH.O. Project Directorate 111-3. 67/11/(1 HOLAHAN.G.M. Assistant Oireclor for 
Region III 8 Region V Reactors. 1 7pp. 43394:293-43394:310. 

8711300114 Forwards Rev 1 to "Evaluation ol RCS for Reduction ol Steam Generator 
Support Snubbors," for review 8 approval lo proceed w/hs'dwars mode.NRC position 
lhat snubber reduction unrelated aelely quoallon opposed. Fee paid. 

HINTZ.D.C. Wisconsin Public Service Corp. 87/ ( 1/20. Documenl Control Branch 
(Document Control Des(i]. 2pp 43467:009-43467:044. 

-8711300117 Rev 1 lo "Evaluation of RCS lor Reduction ol Sleam Qeneralor Support 
Snubbers." 

BHAMBRI.V.6., HIMLER.J.C., PATEL.R.B. Wisconsin Public Service Corp. 87/11/30. 
34pp. 434B7;0i 1-43467:044. 


8305110473 IE Info Notice 83-36. "Feilure ol Salety/Rellel Valves lo Open at BWRs • 
Intenm RepI " 

JOROAN.E.L. Oiv Of Emergency Preparedness 8 Eng-'noerfng Response, IE(850212- 
870413). 83/06/(7. Consolidated Edison Co. ol New York, Inc. 2pp 43226.206- 
43226 207 

8710230213 NRC Info Notice 87-065, "Portable Moisiure/Oensity Gauges: Recent Incl- 
donts ol Portable Gauges Being Stolen or Lost." Svc list encl. 

CUNNINGHAM.n.E. (jivislon m Industrial 8 Medical Nuclear Safety (Post 670726). 
87/10/29. Consolldaied Edison Co. ol New York. Inc. e9pp. 43324:130-43324 227. 

8710200234 NRC Info Noiico 67-096. "Improper Hydraulic Control Unit Insiallabon at 
BWR Plants." Svo Hsl oncl. 

ROSSI.C.E, Division of Operational Evenis Assossmoni (Post 870411). 87/11/04 
Consolidated Edison Co. of Now York, Inc. l t2pp. 43324:226-43324:339. 

8711020017 NRC Into Notice 67-057, "Loss of Emergoncy Boration Capability Due to 
Niltt^n Oas Intrusion." Svc list encl. 

RO^.C.E. Division of Oporational Events Assossmant (Post 670411). 87/11/08. 
Consolidalad Edison Co. of New York, tnc. 1 16pp. 43355:003-43355:1 f9. 

8711050040 NRC Compliance Bulletin 87-002, "Fastenor Testing to Oelermlno Con- 
formance W/Applicabfe Mall Specs " Svc list encl. 

ROSSI.C.E. Division ol Oporational Evanis Assossmoni (Post 870411). 67/11/06 
ConsoSdated Edison Co. of Naw York, Inc. 1 16pp. 43397;142-43397:267. 

871 1098140 NRC Info Notice 87-050. "Continuous Commun'eat-ons Following Emergen- 
cy Nolilicaiions." Svc list encl. 

ROSSI.C.E. Division ol Operational Evenis Assessment (Post 870411). 87/lf/l6. 
Consolidalad Edison Co. of New York, Inc. 1 13pp. 43404:176-43404:268. 

8711190161 Forwards Safety Insp Rest 60-305/87-18 on 8710l9-22.No violations 
ttolod Weakness summary ro dose proloctlons encl. 

SHAFER.WO. Region 3. OIc ol tho Director. 87/11/16. HINTZ.D.C. Wisconsin Public 
Servico Corp. 3pp. 43397:285-4339 7.3 1 1 . 

—8711190166 Insp Reel 50-305/87-18 on 871019-22. No noncompliance, dol/cloncies or 
tfoviaiiona rwted Major areas inspected: emerganey preparednoss exercise. Weakness 
noied. Objectives 8 scenario lor exerclso encl. 

FOSTER.J., SMITH.M, PLOSKl.T. Region 3, OIc of the Director. 67/11/13. 24pp. 
43397 288 43397 311. 

8711120027 NRC info Notice 87-050. "Poienlial RHH Pump Loss " SvcHst end. 
ROSSI.C.E. Divlalon ol Operalional Events Assessment (Post 670411). 67/ii/i7. 
Conscriidaied Edison Co. of Nsw York. Inc. t20pp. 43467:00i-43497:12l. 

8711 130008 Suppi 2 10 NRC Info Nol CO 66-108, "Degradation el RCS Pressure Qound- 
ary Resulting From Boric Acid Corrosion." Svc list encl. 

ROSSI.C E Division ol Operational Events Assessment (Pest 970411). 87/11/19. 
Cwsoiidaiod Edison Co. of NswYork, Inc 119pp. 43444:165-43444.3(4. 

8711300262 Forwards Safoty Insp Ropl 60-305/67-ie on 871001-11 15.No violations 
rtotod. 

OULOEMONO.W.O. Region 3. Oic ol the DIrecior. 07/11/20. HINTZ.D.C. Wisconsin 
Pubke Service Corp 2pp. 43472;141.43472:147. 

-8711300262 Insp RepI 60-005/87-18 On 67iOOl.l1l5.No signlfleanl Issues 
Ideniilied.Major sress inspodod oporailonai salely.msini, survo.llsnce,LERe 8 gsnotia 
lb lolowup. 

OEFAYCTTE.R. Region 3. Ole ol (he Oireclor. 87/11/20. Spp. 43472:143-43472:147. 


n. Perlodio operating reports 8 relalsd oorrespondance 

8711180122 Monthly operating rspt for Ocl I9B7.W/Q71 1 10 Itr. 

BUIIER.GH.. WNT^O.C Wlsconaln Public Soivleo Coip. B7/i0r3V &pp. 43354:345- 
43364:340 


8- Reportable occurrences, LEHs & related correspondence 

8711020314 PNO-lll-87.136:on 871024, doad body ol female seourity officer employed 
by Burns, Inc found in homo ol second lemalo security olficer on duty.Cause nol yot 
relsasod Licensee withdrew second security guard site eccoss aulhonzation. 
CREED.J.. MALLETT.B. Region 3, Ole ol the Director. 87/10/26. Ip. 43237:321- 
43237.321, 

B7I1D20245 PNO-III 87-t36A:on 671024, female guard employed by facility found 
slabbed to death. Male security officar employeo by facility will be charger] w/lirsl 
dmee murder, site access authorirailon suspended since 871024. 

CHtEO.-).. MALLETT.B. Region 3. Ofo ol the Oiiaolor. 07/10/29. ip. 43237:287- 
43237:207. 

8711170228 Summary of Operating Reactors Evenis Mooting 67-38 on 671 (03. List ol 
aitorxIoos.vlewQrapris 8 summary of reactor scrams encl. 

LANNINO.W. EveniB Assessment Branch. B7/1t/05. ROSSI.C.E Division of Opst- 
aUonal Events Assossmoni (Post 879411). 20pp. 43385:216-43365:234. 

8711260097 Forwards licensee responses to 10CFR21 notification re potential w'o'alion 
ot componeni cooling water containment isolation functfon.per 671 tOd request. 
WIGQINTON.D.L. Projecl Olracioraie III-3. 87/11/16. CRAIG, J. Plant Systems Branch. 
Ip. 43449:001-43449.008 


DOCKET 69-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


Q. Inspection reports, IE Bulletins 8 correspondence F. Security, medical, emergency 8 (Ire protection plene 

6012170462 IE Bulletin 60-26, "Operating Problems W/Terget Rock Safely- Relief 871 1080082 Advises that 870902 Rev 7 to plant emergency plan conslatenl w/require- 

Valves at BWRs.” ments of 10CFR60.64(q) 8 does not decrease effectiveness of emergency plan. 

• Ofc of Inspection 8 Entorcement, DIrecior (620201-870413). 80/12/19. CorrsolWal- SHAFER, W.D. Region 3, Olo ol Ihe Director. 87/11/02. LARSoN.C.t. Nonhem 

ed Edison Co. ot New York. Inc 5pp. 43226:201-43226:205. States Power Co. 2pp. 43308:223-43306:224. 


72 DOCKETED ITEMS 


<711)30234 Fofwa/ds Rev 10 lo "Corporaie Nuclear Emergertcy Plan.” cwrtaWng 
changes as re^lt ol annual inlarnal review, update 6 ceftiticaiiOn ot erriorgency plans 
& agreements. 

FEY F.L Northern Stales Power Co 87/11/02. Document Control Branch (Document 
Control Desk). Ip 43359.181-43359268. 


-8711I3030S Rev 10 to "Corporate Nuclear Emergency Plan." 

FEVF.L LAHSON.CE Northern Stales Povirer Co 87/11/09. 90pp 4335O.102- 
43359.266. 


8711020017 NRC Into Notice 67-057, "Loss ol Emergency Boration Capability Due to 
Nitrogen Gas intrusion.” Svc list end. 

ROSSl.C.E. Division ol OperelionM Events AesessmoiM (Post 670411). 87/tl/06. 
ConaoHda'.sd Ed son Co ot New York, inc. 1 t6pp. 43355:003-43355:1 10. 

87110S0040 NRC Compliance ^yileilr^ 67-002, "Fastener Testing lo Oetormlno Con- 
formance W/Applicable Mail Specs." Svc list end. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 07/11/06. 
Cwsdidaied Edson Co. ot New York, inc. tt6pp. 43397-.t 42-43307:267. 


8711200140 Advises that 871029 Rev 16 lo physical secunty plan consistent w/ptovF 
sions of 10CPR50 54(p) & accepteble- 

WALLBTT.B-S. Region 3. Ofc of Ihe Oiredor. 67/11/03. LAflSON.C.E. Northoin 
States Power Co. 2pp. 43417:145-43417.148. 


H. General correspondence 


8711090140 NRC Into Noitco 87-068. "Conlinuoua Communications Following Emorgon- 
cy Novttcatrons." Svc list and. 

FIOSSl.C.E. Dtvision ol Operational Evonis Assessment (Post 870411). 87/11/16. 
Consolldaiod Ed son Co of Now York, Inc. l I3pp 43404:176-43404:266 

8711120027 NRC Into Notice 67-056, "Poiontial RHR Pump Loss.” Svc Ust end. 
RC^^.C.E. Orvislon ol Operaifonal Events Assessment (Post 870411). 87/11/17. 
Consotidsted Edison Co. ot New York, Inc. 120pp. 43487.001-43467;i2l. 


8710100037 Requests NRC submitiai ot written slatemenl givirtg formal approval of pro- 
posed luel rM consolidation pilot ptolect at plant Recent "^lo indicates that uiti wll be 
allowed to perform IOCFRSO.59 self-review.Assurances re safety needed. 
ANDERSON, B Minnesota InsUtuie ol Concern lor Public Health. 87/06/24. 
OllAMNl.OC-NRC- No Detailed AKiHalion CNen. tp. 4a07e:t95-43076:»B5. 


8711130006 SuppI 2 to NRC Info Notice 66-108. "Degradation ol RCS Pressure Bound- 
ary Resullu^ From Boric Acid Corrosion." Svc list end. 

ROSSl.C.E. Division ol Operaltonal Events Assessment (Post 870411). 07/t1/t9. 
Consdkfated Edison Co. of New York, Inc. tl9pp 43444:165-43444:314. 


P. Operating Ucanee atage documente 8 eorraipondanoe 

8710190037 Requesis NRC submittaf of written statement giving formal approval ol Re- 
posed fuol rod conso’idalion piiol proleci el plant Recent tnlo Inr) cates that ull w.n be 
allowed to perform 10CFR50 SS sell-teview.Assurances re salaty needed. 
ANOERSON.B. Minnesota Inaiitute of Concern lor Public Hoaiib. 87/09/24. 
OilANNl.O.C. NRC - No Oelailed Alfilialion Grven. ip. 43076 195-43076.165. 

871 1 100369 Forwards application lor amartds to Licenses OPR-42 8 OPR-60. changlno 
high flux, power range monitor, low selpoIni.Fee paid.NSPNAO-872S, “A/ttiyeis ot ho- 
visad Low Setpoint lor High Flux. Power Range," also end 

MU50LF.0 Northern Slates Power Co 67/1 1/03 Office ot Nuclear Roacioi Rogtria- 
lion. Director (Post 670411). 3pp. 43335;14a-4333S:170. 

'•S7l1ta0992 Application lor amonda to Ucenses OPR'42 & DPR 60.chat>ging high 
flux.power range moniior.low setpoint. 

MUSOLF.O. Northern Staias Power Co 67/11/09. 3PP 43335 1SI 43335:153. 

•'8711100441 Proposed Tech Spec 2.3-t, "Limiting Safety Sya Sottmgs, Proleciive frs- 
strumontaVen." 

* Northern Slates Power Co. 87/11/03 Spp. 43335:tS4-4333S:iSa. 

•'8711100998 Rev 0 to "Anelysle of Revised low Seipeini tor High Flux, Power Rango " 
MONTGOMERY, SO., eONNEAU.C., ANDERSON, flO. Northern States Power CO- 
NSPNAD 8725 000. 67/1 1/03. 12pp. 4333$:lS6-43396:l70. 

8711100431 Qenene Lu 67^15 to all holders ol CPs tor ctuciesr power plants te pokey 
sisiemeni on deterred plania.Svc list erKi. 

MIRAQLIA.F.J. Assoclaie Oirecior tor Projects (Post 87041 1} 87/11/04. Consoiidaiod 
Ed«on Co. »l New York. Inc. 46pp. 434Q2 0Qt-43402 Q46 

8711T80144 Reviews laiasl performance irMicaiors to determine whether irtdiceiois can 
be used to ascertain quaii^ pertormanco.Fiva ol erx plants achieving very gri^ quakty 
performance while one plant achieving good quality performance. 

Lynch. 0. Proieci Oirectoraie lll^S. 67/11/13. HOLAHAN.GM. Assistant Oirector lor 
fiegicn ill & Regton V Reactors. 17pp. 43384:293-43394.310 


O. Inspection teports, IE BulIeliTts 8 correapondence 

6012170482 IE Bulletin 80-25, ’'Operating Problems W/Targol Rock Seloty- Ref«t 
Valves el BWRe " 

* Ofc ot Inspection 8 Enforcemeni, Oirecior (820201-870413) 60/12/19. ConsoiKlal- 
od EdisorsCo- of New York, Inc. 5pp. 43228 201-43226 205. 

8305110473 IE Into NoUce 63-39, "Failure of Saloty/RoI.ef VaNes la Open at 6WRs ■ 
Imerim Rapt." 

JORDAN, E.L. Oiv ol Emergency Preparedness A Engineenng Response.iEt6902l2- 
870413). 83/06/17. Consolidated Edison Co. ol New York, inc. 2pp 43226-200- 
43226:207. 

87 1 1060307 Forwards errata lo Rev t lo ASME Code Soction XI Insorvlce Insp A lesimg 
program manval.Errala corrects admlnislratlvo errors reconily found In 670812 subnvt- 

MUSOLF.O. Northern Slates Power Co 87/10/26. Document Control BretKh (Docu- 
jnenl Conirol Desk). Ip 43307:311-43307:360. 

•'8711060309 Errata 10 Rev 1 to ASME Code Section XI Inservico Insp 8 lesling |xo- 
gram manual, correcting admlnlsbalive errors recenUy found In 870812 submittal 
Northern Slates Power CO 87/07/13. 51pp, 43307:312-43307 360. 

8711090062 Foiwatda Selety Insp Repts 50-262/e7-t4 & 50-308/87-t3 on 870623- 
i0O3.Nevtotations noted. 

NORELlUS.CE. Region 3, Oto el the Oirector. 87/10/28. LARSON.CE Northern 
Slates Povxet Co. 2pp. •(33t4'.050-433t4'DeO 

-6711090063 insp Repis 50-262/67-14 S 50-306/67-13 on 870823-1003.No vtoleClons 
noted Malw areas inspected platU eperetlonel sa(eW.mairM,su(velltances.E8F 
8ys,c<iollng water sys diffIcultlas.sMni fuel pool activUies & lER toliowup. 
DEFAYE1TE.R. Regiort 3, Ofc of the Oirector. 87/10/20. 9pp. 433f4;()^-43314:oea 

8710290213 NRC Into Notice 87-055, "Portable Molature/Oensity Gauges Recent Incf- 
denis of Potlable Gaines Being Stolen or Lost." Svc lisl enef 
CUNNINOHAM.R E. Otvl^on of Industrial & Ma^al Nuclear Safety (Post 870729) 
87/10/29. Consolidated Edison Co. of New York, Inc. 89pp. 43324:139 43324:227. 

8710290334 NRC Info Notice &7-858, "Improper Hydraulic Control Unh Installation a) 
0WR Plants." Svc lisl encl. 

ROSSI, C-E. Division of Operational Events Assessment (Post 870411). 87/11/04 
Consotidaled Edteon Co. ol New York, Ino. t12pp. 43324 226-43324:339. 


n. Periodic oparaling reporta & related correspondence 

8711100275 Monthly operating repis lor Oct 1987.W/871 106 llr. 

OUGSTVU3J3. MUSOLF.O. Northorn States Power Co. 87/10/31. gpp. 43330.234- 
43330 242 


V. Oparslor Exsmlnatlons 

8711030199 Ack tecept ol MB Sottman comments on NRC implemontaiion ol lequlre- 
menis oi IOCFR55 re admhistortng raqualdlcation exam to reactor operators as result 
of 870010 maoiing. Comments will do included In roavaluation of program. 

ROE.iW. DiviVon of Ucensoa Porlormanco & Quality Evaluation (ftosl 870411). 87/ 
10/27. MUSOLF.D.M Nortnarn Slates Power Co 2pp 43264:092-43264:003. 


DOCKET 60-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Securffy. medical, emergency 8 lira proleclton plans 

8711090069 Responds to NRC 870923 It' ra violations noted In Insp Rept 50-309/87- 
22.C«rre«iys acilons posl-aecideni semping sys drill comploied, Procedure 2.50.23 re- 
lo Improve review ot emorgancy drriis & exercises A docurnonteiion reviewed. 
WHimEft.OO. Memo Vankea Alornlc Power Co. 67/10/26. MARTIN, T.T. Region l, 
QIC of me D.tecior. 4pp. 43255 142-43255:144 

87M640150 Ppiwards insp Ropi 5O-30D/87-24 on 670B02-100S.No vloletloits noted. 
WiQQiNS.J.T. Region l. Ofc ol ibe Director. 67/11/01. RANDAZ2A,J.B. Memo 
Yank.oo Atomc Power Co. 2po. 43260.164-43290:191. 

-6711040165 insp Rept 50-309/67-24 on 870902-l005.No violations noted. Major 
areas tn$pacted:cohUo( 'oom.accassibla pans ot pianl structures, plant 
operatioAs, radiation protection, physical security, plant operating records A maim A sur- 
vefiance 

TRlPP.L.E. Reg-on l. Otc ol the Ovioclot, 87/10/28. 6pp. 43290:tee-4329Q-.l91. 

8711200211 Fonvards response to 671009 llr re violations noted In Insp Rept 60-309/ 

WHiTTfCR.OO Maine Yankee Atomic Power Co. 87/l1/t8. Document Control 
Branch (Oocvmeni Control Desk). Ip 43408'231-4340B:23l. 


P. Operating license slags docutnenie A correspondence 

8711040033 Responds to Generic Llr 67-12, "Loss of RHR While RCS Partially Filled." 
Procedures wsl be developed lor lowering coolant level In reactor vessel below top ol 
looppip'ng W/one oversIre drawing. 

RANDAZcA.JB- Maine Yankee Atomic Power Co. 87/10/26. Document Control 
Branch (Oocumenl Control Desk) I5pp. 43266:001-43286 015. 

8711030339 Partial response lo FOIA requesl. Forwards documents listed In App 
AOocumonis also avallsble In POR. 

GRlMSlEY.OH. Division ol Rules A Records (Post B70413J. 67/11/02. CONNOR.L. 
Ooc-Search Assoclatos ?pp 43258:339-43258 346 

-8808060190 Forwards performance Info tor C-E supplied nuclear fuel for CY85 on 

K -by-plant basis, por NRC 660616 requost.lnto includes number of fuel assemblies 
if rods Irradiated A/or discharged A batch average burnups. 

SCHERER.AE. Combustion Engineering, Inc. 66/06/01. GERLINCER.C.H. Reactor 
Systwns Branch (PWH A), 6pp. 43258 0l7-43286.352. 

8711100431 Generic Ltr 87-16 lo all holders ol CPs lor nuclear power plants re policy 
slefemeni on deferred plants Svc lisl encl. 

MiBAOuA.F J. Associate Oirector (or Projects (Post 670411). 67/11/04. Consolidated 
Edison Co. of New York, Inc. 46pp 43402:001-43402:046. 


Q. Inspaetlon reports, |E Bullatlns A correspondence 

9912170483 IE Bulfeiln 00-26, "Opeialing Ptoblems W/Targei Rock Salaty- Raliol 
Valves ai BWRs." 

* Otool inspection A Enforcement. Director (820201-670413). 60/12/19. Consolidat- 
ed Edison Co. ol New York, inc. 5pp. 43220r-2Ot -43220:205. 

8306110473 IE Info Notice 83-39. "Failure of Saleiy/Rellet Valves to Open at BWRs • 
Interim RepI" 

JORDAN.E-L. ON of Emergency Preparedness A Engineering Response.lE(8502t2- 
870413). 63/06/17. Consmidated Edison Co. of New York, Inc. 2pp. 43226:206- 
43226:207. 



o^nujuuoy nesponas lo o/waj iir to violations noioa in msp hiepi 
23.Correctivo actlonsiposi-eccldont sampling sys drill completed, Procedoro 2.50.23 re- 
vised to improve review of emoigency drills & oxorcises & documentation reviewed. 
WHITTIER, G.D. Maino Yankee Afomic Power Co. B7/10/26. MARTIN.T.T. Region 1. 
Ofc of tho Oirecior. <tpp 432S5:142-'13255.144 

8711050011 Suppis response to NRC 8709IS Itr ro violations noled In NRG 870714 
Itr.Correcilve actlons:radlatlon work perm is conected by specil.c survey maicr re- 
quired or technician job coverage barricade ajusled to less than 100 m/ti. 

WHITTIER, G.D. Ma'ne Yankee Atomic Power Co. 07/10/26. Oocumenl ConKOl 
Branch (Document Control Desk). 7pp 43302.009,43302 015. 

8711020622 Ack receipt Of 070922 & 20 Itrs Informing NRC ol steps taken to correct 
violations noted in Insp Rept 50-309/67-12. 

JOHNSTON.W.V Region 1, Ofc of the Director. 87/10/20. RANDA22A.J.B. Maine 
Yankee Atomic Power Co 2pp. 43237:131-43237:138. 

B710230213 NRC Info Notice 67-055, "Portable Molsturo/Oensity Gauges Receni Incf- 
denls ol Porlebfe Gauges Being Stolon or Losl." Sve liSl oriel. 

CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Saleiy (Post 670729). 
87/10/29. Consolidated Edison Co. of Now York, Inc. 89pp. 43324: 139-43324:227. 

8711040160 Forwards Insp Repl 50-309/87-24 on 870902-1005.No violations noled. 
WIGGINS, J.T. Rogion 1, Ole of the Oirecior. 67/11/01. nANDAZ2A.J.B Maino 
Yankee Atomic Power Co. 2pp 43290:184-43200.191. 

••8711040165 Insp Rept 60-309/87-24 on 870902-1005 No violations noted. Major 
areas lnspoctod:conirol room, accessible parts ol plant structures.planl 

oporaiions.radlation proloclion, physical socurity, plant opurailng records & malnl & sur- 
veillance. 

TRIPP.L E. Region 1. Ofc of (ho Direclar. 87/10/28. epp. 43200:186-43260 161. 

8710290234 NRC Into Notice 87-056, "Improper Ilydreulc Control Unit Irwiellal-on ei 
8WR Plante." Sve list oncl. 

ROSSI, C.E. Division ol Operational Events Assessment (Post 870411). 87/11/04. 
Consolidated Edison Co. or Now York, Inc. 112pp. 43324 228-43324:338. 

8711090191 Forwards Saloly Insp Rept 50-309/87-23 on 87002t-25Ne vlolaiions or 
deviations noted. 

MARTIN.T.T. Region 1. Old Ol Iho Olrecior 67/11/05. RANOA/2A.J.Q Maine Yankee 
Atomic Power Co. 2pp 43314:225-43314-237. 

-671 1090194 Safely Insp Rept 60-309/87-23 on 870921-25 No violations or davtauorts 
noted Major areas tnspocted.solid radwasle processing preparation. packaging & ship- 
ping program, Including mgl conlrols.QA/QC & radiochemisiry. 

BICEHOUSE.H., PASCIAR.W, Region 1, Ofo of iha Olrecior. 87/11/03. tlpp 
43314:227-43314:237. 

8711020017 NRC Info Noirco e7-0S7, "Loss of Emergency Borahon Cspobfity Ouo to 
Nitrogen Qas Intrusion.'' Sve list oncl 

ROSat.C.E Dwtston ol Opoieilonat Events Assossmont (Post 870411). 87/11/06. 
Consolldstod Edison Co. of Now York, Inc. 1 lOpp 43355003-43355:118. 

8711060040 NRC Compliance Oulletin 87-002. "Fasioner Testing to Ootormine Con- 
formance W/Appileabfe Moll Specs." Sve list oncl. 

ROSSI.CE Division o( Operational Events Assoasmeni (Post 870411) 87/11/06. 
Consolidalod Edison Co. of Now York, inc. I I6pp 43397:142-43397 257. 

071 1090140 NRC Info Notice 67-058, "Continuous Communicai'ons Folfowing Emergen- 
cy NoiifiCfttions." Sve l«i encl. 

ROSSi.C.E. Division ol Operational Events Assesemoni (Post 87041 1). 67/ii/t6. 
Consolidated Edison Co. oi New York, Inc. tl3pp. 43404:178 43404:288. 

871 1200171 Informs that submilisi data for rapt re status of program In tosponao to lE 
Bulletin 86-003 delayed until approx 671201 Udi orig naiiy commitiod to provide lopf 
by 871116. 

VVHlTTlER,Q 0. Maine Yenkao Aiomio Powor Co. 67/11/16. Oocumoni Control 
Branch (Oocurnent Conlrol Desk]. Ip. 43417:269-43417.296. 

B711330294 Forwards Exam Rept 60-309/87-2IOL edmlnlslorod on 8709i6-l7. 

GALLO, R M. Region 1, Ofc of the Dirocior. 67/1 t/l6 RANOAZZA.J 6 Makie Yankee 
Atomlo Powor CO. 2pp. 43420:324 43421:058. 

-8711230301 Exam Rept 60-309/67-21OL on 8709l6-t7Exsm resuliaihteo of lour 
senior reaclor operator candidates passed oxams & received licenses Exsm & answer 
key, facility comments & NRC response to commonts oncl. 

NORRIS, B.S.. KELLER, fl.M. Rog'Oh 1. Ofc ol the O.foclor, 87/11/09. 93pp 
43420^26-43421:058. 

8711120827 NRC Info Notice 87-059, "Poienilnl RHR Pump Loss." Sve kslencl. 
ROSSI.C.E Division of Oporellonal Events Assessment (Post 670411). 87/11/17. 
Consolidated Edison Co. of New York. inc. 120pp. 434e7;001-43407;t2l 

8711200211 Forwards response lo 871009 Hr re vlolaiions noted In Insp Repi 50-309/ 
87.l6.0elall6 withheld. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 87/11/18. Doewnont Conlrol 
Brarveh (Document Control Desk). Ip. 43408:231 -43408:231. 

8711130008 SuppI 2 lo NRC Info Nollce 86 )08, "Oegrsdailon of RCS Pressure Bound- 
ary Resulting From Boric Acid Corrosion." Sve list oncl 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/11/19. 
Consolidated Edison Co. of Now York, Inc. 1 19pp. 43444:195-43444:314. 

8711250249 Forwards Insp Ropt 50-309/87-16 on 870720-24 & noHco orviofaKon. 
JOHNSTON.W.V. Region 1. Ofc ol Iho Dirocior. 67/11/19. flANDAZZA,J.B. Maine 
Yankee Atomic Power Co 2pp. 43460:102-43460:129. 

-8711250251 Notice ol violallon from Insp on 670720-24.Vlol8tlon noted: dela of type 
test results could not be provided at lime ol Insp lo verily qualtllcatlon of cormedors 
used for thermocouple circuits. 

* Region 1. Ofo ol the Dirocior. 87/11/19. fp. 43460:104-43460:104. 

-8711250255 Insp Rept 60-309/87-16 on 870720'24.Vlo1atlor)8 noted.Mafof areas 
In8pected:ilcen9ee implamentallon of program for oslablishing & malnlalnfng qualKica- 
tlon of eloclrlcal equipment within scope of tOCFRSO.49. 

CHEUNG, L.S., DEV.M., ESELGROTH,P,W. Region 1, Ofc ol the Director. 87/10/28. 
25pp. 43460:105-43460:129. 


V. uperaior txaminations 


8711230294 Forwards Exam Rept 60-309/87-21OL adminisierod on 870915-17. 
GALLO.R.M. Region 1. Ole of the Qiroctor. 67/11/16. RANOAZZAJ.B. Maine Yankee 
AlonVc Power Co. 2pp 43420:324-43421:058. 

—8711230301 Exam Repi 50'309/87-21OL on 870915-i7.Exam rosuIt9:three of lour 
senior roacior operator candidates passed exams & received licenses. Exam & answer 
key.iacHIty comments & NRC responso to comments end. 

Nf^lS.D.S., KELLER, R.M. Rogon 1, QIC of the Director. 87/11/09. 93pp. 
43420328-43421:058. 


DOCKET 50-311 SALEM NUCLEAR OENERATiNQ STATION. UNIT 2 


F. Security, medical, emergency & fire protection plans 

8711020015 Rev IS to event classification guide, Inc'uding rev to (ableol conionis.Rov 4 
to Secllon ii. "Cross Rol ■ Event lo Roquirament" & Rev 4 to Section 13. "Security 
Events." 

FAWCGTT.O. Pubtic Service Electric & Oas Co. of Now Jersey 87/10/20 42 dp 
43233:132-43233:176 

8711050483 Advises the! 070604 emends to Rev 0 to Atiilldal is'and security plan & 
training & qus'ilicatlon plan consistent w/ provisions of 10CFR50.54(p) & acceptable 
w/oxcepllon of miscollanoous arnends changes currently under review. 

MARTIN.T.T. Region 1. Ole ol Ihe Director. 87/10/30. MCNEILL, CA. Pub'ic Service 
Elecirte & Gas Co. ol Naw Jersey. 4pp. 43292:097-43292.100. 

8711100464 Rav 0 lo Emergency Plan Administralivo Implerr.ani'ng Procedure EPIP 
1009. '‘Emergency Responso Ca'iout Test Procedure.” W/Rev 4 to table ol contents. 
QURGIN.O. Public Service Elaciric & Oos Co. oi Now Jersey. 87/11/06. iSpp 
43335 052-43335 086. 

87111^)204 Rev 2 lo Artificial Island Emergency Plan Implemont-ng Procedure EPiP 
204S. "Emergency Response Callout/Personndl Recall.” Table ol contonls end. 

' Public Service Electric & Qas Co. ol Now Jersey. 67/11/06. 3lpp. 43365:168- 
43385-188 

871 1230322 Rev 4 lo Emergency Plan Implemonting Procedure EPIP t013, “Emergency 
Response Personnel Telephone List” & revised laelo of conionis. 

WlNNER.Q.L. Public Service Electric & Gas Co. ol Now Jersey. 67/11/17. 25pp. 
434I9.-1M5.43410 120 

8711300209 Advises lhal 670003 tsmporery change lo aiUlldsl Island secunty plan con* 
sisteni w^ovisions ol 10CFR$6.54(p) 5 acceptable. 

M/^TtN,T.T. Rog'on 1. Old of the Olteclor. 47/11/20 MCNEILL, C-A. PuWic SeNlce 
Electric & Gas Co of New Jersey. 4pp. 43467:282-43467:285. 


P. Operating lleanae ataga documania 8 correspondence 

8711020409 Application lor amends to Licenses DPR-TO & OPR-76,edding reaclor 
vessel level insirumeniaiton sys lo Tech Spec Tables Tables 3.3-11 & 4.3-n & leble 
notation pMos assodaied w/ Tech Spec 3.3.3.7.Foo peid 
MCNEILL.CA. Public Service Electric & Oes Co. ol Now Jersey. 67/10/29. Document 
Control Branch (Oocumoni Control Desk). 7pp. 43235'20S-4323S;227. 

-8711020418 Proposed Tech Specs adding reaclor veasoi level fnstrumeniation sys lo 
Tech Spec Tables 3.3-11 & 4.3-11 8 leble notation pages associaiod w/Tech spec 
3.3.3.7^ccldeni momiorlng insirumenlatlon. 

* Pubbc Service Electric 6 Gea Co ol Now Jersey. 87/10/29. I6pp. 43235:213- 
43235:227. 

8711090166 Revised appircation for amends to Licensee DPR-70 6 DPR<76, consisting 
of llcenso Chengo FtequesI LCR 66-ll,adding provis.'On lo OL tor unite to Indicate 
lhal requ'remonts ol NRC 830506 order terminated 

MCNEfLL.C A. Public Servico Elecirlo & Gas Co- Ol Naw Jersey. 87/11 /03. Document 
Control Branch (Document Conlrol Desk). 14pp. 43321:092-43321:105. 

8711180217 Forwards rept documenilng IndopendonI invosiigslion of orronoous siate- 
menl conlatnod in 67 1 016 Itr re 4 kV breaker cocrd nation.por 871023 telcon. 
MCNEILL.C.A. Public Service Electric 5. Gas Co. of New Jersey. 67/1 t/Q3. Document 
Conirof BrarKh (Document Control Desk). 8pp. 43366:248.43368 265 

8711100431 Generic Ltr 07>l5 to all holders ol CPs for nuclear power plants ro policy 
slatemoni on deferred planls.Svo list end. 

MIRAQLIA.FJ. Associate Olrecior lor Projects (Post 670411). 87/11/04. Consolidsted 
Edison Co. of New York, Inc- 48pp 43462:001 43402046. 

8711200156 Withdraws request lor diacretionery enlorcomoni of Tech Spoo Action 
Slalemeni 3.8. VVa per ulk 871813 Itr.Vllit will perloim necessary degassing of 
Number I elailon power transformer in mode requiring only one oflsHd power supply. 
MCNEILL.C.A. Public Servico Elecirio & Gas Co. of New Jersey. 87/ 1 1 /Od. Document 
Conlrol Branch (Document Conlrol Desk). 2pp. 43417:205-43417:206. 

8711240264 Forwards Amende 64 & 58 to Licenses DPR.70 & OPR.75, respectively & 
safety evaluaUon.Amenda chango Tech Specs due to mod of reactor trip sys & ESFs 
response times lo accommodate removal of rosislance temp delodors bypass sys. 
RSCHER.D.C. Projeel Directorate 1-2. 87/lf/16. MCNEILL.ljiA. Public Service Elec- 
Irtc&Qas Co. of New Jersey. 3pp. 43446.001-43448^)42. 

-6711240263 Amends 84 & 66 lo Licenses OPR-70 & OPn-7S, respectively, changing 
Tech Specs duo to mod of reeclor trip sys & ESFs response limes to accommodate 
removal Of resistance temp deleciors bypass ays 

BUTLER, W.R. Project Directorate 1-2. 67/11/16. 26pp. 43448:004-43446:029. 

-8711240371 Safety evaluation supporting Amends 64 & 56 to Licenses OPR-70 & 
DPR-76.re8peotlvely. 

* Office of Nuclear Reaclor Regulation. Director (Post 870411). 87/11/16. 13pp. 
43446.030-43448:042. 



74 DOCKETED ITEMS 


871 1300087 /ippiicalion lot amends lo Ucensos DPfl-70 & 

3/4 8.1.1 ot taciiity Tech Specs lo address chances io action siotoittonto & suivoih 
;anco re<ii;ir6mor.ts suggesled i.n f^'^CGonanc Ur 84-15 Fee paid. nneiMienl 

MCNEiLl.C A Publ-c Service E'ed.'ic 4 Gas Co of 
Convol Branch {Documenl Conuo! Des’i). lipp. 43470.125 -13470.183. 

-8711300080 Proposed Tech Specs rp changes to acicn siaiemonls & eunretarco ra- 
quiiemenls sfogesied In NRCGene.'icli'84-l6 .i>i4rrk.<*}iL 

• Public Sendee Electric 4 Gas Co. of Nsai Jorsey. Q7/H/M. aepp. 43470130- 
43470:163. 

8711300070 Advises thal lubes pljggod In ladhtj/ ^oam Generaici 
plugged due to lute wall loss In excess of 434®. One plugged as coraorvsiMi imas- 
ute a-js to Ubo loss of 354S. Two others plugged due to cokf 'SW"* 
20PK0,J.M. Public Service Elecmc 4 Gas Co ol New Jersev. 87/11/20. Docurpom 
Coniioi Branch (Documert Control Desk). 1p. 43-173 1 16 43473.146 


O. inspection reports, l£ Builelins 4 correspondence 

8012170482 l£ OuHetin 80-25. "Opera’ing Pioblema W/Targol Rock Saloty- DoTal 

* Ofc ol inspeci'on 4 Enforcerrenl, Oiroclof (020201-870413). 60/12/10. ConsdlJal- 
ed Edison Co ol New York. Inc. Spp 43226:201-43226 205 

83061 10473 IE Inlo Notes 83-39, ' Failura ol Safety/nefiQl Vaivos lo Open el BWOe • 

JOnOAN?*L Olv cl Emergency Preparedness 4 Engineering nosponso.lEHI50^2- 
870413) 63/00/17. Consolidated Edison Co of Now Ycih. Inc 2pp 432^6:200- 
43226.207. 

3711030208 Fonwarda ulil oxem revtcw learn lindnga re root causo olhigh oxam Inlu^ 
rsie.ln respo.nse lo Regua'ificai'on Program Evsiuai'orj Repla 50-272/87-2l(OL) & 50- 
3il/87-26(OLl. , 

MILTENBEHGEB.S. Public Service Electrls 4 Gas Co. of New Jorsev. 87/10/26. Ooc- 
umonl Conticl B.-ench (Documenl Control DosV). 4pp. 43252 0t2-43262l)l6 

8710230213 NRC Inlo Notice 87-055, "Portable yolslure/Oensily Qaugos. Reco.nl Ind- 
dents of Portable Gauges Being Stolen or Lost." Sve ilsi end. 

CUNNINQHAM,R E. Division ol Industrial 4 Modical Nuclear Safety (Post 870720). 
47/10/29, ConsQ'idaied Edison Co.ol fJow York, Inc. 09, tp 43324. tSo 43324:227. 

8711080249 Informa NRC of dispodUon of onv.ron qus'lKsiiOn ol room 
coders Enginooring 4 p'ani betiaimenl safety analysis group ssfoty ovokrai-on con- 
cluded that pump room coo’ar motors 4 aasQC<sied compo.-ienta qua uiod m posl-acd- 
dani arivirons 

MCNEIIL.C.A Pubi.c Service Electnc 4 Gas Co of New jo'sov. 87/10/80. Oocurnom 
Control Gianch (Document Control Desk). 2pp. 43303 352-433(13353. 


8711300098 lEf) 87.014 OO ort 871022.5Olpoinl on diasol nonorator ovatcuitora p-oii>t. 
lion rolays discovorod Incotrocl.Causnd by Inadoquaio oocumoniaiicn conVolReisva 
coirociod & oloctrical lesk forco ostobl'8hod.W/07fi lo Hr. 

QRAY.M.K., ZUPKO.J M. Pobl'C Son/lco Elociilc 4 Gas Co. ol Now Joraov 87/11/19 
8pp. 43470.085-43470 100. ' 


V. Operator Examlnallona 

8711030208 Fonvards iiM oxom rovlow loom findings ra root causo of Migh oxamfa-'u's 
ratojn rosponso to Roquaiilicnllon Program Evaluai on Rupis 50-272/a7-2i(OLi 4 fin. 
31l/07-2^OU. ' ’ 

MILTENOERGER-S. Publ-c Sorvlco Elocinc 4 Gas Co of New Jersey. 07/10/28 Doc- 
umont Contrd Oranch (Document Control Dosk). 4pp. 43252:Ol2.4375?:0l5. 

8711180028 Fonvarde Exflm Ropls 60.272/07.2eOL 4 60-31 1/07.2601 (or exams ad 
rrinsiored on 8 700 1 5- 1 7. 

GALLO.n.M. Rofllon I, 0(c ol IMo Dlrocior. 87/11/12 MCNEIL C.A Pobl.c Senrico 
Electric 4 Gas Co. ol Now Jorsoy. 2pp. 43305-350-43386 055. 

-6711180036 Exam Ropls 60-272/87-260L 4 60-311/87-2601 on 6709l5-l7E*em 
resulla aU lour aonlor roacior operator condldntos passod wntion 4 operaMna oxarrs 
SILK.O., KCLLER.n.M. Rofl’on 1. Olo o( Iho Dlrocior 87/11/09 e-Tpp. 43305 352. 


0CH:KET 88-312 RANCHO 8ECO NUCLEAR GENERATING STATION 


E. NRC Saloty EvaluAbon Roporl (SER), supple & correspondence 

8711030228 SAFETY EVALUATION REPORT RELATED TO THE RESTART OF 
llANCl-IO SECO NUCLEAR GENERATING STATION.UNIT i FOLLOWING THE 
EVENT OF DECEMQER ZO.lOOS.Dockdt No 60-312 (Sactoitvonlo Murxl^l Ul' ty 
Olsbici) 

‘ ONIsvn of Roador f'rojecls - lll,IV,V 4 Spocial Projocls [Posi 670411). NUREG- 
1286.67/10/31 igppp. 43260 001-43266:105. 


F. Security, medical, emergency 4 lira protecllon plane 

0711020371 OISCUSS08 commitmonts notod In JE Ward 070220 Hr re moiaotoiog cai ays 
4 program improvomonts inlondod for complolion prior lo rosiartUH wishes lo tas- 
cope opprooch to Horn 6 of Aiiachmont B to 070226 Hr. 

AN006niNi. 0.C. Sociampnio Muncipol Uhiiiy DislilcL 07/10/29. UiRAQLIA,FJ. As- 
sociate 0.(OCtor lor Projocls (Post 0704 1 1). 2pp. 43236 243-43230:244. 


871029Q234 NRC Inlo Notice 87-056. "'mp-opor Hydraui'c Coniioi UNI instaitation at 
8WR Plants." Sve list end. 

ROSSi.es. Division of Operat-onal Evania As-sessmeni (Post 870411). $7/ii/04. 
Conso'idatod Edison Co. oiNew Yo.-k, Inc. n2pp 43324 220 43324330. 

8711020017 NRC Info Noiico 67-057. "Loss ol Emorgency Beraiion CapsbMy Due le 
Niirooen Qaa intrusion." Svol,atenci. 

noSsf.GE O-vislen Ol Opetaiionai Evenis Ataesamsd (Post 670411). 67/11/06. 
Consolidsied Ed'son Co. of New York, Ir'o. 1 16pp. 43356.003-43355:119. 

8711050040 NRC Compliance QuHe-jn 87-002. Fastener Tostug to Oeicrnwo Con- 
iprmance WMppIcabie Men Specs." Sve Del and. 

ROSSi.CE. DMSion ol Operational Events Assessment (Post 870411). 87/11/60. 
Consof'deled Ed son Co. of New York, fnc. I I6pp 43307.'I42-433973S7. 


071 1040360 Vo1 Z to omorgoncy plori. 

' Sacramento Municipal Ulility Dieuici. 07/1 1/01. e29pp. 43280:016-43286 124. 

0711200109 Rbvlsod omorooncy plan implomontina procoduro8,lncludi,'ig Rov 2 to EPiP- 
5345. "OnsHo Oui'Ol'I’fam nad-olooicol Monlionno 4 Env.ron Snmpi rg" 4 Rov 2 to 
EPIP-53S0. ■■OKs-’.o Rft-JiotoolCBl Moniiotlng 4 Env.ton Sampling," 

MAR1IN.D.W.. COLOMDO.n.W. Sacramonio Municipal Utility DIalrld. 87/11/01. 
186pp. 43413.150 43413 314. 

0711230432 Forwards Rov 0 to omotgoncy plan 4 impiemoniing procedures. Tiiios 4 
numbeiiTMOl pibcbtluioa d^annoU to assute consistoncy w/adiTilriisiratvebtocedutss. 
ANOOGWNI.GC. Sacramonio Municipal Utility Oistricl. 87/11/04. FlSH,R. Reg'en 6. 
Olcellltel^roclor. ?pp. 43423 0-16 43423:046. 


8711180029 Foiwarde Exsm Repts 5O-272/07-26OL 4 50 311/67-2601 for oxame ed- 
minlelered on 870915-17. 

GAILO.RM Rogon 1. Ole of ifie Diroclor. 87/11/12. MCNEIL.CA Pubfec Sorvico 
Electric 4 Gas Co. of Now Jersey. 2pp. 43395 350 43388 055. 


0711160201 Forwards summary ol root cause Investigations ol cablo issues per G 
Keknon 8700M Hr lo GO Andognin). 

CnOlEY.O SBcramonlo Municipal Utilily District. 07/11/09. MinAOllA.F.J. Associate 
Droctor lor Projocls (Post 8704 1 1) 13pp. 43369 040-43369.080. 


-8711180035 Exam Repts 50-272/87-26aL 4 60-311/87-2801 on 8769(5-l7Exem 
resukstaH tour senior lesdor operalor candidaies pessod whlion 4 operating oxams 
SILK.O. Region i, Ofc ol the Direcioi 67/t i/09. 64pp 43303:352-43388.055. 

871 1090140 NRC Info Notice 67-058, "Coniir-uous Communlcellons Fofowino Emeigon- 
cy Notilications" Sve list end. 

ROSS1.C.E. Dvision ot Opeieional Events Assossmonl (Post 070411) 87/11/16 
Consol dalod Ed. son Co. ol New York, Inc. 113pp. 43404.178-43404:288. 

8711120027 NRC Inlo Nol'co 87-059. "PoienUel RHR Pump Loss." Sve Set ond 
ROSSI, CE Division of Oceralional Events Assessment (Post 8704tl). 87/li/i7 
OonsoHdaied Ed son Co. oi New York. Inc. I20pp. 43487 001-43467:121. 

S71 1130008 Suppf 2 to NRC inlo Notice 88-108. "Degradation of RCS Pressure Bound- 
ary Resulting From Boric Acid Corrosion." Sve list end. 

ROSSI.C E Dtviston ol Operelionel Events Assossrronl (Post 870411) 87/11/18 
ConsoUdaied Edison Co. ol New York. Inc. 116pp. 43444:195 -43444:314 


S. Reportable oceurreneea, LERa 4 related correspondence 

6711100318 LER 87-013-00:on 87 1002, discovered thal pnoi month roquHod Tech Spec 
Surveillence 4.6.1. l.3.e.2 not performed for diesel generator fuel Nl trensfer purrn 
22. Caused by Inadequate procedural control W/e71029 Hr. 

POLLACK.M.J., ZUPkO.J.M Public Service Electric 4 Gas Co. of New Jersey 87/10/ 
29. 5pp. 43335 165 43305:169. ^ 


0711180243 D'seussos SPOS eofoly evaluation Ibbuos to lire proloctlon. soHwaro vsl-da- 
Hon 4 vorif.oailon 4 olocIrICQl Isofnllon. Usling ol Btalua ol oach issuo 4 compa-isba ol 
nonknear data polnis In final accoplance test ond. 

CnOLEY.O Socromonio Municipal Ulilily Dlsltlci. 87/11/09. MIHAGLIA.F.J. Associaie 
Oroclor lot Projocie (Post 870411). lOpp. 43368 351-43368 360 

0711170287 Ack recolpt of 871005 Hr providing addi Info re nol-ce o( violalion In insp 
Ropl 80 312/07-02, por 070824 roquoBt.info oocumonls actions that appear (o assure 
ptompl 4 complolo rmnsmillal ol Inlo bolwoen socurily 4 plant operations. 
S(jARANO.R.A. Region B, Ofc ol Iho D.roclor. 87/11/12. ANDOGNINI.G.C. Sacra- 
mnnlniiyiinimnni iJtiniu nialiirl In. 43!in4-0a3-433B4:0BG. 


O. Adjudicatory correspondence 


0711040298 Director’s Decision DD-67-IB under 10CFR2.206 denying XS 870210 pe- 
llton lo susBond a4W OLs 4 CPs based on safely delic.'endes.Ailegatons present no 
eubsianbal neallh 4 aalety Issues. o-,,,nx 

MUniEY.T.e. Oflica 0( Nuclear Rooctor Regulation. O.rector (Post 870411). 87/10/ 
19. Un’ofl ol Concerned Sclentiala. 84pp, 43279:243-43270 329. 


•^711040349 Notice of Issuance of Direclor’s Decision DD-07.10 under 10CFR2206 
doiwmg UCS peilllon lo suspend □4W OLs 4 CPs. ov/m/ 

MURLEY.T.E. Ofllce oi Nuclear Reactor Rogulailon, Oi/edor (Posl 870411). 87/10/ 
19. 3p]). 43276:327.43270:329. 


6711 100298 LER 67-012.00on 870930.discoverod that e-fneh curb not kieteled el erv 
(ranee of auxi'-aiy bldg sump tank room per dosign.Cause etirlbuied to eersonnel 
ettor.CutbfelnstalIed41abeled.W/871030irr. pwwnna 

QRAV,M.K., 2UPJ<O.J.M. Public Service Eiectric 4 Gas Co. ol New Jersey. 87/t0/30 
4pp. 43330:196-43330.199 ’ 


07I12W1O7 Roaponds 10 070831 Hr re security al national 4 local level a1 fac.'lliesNFtC 
condudad ihal no aubslantial heallh 4 safety Issues ihat would warrani suspension or 
revocabon of any license or pormit for ladliiies. . , ... 

ZEOf.LW. Co^Mlonera 87/10/27. CLINTON, B. Arkansas. State of. 6pp. 
43461:358-43482:002, 


8711170228 Summary of Operating Reactors Events Meeting 07-38 on 871103 LW ol 
altendees.viewgraphs 4 summary ol reactor scrams encl. 

LANNINQ.W. Events Assessment Branch. 87/11/05. ROSSI, C.E. OMslon ol Ooor- 
atlonal Events AssassmenI (Post 87041 1). 20pp. 43385.215-43385-234 


-0711250144 Addresses serious problems ra erosion o( public confidence In ab/ity ol 
NRC lo safeguard public adequately from dangers of nuclear Mwer ecode > - 
CLINTON, B. Wasks, Slslo of 87/06/31. lANDO.LW. Commissor.ers 2pp. 
434624)0i-434e2.002. 
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8711190016 Advises Ihel Commiss'on declined review of O.'reclor's Oecfelon OD-87> 
ISTime provided by NRC roquistions for Commission to set expircd Oocision became 
final agency action on 671 1 is.Served on 871 1 17. 

HOYLEJ.C Olllce of the Secretary of tbo Commission 1^487 4847. 87/11/17. 
WEIS5.E.R. Union of Concerned Scientists Ip. 43392.095-43302.096. 


87110S0327 Forwards Amend 69 to License DPR 54 8 saloty evatuaUoa Amend ds- 
totes survoi 'lanes lequirements associated w/vpper dome air circulators in Tech Spec 
4 S3, "Reaclof Bldg Coolmg Sye. " 

KALMAN.Q. Prelect Plrecto/elo V 67/1 1/03. ANOOQNiNl.G C Sacremento Municipal 
UUity 0‘strlct 2pp. 43299.165 43289:173. 


H. Qeneraf correspondence 

8711160260 Requesls change in recipient records to reflocl listed aultfor address In 
Rockville, MO. 

* Babcock & Wl'coK Co. 87/ll/oe. NRC - No Oeteiled Afli<lallon Givoa 
VINQUIST.G.K., KAPLAN.O.S. Sacramento Municipal Uillity District. ?pp. 43371:217- 
43371:218 


P. Operating license stage documents & correspondence 

6711030316 Forwards Amond 66 to License OPR-54 & safety evaluation. AmerM re- 
vises Tech Spocs 3.1.6, "Loakago'* 6 3.6, "Fuel Loading 6 Reluotlng" re requro- 
ments lor monitoring airborne radfoaclivity inside conlainmanl. 

KALMAN.Q. Projecl Oirootorele V. 87/10/23. ANOOCNINI.Q.C. Soeramonto Municipal 
Utility Oisincl. 3pp. 4325e:304-43268 316 

-6711030323 Amond 86 lo License OPR-Sa, revising Tech Spocs 3.16, "Loakogo" & 
3.8, "Fuel Loading & refueling" re requirements lor moniioring al')>orno tadoacirvHy 
Inside conlainmenl. 

KNIGHTON, Q.W. PfO|ect Oirocloralo V. 87/10/23. 6pp. 43258 307-43268:312 


—871 1060232 Amend 69 lo License PPR-54,de'e1<ng surveirance requiremenia associat- 
ed w/upper dome air circulators In Tech Spec 4.5.2, "Reactor B.'dg CooLng Sys " 
KNIQHTON.Q.W. Project Directorate V. 87/11/03. 4pp. 43299:187-43299.170. 

-871 1060236 Saloly evaluation swporting Amend 69 to License DPR-54. 

* Office of Nuclear Reactor Regulation. Oiroclor (Post 670411). 67/11/00. 3pp. 
43299:l7l-432d9:173 

8711100431 Oononc Llr 67-15 10 all holders ol CPs lor nuclear power plants ro policy 
siaiemortl on dafetrod plants Sve (ist enci. 

MIRAGHA.F.J Associate Director lor Projects (Post 670411) 67/11/04. Consoldatod 
Edistti Co. ol Now York, Ino. 4epp 43402.001 43402.046. 

9711170107 Forwards draft Integraiod Certirol Sys Tuning Procedure STP.660. “inie- 
graled Control Sys Tuning at Power." Subm Ital ol procedure comp'eies util response 
loreruoet lor addi Inloin NUREQ.128e. 

FlRLirj.F. Sacramento Municipal Uti ity District. 87/11/05. M RAGllA.F.J. Associate 
Ckrector for Projects (Post 670411). Ip. 433e4;255-433B4 30g. 

—6711170188 Rev 1 to STP.660. '■iniagratod Control Sys Tuning at Power." 

* Sarvatnenlo Municipal Utility Disirlol. 67/10/14. 54pp. 43364-256 43364:309. 


-8711030327 Safely evaluation st^porllng Amend 66 to LIconso OPn'S4. 

* Olllco ol Nuclear Reactor Regulation, Director (Post 670411). 07/10/23 4pp. 
43258.313-43256316. 

6711030423 Forwards Amond 87 to License OPR-S4 & saloly evaluation Amend re- 
vises Tech Specs lo make numerous adminisliailva changes lo Tech Specs & bases. 
KALMAN.Q. pro)eci Olrecloreie V. 87/10/27. ANDOGNINT.Q.C Sacramonlo Munlc-pal 
Utility District. 2pp. 43262:346-43263:100. 

-6711030462 Amond 87 lo License OPn-S4. revising Tech Spocs to make numorousad- 
minisirallve changes to Tacb Specs A bases 

KNIQHTON.G.W. Project Direcroralo V. 97/10/27. Ilipp 43282.347.43263 097 

-8711030463 Safaiy evaluation si^porling Amend 87 to License OPR-54. 

* Olllce ot Nuclear Reactor Ragulaimn, Director (Post 870411). $7/10/27. 3pp 
43263 098-43263:100. 

8711090618 Forwards Amond 66 to License OPR-S4 5 salaiy evatuai'on. Amend adds 
new Tech Speo 3.29, "Meteorolog'cal Momioring instrumoniailon.'* per 670629 appk- 
cation 

KALMAN.Q Project Directorate V. 87/10/27. ANDOGNiNi.Q.C. Sacramento Municipal 
Utility District. 2pp. 432e0;267'43260.301. 

-6711030638 Amend 86 to Uconse 0PR-54.adding new Toon Spec 3.29. *'Moieo<oiog>' 
cel Monioring insirumeniaiion." 

KNIQHTON.QVY. Project Directorate V. 87/ 10/27. i1pp. 43200.286 43260200. 

-8711030641 Safety evaluallon ai^portlng Amend 66 to License 0PR-S4. 

* Olllce of Nuolear Reactor Regulation. Oiroctor (Poet 6704ii). 87/10/27. 2pp. 
43280.300-43260:301. 

8711030188 Forwards roagofiae to 34 NRC concertos ideniiliod In 670611 rneobng itt 
Boineado.MD re Tech spec evaluation repi concerning proposed Amend 164 Pro- 
posed changaa will be procaduraliy implemonied prior lo plant resiad. 

RRLIT.J.F. Sacramenlo Municipal Ulilrly DiSlflcl. 87/10/20. MIRAQLIA.FJ. Associele 
Director for Projects (Post 87041 1). epp. 43262:016-43252:021. 

6711050140 Submits addI Info re 0705 14 Proposed Amend 160 lo LIconso OPR-54 con- 
cerning hydrogen purge ays, per lolcon request. Ope/eimg procedure which wii remain 
In eltecl ourlng final oiaposliion for hydrogen purge blowers developed 
FIRLIT.J.F. Sacramonlo Municipal Utility Districl. 87/10/29. KALMAN.Q. NAC ■ No 
Detailed Alllllallon Given. 2pp. 43291:079-43291 ;080. 

6711060161 Advisee that no Tech Spec relief necessary to conduct tests on new emer- 
gency diesel genetatots & aasoctatad etectitcal dislnbvllon ays Proposed leal sheiAl 
DO conducted under provisions of 10CFR50.59 w/o changing existing Tech Spec 
HOLAHAN.Q.M. Assisient Oirecior tor Region III & Region V Reactors. 67/10/30. 
ANOOONINI.O.C. Sacramenlo Municipal UliTity Oislilci. 3pp. 43301:154-43301:156. 

8711100089 Fonverds plant olfaito dose calculation manual (ODCM).(or review to Sup- 
port evaluation of Proposed Amend ISS.Util will conduct Indopendenl ihbd-party verlh- 
cation A validation ol OOCM. 

ANDOGNINI.Q.C. Sacramento Municipal Utility Dlalricl. 67/10/30. MIRAGLIA.F J. As- 
sociate Director for Projects (Posi 670411). Ip. 43333:184-43333 289. 

-8711100166 Rev 4 lo Procedure AP.310, "Offsite Dose Calculallon Msnual.” 

* Sacramenlo Municipal Utility Disiricl. 67/10/30. lOSpp. 43333;185-43333'.269. 

6711100308 Ponwards requested addi info ro Proposed Amend 147 10 (JoerKe DPR-54 
& plant electrical disirlbullon sys. Single failure at Switch 62-4B202 has no safety 
impact. 

FIRLIT.J.F. Sacramonlo Murtlclpal UMity District. 87/10/30. MIRAQLIA.F.J. Associate 
Director lor Projects (Posi 670411). 20pp. 43345:081-43345:100. 

8711090206 Application for amend lo License OPR-54,can8l9llng ol Proposed Amend 
136, Rev 2.Suppl l.adding non-llcensod personnel to Tech Spec Teblo O.Z-t.l-'inifed 
representation fo Tech Speo 6.5.2.5 & LERs to Tech Spec 0.52.6. 

FIRLIT.J.F. Sacramento Municipal Utility District. 87/11/02. MIRAGLIA.P.J. Assodale 
Director for Projeots (Post 870411). 2pp. 43322:357-43322:361 

-8711090210 Proposed Tech Speo Table 6.2-1, "Shift Crew Personnel & License Re- 
quirements" & Pages 6-7 & 6-8,addlnq non-llcansed personnel, slaloinont le liNling 
representation to mlnorlly ol quorom & LERs. respectively. 

' Sacramenlo Municipal Ulllily Oistrlei 87/11/02. 3pp. 43322:366-43322:361. 


8711170263 Supplemental appllcailon for Rev 2 lo proposed Amend 152 lo License 
OPR -54 .revising Tech Specs re limiting conditions for operation of insirumontation sys. 
FIRLIT.J.F Sacramonlo Municipal Uiiliiy DIsirIci. 67/11/06. NRC • No Detal'ed Ain'l- 
ebon Given 2pp 43364:001-43384 006 

—8711170256 Proposed Tech Specs (Q UmlUc\g condi'/on lor operaton ol Ir^stru.-nonta- 
IDn sys. 

’ Sacramenlo Municipal Utility Disiifct. 87/11/06. 4pp. 43384:003-43384:006. 

8711190360 Forwards NUREG-1231, "SER ro Q&W Owners Group Plant Roassessmeni 
Piogiam " NRC unable lo roach final conclue'on on eccepiabllity ol human factors 
portion oljTrogiam. Consldo/atlon of NRC lacommendaUons toquasied. 
CRUTCHmELO.D. Division ol Reactor Projects - Ifi.lV.V & Special Projects (Post 
67l>411). 67/11/06. WiLOUS.W.S. Babcock & Wilcox Operating Plants Owners Group. 
237pp 43406:001-43406:237. 

8711160113 Forwarde throe pages inadvedemly omiitod from util 871030 response to 
NRC raQuosi lor addi into re proposed Amend U7 lo Licerue DPR-64. 

CROLEY.B. Sacramenlo Municipal Uli'ity Oisind. 87/1 1/09. MlRAOLiA,P.j. Associate 
Ofcoctof PfOjecls (Post 87041 1 ), 4pp. 43365.003-43365 006 

8711190168 Forwarda Rov 1 to "Radiological Environ Moriloring Program Manual," for 
review to support proposed Among i65lo License OPR-64. 

COWARD.O.A. Sacramonlo Municipal tJUiity Oistn'et. g7/ii/u. MIRAQLlAF'J- Asso- 
ciate Oirecior tor Piojocis (Posi 870411). Ip. 43398 337-43397:003. 

-8711190161 Rev 1 lo "Radiolog cai Environ Monitprlng Program Manuel.” 
MARTIN.O.W.. COLOMBO.R.V?. WHITNEY, D.D. Sacramonlo Municipal Uii'ity Dislrlcl 
87/11/10 27pp 43395:330 43397.003. 

8711190088 Fopivards radioactive liquid ellluoni aya description including PBIO.design 
crit(Hfa,lnetru/nenialio/» & control measures lo support evaluation of proposed Amend 
155. 

ANDOONINI.Q.C. Sacremento Municipal Utility District. 87/11/12. miRAOlIA.F.J. As- 
sociate Oirecior lor Projects (Posi 87041 1). 60pp. 43499:335-43400 023. 

8711180037 Rev 0 to Special TesI Procedure STP.961, "Loss ol Offsite Power Test " 
W/87II13 llr 

BURKE, F.. JONES.J.D., FIRLIT.J.F. Sacramento Municipal Uhlity District. 87/11/13. 
KALMAN.Q. NRC- No Oaleiled Aflikalion Given. 226pp. 43390:183-43391:056. 

8711240209 Suppismonlal epD'lcatfon lOf atnand lo License OPR-54, cons'sUng q( 
&ippt 2 lo Rov 2 lo Proposed Amend 147, concorni/ig diesel generators. 

FIRLITJ.F. Sacramento Municipal Utility DIatricl. 87/11/17. MiRAGLtA.F.J. Associate 
Oveclor for Piojecla (Post 870411). Spp. 43432:064-43432:141. 

—8711240212 Proposed Tech Specs, consisting of SuppI 2 lo Rev 2 to Proposed Arnend 
i47.concernlna diesel genetaiors. 

* Sacremento Munlcipm Utility District. 87/11/17. 47pp. 43432.093-43432:141. 

871 1260023 Fonverde addi audit Info re matrix of SPOS equipment vs quallficaiion.EncI 
provides discuss'on of observations A acHon lo be taken by uLl prior lo power ascen- 
etoa Aitacliment C lists remaining SPDS Issues. 

COWARD, GA. Sacrermento Mur^lpal Utility District 87/11/20. MIRAQUAPJ Asso- 
ctale Director for Projects (Post 670411). Bpp. 43459:102-43459:109. 


O. Inspaoilon reports, IE Butlellna 8 correapondance 

8012170482 IE Bunaiin BO-25, "Operailng Problems W/Targat Rock Safely- Re'lal 
Valves at BWRe ” 

* Ofc of inspection & Enforcemenl, Director (620201-870413). 80/12/19. Conso'ldat- 
od Edison C^. ol New York, Inc. 5pp 43226:201-43226:205. 

8306110473 IE Inlo Notice 83-39, "Fs’lure of Safaty/Relief Valves to Open at 6WRs • 
inttttm 

JORDAN, e.L Ofv ol Emergency Preparedness & Engineering Response.lE(8S02l2- 
870413). B3/&6/17. Consolidated Edison Co. of New York, inc. 2pp. 43228206- 
43226:207. 


871109024S Requests expedited Interim epproval of util updated Inservlee testing plan 
submitted In June 1967 lo support plant restart.Concern that uM will have to request 
addi rellel requesls If plan nol approved discussed. 

FIRLIT.J.F. Sacramenlo Municipal Utility DIsIricL 67/11/02. MIRAOLIA.F.J. Associate 
Director lor Projects (Post 670411). Epp. 43322.241-43322:242. 


8711020411 Responds lo NRC 870921 Ur re vlolelions noted In Insp Repl 50-312/87- 
20. Corrective ac1ions:Noncon1ornitng Rept S-6790 Initialed on 870624 lo address 
^feot ol heat treating valve yoke. 

ANOOQNINI.G.C. ^cramenlo Municipal Utility District. 67/10/20. MARTIN,J.B. 
Region 5. Ole ol the Dlractor. Spp 43234:086-43234:090. 
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8711030475 Forwards B&W rovlow of u'trasonic rosulls ol ptessurlier support (u 0 S.per 
util 870518 oomiriitmonl in lo&pcriSd to tnsp Hept &0>3t27B7-03i.tst9<l ktcor£Sstoncte« 
notod Corrections will pe In Imat ropt.subm tied 90 days after exam comptaie. 
ANDOGNINI.GC. Sactarnenio Municipal Ulihty District. 87/tO/20. MARTIN.J.B. 
Region S. Ofc of the 0-reclor. I0pp 43237: 1 77-43237; 186. 

87103302U NRC Info Notice 87-055, "Poftable Mdslure/Oons-ty Gauges Recent Uxa- 
denis ol Portable Gauges aeing Sio'ert or lost." Svc list end. 

CUNN[NGHAM.n.E. Division of Industiial & Medical Nuclear Safotv (Posi 870729). 
87/10/29 Consolidated Edison Co. ol Now Yorit. Inc. 89pp 43324 139-43324:227. 

8711130163 Forwards Insp Rapt 5Q-3t2/a7-34 art 871006-09 No vio’atlona noted 
WENSIAWSKI.F.A Regon 5. Ole ol the Dlieclor. 87/10/29. ANDOGNINI.G C. Sacra- 
menio Municipal Util'ty District. 2pp. 43354:924'43354;a38. 

-6711130158 Insp Rapt 50-312/67-34 on 871006-00.1/0 vlofalions or doviatlons 
noted Malor areas Inspectedroccupalional exposures during extended outagesposl- 
accidenl senip’ing sys A Allegation RV-67>A-0062 

CILIIS.M. YUHASGR. Region 6, Ole ol ilie Director. 87/10/29 13pp. 43354:328- 
43354338. 

8711100160 Forwards addi Info to moior-operalod valves returb'shing 8 testing 
progrem.in response to NRC 670922 request for addI Into re IE Qjflet.n 65-003.Ro- 
sponse to Question 1 re core flood lank discharge valves will be provided w.imn 15 
days 

COWARO.G. Sacramento Municipal Utility District. 87/11/02. MARTIN.JB. RogionS. 
Ofc of tho D reclor. 6pp. 43330.202-43330:207. 

6711190061 rOlA request lor docduients. including end to NRC 870922 Itr roquesUng 
addi into on NRC Bulletin 6S-003. 

QRABER.L NUS Carp 87/11/03 DMsIan of Rules & Records (Post 87040). Ip. 
43395:044.43396:044. 

6710290234 NRC Into Notice 87-056, “Improper Kydrau'ic Control Unit Insiai'aUoA al 
BWR Pianis " SvC list end. 

ROSSI. CE Division ol Operational Events Assessment (Post 670411). 67/11/04 
Consol'dated Edison Co. oi Now York, |r>c. Il2pp. 43324:228 43324:339 

6711020917 NRC Info Notice &7-067. ' Loss ol Emergency Baration CapabBity Due lo 
Nitrogen Qas Intrusion." Svc list end. 

ROSSI.CE Oivalon ol Operei'onal Events Asaassmeni (Post 670411) 87/11/06 
CcnsQtidaied Edison Co of New York, Inc 1 16pp. 433SS 003-43355 t Id. 

8711050040 NRC ComplancQ Bulfatin 87-003. "Fastener Testing to Oeiermlne Con- 
formance W/Appfleab!e Mall Specs-" Svc bat encl. 

ROSSI.CE. Division of Operational Evonia Assoasmoni (Post 670411). 87/11/08 
Consolidated Edison Co of New York. inc. 116pp. 43397:142 43397 257 

6711100091 Provides summary of signlllcani findings in advance of issuance ol insp 
Rept S0-3t2787-29 to ensure that approprisce correclive sciiona isciorod iruo rosier! 
p'enning activities. 

DRUTCHFIELO.O. Orvision of Reeclor Projects • iii.iY.v 8 Speoel Proioois (Post 
970411) 87/11/06. ANOOGNiM.Q.C Sacramento Municipal uiiHy Dtsirici. epp 
43340 020 43340 025 

8711130296 Conrirnts understanding ol lead reiponsiblliiies lor insps to assess opei* 
ailonal loadmess for pisnl startup & lo non tor actual plant startup & nse to power. 
MOLAHAN.Q M. Assistant O.rector for Region III 8 Region v Reaciors. 87/11/09. 
KtRSCH.O Reg-on S, Otc ol the Oiieclor. t^RTiO'iN.J Division ol Reaoior inspection 
6 Safeguards (Post 670411). 2pp. 43366:037.43356:038. 

8711240224 Forwards Insp Rapt 60-312/67-32 on 670926-1002 No violations noied. 
2IMMERMAN.RR. Region 6. Ofc ol tho Direcfor- 87/11/09- ANOOGNINI.OC Sacra- 
memo Munictpel Uliiay otsirtcl 2pp. 43431.279 43431.294. 

-8711240226 Insp Repi 50-312/67-02 on 870928-1002NO violations or deviatlona 
noted Major areas lnspecied;emergency operating procedures 6 OA oudlls. 
CALDWELl.C W. COE,OH, KENNEOV.W.G. Region 5. Ofc of mo Olredor 87/11/ 
09. t4pp 4343l.281-4343t;294. 

8711170123 Ack roceipC ol 871020 Ur Inforrning NRC of steps taken toeotreci vidaiions 
noted In hsp Rept 60 312/87-20. Corrective aclions will oe veriiied during future msp 
CHAFFEE.A.E. Region 5. Ofc of the Director. 87/11/12. ANDOGN-'NI.OC. Secrenien- 
to Municipal Uli:ily District Ip 43361:075 43381.060. 

8711170267 Ack racepi of 671035 Ur provid ng addi Info re notice of violelion in insp 
Rept 50-3l2/87-02.per 870624 request Info documenis actions that appear lo assure 
pronwt & complela Iransmltial ol Info botwoen security & plant operaiions. 
SCARANO.rA. Reg'on 5. Ofc of the Director. 87/11/12. ANDOGNINl.G.C. Sacra- 
menlo Municipal UiiUty Olslrlct. Ip. 43384:083-43384 066. 

671 1090140 NRC Info Notice 87 058, "Continuous Communications Fol.'owing Emergen- 
cy Nolificalions." Svc list encl. 

ROSSI.CE- Division of Operelional Events Assessment (Post 670411). 67/11/16. 
Consolidated Edison Co of New York. Inc. 113pp. 43404:176-43404:288. 

8711190050 Final response lo FOIA request for document ro addi Into requastoef on 
NRC Bul'etin 85-003.Forvrards App A document. Document being pisced In POR. 
GRIMSLEY.O.H Division ol Rules A Records (Post 070413). 87/1 1/ia GftABER.L. 
NUS Dorp. 2pp. 43395.045-43395.047. 

-87 1 1 1 90056 Requests for addi Info re review of responses lo Action Item s of IE Bul- 
letin 86.003. 

• NRC - No Ootaifed Affiliation Given. 87/11/16. Ip. 43095.047-43395:047. 

8711120027 NRC fnfo Notice 67-059. "Potential RNR Pump Loss." Svc list end. 
ROSSI.C.E. Dfvlslen ol Operational Events Assessment (Post 870411). S7/fl/17. 
Consolidated Edison Co. of New York. Inc. 120pp. 43467.001-43467:121. 

871'113000& SuppI 2 to NRC Into Notice 86-108, “Degradailan of RCS Pressure Bourxt- 
aiy Resulting From Boric Add Corrosion." Svo list encl. 

ROSSI.C.E. Dtvision of Operalfonal Events Assessmeni (Post 670411). 87/11/19. 
Consolidated Edison Co. of New York. Ine. 1 19pp. 43444:195-43444 314. 


R. Periodic operating reports A related correspondence 

8711160021 Forwards update of 871026 PASS status rept summary for mlo Ropi refor- 
matted Into narrative which summari/es status of 
mod3.(est:ngprocodures,lraining.ma'nt A spare parts. 

SIIETlER.JR Sacramonto. Municipal Uli'ity District 87/10/30. MARTIN.J.B Region 
5, Ole olihe OKOttor. 4pp, 43364.241-43364 244. 


S. Reportable occurrences, LERs A related correspondence 

6711090238 Special Rept B7-2.v.on 670920.de'.uge sys to: Zone 61 t\ol returned lo op- 
erable slatua wiih'n 14 days Caused by delay in regu.red matl procurement Fire watch 
esiablisnod for inoperable sys per Teen Spec 3 t4.3 2 

FtRLjT.JF. Sacramento Municipal Utility District. 87/10/29. MARTIN.J.B Region 5. 
Ofc of me (Proctor. 2pp 43313 216-43313 219 

8711090163 Special Rept a7-23:on 6709l0.ut:| idontifiod that C02 Zones 53 A 54 not 
rasirved to svc within 14 days.Causod by opening doors to allow nitrogon dissipation 
due to plant maint Firewalchoa eateblishod 

FtRUTjF. Sacremanlo Municipal Ullhty District. 67/11/03 MARTIN.JB. Region 5. 
Ofc of the Drector 2pp 433 13 31 9-43313:320 

8711130010 Special Rept Q7-22:on 07l0i3,iistad C02 /ones not ruslorod lo operable 
status wilhm 14 days as spscil.ecf m Toch Spec Section 3.14 4.Firowaichos 
esfabtlehed Sys wi'l be restored to opaiablo status upon compiolion of maint by 
071231. 

FlRLlt.j.F. SttcrametMo Mwv.cipal Utility OAtcici. 87/11/03 MARTIN.J.B. Bngon 5. 
Ole of mo Direcloi 2pp 43350 1 7 1 -43350: 1 72. 

8711100072 PNS-v-87-0049:on 8706l6.SaCfamenio Narcotics Task Force arrested six 
persorts mvoVed in possossipn.saie A use ol cocame UM clerk indicated transactions 
conducted m site parking Jot or olfsita.nol al facility. 

SCHAEFEH.O.. SCHUSTER.M. Region 5. Ofc of Uie Director. 07/11/05. Ip. 
43330:187-43330 187. 

8711160201 Forwards summary ol roof cause Invoailgaiions ol cable issues par G 
Ka'rnan 8700 1 4 Itr to GC Andognlni. 

CnOLEY.B SeciamsTilo MunlcTpat Utfity District. 87/11/09. MIRAGLIA.F.J. Associate 
Ckrociortof Projacls (Post 670411). 13pp. 43369:048-43369.060. 

871)160262 Coniitms that 15% damping value used during design of cable tray sup- 
ports it) TOJ diosol generator bldg, in response lo request 

CROlEY.B Sectamorno Mun'.cipsl UiiiiW O'SUicl. 87/11/00. MlRAGUA.F J, Associate 
Oiroclorfor PioleclB (Post 070411). Ip. 43371 216-43371:216. 

8711190269 Forwards safety ovaiuaHon suppo'img plant olacirlcal distribution sys 
design (rei 70i diasal gonsretois}.Approvai ol design required before parfoimanco of 
loss of otfaiie power lest. 

KNIGHION.G.W. Otvision ol Reactor Projecis • lll.lY.v A Special Prolocia (Posi 
670411). 87/11/10 ANDOGNINI.GC. Sacramento Municipal Uli'ily Oiairlct- 2pp. 
43404:291-43404:309. 

-8711190255 Shloly evaiirai'en supponing uM 061219 Hr A related suhrriiltala re design 
mods lo omergeney eieciricei bisiiibuiion sys (tai TDi d asei genoralora). 

• O.vis'on ol Reaeler Prelects • ill, IV, v a Special Proiecls (Post 870411). 07/1 i/i0. 
17pp 43404 293-43404 309. 

8711230433 PNOV-87-07Aon 871 tit.coniiel room/technical support ctr essantlal 
HVAC sys Tram 0 (ailed lo start duriiu pienned lasting Ltconsoe hailavas lamporing 
occuneo to cause m>swiimg Plans for aocressing tampering being formulated. 
O'ANOEIO.T.. MILLER.L. Region 5. Ole d iha Director. 07/iT/l3. tp. 43423:044- 
43423044. 

8711230220 lER 66-016-02:00 eeiOOS.dacay heat sya (OHS) tripped caus ng HV-20002 
lo tHose Caused by arc that occurred when personnel iroubloshooiing abnormal indi 
cotton oh panel ifZSFB lor DHS. Laris c'lps will bo repalnlod or rep!aced.W/071110 
Hr. 

LAVEIY.P. ANDOGNINI.GC. Sacramento Municipal Utility District. 87/11/19. 6pp. 
43419 200-43419 265. 

8711240057 lER 67'036’01;on 670608, p pa supplying water for bearing coolmg lor re- 
ader bldg spray pump B compietoly blocked. Caused by accumulation ol rust A dirt 
via nuefed' svc raw water eys. water lines cluaned.W/87ni8 Hr. 

LAVELVP. ANDOGNINI.GC. Sacramento Mun'cipal Uti'ily Disinci 07/11/16 6pp. 
43442269-43442 274 
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F. Seouriiy, medical, emergency A tire protection plans 

8711060189 Revised emergency plan Imptemontlng procedures, Including Rev 8 to 
1903.02. “Assignment of Plant Emergency Team/Qroup Members" A Rev t7 to 
1903.60, "Emergency SuppTos & Equipment " 

• Arkansas Powar A light Co. 87/10/28. 14pp. 43293.200-43293:213. 

8711020217 Forwards axempHon loquest re Section lll.G.2 of App R lor level iiansmil- 
ters lor new salety-grade condanseie storage. 

ENOS.J.T. Arkansas Power A Light Co. 87/10/29. CALVO.J.A. Pro[oct Diroclorate IV. 
5pp 43234-.130 43234.134 

8711050188 Forwards Rev 12 to Arkansaa Nuclear One Industrial security plan Changes 
do not decrease safeguards effectiveness of plan. Encl withhold (ref I0CFR73 2t). 
ENOS.J.T. Arkansas Power A Light Co. 67/11/02. Document Control Branch (Docu- 
ment Conbol Oosk). 2pp. 43291:240-43291:241. 

8711190262 Rev 5 to Emergency Plan Implementing Procedure 1903.13, "Nolifical.'ori 
of Linie Rock Corporals OlTicial." 

’ Arkansas Power A Light Co. 87/11/09. Spp. 43400.045-43400.049. 

87112D0393 Attvises thal 870930 changes lo physical security plan cons'Slonl w/provl- 
skins of lOCFR50.S4(q) A App E A acceptable. 

CALLAN.LJ. Region 4, Ofc of the Director. 97/11/10. CAMPBELL.G. Arkansas Power 
Alight Co 2pp. 43416:335 43416:336. 



DOCKETED ITEMS 77 


8711250200 Forwards "Pinal RadlolOQlcal Emergency’ Pr^arodness Exercise Rept,” ol 
870318 exercise & remedial dnil conducied on 87061 1. Deficiency re unsuccoeelul ac* 
livaiion of Pops County emergency operations oir identIfiod.Gmorgency plan ado^ate. 
KRIMM.R.W. Federal Emergency Management Agency. 87/11/18. CONQEl.P.J. DM* 
Sion of Radiation Protection & Emergoncy Preparedness (Post 870411). Ip. 
43469:276-43469:355. 

>*8711250202 "Final Radiological Emergency Preparedness Exercise Repl.'‘ ol 870318 
exercise & remedial drill conducted on 67061 1. 

* Federal Emergency Management Agency. 87/09/16. 7epp. 43469:277-43459.356. 

5711230380 Forwards Insp Regts 60-313/67-31 & 60-386/87-31 on 870921- 25 8 
notice of vlolatlon.NoUco of violation withheld (ref iOCFR73.St). 

CALLAN,L.J. Region 4. Ofc Ol the Director. 67/11/19. CAMPSELL.G. Arkansas Power 
& Light Co. 2pp. 434t9:009 -43410:011. 

-8711230402 Partially withheld Insp Repts 60-313/87-31 & 50-388/87-31 on 670921-26 
(ref tOCFR73.3l).Vlolallon8 noted.Ma|or areas Inspected-secunty plan & ImptomenUng 
proceduies.securlty oiganiiallon & security program. 

CALOWELL.R.A.. VANDELL.L.A. Region 4. Ole of the Dkaclor. 67/11/09. Ip. 
43419:011-43419.011. 


Q. Adjudicatory correspondence 

8711040296 Director's Decision DO-87. 18 under 10CPR2.20e denying DCS 870210 pe- 
tition to suspend B&W OLs & CPs baaed on safely deflclenclea.Ailogation8 present rw> 
substantial neaith & safety Issues. 

MURLEY.T E Office of Nuclear Reactor Regulation, Director (Pest 870411). 87/10/ 
19. Union of Concerned Sclentisla. a4pp. 43279.243-43279:329 

-6711040349 Notice of Issuance of Oireclor's Decision 00-87-18 under 10CFR2206 
denying UCS petition to suspend Q&W OLs & CPs. 

MURLbY.T.E. Office of Nuclear Reactor Rogulallon, OIractor (Post 670411). 87/10/ 
19. 3pp. 43279:327-43279:329. 

8711250107 Responds to 870631 Itr re security at national & local level at ladMIea-NRC 
concluded that no substantial health & safety Issues that would warrant susponsion or 
revocation ol arty license ot permit lor facHliles. 

ZECH.LW. Commlsslonera. 87/10/27. CLINTON.6. Arkansas. Slate of- 5pp. 
43461;36e-434e2:002. 

-6711250144 Addresses serious prcbiema re eraeion of public confidence in ability of 
NRC to safeguard public adequately from dangers of nuclear power piani aecldenia. 
CLINTON, 6. Alaska, Stale of. 87/08/31. LANOO.L.w. Commlsslonera. 2pp. 
434e2.OOI-434e9.OO2. 

8711190015 Advises that Commission declined review of Oireclor's Oacisfon 00-87- 
le.TIme provided by NRC regulaiions for Commlaaion (0 act expiradOedsion became 
final agency action on 8711 lu.Served on 871117. 

HOYLEJ.a Olfice of iha Secretary of the Commission. #487 4847. 87/11/17. 
WEISS.ER., P0LLAR0 .ro. Union of Concerned Scleniista. ip. 43392:096- 
43392.095. 


P. Operating Ifoenae alage document* 8 correapondence 

8711020508 Advises that.effecUvo on S71025JL Peilsl will assume position 8 dtiilesol 
section chlel ol Operator Ucenstng Saction.Dlv ol Reactor Safety .reptaclnon Cooley. 
CALLAN.LJ Region 4. Olo of Ihe Director. 87/10/26. CAMP8ELI,0 Arhensas Power 
6 UghI Co. 2pp. 43238:036-43236:037. 

8711030266 Application for amend lo License DPR-SI.exiending term of license to 40 
yrs.Fee paid. 

CAMPBELL. T.C. Arkansas Power & Llghl Co 67/10/30. CALVO.J.A. Prcjecl Oiroctor- 
ate )V. 30pp. 43252:314-43262;343. 

8711100431 Generic Ltr 67>1S lo all holders of CPe lor nuclear power plants re pokey 
slalement on deferred plants. Sve list end. 

MIRAQLIA.F.J. Associate Director for Projecla (PosI 870411). 87/11/04. Cortsofideled 
Edison Co. of New York, Ino. 4epp. 43402;00l-43402;a46. 

8711100380 Forwards NUREQ-1231, "SER re 6&W Owners Group Plant Reassessmenl 
Program.” NRC unable to reach ftnai conclusion on acceptability cl human laciore 
portion ol program. Consideration of NRC recommendations requested 
CRUTCHF^^ELO.D. DIvlalon ol Reactor Projects • ill, IV, V 8 Special Projects (Post 
67041 1). 67/1 1/06. WILGUS,W.S. Babcock & Wilcox Operating Plants Owrwrs Group 
WILQUs.W.S. Florida Power Corp. (subs, of Florida Progress Corp). 237pp 
43406.00t-4340e.237. 

5711130334 Notification' of 671 117 & 16 meetings w/utll & EG&Q at site to discuss out- 
standing questions on 2nd 10-yr program on mservice testing ol pumps 6 vsives pre- 
viously submitted lo util. 

OICK.Q F. Project Directorate IV. 87/11/09 CALVO.J.A. Project Oireclorale IV. 3pp. 
43360:218-43380:220. 

8711300223 Nollficatlon of 871201 mgt meeting w/ulll In Arlington, TX to discuss licens- 
ee initiatives. 

JAUOON.J.P. Region 4. Ofo of the Director. 67/11/23. Region 4, Ofc of the Okeefor. 
Ip. 4346e:360-4346e;360. 


0. Inspection reports, IE Bulletlnt 8 correspondence 

6012170482 IE Bulletin 60-25, "Operallng Problems W/Taiget Rock Salely- Relief 
Vdlvds dl " 

* Ofc of Inspeclion 8 Enforcement, OIreclor (620201-870413). 80/12/19. ConsolfdsL 
ed Edison Co. of New York, Inc. 6pp. 43226:201-43226:206. 

8305110473 IE Info Notice 83-39, “Failure of Safely/Relief Valves to Open at BWRs - 
Interim Rept." 

JOROAN,E.L. Olv of Emergency Preparedness & Engineering Response, IEIM0212- 
870413 . 83/06/17. Consdldaled Edison Co. of New York. Ino. 2pp. 43228:206- 
43226:207. 

8711020329 Forwards Insp Repta 60-313/87-34 8 60-386/87-34 on 870928-1002.No 
vfolallons or deviation noled. 

CALLAN.LJ. Region 4, Olo of the Director. 87/10/28. CAMPBELL,G, Arkansas Power 
8 Light Co. 2pp. 43233:326-43233:335. 


-8711020433 Insp Roots 50-313/B7-34 8 60-368/67-34 on e70g28-l002.No violations 
or deviations noted. Ma|or areas Inspeclod. vetificallon of Reg Gu'do 1.97 conform- 
ance lor Urdt 2 & followup of previously Identlfiod items. 

PlCK,G.A-, SElDLE.W.C. Region 4, Ole of the Oiraoior. 87/10/20. 7pp. 43233-327- 
43233 335 

8710230213 NRC Info Notice 87-055, "Portable Moisture/Oansity Gauges: Recent Inci 
dents of Porlabia Gauges Being Stolon or Lost." Sve list end. 

CUNNINOilAM.R.E. Otvision Ol Industrial 8 Medicel Nudoer Safety (Post 870729). 
67/10/29. Consolidated Edison Co. of New York, Inc. 89pp. 43324:139-43324:227. 

8711030011 Forwards Insp Repts &0-313/S7-30 8 SO-366/87-30 on 870901-30 & nol.ee 
of vidatlon. 

CAUAN.L.J. Region 4. Ofc of Iho Director- 87/10/29. CAMP6ELL.0. Arkansas Power 
8 Ught Co. 2pp. 43252:173-43262:196. 

-871 1030013 Notice of violation from Insp on 870901 -OO.VJclation noted: la:luro to have 
adequate (ubnesUon schedules (ot sstely -related pump cou^nns. 

• fleglon 4. Ofc of Iha Director. 87/10/29. 2pp. 43252:175-43252:176 

-0711030015 Insp Repts 60-313/&7-30 8 60 368/86-30 on 870901-30. Violations 
noted Major areas lnsp«cted:operalional salety verificailon.maint.survaillance.fol.'owup 
on protdousiy Idantilled Items & folowvp on aliegsiion 

JOHNSOM.WD. HARBUCX.C.C., JAUDON.J.P. Region 4, Ole ol the D.roclor. 87/10/ 
19. 20pp. 43252: 1 7 7-43232: 1 96. 

8718290234 NRC Info Natico 67'056, "Improper Hydraulic Control Un-i InsiaMation at 
BWfl Prams *■ Sve list end. 

ROSSl.CE Division ol Oporaiional Events Assessment (Post 670411). 67/11/04 
Consoi'dsied Edison Co. of Now York, Inc. l t2pp. 43324:228-43324:339. 

8711080179 Forwards Insp Ropis SO 313/07-23 8 60-366/e7-23 on 870610- 2l.No vip- 
lalioos noted Aiianilon ic Idonlrl-od areas of concern roqueslod. 

CRUTCHFIEID.D. Division ol Reader Projecis - lll,iv,V & Special Projects (Post 
678411). 67/11/85. CAMPBELL.G. Arkansas Power 8 Light Co. 3pp. 43309348- 
43309:350. 

-8711060184 Insp Repts 60-313/67-23 & 60-366/67-23 on e708l021-NO violations 
noted Major areas Inspeclod plant mods of sys 8 componsnlB,mslni. plant operations 
& cTHieclwe actions. 

CORREiA.R.P. Ofiico of Nuclear Reactor negyiatlon. Director (Post 870411). 
eOARDMAN.J. Region 4, Oto Ol the Oiracior. HAAG.R. Region 3, Ofo of ihe Orreclor. 
67/10/20. 14pp 43309:351 43310:004. 

87M928017 NRC Info Noheo 67-057, "Loss ol Emergency Borei’on Capsbllity Due to 
ffbogon Gas intrusion. ” Svo list onci. 

ROSSl.C.E. Division ol Oporeiionsi Events Assessment (Post 870411). 67/11/06. 
Consohdetod Edison Co. of New York, Inc. 1 16pp. 43065:003-43355.'li6. 

8711060040 NRC Compliance Buileih 87-002. "Fsstonor Testing to Ootermlno Con- 
formance W/Appficabl» Meil Speoe.” Svo list enci. 

ROSSl.C.E. Division ol Opersiionei Events Assessment (Post 870411). 67/11/08. 
CoASOfidalod Edison Co. of New York, inc. Il5pp. 43397:142-43397:267. 

8711170260 Ack rocelpt ol 671019 Ur Inlormino NRC of steps taken to correct viofations 
noted tn Insp Repts 60-3I3/67-16 & 50-36e/87-18. 

CAILAN.L.X Region 4, Ole of »ne Director. 67/li/ID. CAMPBElLG. Arkansas Power 
811^1 Co Ip. 43364:096-43384:096. 

-8711170273 Responds to NRC 670616 Itr re violations fn Insp Repts 50-3I3/67-I6 & 
60-386/87- 15.Corieclive sclfong project siruclured to reconcile eslety roiaied piping 
leomotfic & hanger drawings w/as-bulH plant conditions fmplomontod. 

LEVINE.J.M. Arkansas Power 8 Light Co. 67/10/19. CALlAN.L J Reg'en 4. Oto ol 
IheOkoctor. 3pp. 43364;096-433e4!b90 

8711090140 NRC Inlo Notice 67-066, “Continuous Communications Fol'owlng Emergon- 
M Noliftcetlons." Sve list end. 

F«DS5I,C.£. Division of Operalionaf Events Assessment (Post 670411). 67/11/16. 
Corw>>idaied Edison Co of Now York, Inc. I13pp. 43404:176-43404:266. 

8711230342 Ack receipt ol 671030 Itr inlorm'ng NRC of slops taken lo correct violations 
8 deviations noted in Insp Repls 50-313/67-14 8 60-368/67-14. Oevlatron B respon- 
sive to concerns laised. 

CALLAN.LJ. Region 4, Ofo of Iha Director. 67/t 1/16. CAMPBELL.G Arkansas Power 
& Light Co. 2pp. 43410.065-43410.072. 

-8711230363 Responds lo NRC 870930 Hr re violations 8 deviations noted In Insp 
Repls 50-313/87-14 8 60-368/67-14. Corrective aclions:testrldlot>s will be placed on 
five toad capaclllea of elevations 372 8 366 fl. 

LEVIN.J.M Arkansaa Power & Light Co. 67/ 1 0/30. CALLAN.L.J. Region 4. Ofc ol tho 
Oiroclor. 6pp. 43419:067-43419.072. 

8711120027 NRC Into Notice 67-059, "Potential RHR Pump Loss." Svo list end. 
ROSSl.C.E. Division of Oporallonal Events Assessment (Post 670411). 67/11/17. 
Consoiideled Edison Co. of New York, Inc. 120pp. 43487:001-43487:121. 

8711200126 Ack receipt ol 670730 & 1001 lira informing NRC ol steps token to correct 
vlolallons noled In Insp Rapt 60-313/86.01 . 

CALLAN.LJ. Regiori 4. 0(c ol the Director. 07/tt/t7. CAMPBELL.G. Arkansas Power 
8 Light Co. Ip. 43402:304-43402:320. 

-8711200131 Forwards addi Info re Items discussed in util response to Insp rept re 
salely sys functional Insp conducied atplant during Jan 1066. 

LEVINE.J.M. Arkansas Power & Llghl Co. 67/07/30. OAOLIAROO.J.E. Region 4. Ofc 
of Ihe Director. 13pp. 43402 305 43402:320. 

67ft 190006 SuMi 2 to NRC Info Notice 60-t06, “Oegradallort of RCS Pressure Bound- 
aty Resulting From Boric Add Corrosion." Sve list end. 

ROSSl.C.E. Division of Operational Events Assessment (PosI 670411). 87/ti/i9. 
Consolidated Edison Co. of New York, Inc. 1 19pp. 43444:195-43444-314. 

0711230380 Forwards Insp Repls 50-313/67-31 & &D.366/67-31 on 670921- 25 8 
notice of vIolatlon.Notice of violation withheld (ref 10CFR73.2I) 

CALUN.L.J. Region 4, Ofc of the Director. 67/1 1/19. CAMPBELL.G Arkansas Power 
8 Light Co. 2pp. 43419:009-43419:011. 
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"8711230402 Penially wilhho'd Insp Heels &0-313/87-31 & 50-3ea/87-31 on 870021-25 
(rel lCCFR73.2l).Vi0iatons noted. Me|or areas inspected security plan & implemeni^ 
prccod'jros.secunty orpanlzalion & secu.nty p'ogram. 

CALDWilLl.R-A., YANDEtLl.A Regon 4, Oic ot the Director 07/11/09. Ip. 
43410.011-434 19:011. 

87 1 1260238 Forwards Ir-.sp R^ls 50-313/87-20 8 50'36Q/e7-2Q on 870720-24.140 w'O- 
'ailons or doviaiions noWd Two unresolired Hems Idaniifind re eorreciivo action pro- 
g^ram. 

CALLAM.L J. Hegion 4, Ole of tiie OIrocio'. 87/11/20. CAMPRELL.G. Arkarisas Powor 
8 Llgm Co. 2pp. 43460:160-43460:165. 

"8711260243 Insp Repts 60 313/87-20 & 80 388/87-20 on 870720-24 Ko violaiions or 
deviations roled. Major areas inspected: ticonsee correcUve act>on program. 
OOARDMAN.JR, SeiOLE.W.C Region 4, Ofc of the Oitecwr. 87/11/20 4pp. 
43460:102-43460:165. 


S. Reporleble oceurrences, LERs & related correspondence 

871 1030343 LEH e6-007-01:on 861221. prossurltcr code safety valvas dK^‘^red inoper- 
able duo lo Inconecl set pressure. No root cause could bo doiermlnccLVervossel pres- 
sure ad.usicd to Toch Specs roouirarrenis.W/87l030 lir 

flOGErtS.P.C, IEVINE.JM. Arfiansas Povror & Lghl Co. 07/10/30. Bpp 43250.353- 
43250:360 
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F. Security, medical, fririergertcy A fire protecllori plane 


8711030376 Forwards addi into re umaiod halchQS.combuslib'e loadmga & control room 
carpel, pe' 67C822 lolcon Rediertl flgx raitng ol cerpol corrocied to 98 wali8/cn)2.W/ 
12 ovotsiro lire hazarrfs analysis draw ngs.per 870901 le'coa 
AI.EXICH.M P. Ind'ana Mich'gan Power Co. (formerly Ind ana & Miebigan Elecirtc Co> 
87/I0/1C. Documoni Conirol Branch (Document Control Desk). 2pf>. 43255:126- 
43255:141. 

-6711030382 Releases drawings enci W/AEP.NRC-06926E to NRC (or Mfo A use in 
cornocUon w/NRC review of unrated hatches A posiuieied fire paths RcproducHon of 
documents as necessary also permitted. 

ALEKiCH.M P. Indiana M chigan Power Co. (formerly ind'ana A Michigart Elocinc Co.). 
97/10/29 Document Control Branch (Documoni Control Desk), ilpp. 432S$;i2e- 
43259:141. 

9711020075 Forwards seloly oveluai on supporting ui‘l 861202 A 370206 llr$ ptovMLng 
adai lolo to NunEQ-0797,iiem ill a 2.2 concerning motoorciogicai data. Revised Toon 
Spoes should bo in olsce prior lo June 1968 completion dale. 

WIGQINION.OL. (^;oot Di/ecloraio 111-3. 87/10/22. OOUN.j. Indiana Michigan 
Power Co. (formerly Indiana A Michigan Electric Co.). DOLAN.J. American Etectiic 
Power Servico Co/p. ^p. 43240:17&'4g240:l80. 

••8711030000 Safely eva'uaticn supporting ull 861282 A 870206 lire provMngaddI Into 
ro NUREO-O737,llem Ill.A 2.2 concornmg melooroiogical daia upgratles. 

' Ofllco of (Nuclear Roacior Hegufaiion. O'recior (Pest 8'/04il). 87/10/22- Ip 
43240:109-43 240.160. 

0711160007 Canceifailon of Emorgoncy Plan Procedure PMP 2002 EPPOOS, "Maps A 
Oworlays " 

• Ind'ona Michigan Power Co. (formorly Ind ana A Michigan Eloclrto Co,). 8//I1/I2- 
5pp. 43309:097-43386:101. 

8711306040 Rcauesis wpraval a( end Rev 15 to modfisd amenuad socurily 
plan.cla/ilying vital oquiprneni erea.por OL Wigglnton 870929 roquesiFee psIdRev 
withhold (rel 10CFR73 2l(cK2)) 

ALEXICH M.P. Indiana Mich'gan Fewer Co. (formerly Indiana A Michigan Eiacitlc Co.). 
87/11/25. MUHLEY.T.E. I^C • No Oeiailod Alii'lalion Given. 3pp 43473.-063- 
43473.055. 


?. Operating llcenee stage documents A correspondence 

8711020006 Not (ice lion ol 671109 moeling w/ulil in Geihosda.MO lo discuss testing re- 
quiromonis lor now oil, periodic lank oil les'ing A oil tank cleaning. Meeting ori^nsUy 
scheduled lor 671103. 

WIGGINTON.D L. Prolecl Directorate 111-3. 87/10/19. HOLAHAN.G.M. Assistant Orec- 
tor ior Region III A Region V Hoaciors. 2pp. 4324031 1-43240:312. 

0711020303 Forwards updated Isbie of pfanl acton Hems w/revised ImpfomenlaUen 
dates Roquesls correct TAC numbers lor end listed llama lo Inlllale cross-rolerence 
sys w/uM AEP:NRC numbers. Reg Guide 1.97 schodufe will bo updated. 

ALEXICH. M.P. Indiana Michigan Power Co. (formerly Indiana A Michigan Eleciric Co-). 
87/10/27. MURLEY.T.E. NRC • No Detailed Allliation Given. Ilpp. 43237322- 
43237:332. 

6711030034 Advises lha( vM will be using Wosi.nghouso variable Imer design to iditiaie 
ATV/S m'llgaiion syS actuation circuitry lor lacililyjier Generic Lir 63-26 A uMSTOOIS 
llr.Foxboro Spec 200 Micro Conlio) Card N2CCA-S will be used. 

ALEXICH.M.P. Indiana Mlch-gan Powor Co. (formerly Indiana & Michigan Electric Coi. 
67/10/28. MURLEY.T-E. hfRC • No Dolalad Alfil'alion Given. 3pp. 43260:218- 
48260.221. 

8711030539 Forwards info re plant (^cle 10 reload, fnclud'ng Wesiinghouse peaking 
laclor llmll rej>l (or eye’e A reload SEn.Fea paid. 

ALEXICH.M.P. Ind ana Michigan Power Co. (formerfy Indiana A Michigan Electric Ca>. 
87/10/20. MURLEY.T-E. Document Control Branch (Document Conirol Desk)- Spp. 
43251:292-43261:317, 

-8711030544 "Reload Sale^ EvaiuatlonOC (^li NuCinar Plant Unit 1 Cycle 10." 
OZENIS.E A., SKARITKAaL Indlaria Michigan Power Cq. (lotmerly Indiana A Mfclilgan 
ElectrloCo ) 87/08/31. 20pp 43251:298 43251:317. 


8711030294 Raquoats temporary ASME Code rohel from losting coniainmoni spray HXs 
be granted until next oulago of sull.cient durallon.Apr 1908 lor Unit 1 A May 1988 (or 
Um 2.10 allow lesling.Foe paid 

ALEXICH.M P. Indiana Michigan Powor Co. (formerly Indiana A Mich'gan Elociric Co). 
87/10/29. MURLEV.T.E. Document Conirol Branch (Document Conirol Desk). 2pp. 
43252 245-43252:246. 

871 1030430 Forwards roquost for add: info re Qener c Ltr 83-28. Kern 4.2.Parl8 3 A 4 
concom-ng doscripilor-i ol prevenlaLvo maint A survol'lance program for ensuring reli- 
able reaclor Ihp breaker operation to clarify 870813 Ur. 

WIGOINTON.D.L. Project Oiroclorato 111-3 87/10/29. DOLAN.J. Indiana Michigan 
Power Co (formerly Indiana A Michigan Eleciric Co). DOLAN.J. American Elocthc 
Power Service Corp. 4pp 43250:262-43250:255. 

8711030535 Nobiles met chaf^M3 to Toch Specs re revised Inseivice insp A testing 
prog'etn.requosiod in util 660/03 itr.noi being pursued Decision taken subsequent to 
Oscussions between util A NRC.Rcquest may be revised A resubmittod. 
WiGGINTON.OL. Project Oirectorata 111-3 67/10/29. DOLAN.J. Indiana Michigan 
Power Co. (formerly Ind ana A Michigan Electric Co). DOLAN.J. American Eleciric 
Power Service Corp. 2pp 43280 283-43280 284. 

871I0S0198 Summary ol 071027 meeting w/ulll, Advanced Nuclear Fuels A KraUwork 
Union re pioposod program to reduce T-hol A pressure ol RCS. Meeting 
sgerKla.ailondee list A viowgrephs enci 

VMOQINTON.O.L Projoci uireciorelo 111-3 07/10/30. Ptojocl OIrectoralo 111-3. 48pp. 
4330IX>22-43301:069. 

871 1M02S3 AppTcQtlon lor amends lo Licenses DPR-58 A DPR'74. revising Tech Specs 
lo Indude lar^cilvity icloasos genoroled from Incinorailon of contaminated waste oil 
In plant a-juiliary boiler sys.Foo paid 

ALEXICH.M P. Ind.-ana Michigan Power Co. (formerly Ind ana A Mich'gan Electric Co) 
87/11/02. MURiEY.TB. Documoni Conirol Branch (Documoni Conirol Desk). 6pp. 
43320302-43320 349 

-8711090260 Proposed Tech Spccs.incfuding radloaclivily rafoasos ganaralod from In- 
dneraiion ol corvlemLnaied wnslo oil in plant auxiliary boiler sys under radiological of- 
iiuenis sect on 

* Inchana Mjchigan Power Co. (formerly Indiana A Michigan Elactric Co ). 67/11/02. 
Opp 43320 307 43320 349. 

8711160431 Oonenc Lir 8715 lo a'i holders ol CPa for nudoar power plants re policy 
siaiemom on deferred plama.Svo list onci 

MiRAOLiA/J. Assocate Director lor Frojecis (Post 070411). 97/11/04. Consolidated 
Eason Co of Now York, Ir-ic. 48pp. 43402 001-43402 046. 

8711170240 Forwards response 10 070313 Generic Lir 87-06, "Periodic Verification of 
look Tight imogrity ol Pressuro isoiaiion Valves." End lists 46 pressure Isolation 
vAlvos M each unit which onaure iniogrity of low pressure sys In RCS. 

ALEXICH.M F. Indiana M-chigen Power CO. (formerly Indiana A Michigan Eleciric Co.). 
87/11/12 MURLEY.T.E. Oocumeni Control Branch (Document Control Desk). 30pp. 
43383428-43383 355 

8711240218 Advises thai currerM milk sampling program does not hioraily comply w/ 
apMcsbie Tech Specs Tech Spoo change to clarity sempi ny locailons will bo subrnT- 
1M t» 880131- 

SMiTli.w.O. Indiana Michigan Powor Co. (formerly Indiana A Midiigan Electric Co.}. 
87/11/12. OAVI5.A8. NRC • No Doieilod Aflilialion Civon. IDpp. 43432.074- 
43432.083. 

871 1 180144 Reviews lelesi petfotmancQ Ind celors lo determine whether Indicators can 
bo used to sscorialn quality performance. Five ol six pfanls achieving very good quality 

K rtortnarKS whJo one plant achieving good quality performance. 

NCH.O- Prolecl Dkoclorata III-3. 07/11/13. HOLAHAN.G.M. Asdslanl Oiraclor for 
Reg'onlll A Region V Roaclofu 17pp 43394:203-43394 3 10. 

8711190120 Fc^erds execulivo summary of investigation, results of Inveeilgeilon A con- 
dus'ons (0 Inlogrliy of containmont operating deck hatches. Hatches would not fall 
during acddenl or oarihquake. Noted irrprovsmenls to covers made. 

AIE)^H.M.P. Indiana Michigan Power Co. (formerly Indiana A Michigan Elociric Co). 
87/11/13. MURLEY.T.E. Document Control Branch (Document Control Desk). 4tpp. 
43397:101 43397:141 


8711260096 Forwards SER ro util response to TMi Hem II.D.l, "Performance Testing of 
R^et A Safety Valve. ' Responsos accepleble 

WKjGINTON.D.L. Project Dlredoraie 111-3. 87/11/17. OOUN.J. Indiana Michigan 
Power Co. (formerly md'ana A Michigan Electric Co ). OOUN.J. American Electric 
Power Service Corp 2pp. 43448.336-43448;30t. 

-8711250108 SER re TMI Action Item ll.D 1, "Rellel A Safely Valvo Testing." 

* NRC • No Dela.led AIMIOtfon Given. FIN A-6492. 67/11/17. 24pp. 43448:336- 
43448:381. 

8711240229 Forwards response to 870709 Generic Hr 87-12, "Loss of BHR Vi/hile RCS 
PernaUy Filled." Ulil relying on work done by Wesiinghouse Owners Group to provide 
analyds Aarldance as to procedural adiusimenis A safety analysis. 

ALEXICH.M P. Indiana Mich'gan Powor Co. (formerly Indiana A Michigan Electric Co). 
87/11/20. MURLEY.T.E. Document Control Branch (Oocumeni Control Desk). 27pp. 
43431.260 43431:278 

8711300088 Requests code relief oxionslon (or testing certain valves in Inservico tosling 
program A as allarnativo, proposes to lesl valves during next refueling outage or 
(hjdtM Intervening outages of sufficient durabon.Fee paid 

ALExfCi^i’. Ind ana Michigan Powor Co. (formerly Indiana A Michigan Electric Co.) 
07/11/20. MURLEY.T.E. NRC • No Detailed Affiliation Given, 3pp. 43470.122- 
4347ai24. 

8711300124 Forwards five oversize drawlngs.ln response to NRC 671(06 
request, showing layout ol spent fuel pool veniiial'on sys equ’pmenl In support ol 
review of util 870526 Tech Spec change request. 

ALEXICH.M P. Indiana Michigan Power Co. (formerly Indiana A Michigan Elecirlo Co ). 
87/11/23. MURLEY.T.E. Document Control Branch (Documenl Control Desk). 6pp. 
43467:161-43467:166. 



O. Inspection reports, IE Bulletins & correspondence 

60121704B3 IE Bulletin 60-25, “Operating Probloms W/Targei Rock Safety- Reliei 
Valves at BWRs." 

* Ole of Inspociion & Enlorcemenl, O^roctor (820201-870413). 60/12719. ConsolKlal- 
ed Edison Co of Now York, Inc. 5pp 43228r20l-43226-205. 

8305110473 IE Inlo Notice 63-39, “Fa lure of Safeiy/Rolief Valves to Opon at BWRs • 
imorim Rmi.” 

JORDAN, E.L. Olv ol Emergoncy Preparodnoss S Enoineenng Responae,IE(6e0212- 
670413). 83/06/17. Consolidated Edison Co. ol New York, Inc ^p. 43226:206- 
43226:207. 

6710230213 NRC Into Nollco 87-055. "Portable Molsluro/Density Qsugesr Recont Inci- 
denls ol Ponablo Gauges Bo^ng Stolon or Lost." Sve list end. 

CUNNiNGHAM.n.E. (division of IntlusUiel & Medical Nuclear Safety (Post 870729). 
87/10/29. Consolidated Edison Co. ol Now York, Inc. 89pp. 43324:139-43324:227. 

6711030635 Notifies that changes lo Tech Specs re revised Inservico Insp S testing 
program, requested in uili 860/03 Hr, not being pursued Decision takon subseQueni to 
discussions between util & NRC.Roquosl may bo revised & resubmitted. 
WIGQINTON.OL Project Oirectorato 111-3. 67/10/29. OOLAN.J. IntAana Mchigan 
Power Co. (formerly Indiana & Michigan Electric Co ). OOLAN.J. American EtecMc 
Pow-or SefV(CO Corp. 2pp. 43200:203-43280 284. 

6710290234 NRC Info Nollco 07-056, "Improper Hydraulic Conirol Unit Inslallellon at 
BWR PlatMs." Svt list end. 

ROSSI. C.E. Division of Operellonal Events Assessment (Post 870411). 67/11/04 
Consol'dalod Edson Co. of New York, Inc. 1 12pp. 43324:226 43324:339. 

8711020017 NRC Inlo Notico 67-057, "LOSS Of Emr^rgoncy Borailon Capab-lity Due to 
NItrogon Gas Intrusion." Sve list oncl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 670411). 87/11/06. 
Consotidaied Edison Co. oi Now York, Inc 1 16pp. 43355:003-43355:116. 

871I0S0040 NRC Comnlianco Bu'letin 67-002, "Fastener Testing la Determine Con- 
formance W/AppIlcebiQ Mall Specs " Sve Hal oncl 

ROSSI, CE. Division of Operalionel Events Assessment (Post 670411). 67/11/06 
Consolidated Edison Co of New York, Inc. 1 16pp. 43397:142-43397-257 

8711090140 NRC Info Notice 67-050, "Continuous Communications Foiimving Emergerv 
cy Nolificalions." Sve hsi end. 

ROSSl.C.E Division of Operailonal Events Assessment (Post 670411). 87/11/16. 
Consolidated Edison Co. of Now York, Inc. 1 13pp. 43404:176-43404.266. 

6711120027 NRC Info Noilco 07-059, "PotenI'al RHR Pump Loss." Sve iislenci 
ROSSI, CE. DlviS'on of Operational Evonis Assessment (Post 070411). 67/11/17. 
Consolidated Edison Co. of Now York, Inc. 120pp. 43487. 00l-43467:i2t. 

6711130008 Suppi 2 to NRC Inlo Notice 86-108, "Degradation ol RCS Prossuto Bound- 
ary Resulting ftom Boric Acid Corrosion." Sve list oncl 

ROSSI.CE 0.vi$ion ol Operational Evonis Assessment (Post 670411). 67/11/19. 
Consolidated Edison Co of New York, Inc 1 19pp. 43444:195-43444.314. 

871 1300187 Responds to NRC 871007 Ur re vioiallona noted in insp Repts 50-316/87- 
22 & 50-3l6/87*22 Corrective aciions:procodures conironing Supplier piecemani on 
qualified supp’iers list revised lo doimo what acceptable OA program is. 

ALEXICH,m.P. Indiana Michigan Power Co. Normoriy ind’ana & Mlch'-gan Electric Co ). 
87/11/20. OAVIS.A.B. Document Control Branch (Document Control Desk). i2pp. 
43467:223-43467:234. 

8711260190 Responds lo NRC 071023 i(r re violations noted in inap Repis 50-316/07- 
02 & 60-3ie/67-02.Corroctivo aciions.9uporvlsorY poraonnei reminded ol nood to 
ensure that personnel complied w/radiailon work permits 

ALEXICh.M P Indiana M-cnigan Power Co. (icrmerly Indiana & Michlgari Eiecuic Co ). 
67/11/23. DAViS.A.e. NRC • No Dels led Affilialion Given Ipp. 43460.013- 
43460:020 


8. Reportable occurrences, LERs & related correspondence 

8711030484 LER B6 020-0t;on 651102, mein sioam safely valves discovered out of 
spec during eurvoillanco lostlno. Caused by lack of procedural InsiiuciioneSololy 
valves soipolnls rcsei. W/e7l029 Ur. 

DROSTE.J.O., SMITH,W.O. Indiana Michigan Power Co. (formerly Indiona 6 Michigan 
Electric Co.). 07/10/29. 6pp. 43262.070-43262.075. 

6711190362 LER 87-021 00:on 871013, ESF actuation occurred due to teedwaler How/ 
steam mismatch coincident w/low level on steam generator 1 1 Caused by failure ol 
oast main foodwator pump shaft driven oil pump.BoarIngs replaced W/871112 Hr. 
SAMPSON.J.R., SMITH.G.W. Indiana Michigan Power Co. (lormorly Indiana & Michi- 
gan Electric Co.)- 87/11/12. 6pp. 43401:047-43401:052. 
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F. Security, medical, emergency A fire protection plana 

8711930375 Forwaids addl Info te unrated ttefehes .combustible toadinbs & control room 
carpet.per 870622 lelcon. Radiant Mux rating of carpot corrected to 96 watis/cm2.Vi// 
12 ovorsizo lire hazards analysis drawings, per 870901 lelcon. 

ALEXICH M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Elactrlo CoJ. 
87/10/16. Document Control Branch (Oocumant Control Desk). 2pp. 43265:120- 
43255:141. 

-8711030362 Releases drawings end w/AEP:NRC-06928E to NRC for tnlo & use In 
connection w/NRC revlow ol unrated hatches & postulated lire palhs. Reproduction of 
documonis as necessary also permuted. 

ALEXICH M P Indiana Michigan Power Co. (formerly Indiana & Michigan Electric CoJ. 
87/10/29 Document Control Branch (Document Control Desk). 11pp. 43265:120- 
43255:141. 

8711020076 Forwards safety evaluation supporting util 661202 & 870206 Krs prot4(finp 
addi Inlo re NUBEQ-0737,ltem lll.A.2.2 concerning meteorological data Revised Tech 

^ should be in placo prior lo June 1986 completion dale. 

INTOND.U Project Oireclorale III-3. 87/10/22. OOLAN.J. Indians Michigan 
Power Co. (formerly Indiana 4 Michigan Elecirlo Co.). OOLAN.J. American Electrio 
Power Service Corp. 2pp. 43240:176-43240.180. 


-87)1020080 Safely evaluation support.ng util 661202 & 870206 Mrs providing addi Ittfo 
teNUREO-0737.Uem UI.A.2.2 concerning meleorologcal data upgrades. 

* (Mice ol Nue'ear Roeclor Regulation, Director (Post 070411). 07/10/22. ip. 
43240:180 43240:180. 

8711180007 Cancellation of Emergency Plan Procedure PMP 2082 EPP.OOS, "Maps & 
Overlays." 

' Indana Michigan Power Co. (formerly Indiana & Michigan Electric Co). 87/11/12. 
6pp. 43368:097-43386 tot 

8711230346 Responds lo NRC 670929 lit ro proposed change to physical socunly plan 
for tad’ity.Correctod Pages A-6,A-9.A-1I & A-12 lo Rev 12 lo physical socurity plan 
end Pmos withheld (ref tOCFR73 2i). 

AlEXJC)f,M.P. ind'ana Michigan Power Co. liormerly Indiana & M'chigan Eiectnc Co). 
67/11/16. MURLEY.T.E. Document Control Bra-ncn (Document Control Desk). 2pp. 
43418960-43410:061. 

8711300040 Requests approval of end Rev tS to rr.odilled emonded security 
pian.cfantyfng vital equipment area. per DL Wigg'nton 670929 request Fco paid Rev 
wliNK)ld(rar lOCFR732l(c)(2}). 

ALEXICH.M. P. Indiana Mich'gan Power Co. (formerly Ind ana & Michigan Electric Co). 
87/11/26. MURLEY.T.E. NRC • No Dolailed Alfilialion Given. 3pp. 43473:053- 
43473:955 


P. Operating license stage documents A correepondence 

871 1020006 Nolilicaiion ol 871 109 moeiing w/util in Bethosda.MD to discuss testing ro- 
qUrernefiis for new oll.pariodic lar^k oil tesiing A o-l tank cteaning.Mociinn originally 
echedufod for 871 103. 

WIQGINTON.D.L. Pfojoci Direcioralo Nl-3. 87/10/10. HOUHAN.Q.M. Assistant Direc- 
tor lor Bogion III A Region V Reactors. 2pp. 4324 0 311-43240:312. 

8711020303 Forwards updated (able ol plant action Items w/rov'sed Implorr.enlaiion 
rlales Requesis correct TAC numbers lor oncl liscod Homs to IniiiSlo cross-rolerence 
ays w/util AEP:NRC numhors. Reg Guide 1.97 schodula will bo updated. 

ALEXICH.M P. Indiana Mich'gan Power Co. ((ormerly Intliana A Michigan Eloctnc Co ). 
87/19/27. MURLEY.T.E. NRC - No Dolailed Affiliation Given, lipp. 43237:322- 
43237.332. 

871 1930034 Advisee that util will be using Westjnghouss varlab'e timer des'gr) to inlilaie 
ATWS mitigalion syS actuation circuitry lor facility jier Qenenc Lir 63-26 A util 670615 
llr.FoidMro ^ac 26o Micro Control Card N2CCA-S will be used. 

ALEXiCH.M.P. Irtdiana Michigan Power Co. (formerly Indiana A Michigan Elecln'c (3o}. 
87/10/28. MURLEY.T.E. h^C • No Ooialod Affiliation Oivon. 3pp. 43260:215- 
43289.221. 

871 1030472 ^plication lor amend io License DPR-74,exiending interval (o perform car- 
lam Toch 6poc-ie<viToU survaUiatxes uniU Urut 2 lefusung outage scheduiad lor 
800610 Fee paid. 

/U.EXICH,M.P. Indiana Michigan Power Cc. (formerly Indiana A Michigan Elactric Co ). 
87/10/28. MURLEY.T.E NRC - No DelaHod Affi'iatlon Given. lW 43251:144- 
43251:180. 

-6711030478 Proposed Tech Specs extending iimo lo perform cerlain Toch Spec-re- 
quired suivelilancoe until Unit 2 refueling outago schodu'od Icr 600610. 

* Indiana Michigan Power Co. (lormorfy Indiana A Michigan Eleeiric Co.]. 67/10/28. 
20pp. 43251:16T-43261:160. 

0711030294 Requests temporary ASMS Coda roliof from loaiing conlainmoni aprsy HXa 
bo granted until next outage ol autiiclent tiuietion,Apr 1688 lot Un 1 1 & May t088 loi 
Unit 2.10 allow testing Fes paid. 

ALEXICH.M.P. Indiana Michigan Power Co. ((ormerly Indiana A M chlgan Elecirie Co ). 
87/10/26. MURLEY.T.E. Document Control Branch (Document Control Desk). 2pp. 
432S2;246-43252.248. 

$711030430 Forwards loqueal for addi info re QonOrIc Ltr 03-20, Item 4.2.Parls 3 A 4 
concerrrlt^g description ot prevenlativo mainl & survellonce program for ensuring reli- 
able reactor trip braakor opetailon to clarify 870913 Hr. 

WIGQINTON.DL. Projact Direclorala 111-3. 87/10/29. DOLAN.J. Indiana Michigan 
Power Co. (formerly Indiana A Michigan Electric Co). OOLAN.J. American Eleciric 
Power Service Corp 4pp. 43268;252>432d8:265. 

8711030635 Notlliaa that changes lo Tech Specs la revised inscrvice Insp A lesllng 
program.tequestod In util 880703 Hr.noi being pursued. Decision taken subsequent lo 
discussions between util A NRC Request may be revised A rosubmitiod. 
WIGQINTON.D L. Project Dlreclorata 111-3. 87/10/29. OOLAN.J. Indiana Michigan 
Power Co. (formerly Ind-ane A Michigan Electric Co). OOLAN.J. American Eleciric 
Power Service Corp ?pp. 43280:263-43269.264 

8711050198 Summary ol 671027 moeiing w/ulll,Advanced Nuclear Fuels A Kraftwerk 
Unloo re proposed program to reduce T-hot A pressure ot RCS.MeelIng 
aoenda.aitondee l<st A viewgrapha and. 

WiGOtNTON.O L. PriMoct DIreotorele 111-3. 67/10/30. Project Oirociorate 111-3. 48pp. 
43301;022-4330t.066. 

8711090263 Application lor amends to Licenses OPR-58 A OPR-74.revislng Tech Specs 
lo fncluda radioactivity releases generated from Incineration ol contaminated waslo ell 
in riant auxiliary boilar sys-Fee paid. 

ALEXICH.M P. Indiana Michigan Power Co. (forrmatly Indiana A Michigan Elecirlo Co ). 
67/11/02. MURLEY.T.E. Documont Conirol Branch (Document Conirol Desk). 5pp. 
43 320:302-43320:349. 

-871 1099280 Proposed Tech Specs, Including radloacilvHy releases generated Irom In- 
chieratlon of conlamlnatod waste oil In plant auxiliary boHer sys under radiological ef- 
fluents section. 

• Indiana Michlgaik Powet Co. (tormeiiy Ir^dlana A Mich'gan Etectiic Co). 67/iW02. 
gpp. 43320:307-43320:349. 

8711100431 Qenerlo Ltr 87-16 to all holders of CPs for nuclear power plants re policy 
statement on deferred plant8.Svc list end. 

MIRAQLIA.FJ. Associate OIraclor for Projects (Post 8704 11). 67/11/04. Consolidated 
Ed^on Co. of New York. Jnc. 4epp. 43402:001-43402:046. 
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a711170240 Fiwards f&sponse to 870313 Generic Lt^ 07^6, • Perlod c Vwilicauon^ 
leak Tlohl Inle^nly of Prassure IsolaUon VeVoe." Encf Isis 48 prossare Isolation 
valves in each unit which ensure Integrity of low pressure sys in PCS r- i 

ALextCH M P. tncHana Michigan Power Co tlormarly Indiana 4 Mich.gari EtocW W-)- 
87/11/12 MURLEY.TE. Document Control Branch (Document Control Deah). 30pp 
43383 326 43383 355. 

0711240216 Atfvlsos lhat current milk samplmg program does not literally comply w/ 
a^taws Tech Sp^s.Tech Spec change to clar.fy aampi ng locatione will besubml- 

SMirin^O. Indiana Michigan Power Co. (lotmerly Indiana & Mch'gen EtocWc Co)- 
67/11/12 DAVIS, A.0 NRC • No Ootai'ed Alfiintipn Givan. 10pp. 4J43y.074. 
43432083. 

0711180144 Reviews laieat performance .'ndicalora to determine whether indicators 
be used lo ascertain quality perlotmanco.F.'ve ol si* plants achieving very good ctueiny 
performance while one plant achiev;ng good qua’ity PSdp'marnco. 

UNCH.O Pfolecl Directorate 111-3 87/11/13 HOLAhAN.GM Asalslar.i D-reclor tor 
Region 111 4 Region V fleaciors. t7pp. 43384 283-43394.310. 

8711190120 Forwards executive summary of investigaion, results ol lnvesliga(>OA 4 con- 
clusions re iniegnty ol conteinmeni opora'-ng deck hatches Hatches woukt not fail 

dunng accident Of earthquake-Noted imptovemenis to cowers made ^ ^ , 

A\.E«CH.M.P. Indiana Michigan Power Co (lotmerly (rwliana & Mk^vgan Elect^ (^1- 
87/11/13 MURLEY TE Docuftieni Control Branch (Document Control Desk). 4lpp. 
43397:101-43397:141- 


8711260095 Forwards SER re util response to TMI Item II D 1, "Porformanco TesUng ol 
Re'iel 4 Salety Valve" Responses accaptaWe. ... ^. 

WIGQINTON.D.L. Prolect Direcloreto 111-3. 87/11/17 DOLAN, J. Ind-ana Mchgan 
Power (Do. (formerly Indiana 4 Mchlgan Electric Co). DOLAN.J. Ameilcan ElocMc 
Power Service Corp. 3pp. 43446 336-43446:361. 

-0711250106 SER re TMI Action Item » 0.1, "Reliel 4 Safety Valve Testtng " 

• NRC • No Ootaled Affiladon Given FIN A-6402. 87/11/17 34pp 43448:338- 
43448:361. 


8711240229 Forwards response lo 870709 Generic Hr 67-IS, "Losa ol RKO Vfh.le RCS 
Panialty Biied " Util re^na on woiV done by V/asbnghouse Qwrwrs Group to proitfUQ 

analysis 4 guidance as lo procedural adjusimanis 4 safety analyffla 

ALEXICH M P. Indiana Michigan Power Co. (formerly fnd.ana 4 Michioen ErocWe Co» 
67/11/20’ MUfllEYT.6. Document Con'rot Branch (Document Cenirol Desk). 27pp. 
43431:250-43431:278. 


87113OOQ0S Requests code reilel e*tension for (eslmg certain valves in inservico tesNng 
program 4 aa ailernaifve.proposes to lest vclvas during ne<t reiuefmg ouiago or 
dunng inierven'ng ouiaoas ol sut^clent duration. Fee paid. 

ALEwCH.M P. ind ana Michigan Power Co. (foimorly Indiana 4 Michigan Elocitio Co ) 
87/11/20. MUfllEY.T.E. NRC • No Oeisiied AtfiHaHon Given. 3pp. 43470,122- 
43470:124. 


6711300124 Forwards live ovaralio drawings.in responso to NRC 87it06 
ragueeMhowlng leyoul of spent fuel pool ventilation sys equipment in support oi 
review of ulii 8/0528 Tech Spec change request. _ ^ ^ 

ALEXICH,M.P. ind ana M.<higan Power Co. (formerly Indiana 4 Michgon fileeinc Co). 
87/11/23 MURLEY.T E. Oocuntent Control Branch (Document Centro] Desk). 4pp 
43487 181-43467:185. 


0. Inspection roports, lE aulletins 4 cerreipondance 


8012170482 IE Bullelln 80-23, "Operating Problems W/Targel Rock Safety- Rellol 
Valves at BWRs." 

• Olo of Inspection 4 Enlorcemenl, Oirecior (820201-870413). 80/12/19. ConsoHdat- 
ad Edison C«. ol New York, Inc. 5pp. 43226:201.43228.205. 


8305110473 IE Inlo Notice 83-39, ‘Failure of Salety/Relief Valves to Open el BWRs ■ 


JOROAN^B.L Oiv ol Emergency Preparedness 4 Engneering Re8ponso.iE(e502l2- 
870413) 83/06/17. Consofidelod Ed.son Co. ol New York, Inc 2pp 43226 206- 
43226.207. 


8710230213 NRC (rtto Notice 87-OSS, "Podab'e Moisturo/Densliy Gsuges: Recent Ind- 
denU of Portable Gauges Being Stolen or Lost." Svc list end 
CUNNINGHAM, R.E. Division ol Induslrlal 4 Med'cal Nuclear Safety (Peel 670729). 
87/10/29 Consolidated Edison Co. of New York, Inc. 69pp. 43324 139 43324:227 

8711030535 Notifies that charvges (e Tech Specs re revised Insorvice Insp 4 losing 
program.iequested in utl 660/03 Itr.nol being pursued Decision laken subsequeril to 
discussions between util 4 NRC Request may be revised 4 resubmitted. 
VVJOGINTON.O L. Prolocl Directorate 111-3. 87/10/29. CXILAN.J. Indiana Michigan 
Power (Do. (formerly Indiana 4 Michigan Electric Co ). 2pp. 43280.283-43200:264 

8710300234 NRC Info Notice 874)56, "Improper Hydraulic Control Unit Instalalion at 
BWfl Plants.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 67/11/04. 
Consolidated Edison Co ol New York. Inc. 1 12pp. 43324:228-43324-338. 


8711020017 NRC Inlo Notice 87-357, "Loss ol Emergency Batal'on Capebikty Due (0 
Nitrogen Gas Intrvslon.” Svc lisl end. 

ROSsl.C.E. Division ol Operational Events Assessment (Post 670411) 67/11/06. 
Consolidated Edison Co of New York, Inc. 1 f6pp. 43355.003-43355:1 19. 


8711050040 NRC Compliance Bulletin 87 002, '"Fastener Testing to Osiermine Con- 
formance W/Applicable Mail Specs."" Svc list end. 

ROSSl.C.E. Orlslon of Operabonaf Events Assesameni (PosI 870411}. 67/11/06 
(DonsolKfated Edison C^. of New York. Inc. 1 16pp. 43397:142-43397:257. 

8711130299 Advises lhal vtil has understanding that extension lo test plant molor-oper- 
ated va!ves.per IE Bulletin 85-O03,effectrve until 1988 refueling occurs.por 871104 
telcon Relueling scheduled lor approx May-June 1688. 

ALEXICH.M.P. Indiana Michigan Power Co. fiormerly Irvdiana 4 Michigan Electric Ca)- 
87/11/10. MURIEY.T-E. NRC • No Detailed Ahillatlon Given. Ip. 43357:297- 
43357:297. 


8711090148 NRC Info Notice 67-098, ""Conlinuous Communlcaliona Following Emergen- 
cy NoUficaticns."" Sw hsf end. 

RO&Sl.C.E. Division ol Operational Events Assessment (Post 870411). 67/11/18- 
Consolldated Edison Co. of New York. Ino. 1 13pp. 43404:1 76-43404:288. 


6711 120027 NRC Inlo Notice 07-059, '"Poiential RHR Pump Loss.'" Svc list end. 
ROSaxI-E. Division of OperaUonal Events Assessment (PosI 870411). 87/11/17. 
Conso’Waied Edison Co. of Now York. Inc. I20pp. 43467.001-43487:121. 

8711 130008 SuppI 2 lo NRC Inlo Nolico 86-106, "'Degradation oi RCS Pressure Bound- 
ary Resutlng From Boric Acid Corrosion."' Svc list end. 

RtDSSl.C.E. Division of Oporational Events Assessment (Post 870411). 87/11/10. 
(^soMated Edison Co. of New York, Inc. 119pp. 43444:195-43444:314. 

8711300187 Responds (o NRC 871007 Itr re violations noted In insp Ropis 50-316/87- 
22 4 50-316/87-22 Corrective actions procedures controlling supplier placemoni on 
qua! f.ed suppliers llsi revised to define what acceptable OA program is. 

SexiCH.M P. Indiana Michigan Power Co. (formerly Indiana 4 Michigan Electric Co ). 
87/11/20 OAVIS.AB. Docurnonl (Dohtrol Branch (Document Control Desk). I2pp. 
43467:223 43487:234. 

6711260190 Responds to NRC 671023 Itr ro violations noted In insp Repts 50-316/67- 
02 4 50'3l6/B7-02.Correctlv9 aciionsisupervlsory personnel reminded of noed to 
ensure mat personnel compiled w/iedlalion work permits. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana 4 Michigan Electric CoJ. 
87/11/23. OAVlSA.8. NRC - No Deialled Allillation Given. 8pp- 43480:013- 
43460020 


S. Reportable oceurreneas, LERa 4 related correapondence 

8711130096 LER 87-01 1-OO.on B7l002,Traln A safety ln]ectlori signal occurred.Caused 
by peiaonnel eiior.&alely Inlectlon signal reset.plent cetutnod to pre-evorM statue 4 
personnel reminded lo reovalueie when work exceeds 6C0pe.W/071 102 Hr. 
BEILMAN.T.P., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana 4 Michigan 
ElecirioCo ) 67/11/02. 4pp. 43354:338 43354:342. 

87I110D429 LER B7-013-OO.on 87tD]0.feaclor tripped due lo lurblno Irlp. Caused by 
bsiabfe setpoint being set loo conservalively duo to selpont calculation orror.Sotpoint 
tecalciialea 4 bistable callbr to correct valu9.W/871105 Hr. 

OEILMAN.T.P.. SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana 4 Michigan 
EleclncCo). 67/1 1/05. 5pp. 43344:238-43344:242. 

8711110149 LER 87-012 OO.on B71OO0,reactor Irlp beakers opened Caused by person- 
nel error due lo lack ol altentlon Individual Involved counseled.W/87l105 Hr. 
BEiLMAN.T P.. SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana 4 Michigan 
QacmcCo) 67/11/05 4pp 43346023 43346 028 
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F. Secirrliy, madleal. emerganey 4 tire protection plana 


6711300237 Rpvisecl emergenoy plan implememing procedures.including Rev 2 lo 
F.margetxcy Response Plan implementing Procedure ERPIP 4. 1.3.4, "Core Oamego 
Assoesmoni using Hydrogen” 4 Rev 10 lo lechnicsi aupporl cU floor plan. 

* Beibmore Gas 4 Electric Co. 87/11/04. 27pp. 43472:297-43472:326. 

6711300186 Revised emergency response plan Impiememellon procedures, conslsiinQ 
ol Change 5 to Rev 0 to AHKhmani i ol ERPfP 4.t.ft.4, '"Wide-Rahge Noble Gee 
Morato/Sempio Purge” 4 Change 2 to Rev 0 to ERPIP 4.1, 0.6, "Emergency....” 

’ Bsiumoia (3es 6 Pociric Co 87/11/11. 16pp. 43467:045-43467:062. 


9711190231 Revised emerDency plan implementing procedures, Includlni 
(>8nge 3 lo ERPlP 4.1.14, "'boalmelr/ 4 Rev TO to Change 3 to 1 
"Emergency Work Permlis,” 

* nBllimwn r;Be A FiRcIric Cn B7/1 1/1 9 2900 43400:263 43400:322. 


I Rev 9 lo 
IflPlP 4.8.1, 


9711190299 Rev i2 to Emergency Response Plan Implementation Procedure ERPIP 
B.i.Chepter 8. '"Controlled Area Medical Treatment Room" 

* Bailknore Gps 4 Electric Co 87/11/12 33pp. 43402:206 43402:239. 


P. Operating Ucense stage documenlt 4 correapondence 


9711040319 Forwards GC Stelnel 4 ED Qoslln.ol Westlngh0use,66t117 Hr to JP 
McVickei of BG4E re broken weld on pole shaft assembly ol Wesllnghouse CIrcuil 
Breaker DS 206, par 871021 telcon request. 

JOHNSON.W.J. Wesllnghouse Elocirlc Corp. 87/10/22. HOOD.D. Olfice ol Nudoar 
Reactor Begulstion, Direclor (Post 670411). 4pp. 43291:042-43291:046. 

8711030339 Perlial response to FOIA request.Forwards documents listed In App 
ADocumenta also ava'Tahla In PDR. 

GflIMSLEY.D.H. Division ol Rules 4 Records (Post 870413). 87/11/02. CONNOR, L. 
Dw-Sevch Associates 2pp 43258. 339-432&6:346. 


-0808060190 Forwards performance Info lor C-E supplied nuclear fuel lor CY85 on 
planl-fay plant basis.par NRC 860818 teoussl lnfo Includes number ol (uel assembtiea 
4 fuel rods Irradiated 4/or discharged 4 belch average bumups. 

S01ERER,A.E. Combustion Engineering, Ino. 86/OVOl. BERLINGER.C.H. Reactor 
Systems Branch (PWR-A). 6pp. 43268:347-43258:352. 


8711090219 Addresses ^ecHIc concerns raised durino 871030 telcon w/JT Wiggins re 
operabiuty ol Auxl'lary F^eedwater Pump t2. Justification (or pump operebllity.actions 4 
corrvnitments to Improve reliability 4 chronology ol testing described. 
lEMONS.J.R. Ballfmore Gas 4 Electrlo Co. 07/11/02. Document Control Branch 
(Document Control Desk). 6pp. 43322.341-43322:345. 


9711120020 Forwards Amends 128 4 110 to Licenses OPR.53 4 OPR-69. respectively 
4 safety evaluallon.Amends change surveillance Interval lor listed Tech Specs surveil- 
lance raquiremenls generally performed during relueling to 24 months. 

MCNEO.A Ptolecl Olteclorate 1-1. 67/i1/(}3. TIERNAN.J.A. Baltimore Gas 4 Elec- 
tric Co. 6pp. 43348:115-43348:209. 


-8711120021 Amends 128 4 flO to Licenses DPR-6d 4 OPR-69, respectively, changing 
suiveitlanca Interval for listed Tech Specs surveillance requirements generally per- 
tormed during telueliT>9 (o 24 months. 

CM>RA,n.A. Prelect Directorate 1-1. 87/11/03. 61pp- 43348:121-43340:101. 
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-8711120031 Safety evaluation supporting Amends 136 & 110 to Licenses OPR-53 & 
OPR-69, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 670411). 87/11/03. 36pp. 
43348:183-43348;209. 

8711100431 Generic Lir 67'15 to all holders el CPs for nuclear power plants lo pokey 
slalement on deferred plants.Svc list oncl. 

MIRAOLIA.F.J. Associate Director for Projects (Post 670411). 67/11/04. ConsoHdaiod 
Edison Co. of Now Yoik, Inc. 46pp. 43402:00t'43402:046. 

8711200117 Requests addi Info re proposed Inservlce tesilng prooram lor safolyHOlalod 
pumps & valvos.descnbed In util 870226 Itr. Discussion ol request for add! Info al pio- 
posod Dec 1987 or Jan 1988 util/NRC inservice testing conference recommoixled 
MCNEIL, S. A. Projecl Dirocloralo M. 87/11/13. TIERNAN.J.A. QalHmoro Ges & Elec* 
trie Co. 17pp. 43408:169-43408:1 75. 

8711190159 Forwards ropt on bounding conditlona tor C-E design plants k> show core 
protection based on given type of reactor coolant pun^ maint & pielfminery dose as- 
sessmenl assumptions for loss of RHR.In response lo Generic Lir 67-12. 

TIERNAN.J.A. Belllmore Gas 8i Electric Co. 67/11/16. Oocumertl Control Branch 
(Document Control Desk). 7pp. 43397:276-43397:284. 

8711180139 Req^sls that util remll lee not irvciuded w/870930 appltcatiorv provkHtig 
addI Info lo NF^ ro main steam piping Haw at plant. 

DIGGS, R.M. License Fee Menagemeni Branch. 67/11/18. TIERNAN.JA. Balumoio 
Gas & Electric Co. Ip. 43394:316-43394:318. 

0711300116 Informa ol Inlenllon to malnlein currenl aperture card printing capabilHy 8 
Install addi ptinlers In future on as-needed basis. Util will continue to ensure inat 
safety- related aciivllles performed w/only controlled drawings. 

TIERNAN.J.A. Balllmors Gaa & Eleclrlo Co. 87/11/20. Oocumeni Control Branch 
(Oocumenl Conirol Desk). 2pp. 434e7:334'43467:33S. 


Q. Inapecllon reports, IE Bulletins A correspondence 

8012170482 IE Bullelln 80-26. "Opereting Problems W/Tsrgei Rock Sstety- Reliei 
Vaivea at BWRa." 

' Ofc ol Inspection & Enforcement, Director (820201-870413). 60/(2/10. ConsoMei- 
ed Edison Co. of New Yoik, Inc. 5pp 43226 201 -43228:205. 

6305110473 IE Info Notice 83-39. "Failure of Saieiy/Reiiel Velvoe to Open at BWRs - 
Interim Rqpt." • 

JOROAN.E.L ON ol Emergency Preparednese i Engineering Re$ponse.lE(0602i2- 
870413). 83/06/17. Consolidsled Edison Co. of New York, Inc 2pp. 43226206- 
43226:207. 

5710230213 NRC Info Notice 87-055, “Portable Moisiure/Oensiiy Gauges; Roconi inci 
dents of Portable Oeugos Being Stolen or Lost." Sve fist enci. 

CUNNINQHAM.R.E Olviaion o' indusirial & Medical Nuclear Safety (Post 670720). 
87/10/29. Conaoiidatad Edison Co. of New York. Inc. e9pp. 43324139 43324:227. 

8710200234 NRC Info Notice 87-066, "Improper Hydraulic Conirol UNI insiaRaVon at 
ewR Pianls." Sve list end. 

ROSSl,C.E. Olviaion of Operational Evanis Aaseaamem (Poat 870411). 67/11/04. 
Consolidated Edison Co. of Now York, Inc. l t2pp. 43324:226 43324.339. 

8711020017 NRC Info Notice 87-057, "Lose ol Emergency Boration Capabikly Due lo 
Nitrogen Gas Intrusion." Sve Hal end. 

ROSSl.C.E Division ol Operallonal Events Aasassmeni (Post 670411). 67/11/06 
Consolidated Edison Co. of New York, Ino. 1 16pp. 43355.003-43355:119 

5711050040 NRC Compliance Bulletin 67-002, "Featonor Testing to Oalermine Con- 
formance W/AppUcable Mall Specs." Sve list oncl. 

ROSSI, CE. Division of Operational Events Asseaamenl (Post 870411) 07/11/08. 
Conaolldateb Edison Co. ol New York, Inc. 1 18pp. 43397.1 42-43397.257. 

8711130056 Responds to one unresolved item re malni 6 cakbr of safely- r^iod 
analog Instiumenls noted In Insp Repts 50-317/87-12 & 60 3t0/e7-l3.Correcttve 
acllonsrmaaler cahbr data sheets will be revised lo address addi eately-refaied Insini- 
menis. 

TIERNAN.J.A. BaKImore Gaa 5 Eleolrlc Co. 87/11/09. Documort Control Branch 
(Document Conirol Desk). 2pp. 4335S'.357-43355.358. 

8711090140 NRC Info.NotIce 87-068, "Conllnuous Communications Following Emorgon- 
cy Notifications." Svo llsl end. 

ROSSl.C.E. Division of Operational Events AsaeasmenI (Post 870411). 87/11/16 
Consolidated Edison Co. of New York, Inc. 1 t9pp. 43404:176-43404:288 

8711120027 NRG Info Notice 87-059, "PolanUal RHR Pump Loss." Sve list oncl. 
ROSSLC.E. Division of Operallonal Events Asaessmem (Post 870411). 67/11/17. 
Consolidated Edison Co. of New York, Ino. f20pp. 43487:001-43467:121. 

8711130008 SuppI 2 to NRC Info Notice 86-108, "Degradation of RCS Pressure Bound- 
ary Resulling ^om Boric Acid Corrosion." Svo list end. 

ROSSLC.E. Division ol Operallonal Evama Assessment (Post 8704ft). 87/11/10. 
Consolidate Edison Co. of New York, Ino 119pp. 43444:19&-49444;3t4. 


R. Perlodle operating raporta A ralaled correspondence 

8711230289 Forwards monthly operating reple lor Oct 1967.Rev 1 lo monihly operaifng 
repi for SepI 1967 for Unit 2, adding currenl year-lo-dale & cumulative figuroa.also 
end. 

LEMONS.J.R. Baltimore Gaa A Electric Co. 87/11/13. Document Control Branch 
(Document Control Desk). Ip. 43419:161-43410;1 72. 


8- Reportable occurrences, LERs A related correspondence 

8711090130 PNO-l-87-l02.on 871 105,liceneee commenced shutdown as rosuH ol do- 
graded cond-lans in both steam driven auxiliary teedwaiei pumps Duration ol ehut- 
oown to restore boih pumps to operable condition unknown. 

TflIPP.L, WIGGINS, J. Region i, Ofc ol Iho D.redor. 87/11/05. 2pp. 43314:322- 
43314:323 

a7ffl30235 LER fi7-014-00.on 6710ie.contalnmenl air lock door seal functional tost 
not porformod within 72 h after use.Caused tiy adm-nisKaiivo oversight Appropriate 
empimees will bo counselod.W/871106 Itr. 

GILBERT J.E.. LEMONS.J.R. Qsllimore Gas A Electric Co. 87/11/06. 4pp. 43356:298- 
43366:301. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PUNT, UNIT 2 


F. Sacurily, medical, emergency A fire protection plans 

8711300237 Revised emergency plan implementing procedures, Including Rov 2 lo 
Emergoncy Responso Plan Impleinonl.'ng Procedure ERPIP 4.1.3 4. "Core Damago 
Assos^enl Using Rydrogon" A Rev 10 lo tochnical support ctr floor plan 

* Baiamoro Qss A Eleclrlo Co. 87/ 1 1 /04. 27pp. 43472:207-43472 325. 

8711300156 Revisod emergoncy responso plan Impismonlatlon ptocoduros, consisting 
ol Change 5 lo Rav 0 lo Atiachmont 1 ol ERPIP 4. 1.8.4, "wide Range Noble Gas 
MoiOtor Sample Purge" A Change 2 lo Rov 0 to ERPIP 4.1.6 S. "Emorgoncy.. ." 

* Btfiimore Gas A Eleclrln Co. 87/11/1 1. I6pp. 43467.045-43467.062. 

6711190231 Revisod emergoncy plan Implomeniing procoduias.includ ng Rev 9 to 
Change 3 to ERPIP 4.l.r4. "DOSlmalrv' A Rov 10 lo Change 3 to ERPIP 48.1. 
"Emeroency Work Permits." 

* Bsuimora Gas A EloclAc Co. 87/11/12. 29pp. 43400.293-43400:322. 

8711100290 Rev 12 to Emergoncy Responso Plan Implemenieiion Procedure ERPIP 
G.l.Chapter 8. "Coniiolled Mea ModicM Ttoatmont Room." 

* Baltimore Gas A Electric Co. 87/11/12. 33pp. 43402:206-43402:230. 


P. Operating license etaga documanis A corraapondenea 

8711040310 Forwards GC Sleinel A ED Qoslln.of Wo6tinghouse,e91t17 Hr to JP 
McVitket ol BO&E i» broken weld on pole ehsii assorTbiy ol Vfestinghbuse CiteuH 
Breaker OS 208, per 671021 leleon request. 

XHINSON.W.J. Westlnghouso Eiacinc Corp. 87/10/22. HOOO.O. Olfieo ol Nuclear 
Reactor Regulaiion, Oireoior (Poet 67041 1). 4pp. 43291:042-43201.045. 

8711930481 Grams euihoilrsHori as requoslod per util 071031 aubmlliala lo use Coda 
Case N-416 In lieu ol performing byorostaiio pressure lest on Bloam Qenetalor 22 
bottom blowdown line lor aye repair/repiacomeni.por lCCFR60 6Sa(aK3|. 

CAPRA.R A. Project O.rectoraio l-t. 87/10/31. TiEnNAN,J.A. Baltimore Oes A Elec- 
tric Co. 4pp 43280 313-4826O316. 

8711080202 Advises ihei replaced section of 2-lnch insorvico Insp Class 2 
piptrig, discussed In 671031 Itr.oonaisls ol second A third elbows iniorlor ol conlsin- 
meni lor Bieem Gsnerator 22 bollom blowdown i ne. 

URRAGOITE.L.S Balnmore Gas A Electric Co. 07/10/3t. Documenl Conirol Branch 
(Oocumenl Control Desk), ip. 43323.001-43323:001. 

871 1090303 Roqueals permission to uso ASME Borler A Pressure Vessel Code Cose N- 
4i6.Codo Case wl'l be epplied to roplacomoni eocilon of 2-lnch Insorvico Insp Class 2 
p-'^gaioam genotaior blowdown 

LiPPOLO.W.J. Baiiimore Gas A Eloclric Co. 87/10/31. Document Conirol Branch 
(Oocuntent Conirol Desk). 4pp 43320.367-43320:360. 

87110M339 Paniaf rosponse lo FOIA request. Forwards documents listed in App 
A Documents also avallablo in PDR. 

GRIMSLEY.D.H. DNislon ol Rules A Records (Post 870413). 87/11/02. CONNOR, L. 
Ooc-Seeich Assoclaiea. 2pp. 43258;339-43268;346. 

-8605061)190 Forwerde periormance Into tor C-E supplied nuclear fuel lor CY86 on 
plaM-by-ptant baB(3.pet NRC B60618 raquesi.into livdudes (lumber Ql fuel assemblies 
A fuel rods InediBfed A/or diecharged A batch average burnups. 

SOreRER,AE. Oombuslion Engineering, Inc. 86/08/01. BERLINGER.C.H. Reactor 
Sysiema Branch (PWR-A). Spp. 43266:347-43258 362 

671 1120020 Forwards Amends 128 A t IQ to Licenses DPR-63 A OPR 69. respective!/ 
A safety evaluaiion. Amende change survellianco interval for listed Tech Specs surveil- 
lance requirements generally performed during refueling to 24 months. 

MOlElLiSA. Projecl OIreclorale 1-1. 87/11/0^3. TIERNAN.J.A. Baltimore Gas A Elec- 
tric Co. 6pp 43340:116-43346:209. 

-0711120021 Amends 128 A 1 10 to Licenses DPR-53 A OPR-69.respecilvely, changing 
surveHlancs inlorval lor Nsiod Tech Specs surve Hence requirements genoraliy per- 
forrrod during refueling lo 24 months. 

CAPRA, R.A. Project Directorate 1-1. 87/11/03. etpp. 43348:121-43346:181. 

•4711120031 Safely evaluation supporting Amends 128 A 110 lo Ucensos DPR-53 A 
DPR-89,ceepecUvely. 

* Office of Nuclear Reactor Regulation, OIractor (Post 870411). 67/11/03. OBpp 
43346:182-43346:209. 

0711100431 Generlo Ltr 87-16 (o all holders of CPs lor nuclear power plants re pohcy 
slalamenl on deleried plants.Svo Vsl end. 

MIRAGLIA,F.J. Associate Director tor Prolects (Post 87041 1). 87/1 1/04. Consol-daied 
Edison Co. ol New York, Ino. 46pp. 4S402.001-43402;048. 


•4711230272 Rev 1 to monthly operetlno rent tor SepI 1967. 

BEHNKE,C. BalUmore Gaa A Eleotrlo Co. 87/09/30. 1p. 43419:162-43410162. 


•471 1230276 Monihly operallna lepla lor Ocl 1987. 

BEHNKe.C, Baltimore Gaa AEloctrio Co, 87/10/31. 10pp. 43419:163.434I8;172. 


8711160066 Advises of typo discovered In Table 2 of 870613 repI of sladup tesilng for 
Cycle S.Measured zero power isoihermal temp coefficient reponad as -1-.020 xi0-4 
dm rho/F A should bo corrected to -(0.20 x 10-4 delta tho/F. 

MlKiU.lAKEJ. aallimore Qas A Electric Co. 87/11/tO. RUSSELUW.T. Region t.Ofc 
of the Oireoior. Ip. 43366:1 1 1 -43380:1 1 (. 
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6711200117 Requests sctdl Into re proposed Insorvice lest'og program ipr saloty-rolaled 
pumps S valves.described in uin 870226 Hr Discusslort ol request (or edPi (nfo at pro- 
posed Dec 1997 or Jan 1688 ulil/NRC It^serv'ce testing conferertce tecomrrended. 
K^CNEILSA Project Oireciorate 1-1. 87/11/13. TIERNAN.JA. Baltimoro GasS Elec- 
tric Co. 17pp 43408. 159-4340B:175 

6711190166 Porwards tcpi on bound'og cooditons lor C E dosign p'erHs to Miow core 
protection based on given typo of reactor coolant purnp ma-nt S preiimir^ery doao as- 
sessment assumptions lor fossot RHR.in response to Gor.orlc Ltr 87-12. 

TIERNAN.JA Qat'.more Gas & Electric Co. 37/11/16. Oocumcnt Conirol Branch 
(Document Control Desk). 7pp. 43397:278-43397:284. 

87113001 16 Inlorrns ol intonlion lo irainiain currant apcdura carri pnnting copabEity i 
Install addi printers in tutuie on as-noeded basis. Uti: vn'l contmua lo eiisute that 
safety- reiated ectiv:tiss portormod w/onty controlled drawings. 

TIERNAN.J A Baltmore Gas & Electric Co. 67/11/20. Oocumont Conucil Branch 
COocument Control Desk). 2pp. 43467 334-43467 335 


O. Inspection reports. IE Bulletins & correspondence 


3711040326 Page 10 to “Distribution Ust.Unit 2 Procoduro$,(Soried by Distribution 
Pent).” 

• General Public Ulililies Corp, - GPU Service Corp. 87/10/21. 2pp. 43291 049- 
43201-050. 


3711020302 Temporary Change Nolico 8420-1300-87-363 to Rov 1 to Emergency Pre- 

B irednoss Adminlstralivo Procedure 6420-AOM-1300.02, '‘Emergency Equipment 
oBdinosa." 

WHITEHEAO.J L. General Public Utilities Corp- - GPU Service Corp. 87/10/22. 42 dd 
43237:22a-43237:269 


8711040223 Forwards Insp Ropla 50-289/87-14 & 50-320/87 06 on 870720-24 & 0011- 
14 & notice ol violation. 

WAflTlN.T.T. Region 1. Ofc of ih© Orector. 87/10/28. HUKILL.HO General Public 
Ul/rtl©$ Corp. - GPU Sorvico Corp. 2pp. 43291:012-43291:023. . 

-8711040224 Notice Ol violation from Insp on 870720-24.Violation noted: ulll failed to 
submit to NRC RevB 1-04 & 1-03 to plant emergency plan 
• Ratfon 1, Ofc of IheDraclor, 87/10/28. ip. l329l:014-4329t;014 


6012170462 IE Bulletin 80-25, “Operating Problems W/Targel Rock Sateiy- Rekol 
Valves at RWRe." 

* Ole of inspect-on & Enforcement. Oirecior (620201-070413]. 80/12/19. ConsolKial- 
ed Edison Co. of New York, inc Spp. 43226:201-43226 205. 

8305110473 IE Info Notico 83-39, ‘ Fa/ure of Safeiy/Reliel Valves to Open at BWRs - 
Inierim Ropt." 

JORDAN, E.L. Div ol Emergency Preparedness & Fng'neenng Rosponso.lE(8502i2- 
670413). 83/C6/17. Conso'idaled Ediaon Co. of Newi York, inc. 2pp. 43226:206- 
43226 207. 


-871 1040226 Insp Ropls 60-289/87-14 & 50-320/87-06 on 870720 24 & 0812-14.ViOla- 
lions ito'-od Major areas inspaclodichangos lo omergency plan & procoduresjeadmees 
ol emergency response (acHi'Jos & shut staffing & augmentation- 
AMATO.C.G. Region i. Ofc ol the Oiractor. 87/10/20. 9pp. 43291:015-43291.023 

6711090122 Forwards Safeguards Insp Repis 50-289/87-16 & 50-320/87-11 on 
8708 10-1 4.No violations noted. 

MARTIN.T.T. Region 1, Ofc ol tho Director. 87/11/03. HUKILL.H.D. Gonoral Public 
UMillesCorp. - GPU ServlcoCorp. 2pp 43323:002-43323.010. 


6?t0230213 NRC (.nfo Nolice 67-055. ‘'Rarfatle Molaiu/e/Oonsity Gauges' Receni Inci- 
denls ol Portable Gauges Be no Stolon or Losi." Sve list ericl. 

CUNNINGHAM, R E Orvision oi fndusln'ai 8 Med cal Nuclear Safety (Post 670729] 
87/10/29 Consol dated Edison Co of New York, Inc- 09pp. 43324-139 43324 227. 

8710290234 NRC Info Notice 67-056. “Improper Hydraulc Con'.rof Urvl irtsiafaiion ai 
BlVfl Plants." Sve Ust enef. 

ROSSl.C E Division of OoeraTonal Events Aasossmeni (Post 8/04(1) 67/11/04 
Consolidated Edison Co of New York, Inc. 1 12pp. 43324:220-43324 338. 


671 1029017 NRC Into Notice 67 057, “Loss of Emergency Boration Capability On© to 
Nitrooen Gas Intrusion." SvC list encl. 

BOSsi.CE. Orvijon cl Opereional Evcnij Asssssmeoi (Post 8?04IJ). 87/11/09 
Conso'idaled Edison Co. of New Ycik. inc. I16pp. 43355:003-43355119. 


6711050040 NRC ComfHence BuHeiin 87-002, “Fastener Tosling to Oeie/mine Con- 
fornnance W/Apslieab a Matt Specs." Sve list anci 

ROSSl.CE. Division ol Operational Events Assassmonl (Post 6704li). 07/11/06 
Consolidated Edison Co of Now Voik, Inp. 116pp. 433d7;f 42-43397257 


6711190066 Responds to on© unresolved iiam re mami 5 caibr pi aaloly toiaiod 
analog Instnimanis noted in insp Rapis 90 317/67-12 & 50*3l8/e7-t3.6oitecitva 
achons masier calibr data sheaia will ba revised to address addi safety-rofatod Irtsitu 
mania. 

TlERNAN,J.A. Baltimore Qas & EMctno Co. 87/it/09. Document Control Branch 
(Document Control Desk]. 2pp. 433£S:357.43356'.3Sd. 


671 1060140 NRC Info Notes 67-0S8, "Coniinuoua Cominunicalions Fofiowno Emoroen- 

a Noiilicaiions’'Svclistancl. 

3SSi,CE Division ol Operational Events Assessment (Post 6704ti). e7/li/ie. 
Consolidated Ed sen Co. of New York, Inc. t I3pp. 43404:176-43404.268 


6711120027 NRC Info Notice 67-050. “Poiential RHR Pump Loss. " Sve list enci 
ROSSI, C.E Oivls'on of Oporalional Events Assessmont (Post 670411) S7/li/|7 
Consol dated Edison Co. ol New York, Inc. I20pp 4348/001 -4348/:t2l 


8711130008 Suppi 2 to NRC Info Notice 88-108. •'Dogtedalion of RCS Pressure Bound 
aiy nosuflmg From Boric Acid Corrosion “ Sve l.sl end. 

ROSSI.C-6 DMsion ol Opcraiionat Evnnts Assessment (Post 870411) 87/(1/19 
Consolidated Edison Co. ol New Yoik. Inc. 1 t9pp. 43444ri6S-43444.3i4. 


R. Periodic operating reports & related Correspondence 


8711230269 Forwards monthly operating tepls lor Oci 1987 Rev 1 lo monthly operating 
rapt for Sept 1987 for Uml 2, adding current yeei-lo-date & cumulaHvo ii9ur4js.aiso 
di^CL 

LEMONS, J.R. Bahimore Gas & Elecirfc Co. 87/11/13 Document Conirol Branch 
(Oocurnent Coritrol Desk). Ip. 43419:161-43419:172. 


-871 1330272 Rev 1 to monthly operating repi (or Sept 1987. 

BEKNKE.C. Baltimore Gas & Electric Co. 87/09/3(). Ip. 43419:162 43419 182. 

-8711230276 Monthly operating repis (or Oct 1987. 

BEHNKE.C. BallimoroGas AElectric Co. 87/10/31. 10pp. 43419 163-43419:172. 


-87iM>6913j Partially wflhho/d Safoguarda Insp Repis 50-280/87-15 & 50-320/87-1 1 
on 870610-14 (rel 10CFR73.21 & 2.790(a)). No noncomplianco noted. Major areas 
nspMiodsocuiity plan & Implemontlnq procedures & security orqenizotlon & audits 
SMITH.G.C. KEIMIG.R.R. Region 1. Ofc o( the Direclor. 87/10/19. 7pp. 43323 004- 
43323 010 


67(1130012 Forwarda Rev 24A to plant physical socurity plan ro miscollanoous amends 
8 soarch roqiiiomoniamor NRC comments on util 8612()2 submitlal W/o onci 
HUKILl.li.O. General Public UtiMies Corp. • GPU Service Corp. 07/11/06 Document 
Control Branch (DocumenI Conirol Dosk). ip. 43360:1 70-43350:170. 

8711160205 Rov 2 to TMl-2 Emergency Preparedness Adminlsiraiivo Procaduie 6420- 
AOM-130002. “Emernoncy Eguipment noadiness.’’ 

TURNER.D.W., FRANK. P., HOLMES, R.O. General Public Utilities Corp. ■ GPU Servico 
Corp. 87/11/09. 39pp 43369.061-43369:100. 


6711190132 Rev I to Emeigoncy Plen implementing Procedure 64i5-iMP'l300.a9, ''in- 
PiwH Ratkoieoical Controls During EmeroeneJes," caneellno Temporary Chanoo 
Notice 640-1M0-e7 385 

MARSHALL.W.J., SROWN.N H., POTTS, W.E. General Public Utilities Corp. • GPU 
SorvkoCorp. 87/11/12. I2pp. 43400:235-43400:246. 

6711230111 Rev 1 IP Emsigency Plan implementing Procedure 6416-IMP-1OOO.O0, "in- 
Plant PadblogiCBl Coniioia Dwina Emeroenefes." uodatina Page 2 of indox. 
MARSHAILWJ. BROWN.N.H., POns.W.E. General Public Uilliilos Corp, - GPU 
Service Corp. 67/11/12 12pp. 43416:340 43418:351, 


6711260076 Forwards Rev 2 lo ■'TMl-2 Fite Protection Program Evaluation,’’ reitect'nQ 
mods cons'Stont w/cuneni unique shutdown condiilon.Proposed rev to Tech Spoce 
Kiri bo subm (ted soparatoly Fee paid. 

STANOERFER.F.R General Public UtiliUes Corp. • GPU Service Corp 87/11/17. Doc- 
umertt Comroi Branch (Documont Control Desk). 2pp. 43466 166-43467 027. 


—8711260091 Rev 2 10 ■'TMl-2 Fite Pfolection Program Evaluation” 

OARTH.RP, LAWTON,JD., O'CONNOR, T.A. Qenaral Public Utilltios Corp - GPU 
ScuvicoCotp. 67/11/12. 200pp 43456:190-43457:027. 


G- Adjudicatory correapondsnoe 


6711110094 Order (scfiedullng special profioaring contoronco).' Conference held In 
order to pernul identillcatfon of koy Issues in proceeding & to consldor Inlervenilon 
pobllons lodoieimlne parties to proceading.Servod on 671105. 

WOLFE.S.J , BRIGHT, G.O.. PARIS, O.H. Atomic Setaty and Licensing Board Panel 
#407 4760. 67/11/03. Opp, 43332:346-43332:350. 


6711170044 Forwards joint motion lor approval o( setllemeni agreement & for lermlna- 
t-on of procooding.per discussions between utli S NRC In response lo 671002 
ordor.Svc list encl. 

HICKEY.J.P. General Public Utllilios Corp. - GPU Service Corp. HICKEY J P. Shaw 
Pittman. Potls & Trowbridge. #487 481(J. 87/U/06. SMITH, i.W. Atomic Safely end 
Licenskig Board Panel. 2pp. 43367:012-43367.016. 


S. Reportable occurrences, LERa 6 relaled correspondence 


8711160162 LER a7-007-0O.on 071Ol2,unplanned actuation of auxiliary (aedwater actu- 
ation sya (AFAS) ©xperionced.Ceused by simultaneous doonergi/aiion ol two AFAS 
sonsor cabfnefs. Now fabefs made to inform of cabinet locBtlons.w/67t ill Hr 
Jj'IRANDA.A , IEMONS.J.R. Baltimore Gas 6 Eloclric Co 07/11 /It. 4pp. 43366:257- 
433vDr2QO> 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8711130127 Vols I A 2 of “ISe? 7MI Annual Exercise Scenario" 

Utilities Corp. - GPU Service Corp. 67/10/19. eoOpp. 43352-074- 

43354 ! 02 /- 


-67(1170064 Joint molion lor approval of aelllemont agrooment & for termination ol 
proceeding.* Termination of ptocooding should be granted. 

JOHNSON.G.E. Assistant General Counsel for Hearings. HICKEY.J.P. General Public 
UlihKos Coro. - GPU Service Corp. HICKEY.J.P. Shaw, Pittman, Potts & Trowbridge 
67/11/05. Alomic Salaty and Licensing Board Panel, ip. 43367 014-43367:014. 

-671I1700S9 Settlement agreoment.' Sotllemenl will conslitute bar lo any future NRC 
proceed-ngof action Involving same claims & allegations raised In NRC 850812 notice 
ofvlolBUon. 

JOHNSON.G.E. Assistant General Counsel lor Hearings. HICK6Y.J P General Publ’c 
UbHlea Corp. • GPU Service Corp. HICKEY.J.P. Shaw. Piltman, Ppiis 8 Trowb/tdoe 
67/1 1/05. 4p. 43367.015 43367:018. ^ 


8711190029 Momoiandum & order (approving setllemeni agreement & terminating pro- 
ceeding).* Proceeding lermlnated.per approval of encl 671105 agreement between 
NRC & GPU.sottling Entorcemenl Action EA-e4-137.Sefved on 87l 116. 

SM)TH,)-W. Alomic Safety end Ltoensing Board Panel. #487 4867. 87/ff/l2 Offree 
of the General Counsel. 4pp. 43392:25 7-43392:260. 
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8711190030 Licensee response lo sepal to petition tor leave to Intervene Suawe* 
henna Valley Alliance & TMI Alert.' Petition for hoanng should be denied Supporting 
documenietlon & CortlNcate of Svc end. 

BAXTER, T.A. General Public Utilities Corp. • GPU Service Corp BAXTER.T.A. Shew. 
Pittman. Potts & Trowbridge. >7487 4658. 87/1 1/12 Atomic Safety and llcen&ing 
Board Panel. 6lpp. 43392:106-43392 256. 

871 1240040 NRC Stall response (o proposed contentions of Susquehanna Valloy AIM- 
anco & TMI Alorl.* Contentions 2 & 6 should be admitted aa Issues In 
proceeding.Conlentions 1.3, 4, 5, 7 & 8 should be rejected.W/Certilicato olSvc. 
LEWIS.S.H. Assistant General Counsel lor Hearings #487 4878. 87/11/16. Alomic 
Safety and Llcons'ng Board Panel. 11pp. 43423:100-43423:160. 


P. Operating license stage documents & correspondence 

8711040199 Forwards application for amend lo License OPn-73,cons.'sting d tevisod 
Tech Spec Change Requost 53 & Recovery Operations Plan Change Request SB.in- 
corporatlng responses lo livo ol six comments Irom NRC 870925 lir. 
STANOERFER.F.R. General Public Utilities Corp. - GPU Sonnco Corp. 87/10/26. Doc- 
ument Control Orencti (Document Control Oeslij 2pp. 43239 206-43269:355. 

-8711040370 Revised application lor amend lo License DPR-73,cQnsl8ling ol Toch 
Spec Change Request 53 & Recovery Operations Plan Change Request 36.ir>corpo- 
rating responses to five ol six comments in NRC 670925 llr. 

STANOERFER.F.R. General Public UllHtlQS Corp. • GPU Service Corp. 67/10/26 
17pp. 43289:208-43209:224. 

-6711040211 Proposed Toch Spocs.incorporaiing live ol six responses to NRC 67092S 
comments. 

' General Public Utilities Corp. • GPU Service Corp. 87/10/26. 131pp. 43269:225- 
43289:355. 

8711030060 Responds lo ui<l 071006 llr requesting Commission ansurarKa that NRC 
will provide necessary stall resources lo support Both adjudcaiory proceodirtg to dis- 

E osal ol accident* generated water & review i oversight ol cleanup prCMiaca 
lURLEY.T.E. Olfico Ol Nuclear Reactor Regulation, Director (Posl 870411) 87/10/ 
30. KINTNER.E.E. General Public Ulilillea Corp. - GPU Service Corp 6pp. 43264:273- 
43264:277. 

8711100294 Application for emend to License DPR-7a,aulhori2lng use oi reactor bldQ 
polar crane auxlllarv hook tor doluoling related activiilos.Fea pela 
STANOERFER.F.R. Qenoiat Public Uiiiitioa Com. • GPU Serv-ce Corn 67/11/Q4. Ooc- 
umoni Control Branch (Documoni Control Oeak). 2pp 43034:357-43334:356. 

8711100431 Generic Llr 87-16 to all holders ol CPs lor nudosr power planis re policy 
statement on deferred planis Svc list onci 

MIRAQLIA,F.J. Associate Otoclor for Prolects (Post 870411} 07/11/04. Conso-'Kleied 
Edison Co. of Now York, Inc. 40pp 43401001-43402:046. 

8711160009 Forwards responses to NRC 870902 Comments I,3,4.8.9.f4.i7 6 16 re en- 
viron evaluation lor posl-doiuoilng monitored siorego. 

STANDERFERf .n. Qonoral PubHc UMillos Corp. • GPU Service Coip. 87/11/05. Ooc- 
umeni Control Branch (Documont Control Oosk). 6pp- 43364;ie7-43w4:i9i. 

8711160016 Submits addi Info re util proposal to place feciiiiy into post-deluokng moni- 
toring storage 8 listing ol major employers within sroe. 

STANDERren.F.R. General Pubi-'c Otriiifes Corp. • GPU Service Corp. 87/11/05. 
TRAVERS, W.O. TMI-2 Cleanup ProjecI OIrectorato 6pp. 43364:236 43364:240. 

8711160146 Forwards revised application lor amond to License OPR-73. consisUngol 
Rev 2 to Toch Spec Cnango Requesl 63, incorporating responses (o NRC Commeni 6 
8 replaces relevant Tech spec pages previously subrnliied. 

STANDERFER.F.R. General PuElIc Utilillos Corp, • GPU Service Corp. 87/1 1/09- Doc- 
ument Conirol Branch (Document Control Desk). 2pp 43364.320-43^:321. 

-8711160162 Rovisod appllcalion for amend lo Uconso OPR-73,conalsiirtgol Rev 2 to 
Tech Spec Change Requesl S3 Incorporating responses lo NRC Comment 8 6 replac- 
ing relovanl Toch Spec pages previously submllled 

STANOERFEfl.F.R. Gonerel Public Utilities Corp. • GPU Service Corp 87/11/09- 4pp. 
43364:322-43304:325 

—8711160156 Proposed Tech Specs consisting of Rev 2 to Tech Spec Change Roquosi 
&3,lncotporatlng responses lo NRC Commeni 6 & replacing relevant Tech Spec pages 

previously submilleo. 

* Qoneral Public UHHtlos Corp. - GPU Service Corp. 87/11/09. 6pp. 43364:326- 
43364:331. 

8711250115 Discusses uM 871104 piopossi lo use polar crane euxiLary hooA lor 
deluelIng.Concludes that proposed use ol crane auxiliary hoist can be fcnplemenled 
w/o signillcanl risk to health & ealoly ol public.Proposel epproved.W/svc kal 
TRAVERS, W.D. TMI-2 Cleanup ProjecI Directorate. 87/11/16. STANDERFER.F.R. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 43402:286-43462.290. 


O. Inspection reports, lE Bulletins & correspondence 


6012170462 IE Bulletin 80-26. "Operating Problems W/Target Rock Safety- ReHel 
Valves at BWRs." 

• Ofo of Inspection & Enlorcomont, Director (820201-870413). 80/12/19. ConeolWal- 
ed Edison Co. of New York. Inc. 6pp. 43226:201-43226:205. 


8306110473 IE Into Notice 83-39, "Failure of Salety/flelief Valves lo Open at BWHs - 
Inlerim Repl." 

JORDAN 1l DIv ol Emergency Preparedness 6 Engineering Respanse,IE(8502l2- 
870413). 83/06/17 Consolidated Edison Co. of Now York, Inc. 2pp. 43226:206- 
43226:207. 


6711030110 Responds to NRC 870921 Itr re violations noted In Insp Repl 60-320/87- 
09.Corrective actlon3:area ol spill roped oil, surveyed & deconiaminaled to level ade- 
quate to conllnue work & contractor personnel involved In event counseled. 
STANDERFER F R General Public Utilities Corp. • GPU Service Corp. 87/10/20. 
RUSSELL, W.T. Region 1, Olcol the Director. 4pp. 43260:166-43280:109. 

8711040223 Forwards Inap Ropls 60-289/87-14 & 50-320/87-06 on 870720-24 & 0811- 
14 A notice of violation. 

MARTINT.T Region l, Ofc of Ihe Director. 87/10/28. HUKILL.H.D. General Public 
Utilities Corp. • GPU Service Corp. 2pp, 43291;012-43201.023. 


-8711040224 Notice ol violation Irom insp on 67O720-24.Violalion noted: uN failed to 
subinH to NRC Revs 1-046 1-03 to plant emergency plan. 

* Region l. Ofc of the Director. 87/10/28. Ip. 43291:014-43291:014. 

-8711040226 Insp Repts 50-289/87-14 & 50-320/87-08 on 870720-24 & 0812-14.Viota- 
lions noted. Major aroas Inspected changos lo emergency plan & procedures. readiness 
of mnargoncy response lacililies & shiti siaffing & augmentation. 

/kMATO.C.G., FOX,E.F.. LAZARUS.W.J. Region 1. Ofc ol Iho Drector. 87/10/20. 9pp. 
43291/>16'43291-023 

8710230213 NRC Info Notice 67-056, "Portable Moisiure/Density Gauges Recent Inci- 
dents ol Portable Gauges Being Stolen or Lost." Svc list end. 

CUNNINQHAM.n.E. D.VI&lon ol Induslrial & Medical Nuclear Safety (Post 870726) 
87/10/29. Conioldatcd Edison Co. of New York. Inc. 89pp. 43324:I36'43324'227. 

8711090123 Foiwatds Saleguetds Insp Ropts 60289/87-15 & 60-320/87-11 on 
8708l0'14.No violations noted. 

MAHTIM.T.T. Region 1. Ole ol the Director. 87/11/03. HUKILL.H.D. General Publ.c 
UUillesGorp. • GPU Semico Corp 2pp. 43323.002-43323 010 

-8711090131 Partially withheld Safeguards Insp Ropts 60-269/87-15 & 50-320/07-tl 
on 870810-14 (ref 10CFR73.21 & 2.760(a)).No noncompllanco noiod.Major areas 
Inapecied security plan & Implomenting procedures & security organization & audits. 
SMITHQ.C., LANCASTER.W. MADDEN.T. Region I, Ole of Iho Duocloi. 87/10/19. 
7pp. 43323 004-43323:010. 

8710290234 NRC Into Notice 67-058, "improper Hydraulic Conirol Unit Inslallailon al 
8WR Plania " Svc I si end. 

FtOSSt.CE. Division of Operational Evonla Assessment (Post 870411). 87/11/04 
ConsokdalPd Edison (^o. or Now York, Inc. 1 12pp. 43324:228 43324:339. 

8711020017 NflC Info Notice 07-067, "Loss of Emergency Boration Capability Due to 
Kkirogen Gas Intrusion. " Svc list onef. 

ROSSI.CE Division ol Opsralional Events Assessment (Posl 670411) 87/11/06. 
Consoldatod Edison Co or New York, Inc. 1 lepp. 43355:093 43355:119. 

8711050040 NRC Compliance Bulletin 87-002, "Fasianer Testing to Petermine Con- 
formance W/Appiicable Mall Specs." Svc list end. 

ROSSI.CE Division of Oparallonal EvPnla Assossmont (Posl 670411). 87/11/06. 
Consobdalod Edison Co. of Now York. Inc. 1 16pp. 43397:142-43397:257. 

8711090140 NRC Info NoHco 87 058. "Continuous Communicallons Following Emergen- 
cy Noubceiioris.’' Svt ii&i end 

ROSSi.ee. Division ol Operational Evania Assessment (Posl 870411). 67/11/16. 
Consoildaiod Edison Co. or Now York. Inc. 1 13pp. 43404:176-43404:208. 

8711120027 NRC Info Noice 87-069. "Poiential RHR Pump loss.’’ Svc list end. 
IWSSi.C.E. Division ol Opeiabonsl Evenls Assossmont (Post 670411). 67/11/17. 
Consdidated Edison Co of Now Yoik, Inc. t20pp. 43487:001-43407:121. 

8711130008 Suwl 2 lo NRC inlo NoUco 66-100, "Oeg'SdnUon ol RCS Pressure Bound- 
ary Resuiiina riom Boric Acid Corrosion." Svc list onci. 

ROSSl.CE. Division ol Oporaiionsl Evonls Assessment (Posl 870411). 07/11/10. 
CortsoTdaied Edison Co. of New York. me. 1 19pp. 43444:195-43444:314. 


R. Periodic operating reporla A related correspondence 


9711050231 "Nudoet Safety 6 Complianco Commitloe Semiannual Rapt 7 tor Apr-Sopi 
l9e7."W/871l02ltr. 

LANEY.n.V.. MUMPHREYS.LL., WIT2I0.W.F. Oonoral Publo Ulililles Corp. - GPU 
Sorvlco Corp- 87/09/30. MURLEY.T.E. Oliico Ol Nuclear Reactor Rogulaiion, Oiioeior 
(Pod 870411). lepp. 43262 040-43262:057. 


•711020208 Submits TMI-Z Cleanup ProjecI Direoloralo status ropi for 870Q28-1025 

^AWHS.W.O. TMI-2 Cleanup Projoot Direcloraie. 87/10/26. CRUTCHFIELD.D. Divl- 
stot* ol Reodor Piolects - lll,lv,V A Special Prolocts (Posl B704 1 1). SCHROEOER.F. 
Asdstsnt Director lor Region IV Reactors & Special Projecis. 4pp. 43239.217- 
43239220. 


$. Reportable occurrencea, LERe 6 raleled correspondence 

8711 100498 LCR 67-010-00;on e707l6,mod lo EPICOR II vonlilation sys radiation moni- 
tor resulted in sample llowrate monitor being changed.Causod by personnel 
erroi-f^irsonnel courtseled & survelllanca procedures being rovlewod.W/87t 104 Hr. 
WEUISJ^.O.. STANDERFER, F.R. General Public Uli'ltles Corp. - GPU Se/vico Corp. 
87/1 1/04. 0PP 43335 295-43335:300. 

8711190133 PNO-TMI-87-004:on B71026, improperly solidified shpmenl ol Class 8 
waste Identified Waste transported to Bamwell disposal eile from facrity.Coiractive ac- 
Uone to be submitted lo state no later ihan 871 12s. 

COLLINS.D., MOSLAK.T.. TRAVERS.W. Region 1, Ole of the Director. 87/11/12. Ip. 
43397.091-43307:061. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 6 fire protection plana 

S0060800BI Forwards raquosl lor addI Info re safeguards contingency plan.RequosI for 
addI Info wiihheld (ref 10CFR2 700). 

IF>POUTO,T.A. Operating Reactors Branch 3 (Pre 800428). 90/04/16. WHITMER.C.F, 
Georgia Power Co. ?pp. 43356:001 -43385.002. 

•711300239 "Cmergoncy Preparedness Dress Rehearsal Exercise, Sept 6.1983 lor 
Edwih l.Helch Nuclear Plant.' 

* Georgia Power Co. 63/09/08. 426pp. 43465:134-43466:280. 

•711130180 Ack receipl ol 871021 scenarlo/controller package tor plant exercise 
achedttod for 671208.Annual exercise will be obsenred to assist In evaluallon ol cepa- 
bUily ol emergency response lacilitlee to support emergency matters. 

COLLINS, D.M. Region 2, Olo ol the Director. 87/10/29. O'RElLLY.J.P. Georgia Power 
Co. ip. 43355:208-43355-208. 



B7I1090037 Advises lhai rac<lity ennual emargency preparacinass exarcisa w4l be con- 
tfuclad on 881109. 

GUCWA.L 7. Georgia Power Co. 87/11/02. Document Corjl/ol Branch (DocomeM 
Control Desk]. 2pp. 43315 087-43215 068. 

8711190178 Ack receipt o( 871002 re&ponse lo 870902 notice o1 via'ation le vtolaHons 
noted in Insp Repis SO-321/87-10 S 50-366/e7-ie.NnC concludes lhai Violation A 
(87-ie-05) appropriately classified OS Seventy level IV. 

GRACE, JN. Region 2. Ole ol the Director 87/1 t/tO OREILLVJ.P. Georgia Power 
CO-2pp 43400 :r 4 e- 43400 : 147 . 

8711 160189 Rev 0 to Emergency Implemonling Procedure 63EP-EIP-069-OS. "Soctatty 
Alert • Secunty Force." canceling & replacing procedure W/33SS-SEC-044-SS s 
33SS-SEO045-5S W/871 1 13 IV. 

GUCWA,L.T. Georgia Power Co 87/11/13. 3pp 43368:233-43366:235. 

871 1200345 forwards fnsp Repis 50-321/87-28 & 50 368/87-28 on 07t026-30.No vky 
lelions or deviations identiri'ea 

CLINE, WE. Region 2, Ofc ol the Director 87/11/13 O'REILIY.J.P. Georgia Power 
Co.2pp 43413:119-43413:121 

-8711200351 Partially wiliihe’d Physical Security Insp Repia 50-321/67-26 50-366/87- 
28 on 871026-30 (rat 10CFR2.7d0 & 73 2l).No violalions noled.Malor areas 
inspected.securih organizatlon.lesting & maint & physical barriota 
ENNIS.JO , MCGUIRE, D R Region 2. Ole ol Ihe Director. 87/11/10. Ip. 43413.121- 
43413:121 

87112S0214 Forwards proprietary amend to physical secunty plan revising previously 
submitted provisions lor lernpora/y unescorted access ol ouiege personrtdlo protect- 
ed vital areas.EncI vnihheld (ref l0CFn2.790 & 73.21}. 

GUCWA.I T. Georgia Power Co 87/11/20. Document Control Branch (Oocuntenl 
Control Desk; 2pp. 43480 291-43460 292. 


8305110473 IE Into Notice 83-36. "Failure ol Salety/Rellel Valvos to Open at BWRs 
Intaiim Ropt." 

JORDAN, E.L. Oiv ol Emergency Preparodnoss & Engineering Response, lE(0502t 
870413;. 03/08/17. ConsolWatod Edison Co of New Vork, Inc. 2pp. 43226-^0 
43226:207 

$710230213 NRC Info Notice 87-055, "Portable Moisturo/Density Gauges: Recont ln< 
denis ol Portable Gauges Being Stolen or Lost." Sve list onci 
CUNNINGHAM, R.E. Division ol Industrial & Medical Nuclear Safety (Post 37072( 
87/10/26. Consolidated Ed son Co. of New York, Inc. 89pp. 43324:139-43324:227. 

671 1060280 Forwards response to 871008 lit transmitting notice ol vio'ation from Ini 
Rapls 50-321/67-22 & 50-366/87-22 on 870831 -0904. Violation ro inedapuato spec I 
pressuro switch denied 

GUCWA.L.T. Georgia Power Co. 87/10/30. Document Control Branch (Documo 
ConUol Desk). 5pp. 43303.090-43303:094. 

871 1 IS00C4 Ack rocaipt of 8710 13 Hr Inform'ng NRC of stops taken to correct viofaldi 
noted in Insp Repts 50-32l/07-2t & 50-366/87-21. Response moels requirements < 
IOCFfi2 201 

BROWNLEE, VL. Region 2, Ole ol tho Dirocior. 87/11/03. OnElLLY,J.P. Georg 
Power Co Ip. 43354:218-43354.218. 

6710290234 NRC Info Notico 87-056, "Improper Hydraulic Control Unit Installation 
6WR Plants." Sve list oncl. 

ftOSSI.C.E, Division of Operational Events Assessment (Post 870411). 87/t1/0 
Conaoldalod Edison Co. orNow York, Inc. 112pp. 43324:228-43324:330. 

6711020017 NRC Info Notice 87-067, "Loss of Emergency Boraiion Capability Duo 
Nitrogen Gas Intrusion." Sve list and. 

ROSsi.C.E, Division ol Oporallonsl Events Assessment (Post 870411). 07/11/0 
Consolldaied Edison Co. ol Now York. fnc. I I6pp. 43355:0(33-43355: 1 19. 


P. Operating license stage documents & correspondence 

6207160399 Requests review ol existing Tech Specs lor corttainment putgo 8 voniing 
against end sampleChanges nooded within 60 days ol reca pi ol Hr. 

STOLZ.JF Operating Reactors Branch 4 82/07/07. BECKHAM,i.T. Georgia Powoi 
Co. t4pp 13888006-13688 034 

8711030431 Trip rapt ol 821129 & 30 visits lo Wylo Lab re reviawol set pressure test- 
ing ol Target Rock safety/rel el valves List ot eilendaes, agenda & viewgrapha enci 
HaMMER.C.G Mechanical Englnoenng Branch 62/12/08. CHERNY.P.C. Mecharucal 
Eng neerfrrg Branch. 11pp. 43239'305-43239 3l6. 

6610280555 Concurs w/NRC €60918 suggestion that util cons'dor withdrawing 770830 
proposed chariges to Tech Specs re spam fuel cask handiing.Cask haAdkng wii be 
addressed under Tech Spec improvement program. 

GUCWA.I.T. Georgia Power Co. 86/10/20. MULLER.O. BWH Ptofed Olrecioraie 2. 
Ip. 383e0;160-36380;t60. 

8704080264 Forwards ssfeiv evaii/ailon 8 Franklin Research Ctr Rspi TER-C5$06-329. 
"Siructuial Evaiuailon ol vacuum Breakers (Mark i ContaVimcm Program)." per uiii 
830609 & 860313 responses lo Generlo Ltr63 08 

RlVENBARKOW 8WR Prolecl Oiroctorale 2 87/04/01. onEiiLY.jP. Oeoitfe 
Power Co 3pp 43239 226-43239.253. 

-8711020238 Safely evaluation re analytical rnethed used by licensee lo evaluate cnil- 
cal et/esses re Mark I coniainment program vacuum braakars sdequaioMax siross in 
breakers less lhan 30% of code alloweole.Eii$tlng design siructusiiy ed^aie. 

* Office of Nuclear Reactor Regulation. Director (651125 870411) 87/04/81. 2cp 
43239:229 43239:263, 

8711100431 Qonertc Lit 87-16 to all holders ol CPs lor nuclear power plants re po-lcy 
statement on deferred plants. Svo list end. 

MIRAQLrA,F J. Assoclale Director for Prolects (Post 870411). 87/11/04. Consobdaled 
Edison Co ol New York, Inc. 46pp. 43402.001-43402046. 

8711130276 Forwards revised Tech Spec pages to Amends f44 8 t4S to Uconse OPR- 
57 & Amend 60 to License NPF-S.Chsnges efleciiva as of ftr dale 8 wiu be Imple- 
menled within 60 days of Issuance 

CHOCKER.LP. Prolecl Dlrectoraie 11-3. 87/1 t/oe. O'REILLY JP. Georgia Power Co 
Jpp. 43356.026-43356:038. * 

-6711130282 Errata to Amends 144 & 145 to License DPR.57 S Amend 60 10 License 
NPf-S, revising Tech Spec pages. 

• Project Directorate 11-3. 87/1 1 /08. 5pp. 43356.032-43356.036. 

8711160106 Forwards updated listing ol Items ol correspondence w/NRC roquifing writ- 
ten response, Including Items ready for closure & prioritization of s<4 most ouisianding 
submittals in loims ol value 10 util. 

GUCWA,L.T. Georgia Power Co. 07/11/10. Document Control Branch (Oocumeni 
Control Desk). 6pp. 43369.01 1-43369.018. 

8711900015 Forwards summary of NRC 871021-22 moolings w/itbi at plant sne ro 
questions raised during NRC prel mlnary review ol proposed tnseivice lesHna 
progiem.Enci Idenfifies NRC questions 6 comments & util responses 
CflOCKER.LP. Proiecl Directorate 11-3. 87/ 1 1/12. O'REILLYJP. Georo'a Power Co 
44pp. 43406347-43407:026. 


O. Inspection reports, IE Bulletins & correspondence 

8711080215 Advises that submittal ot second 40 month Insp penod plan rescheduled to 
760801. Submittal dale changed from 780801 due to unanticipated demand on aval- 
able engineering manpower. 

WHlTMER.C.F. Georgia Power Co. 78/03/29. Office ol Nuclear Reactor Regviailon 
Director. 2pp. 43350.001-43350,002. 


671105D040 NRC Compllanco Bullelh 87 002, "Fasloner Testing lo Oolormino Co 
lonnanco W/Applicabla Mall Specs " Sve list end. 

ROSSI.C.E. Dwislon of Operational Events Assessment (Post 870411). 07/lt/0 
Conaobdaied Edison Co. of New York. Inc 116pp. 43397:142-43397:257. 

6711190176 Ack receipt of 871002 response to 670902 notice of violation ro violailor 
noted In Insp Repts 60-321/67-18 & 50-386/87-i8.NRC concludes that Violation 

§ 17-18 05) appioprlaloly classiflod aa Seventy Level IV. 

BACEJ.N. Region 2. Ofc of Ihe Olrector. 87/11/10. O'REILLY ,J.P. Qoorgia Pow 
Co. 2pp 43400-148 43400:147. 

6711190234 Ack receipt ol 871030 Itr Informing NRC ol slops taken to corroci violailor 
nored in insp Repis 60-321/87.23 & 5O-306/%7-23. 

anOV/NLEE.V.L. Roglon 2, Ofc ol the Direclor. 97/11/12. 0'REILLY.J.P. Georg 
Power Co. Ip 43400 329-43400:329. 

8711200345 Forwards Insp Rents 50-321/97-29 & 50-399/97-26 On 971026-30.Na vl< 
laiionaor devieiiona ideniiiiod. 

CLIN6.WE. Region 2, Oic of tho Dnecler. 97/11/13. O'REILLY.J.P. Georgia Powi 
Co 2pp 43413 119-43413:121. 

-6711200351 Pediaiiy withheld Physical Socunty insp Ropis 60'321/87'28 90 368/0 
26 on 671026-30 (rol 10CFR2.790 & 73.2l).No violations noted Mejor aroi 
inspeciod:seouriu oraanizetiori.ta3tin8 & maim & plwaicai barrlore. 

EhlNlSJ.O . MCQUIRE.D.R. Reolon 2, Ofc ol Ihe Dirodor. 97/11/10. Ip. 43413:12 
43413:121. 

6711090140 NRD Info Notice 67-059. "Continuous Communicallons Following Emergei 
n N'oKilcaiions." Svc iisl end. 

l«3SSi.C.E. Division ot Operational Evania Assoasment (Poat 870411). 87/lt/ti 
Consddalod Edison Co. of Now York. Inc. n3pp. 43404:176-43404:296. 

671 1120027 NRC Info Notice 87-050, "Potonllal RHR Pump Lose." Svc list end. 
ROSSI, C£. Division ol Opo/eiional Events Assessment [Post 870411]. 87/11/1 
Consolidated Edison Co. of New York. Inc. 120pp. 43487:001-43487:121. 

6711230210 Forwards Insp Repts 60-321/87-27 & 50 366/87-27 on 871026 30 & notic 
of vloiBiion. 

COUINS.DM. Region 2. Ole ol the Director. 87/11/18. O'REILLY.J.P. Georgia Powi 
Co 2pp. 43444.093-43444:1 1 1. 

-8711230238 Notice ol violation from Insp on 67l026'30.Vlolatrons noted: failure I 
lake suiiablo measuremenis to doled & evaluate airborne radioactivity hazards & lai 
uro lo maintain control & account for SNM. 

COlUNS.D.M. Region 2. Ofc ol the Director. 07/11/19. 3pp. 43444:095-43444:00: 

-8711230253 Insp Repia 60-321/87-27 & 60-366/87-27 on 871026-30. Violailor 
noted. Major areas Inspecled.radlatlon protection aclivlllea.organizatlon & m( 
contto1s,lralnlng S oualilicatlons & Internal exposure control. 

KUZO.Q.B., HOSEY.CM. Region 2, Ole ot ihe Direclor. 87/11/16. 14pp. 43444 091 
43444:111 

8711130008 SuppI 2 to NRC Into' Nollco 66-106, "Degradation of RCS Pressure Bourn 
aiy Resulting From Borio Add Corrosion." Svc list encl. 

ROSSI.C.E. Orvrslon of Operational Events Assessmeni (Post 870411). 67/(f/li 
Conaoiidaied Edison Co. ol New York, Inc. 119pp. 43444:195-43444:314. 


R. Periodic operating reports 6 related correspondence 

8711t«)074 Monthly operating repts lor Oct I9a7.w/e7ti06 Ur. 

RICHARDSON, J.H.. GUCWA.L.T. Georgia Power Co. 87/10/31. 13pp. 43365.021 
43365.039. 


S. Reportable occurrences, LERs 6 related correspondence 


6012170482 IE Bulletin 80-26. "OperaU'rig Problems W/Taroel flock Saiety- Rehof 
Valves at BWRs." ' 

* Ole of Inspection 4 Enforcement, Direclor (820201-670413). 60/12/IB. ConsoHdai- 
ed Edison Co. ol New York. Inc. 6pp. 43226 201 •43226:205. 


8711090286 LEft 88-043-Oi.on $QU22, reactor scram occurrad.Caused by faiiure < 
thrust bearing scoop tube positioner due to normal wear.Circulation speed control 
chocked Bearlng replaced & equipment calibr.W/e7lf04 lir. 

BAKER, R.D.. GUCWA.L.T. Georgia Power Co. 87/11/04. 7pp 43313-226-43313 23: 


DOCKETED ITEMS 85 


87ttt70233 LER 87-017-00;on 671008, plarit oporatlons porsonnol noticed water dnp* 
ping from standby gas Iroalmeni sys (^SOT^ filler (rain B drain. Caused by personnel 
errors.Carbon filler medium replaced & SOTS returned lo oporailon.W/87l 109 Hr. 
BAKEfl.R.D., GUCWA,L.T. Georgia Power Co. 87/U/09. 17pp. 43383:309-43383-325- 


8711110092 Memorandum & Order.' Appeal Boards decision in ALAB-832 admitting lo 
ConlenUons 22.B & 22 C tor hearing reversed & uphold decision that proceeding must 
bo remanded licensing board for consideration of evacueiioit plan.Served on 871 106 
CHILK,8 J. Office of (no Secretary of (he Commission. ifAB? 4769 67/11/05. 23pp. 
43350026 43350:052. 


V. Operator Examinations 

8711100171 Advises ulil that end ref mall must be furnished by 871104 in oidor lo 
moot written & oral reactor operator & senior operator licensing exams scheduled tor 
wk of 680206. 

JULIAN.C.A. Region 2, Ole of the Director. 87/11/16. O'REILLY.J.P. Georgia Power 
Co. 10pp. 43400:209-43400:218. 


DOCKET 50*322 SHOREHAM NUCLEAR POWER STATION 


F. Security, medical, emergency & (Ire protection plena 

8711170047 Staff requirements memo re Commission 871 105 alllrmaticn/ discussion & 
vote In WashIngton.DC on SECY-87-217 concerning review of ALAB 832 emorgoncy 
planning Issues. 

CHILK,S.J. Office of the Secretary of the Commission 87/11/12. PARLER.W.C. 
Office of the General Counsel. Ip. 43373:067-43373'067. 

8711240056 Ack receipt Of 870901 response to NFC 870804 Itr re violations noted in 
Insp Rept 60-322/87-08. 

MARTIN.T.T. Region 1, Ofe of (ho Director. 87/11/13. LEONARO.J.O. Lorrg tsierKl 
Lighting Co. 5pp. 43430:277-43430:281. 

-871 1240086 Forwards proprielery response lo violations noted In 8 70804 irartsmtlial of 
Insp Rept SO-322/87 08.fcncl withheld 

LE0NAR0.J.0 Long Island Ughling Co. 87/08/01. RUSSELL.W. Region t. Ole of ihe 
Director. Ip. 43430.281-43430:281. 


0. Adjudicatory corraapondence 

8711040006 Mellon for exlenalcn of time * NRC Staff requests extension of ilmo until 
871106 lo provide response to Licensing Board 871008 memo to parties re uUI re- 
quest for approval to operate facility el 26% powar.Certiilcaia of Sve enci 
JOHNSON,O.E Asslsfanl General Counsel (or Hearings ii'487 4706. 87/10/26 
Atomic Safely and Licensing Board Penal. 4pp. 432SS:O7-^432SS.077. 

8711040061 Order * Slall unopposed motion lo extend time lo respond 10 Board 
871008 memorandum (0 parties on 25% power auihoriiation granied.Se<vod on 
871029. 

MARQULIES,M.B. Atomic Safety and Licensing Board Panel. if467 4897. 87/10/27. 
Office of the General Counsel, tp. 43264:321-43254:321. 

6711040117 Memorandum & ardor (ruling on applicant motion ol 671005 for reconaldor- 
ation & ether relief).* Board denies util motion 6 alternailve requasi to refer denial to 
Commiseion bul grants expediled consideration of motion Served on 87 1030 
MARQULIES.M S, KLINE.J.R., ShON,F.J. Atomlo Safely and LIcensirvg Board Panel 
#467 4717. 87/10/29. Long Island Lighting Co. 2lpp. 43254:210-43254:230. 

8711040069 Order.* Motion requesiing that date lor filing briela on issues in CLl-86-13 
be extended uniil 671109 denied.Pardea directod lo suppi bn'efs fifed on 
87l030.Served on 671102. 

MARGULIES.M.B Atomic Safety and Licensing Board Panel #467 4724. 87/10/30. 
Olfica of the General Counsel. 2pp. 43254:312-43264:313. 

871 1040067 Mollon lor extension ol time * Requests (hat ASL8 modify 671008 order to 
require briefings from paniee on 671109 & replies on 87lll6.Cerilficaie of Svo end. 
MteLESKEY,lN. Long Island Lighting Co. MCCLESKEY.3 N Hunlon S WJiams. 
#487 4722. 67/10/30. Atomlo Safety and Licensing Board Panel 3pp 43265:00t> 
43265.003. 


8711110070 NRC Stall responso to Board memorandum requesting parties views on 
quaetlons raised by LILCO 25% power authorization motion.' Board should direct that 
arty procaeding go lonward In accordance w/outlmcd proceduros.W/Certlficata of Svc. 
-fOHNSON.G E. Assistant General Counsel for Hearings #467 4767. 67/11/06. 
Aloflilc Saloty snd Licensing Board Panel. 22pp. 43332;266'43932'280. 

8711110077 Views ol Suffolk County .State ol NY & town ol Southempton In response lo 
Llcet^slng Board 671006 memorandum concerning LILCO request lo operalo at 25% 
power.’ Cenfficalo of Svc end. 

LETSCHE.KJ. Suffolk County, NY. LETSCHE.K.J. Kirkpatrick & Lockhart. 
PALOMINO.F.C. New York, Slate ol. #487 4795. 67/11/06. Atomic Safety and li- 
censing Board Panel. 22pp. 43332:281-43332 302. 

8711110067 LILCO brief on 25% power questions.’ Motion to oporale at 25% power 
ccmplale under lOCFRS0.57(cVAmple grounds exisi lor granting motion & separate 
Ucenslrw Board can productively consider motionXertiflcate of Svc end. 

2£UQlNl.e. Long Island Lighting Co. #407 4793. 87/11/06. Atomic Salely snd Li- 
candng Board Panel. fSpp. 43332:351-43333 009. 

8711110090 LItco motion (or summary dlspoaition of WALK rad-o Issue.' WPLR-FM 
agreed (o replace WALK as trigger station In uiil emergency broadcast 6ys,iherofcte 
no feiMSblo issue sxlsis. Siatemonis ol mall fad & two oversize maps end. 
fcSATCHETT.S.O. Long fslsnd Lighting Co. #487 4791. 87/11/06. Atomic Safety ertd 
Ucansing Board PenoT. 96pp. 43345:103-43345:201. 

-8711110095 Allldavit of DM Crocker in support of LILCO mollon for summary disposi- 
tion ol WALK radio issue.* Structure ol util emergency broadcasting syS cfescribed 
CROCKER.O M. Long Island Lighling Co. 67/ 1 1 /06. 3pp. 43345:202-43345:204. 

-6711110105 Allldavli of RE Oippell.ln support ol LILCO motion for summary dlsposnion 
of leoperxod WALK radio Issuo.* Studios re coverage area ol radio slellons participat- 
ing In ubi emergency broadcasting sys.discusseti. 

OIPPEIL.F E Cohen & Dlppoll, P.C. 87/10/20. 2pp. 43345 205-43345-206. 

—8711110111 Allidavii ol WG Johnson In supporl ol LILCO mollon for summary dlsposl- 
bon of WALK radio Issue.' Rasulla of survey of radio ownership within 
EP2.d:scussed.Certiiicala ol Sve snd 

JOHNSON.W.Q. Campaign RosearcD, Ino. 87/10/27. 4pp. 43345:207-43345:210. 

8711110094 Memorandum & order (ruling on applicsnl mollon (or summary disposillon 
of Contention 92) * Applicant motion granted since no gonuina issue as to any mail 
fact exiais Sarveo on 87i t09. 

MAnouilES.M.B.. KLINE, J.R , SHON.F.J. Atomic Setsiy end Licensing Board Panel. 
#487 4794. 87/11/08. Long Island lighting Co. 17pp. 43332:331*4333J347, 

8711170046 Pioposod lolni brlolmg achodulo on realism Issues putauenl to ASLB 
871030 order.* Mod of onoinal directfyo raquiiino H’ing ol responses lo 871030 briefs 
by 871 109 requested. Csrtiiicaio ol Svc encI 

li^N.O.P. Long Island liQhilng Co. IRWIN.D.P, Huntem & Wiliams. #467 4812. 67/ 
11/06. 4pp. 43367:008-43397.011. 

8711170027 Advises ASLBP.per l0CFR2.704(b).ol decision lo withdraw as Chairman of 
ASLB hearing emergency planning Issues re planl due to personal health 
conddsrsiions.Ssrved on 87i(l0. 

MAROUUES.M B. Atomic Saloty and Liconsing Board Panel. #487 4807. 87/11/09. 
COTTEn.B.P. Atomic Safety srKi licensing Board Panel, ip. 43367:023 43367:023. 

8711170035 Order.' Scriedufe tor bilng bnola re Commission 671029 rulo on CLi-8e-l3 
remand proceeding re emergency planning delalled Served on 871 1 10. 
MARGUllES.M B. Atomic Selety and Liconsing Board Panel. #467 4811. 67/11/09. 
Ip 43367.022-43367 022. 


8711040084 NRC Staff response to Board memorandum requesiing views of parbeson 
matters to be decided on realism remand * Board should adopt proposed scKetkrle for 
prehearing S hearing phases of proceeding.Cerlillcale ol Svc end. 

JOHNSON,Q.E. Assistant General Counsel for Hearings. #497 4723. 87/10/30- 
Atomic Safely and Licensing Board Panel. I6pp. 43264:327-43264:345. 

8711040068 Suffolk Counly, Slate Of NY & town of Soulhamplon response to Sostde 
memorandum lo parlies of 871006 * Responses address ASLB request ihai parbee 

E ml views on matters to be heard & decided In proceeding Certiticale of Svo enci. 

URRAY,C.M. Suffolk County, NY. MCMURHAY,C.M. Kirkpatrick & Lockhart. 
ZAHNLEUTER.R J. Now York, Stale ol. #487 4726. 67/10/30. Atomic Safety and li- 
censing Board Panel. I7pp. 43265:024-43265:040. 

8711040110 LILCO views on Issues & schedule In realism remand.* Pleading does not 
take into account new amend to 10CFR60.47. LILCO will address elfeci of new rule hi 
reply due on 871 lOO.W/CertIflcate of Svo. 

CHRISTMAN, J.N. Long Island Lighting Co. CHRISTMAN, J.N. Hunion & WBlIams. 
#487 4721. 87/10/30. Atomic Safety and Licensing Board Panel 20pp. 43254:139- 
43254:168. 

8711110061 Forwards Sense 120 memorializing resolution requesting NRC to disetose 
documeniB In connection w/Shoreham evacuation, approved by majority vole on 
871027 by Suffolk County Legislature.Served on 871105. 

TAIBBLE. SuHolk County, NY. #487 4781. 87/11/02. NRC - No Detailed AffiSalion 
Given. 2pp. 43332:235-43332:236. 

8711240048 Informs that public authorities In State ol NY have not undertaken planning 
process re emergency evacuailon & relief efforts In which Red Cross can 
partlcIpate.Removal of ref to Red Cross from ulll plan requested.Served on 671120. 
OBEI^TEBR]NK,W. American Red Cross Nassau County Chapter, Mlneola. NY. 
#487 4876. 87/11/02. DAVERIO.C.A. Long Island Ughling Co. 2pp. 43423:080- 
43423:089. 

6711110040 Corrected order.* Board 871030 order should be corrected to show thal 
time (or notifying Board of dales agreed upon by parties lor nifng briefs changed from 
671111 to 671 109. Served on 871 106. 

MARGULIES,M.B. Atomic Safely and Licensing Board Panel. #487 4770. 57/11/05. 
Ip. 43332:170-43332:170. 


8711170019 Sullolk Counfy.Stata of NY & towrt of Southampton motion for summary 
refection of summary disposition mollon & lor expedited consideration.' ASLB should 
leke coning ol remend portion ot proceeding. Certificate ol Svo end. 
MCMURRAY.CM. Suffolk Counfy, NY. MCMURRAY,C.M. Klrkpelrick & Lockharl. 
ZAHNIEUTER.R.J. New York, Slate of. #487 4821. 87/11/12. Alom'c Safety and Ll- 
cerwng Bca'd Parcel. 16pp. 43368:166-43368:173. 

8711170026 Requesla that all parties In procooding bo solicited for viows on selecl-'on 
of new ASLB chairman to replace Judge MarguTies.Reasons for particular selection 
eleo requested. 

BROWN,H.H. Suflofk Counfy, NY. BROWN.H.H. Southampton. NY. BROWN.H.H. New 
York, Stela oL #487 4817. 87/11/12. COTTER, B.P. Alomic Safely and LIcons ng 
Board Panel. 2pp. 433B7.006-43367:OO7. 

871 1240008 Submits lewn of Southampton Board rosolulion lo support State ol NY & 
Suffolk County legal action coniesling NRC rule re participalion in evacuation 

? lwtB.per 871110 meeling.Sarvod on 671119. 

HOMMEN,K.H. Soulhampton. NY. #467 4878. 87/11/12. NRC - No Detailed Affili- 
ation Given. Ip 43423:166-43423:196. 

8711170023 NRC Slaff response lo LILCO motion for summary disposition of Conten- 
tion 25.C ("role conllict" ol school bus drivers].* LILCO motion for summary disposi- 
tion should be granlad.W/ Certificale of Svc. 

JOHNSON,O.E. Asslstanl Ganeral Counsel for Hearings. #467 4622. B7/tl/l3. 
Alwnlo Safety and Licensing Board Panel. 9pp. 43368:139-43366:147. 

8711190093 Advises lhal Judge JP Gleason appointed as chairman In planl proceed- 
Inga which Judge Margullea presided, In response to 671 1 12 Kr.Served on 871 116. 
COTTER, B.P. Atomlo Safety and Licensing Board Panel. #487 4845. 87/11/13. 
BROWN.H.H. Kirkpatrick & Lockhen. tp 43392:098-43392:098. 

6711190013 Answer ol Suffolk County,Stale of NY & town ol Southampton to LILCO 
molkm for summary diaposlilon of Contention 26.C ("Role Contiicl" ol school bus driv- 
we}-* Uhl summary should be rejected Stalemant of mall lads end. 

MtLLER,M.S. Suffolk County, NY. MILLER.M.S. Kirkpatrick & Lockhart. 
PAL<MfNO,F.Q. New York, Stale of. #467 4836, 67/11/13. Atomic Safety and Li- 
censing Board Panel. &Spp. 43392.022-43392.093. 



inSCHEKJ SuHO'k County. NY. LETSCHE.KJ K.rkpalnck & lockhaft 07/11/13. 
9p(> 43392085 43392 093 

071 >190019 Nowe ol /eccnsPfutwi of BoaiO-’ JP G’eason.chairrrin, JR Wmq end FJ 

CCHTlE^P^Aioiri^alety and Ucenaing Board Pane'. #487 4844. 07/11713 2pp- 
43392 326-43392 327. 


8711190023 Order.* SuHJension of new f.iings by any party for pe^ 
der^^ ASlS to p/ovide new Cna.rman adeouate opportun.ty to review record ol 

MseSusperwwr) wi'i end on 87t2l5Servedon87lii7 A7/ii/ffl 

GLEASON J P- Aiornic Safety and Ucensing Board Panel. #487 4846. 07/1 i/i6. 
Office of ifie General Counsel ip. 43392.285-13332 285 

8711190043 Order.* Iniervenora 871112 requesi Iq lol tiTa for respond!^ » LILM 
07 1 106 motion lor summary disposition ol WALK radio issue denied based on reriuesl 

GL^On!j Atomic Safety wid Ucens-ng Boa-d Panel. #487 4041 87/11/16. Suf- 
folk County. NY. 2pp 43392.133-43392 134 

8711240013 Reply ol Suffolk County, Stele of NY 8 town ol Souihhempion to UlCO 
briel on 25'!k power questions.* Utl mown blanianily disregards NHC substaniivo 8 
procedural requirements 8 should be den ed Certificate of Sve wci . « n 

LEISCHE K j Suffolk County. NV PAlOMlNO.F.G. New York. State Of. LATHAM.S 0 
South Hampton NH. #487 4880. 87/iWt6. Atomic Salety and llcensiig Board 
Parcel ISpp. 43424 007'43424 024 

8711240023 LILCO reply brief ori 25^ power questions * Iniervenois 8 NflC tosponses 
do ryjl materia'ly advance ASLB anafys s ol LILCO mot,on to Inaease plam power 

due to insufficient challenges Certiricate of Sve end. .....,..,0 a-,, 

lflW.N.OP. Long Istand Uoniing Co. IRWIN.DP. Hunion 8 W.iiams #487 4879 87/ 
11 / 16 . Aiorr.ic Safety and Licensing Board Panel. i6pp 43423:1I3-43423:120 


8711190060 Brief of Suffolk County, Sute Of NY & lown Of So*j*hampfon on efloct of 
Comn\lssion 971029 rule on CLI-6&13 remarxj proceeding' Bnel wpg's flovia 
671030 response 10 Board 871008 memorandum to panes W/Cerbiicata ofSvc 
MILLEBMS Suffolk County, NY. M.LLER.MS KirkpaincV 8 Locktiari 
PALOMINO, F G New York. Slate of #487 4839 87/11/17. aiobuc Salety and U- 
censing Board Panel. I2pp 43393. 303-43393. 314. 

8711240024 NRC StaN supplementary bnel on impact Ol 671029 rule on CLl-06-13 
remand proceeding ' ASLB should apply recent amend to l0CFfl6047(c)lM('*) m ac- 
cordance w/slate<f views 8 NRC 871030 response.Ceni'icare of Sve end 
JOHNSON.G.E. Assis'jnl Genera! Counsel lor Hearings #487 4677. 07/11/17. 
Atomic Safety and Licensing Board Panel 9pp. 43423 1 29-43423 138. 


67( 1240025 Suffolk Couniv.Sla'e of NY 8 fcwn of Soumamplon moiioft for airlonslor' of 
time* Extension until 671204 to fi'e reply bnel m CL)d6-i3 tomand proceeding 
tequeslad W/Certificate of Sve. 

LANPHER.LC Suffolk County, NY. LANPhER.L.C. K-ikpamck 8 l.ockharl. 
PALOMINO.F.G New York. Stale of #487 4874 87/il/te Atomic Safety end Li- 
censing Board Pans). 9op. 43423 139-43423 147. 


8711020246 Forwaida Amond 9 to Uconse NPF-36, changing Tech Specs to figure! 
showinq location of two meteorololgical towers SafeW evaluation also end. 
BUTLERwn. Prolocl Direciorato 12. 07/10/19 LEONARD.J.D. Long Island Llghlini 
Ca 4pp. 43240.032-43240:049. 

•^711020269 Amend 0 lo Uconso NPF-36, changing Toch Specs ro location ol two me 
caorofoglcal lowers 

BUTLER, W.fl. Prelect Directorate 1-2. 87/10/19. I2pp. 43240:036-43240:047. 

-9711020272 Salety evaluation si^potiing Amand B lo License NPF-36 
• Office of Nuclear Reaclor flogulallon. Oirocior (Post 870411). 87/10/19 2pp 
43240:048-43240:049. 

8711100431 Generic Ltr 87-15 to all holders ol CPs lor nuclear power plants ro polic: 
sisiamont cn dslorred plants Sve l-st end 

MlflAQlJA,F.J. Associate Director lor Projects (Post 87041 1). 07/11/04. Consolldatoi 
Ed-sonCo. of New York, Inc. 4Bpp- 43402.001-43402.046. 

0711190164 Fonvards SuppI 8 to eleriup teal repi for Aug-Sopt 1087. No startup aciM 
ties performed during tepl period. 

LEONARD.J.D Long Island Llghllng Co 87/11/16 Document Control Branch (Oocu 
mem Control Desk), tp. 4339ir262- 43397 276. 

-8711190167 SuppI 8 lo "Startup Ropt lor Period 870801-1101." 

SCALICEJ.A.. STEIGER, W.E. Long Island Lighting Co. 87/11/11. I4pp. 43367:263 
43397:276 

8711230062 Advises that avc list Indicates d.3lribulion ol mooting notices to counsel lo 
Suffolk County, par S7i023 ropiiesl. Law firm already on sve lisl to receive documoni 
re fadlity ncenslng aciivilies 

LO.R Project D.rectorate 1-2. 87/11/18. MILLER.M.S. Kirkpatrick & Lockhart 2p|: 
43416.195-43416:196. 


8711260239 Fonvards signed aaroomonl to terms necessary for ulii ecquiaitlon c 
CX^RA-NC coda. Requests IhoT rocipleni bogm necessary arrangemonis w/lNEL fc 
lian»iililal ol curreni version ol coda & usor manual to util. 

LEC^ARO.J.D. Long Is'and Lighting Co. 07/11/20. Oocumenl Control Branch (Ooci 
ment Control Desk). Ip 43460:156-43460.168. 

-8711250264 Ack recelpl ol Hr expressing Interosi In obtaining C06RA-NC compute 
code NRC will Ironsirul magnotlp tapo conlalnlng code & draft usor manual provide 
Uhl agrees 10 llsiod conditions. 

SHOTKIN.LM. Division of Reactor & Plant Systems (Post 670413). 87/09/2f 
reNNINO.O. Long Islend Lighling Co. 2pp. 43460:167-43460:158. 


O. Inspecflon reports, lE Bullefino & correspondence 

8012170482 lE Oulipiln 00-25. "Operating Problems W/Tergot Rock Safety- RolK 
va'ves at Owns." 

* Oic of inspoclion & Enlo'comeni. Director (820201-870413). 80/12/10. Consolida 
Od Edison Co. d Now York. Inc. 5pp. 43228:201-43226:205. 


H. General eorreepondence 


8711020011 Discusses proposed rule i0CfR50 re licensing of nudear power pfams 
where state 9/or local govts deckno lo cooperaie m oifsiie emergency plannmg 
8REAUX.J Senate 87/tO/2t.2ECH.L.C«mmss-oners 2pp. 43227:229-43227230. 


0305110473 IE inlo Notice 03 39. "Faiiuio ol Saiely/Relief Valves lo Open at QWRs 
interim ftepi." 

JOROAN.E.L. Div Ol Emoigency Pioparodnesa & Engineering Response, IE{85031] 
870413). 63/06/17. Consoiidetod Edison Co. of New York, Ino. 2pp. 43226:201 
43220:207 


5711020022 FjntaAfsFJ Congel S7102I memofoRW Krnnm of F£MA 9 Ro$$ undat- 
ed CDmmenis.raiimg serious questions re NRC candor, openness & imegniy ot ru'e- 
mab^ process on emergency plenmng Response 10 iisiea questions requesicd 
MARI^Y.E.J. House 01 Rep 87/10/27 ZECH.LW. Commissronets. 3pp. 43232 340- 
43232’354. 

8711020450 Rosponds to 671023 Hr re proposed njlo 10CFR$0 8 conttSssKmal lbs to- 
calved on motning ol 671022 mealing Commission stands behmd 0/iO2> iii declar- 
ing process lot proposed rule open. 

ZECH.LW. Commissfoners 87/10/27 ATKINS.CG, MiTAZEK.Rj. MAVROULESN. 
House ol Rep. 5pp. 43237:l92-43?37.206 

-8711020458 Renews 870922 requesi lor Commission to keep prfotc fog ol all wniien 
8 verbal cornnrenis re drah emergency planning lule Chronology ol »i communica- 
tions since 871013 also tequesied 

MARKEY.EJ. ATKINS.CG., MHAZEK.RJ. House ol Rcp 87/10/23. ZECH.LW. 
Commissionets. 2pp. 43237:205-43237.206. 

8711230162 Comment on proposed ru'o 10CFR50 re licensing ot nuclear power planis 
where state S/or focal govis decline lo cooperate In offsite emergency pfenning. 
lAVALLE.K.P. New York, Stale ol. 87/11/05. Corrmlss'oneis, 2pp. 43416:121- 
43418.122 


6711200289 Comment on proposed rule 1 OCFRSO re licensing of nuclear power plants 
where siala S/or local g^s decline lo cooperaie in ollsile emergency p*^ning. 
PALILSEN.P.C. AffiliflUon Not Assigned. 87/l t/Q7. Docketing S Mtvk^es Branch. 2pp 
43410.200-43410 203. 


8711200234 Comment on proposed rule lOCFflSO re licensing of rtuctear power plants 
where stale S/or focal govts decline lo cooperate In offsite emergency ptenning 
ANOERSON.L.R. Affiliation Not Assigned. 87/11/09. ZECH.l. Commissioners la 
43408 279-43408 279. ' 


J. Insurance S Indemnity Information 


8711020073 Ack loceipi ol 670930 ltr inioiming of NRC of ataps leken to corrocl violi 
lions noted in insp Ropi 50 322/87-10. 

JCMNSTON.W.V. Regon I. Olo ol the Oirocior. 87/10/28. LEONARD, J.O. Lon 
Island Lighting Co. Dpp. 43236:139-43230:140. 

-8711020092 Respor^cls to 870902 Hr re violations noted in Insp Rapt 50-322/0; 
lO.CoirecLvo acilons.iwo aolonoid opoieled valve splices romoved & roplacad w/ei 

f roved sp-Tces S electrical malnl porsonnel Instructed re proper roqulromants. 
EONAflO.J.D. Long island Llghllng Co. 67/09/30. RUSSELL, W. Region 1, Ofc Of Ifi 
Wrecior. 5pp 43236:136 43231 140. 

8710230213 NBC Into Nollco B7-05&, "PonaPle Molsiura/OensHy Gauges: Rocanl Inc 
donls of Poi table Gauges Being Stolen or Loai." Sve lisl orcl. 

CUNNINGHAM.R.E. [jivlslon of Induelrlal & Medical Nuclear Salety (Post 670729 
87/10/29. Consolidated Edison Co. of Now York. Ine. 09pp. 43324;139-43324:227. 

8710290234 NRC Inlo Nollco 87-058, "Improper Hydraulic Conlrol Unit Insiailallon i 
0WR Pienis." Sve list end. 

ROSSI.C.E. Division ol Operational Evonia Aasossmenl (Posl 870411). 87/t1/0- 
ConsoHdatod Edison Co. ol New York, Inc. 1 12pp. 43324:228-43324:330. 

8711020017 NRC Info Notice 87-057. "Loss of Emergency Boratton Capab'lity Due I 
Nitrogen Gas intrusion." Sve list onci. 

ROSSI.C.E. Division ol Operational Events Assessment (Posl 670411). 67/1 f/Oi 
ConsoVdaled Edison Co. of Now York, Inc. 116pp. 43355:003-43355:119. 

8711050040 NRC Compliance Bullotin 87 002, "Fastener Testing to Ooiermlne Coi 
formance W/AppHcablo Matt Specs." Sve lisl end. 

ROSSI.C.E. Division ol Operational Events Assessmenl (Poet 67041 i). B7/l1/Oi 
Oonsofdefed Edison Co- of Now York, Inc. 1 t6pp. 43397:142-43S97.257- 

0711100434 Submits addi Info on util first l0-yi Inlanral Insorvice insp program plan, pi 
870916 request. Plan will be revised to Include end rellel requests tor conlalnmoi 
peneiraUon head welds. 

LEO.NARO.J.D. Long Island Lighting Co. 87/11/09. Document Control Branch (Ooci 
mem Conlrol Desk). 18pp. 43344:331 -43344:348. 


8711300136 Forwards exemption request Irom 10CFfl50.54{w),re mfo property Insw- 
ance requiremenls-until plant granted license lo operate. 

L£ON^O.j.O- Long Isfand Lighting Co. 87/1 1/23. Oocumenl CooBol Branch (Docu- 
ment ConUol Desk). 26pp 43467:130-43467:155 


8711240056 Ack receipt of 870901 response to NRC 670604 ltr re violations noted I 
insp Rapt 60-322/87 06. 

MMtTiN.T.T. Region 1, Ole ol tho Director. 87/11/t3. LEONARD.J.D. Long Islar 
Lighting Co. 6pp. 43430:277-43430:281. 


DOCKETED ITEMS 87 


-6711240066 Forwards prqpfialary response to violations notod in 670S04 wansmitlal of 
Insp Ropi 50-322/87'00 Enel withhold. 

LEONARO.J.O. Long Island Ughlirtg Co 07/09/01. RUSSELL.W. Reg on 1. Ole of the 
Director. Ip. 43430:201-43430:281. 

8711090140 NRC Info Notice 87-058. "Continuous Communications Foltowing Emeigon- 
cy Notifications." Sve list end. 

TOSSl.CE. O.ws/on ol OpofSiional Events Asssssmani {Post 870411}. 87/11/16 
Consolidated Ed son Co of Now York, Inc. 1 13pp. 43404:176 43404:289. 

8711120027 NRC Info Notice 87 059, "Potonlial RHR Purnp Loss." Sve list encl 
ROSSl.CG. Oiv.sion of Oporailonal Events Assessment (Post 67041 1). 87/11/17. 
Consolidated Edison Co. of Now York, Inc. I20pp. 43487:001-43487:121. 

871 1 130008 Suppi 2 to NRC Info Notice 86-103, "Degradation of RCS Ptosstiro Bound- 
aty flosi/ling Prom Gone Acid Corrosion." Sve llsf encl. 

ROSSl.C.E. Oivis'on of Opoiatlonel Events Assessment (Post 870411). 87/11/19. 
Consolidated Edison Co. of Now York, Inc. 1 10pp. 43444:105-43444.314. 


S. Reportable occurrences, LERs & related correspondence 

6711240076 LER 87-032-0Q:on 871002, nine pieces Of G<iuipmonl ktaniihed as using 
back-to-back Okomlo Insulated spllcoa.Uso of Okonllo back-lo-back spl cos does not 
violala tOCFRSO.49. IJM enhencing tiuolilieftHon files for splices. W/87i > 16 Ur. 
GRUNSEICH.R.W.. STEIGER.WE. Long Island Lighting Co 87/11/18. 4pp. 

43431.044-43431:047 

8711260262 LER Q7-03l-00'on n7l026.hourly fire watch patrol late by 20 
mlnuies Caused by personnel error Individual counseled & Hr placed m po>6orv>ol 
(lie. Foremen will discuss mattor w/porsonnol.W/671 120 Itr. 

QRUNSEICH.RW., STElGER.W.E. Long Island Lighting Co 87/11/20 Spp. 

43460:136-43460.140. 


DOCKET 60-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


P. Security, medical, emergency & fire protection plans 

8711020260 Forwards public version of revised omernancy pinrt Impiatneniing 
procodures.including Rev 12 lo EP C-3, "Not'flcaiien of O/fsHe O/f/antrairona" 8 Rov 
9 to EP EF-l, "Aciivailon & Oporaliors at. W/071029 release memo 
SHIFFER.J.O. Pacitic Gas & Elocirie Co. 67/10/13. Oecument Control Oranch (Oocu 
moni Conitol Desk]. 6pp. 43236 202-43230:310. 

-6711020258 Publ'C voislon of revised emergency plan Impiomonting 
proceduros.inciuding Rev 12 (o EP 0-3, "Notification of Oifslia OrgamzaHona" 8 Rov 
9 lo EP EF-1, "Aclivatlon & Oporatiori of Technical Support Cir." 

TOWNSEND,} D. Pacific Gas 8 Electric Co. 87/l0/il 63pp. 43238 267-43238.310. 

8711060213 Forwards SALP RepiS S0-276/07-2d & 60-323/87-29 for Aug 1800 • Jul 
i907.0vorall performance accopleble.Mgi meeting to discuss results of essossmoni & 

e rogross ol action plan rol in utii 870813 itr schecfuiod (or 671030. 

IARTINJ.6. Region S, Ofc ol (ho Director. 87/10/21. SHiFFER.J.O. Pacific Gas & 
Electric Co. Spp. 43307:191-43307:233. 

-871 1060222 SALP Ropis 50-276/07-29 & SO-323/87-29 (or Aug 1989 • Jul 1987. 

' Region 6. Ofc of tho Oireeior. 87/09/09. 40pp. 43307:194-43307 233. 

-8711080280 Forwards NRR Inpul lo SALP rept foi licensing activities for Aug 1886 - 
Jul 1967. Util assigned Category 2 level w/no appaieni trend In overall portoimsnce 
lor functional area Ol licensing aciivitlos. 

TRAMMELL, C.M. Pro)oct Directorate V. 87/09/02. KIRSCH.O F. Reg'on 6. Ofc of the 
Director. 1 1pp. 43307:204-43307-294. 

6711090093 Forwards Insp Ropis 60-275/07-34 8 50/323/87-34 on 8/0818- l003.No 
violations noted. 

ZIMMERMAN.fl P. Region 6, Ofc ol ttio Director. 07/10/21. SHIFFER.J.O. Pacific Oos 
& Elociric Co. 2pp. 43316:069-43316:070. 

-8711090098 Insp Reels 60-275/87-34 & 52-323/07-34 on 870816-1003 No vletoHons 
or dovloHons noieo. Major areas inspected plant oporatlens.maint 8 smvoHanco 
octivliios.lollowup ol ensile events & regional requests, LERs & physical socunly. 
PADOVAN.L.M. Region 5, Ofc ol the orrcclor. 67/10/20. llpp. 43316.071-43315:091 

6711(60146 Forwards descripilan of Implamenialfon schedu’o tar miscelfaneous 
amends & revised pages lor Rav 16 to pliyslcal security plan & lor Rev 2 lo contin- 
gency plan.por NRC 670924 request Schedule & revised pages withheld 4rel 
10CFR73.2lJ. 

SHIFFER.J.O. Pacific Gas & Electric Co. 87/11/09. Document Control Branch (Docu- 
meni Control Desk). 2pp. 43366 224-43366:225. 

871 1240127 Forwards Insp Repts &0-275/87-37 & 50-323/87-37 on 871005-09 No vio- 
lations or deviations noted. 

ZIMMGRMAN.R.P. Region 6. Ofc of the Director. 67/11/09. SHIPPER,} D. Pacific Gas 
& Elociric Co. 2pp 43430.044-43430.053. 

-8711240131 Insp Ropis 50-275/87-37 8 50-323/87-37 on 871005-00 No violations or 
deviations noted.Major areas lnspecled:varlous vital areas & equipment In plant & fol- 
lowup of onforcemoni & open Items. 

BUflOOIN.J.F. Region 6, Ofc ol the Director. 87/11/05. Opp. 43430.046-43430.053. 

6711260238 Seventh parllal response to FOIA reguosl.Forwsrds App O & P 
documents App O documenis avallablo In POR.App P documonls partially wilhhaW 
(ret FOIA Exempllons 6 & 7). 

GRIMSLEY.D.H. Division of Rules 4 Records (PosI 870413). 87/11/23. DEVINE Gov- 
ernment Accounlablity Project. Spp. 43462:156-43462:260. 

-8711250263 Forwards closing rept on Inquiry 05-84-018 re aliogatlons of threats 4 
Intimldaiion Review util actions resulted In determination that no luriher action requ'red 
by region ole Partially deleted mall also encl. 

SHA(:klETON,O.C. Region 5. Ole ol tho Director. 84/06/15. MARTIN,J.B. Heglofi 6, 
Ole of the Director. eOpp. 43462:173-43462:229. 


—8711250266 Pamaily delolod memo re 840323 telephonic ropt lo author concerning 
lumod responders concerns w/possibility that response to security alarms in hot areas 
may borsqurod. 

SCHAEFGR.D.W. NRC - No Dots led Afl.l ation Given. 84/03/23. NRC • No Detailed 
AMiatonGrvon. Ip. 43462:245-43462:245. 

— 87112S0274 Partially deleted memo re teicon request for addi Inlo concerning OW 
Seftaefer 840323 memo concerning radiation protection (raining of security guarcre. 
SCHUSTER.M □. NRC - No Oofaired Afr.liaiion Given. 84/03/26 NRC - No Detailed 
Afl/lauon Given 2pp 43462 246-43462:247. 

—8711260277 Partially deloled Itr discussing tolcons 4 meetings in which concerns re 
securrty officors nol receiving required training In redialion 4 respiratory proleciion at 
piartl onprossod.Partinily dalolud statement ol concerns encl 
SCARANO.R.A. Reg on 6, Ole of ihe Director. B4/04/12. AIf.liaiion Nol Assigned. 2po. 
43482248 43462249. 

-B7II26D260 Partially delotatf Hr forward, ng ropis documon!,ng results of msp el con- 
cerns fo fire slop foam inslallallon praclicos nolod frt 640202 memo Region activities 
comp'eied. 

BISHOP.T.W. NRC - No Dolaliod Aftjilstlon Given 84/09/26. Alli'lalion Not Assigned. 
30pp. 43462:250-43462 200 


G. Adfudfeatory correspondence 

87II0400S3 Informs lhai time piovidod within which Commission may act to review 
ALAB-873 oxpirnd.Commission deci ned loviow. Dods-on became I nal agency action 
00 871028 Served on 871 102. 

CHILK.S.J Olllce ol (ho Socioia/y of tho Commission. //4B7 4728. 87/10/30. Office 
of ilH> General Counsel lp 4325-1:280-43254 2D0. 

8711170030 Documonls rcconstiluHo.n of ASLA6 for OL amend proceeding lo consist ol 
AS Reseninm.CN Kohl 4 HA Wilber. Relaiotl correspondence. 
nOSENTXAL.A.S Atomic Saloly arid Licensing Appeal Panel. #487 4814. 87/11/12. 
Aicmic Saleiy and Liuensing Appeal Panel Ip. 43366 133-43368:133. 

8711190014 Roconslituuon of ASIAB ’ NotiFes that chairman ol ASLAP rcconstlluied 
ASLAO (o< ol arr^nd pioceedmn ASLA6 for procsodir'-g listed Served on 871118. 
SliOEMAKER.CJ. Atomic Safety and Licensing Appool Panel. #487 4Q5i. 07/11/12 
Ip 43392 094.43392:004. 

8711240012 infoima lhai time provided by NRC rsBulal’ons within which Commission 
may act to review ALAB-077 opIroJ Commission dacimod review. Decision became 
final agency action on 87 1 1 1 T.Served on 87i 1 20. 

CliitiCSJ. Olllce ol the Socioleiy of iho Commission. #487 4873. 87/11/20. Atom'c 
Saloly end Llconsing Booid Pnnol. Ip. 43423' t99'43423T90. 


J. Insurance 8 indemnity Information 


87110S0055 Forwaids Endoisomont 2S 10 MAELU Policy MP-103 & EndorsoiTient 55 lo 
NELIA Policy NF.220. 

LOCKE.RF Pacific (3a$ 6 Electric Co. 87/10/26. 8ALT2 MAN,j NRC - No Detailed 
AllJIaCon Grvon. 3pp 43302.039-43302:041. 


P. OpefBlIng ficenae slags ttocumenle 8 correspondence 


8711030094 Forwards plont-spociflc details lor ATWS mitigating sys acluation circuitry 
(AMSAC).in rosponso to NRC safety ovaluallory ol WCAfrtOOsB A, "AMSAC Generic 
Oestan ." ut-i sefectod Option l.stuam gonoratcr low level logic des'gn. 

SHiFTER.J.D Pacific Oas A Electric Co. 87/ 10/30. Uocumeni Control Branch (Oocu- 
monI ConbcO Desk) 22pp. 43252.020-43252 049. 

8711030280 Forwards appllcollon tor amends lo Licenses DPR-8CI A DPn-82, proposing 
exemption to Tech Spec 3.6. 1.1 lo allow swing diesel gonoralor to bo out of sve lor 
14 d^s lorprovonifve malni A losling 

SillFeER.J 0. Pacific Oas A Electric Co. 67/10/30. Document Control Branch (Docu- 
ment Comr(4 Oosk). Ip 43260.001-43260 027. 

-8711030284 Application lor amends to Licenses OPR-eO A OPR-O2.amonding Tech 
Spec 3.8.1. 1 for second refueling outage tor Unit 1. 

SIIIFFER.J.0. Padhe Gos A Electric Co 87/10/30. lepp. 43260.002-43268:024. 

—8711030286 Proposed changes to Tech Spec 3.8.1. 1 lor second rolueling outage lor 
Unll 1. 

‘ Paof-cGas A Electric Co. 07/10/30. 3pp. 43260.025-43260.027. 

871103Q403 Rosponda le 870926 tequosi (or oxtonsion pi submittal dele lor summary 
(ecTwcel rept re lirsl reactor vessel survell’anco caps-jle lor plant Exiens'en to 880131 
accoptabio. 

MURLEY.T.E. Olllce ol Nuclear Reactor Regulation, D.iector (Post 67041 1). 87/10/ 
30. SHIFFER.J.O. Pacific Gas A Electric Co. Spp. 432S9 048-43259.052. 

8711030420 Forwards SER A Informal Technical Evelual-'en Rept EGO-NTA-7600. 
"Conformanco to Generic Lir 83-28 Item 2.2.1- Eouipmenl Classification for All Other 
Saloty-Releled C3omponsnls:OiBblo Canyon 1 A 2.'' Util response acceptable. 
TRAMMELL.CM. Project Diroctpraie V. 67/10/30. SHIFFER.J.O. Pacific Gas A Elec- 
IrieCo.Opp 43259.072-43259:096. 

-8711030432 SER suppoft-'ng ul-l response to Genuric Ltr 83-28,1181*1 2.2.1 fO equip- 
moni classilicatlon programs lor all salety related components. 

• NRC - No Detailed Allillalion Given. 87/10/30. 7pp. 43250:075 43259.081. 

-87101S0048 ‘'Conformance (o Generic Ltr 83-26 Hem 2 2.1 -Equipment Classiflcollon 
(or A4 Other Salety-Relatad Components: Diablo Canyon I A 2," Inlormal technical 
evalutf^ rept. 

UOY.AC, EQAG Idaho, Inc. (subs, ol EQAO, Inc ). UOY.A.C. Idaho Nellonal Engineer- 
fm Laboratory. FIN 0-6001. EQG-NTA'78(K). 87/09/30 NRC • No Detailed Airiiatlon 
Giran. I7pp. 43269 062-43250 093. 



871103051$ Forwards salat/ evaluator) of util 660117 & 0407 submlltals ra^undinfl to 
PTS rule.IOCPR60.SI. Mall properties of reader vessel beltllno matla.fluertce at inner 
surface of reactor vessel 6 calculaied RT (PTS) acceptable. 

TRAMMELl.C-M. Projecl Oireclorale V. 07/10/30. SHJFFER.J D Paotta Gas A Etec- 
IrkjCo 4pp. 43263:159-43263:187. 


-6711030526 Safety evaluation supporting util 6601 17 & 0407 submittals respt>r)dlna to 
requirements ol lOCFRSOei re projedeO values 01 mall pioperties lot fracluio 
toofltines requirements for protection against PTS everns.SubmiiiaiS acceptable. 

• Offiee of Nuclaar Reaclor Reguiaton. D.recw jPosi 8704 il>. 67/10/30. 6pp 
43263 163 43263:167. 


8711060167 Forwards payment for etKl 871030 License Amend Requosl LAR 87- 
09 .Check inadvartenily left out ol Initial rria.llng. Fee paid. 

• Pacific Gas & Electric Co. 87/11/02. Document Control Branch (Oocuroent Control 
Ctasli). Ip. 43306:080-43306:109. 

6711100279 Forwards Vots 1 & 2 lo “DCFIOR Supplemental Summary Repi" RopI pro- 
vides description of human engitteoring discrepancy, priority raling.recommertdod cor- 
rections & proposed schedules (or Impfemantabor) of changes. 

SHIFFER.XD Pacific Gas & Electric Co. 07/11/03. Oocumoni Control Branch (Docu- 
ment Control Oasic). 2pp. 43325.001-43326:030. 


-6711100266 "DCROR Supplemental Summary Rept." Vols l & 2. 

SHIFFEfl.J.O Pacific Gas 4 Electric Co. 87/10/31 l.ioepp 4332S 003-43328 030. 


6711090080 Final response to FOIA request lor documents App A documents avalable 
in POR No records located re Hem I ol request. 

GRlMSLey.O.H. Orvlator of Rules 4 Records (Post 8704 13) 67/1 1/04 HAMlLNj.8. 
Shaw. Piltrnan. Potts 4 Trowbridge. 3pp. 43323 298-43323:298. 

6711100431 Generic Lir 67-1S to all holders of CPs lor nuclear power plants re potcy 
slalement on deferred plants. Sve list end. 

MlflAQLlA.F.J. Associate Director (or Projecia (Post 670411) 87/1 1/04. Consolldaied 
Edison Co. of New York. Inc. 46pR. 43402.001-43402.046. 


871110C4S1 Forwards response to NRC 870929 request for addi into re uU Inianiior) to 
remove RHR suction vaWa autoclosuro InlerlocV luncllon. 

SHIFFER.J 0. Pacific Gas 4 Electric Co. 67/11/05 Document Control Branch (Docu- 
ment ConUol Desk) 3pp. 43335.083-43335.085. 

6711130141 Forwards add! Info ra Unil 2 boron Infoction rank (GiT) ihoimaf roiof 
valve.ln response to NRC 871006 request inlo idenlifias ulil acuona ro moniionno ol 
BIT lhaimal relief valve leakage prior to 671010 fnsialia'-'on 
SKIFFER.J.D. Pacific Gas 4 Electric Co. 67/11/08. Oocumoni Control Brartch (Oocu- 
meni Control Desk) 7pp. 43334:317.43354:323. 

671 1 130321 Forwards Info on long-ia/m sefsmfo program emptrlcaf g/ound motions data 
bese.pat NRC 670930 requesi.Updatea computer diskoltes wui bo provided for use. 
SHIFFER.J 0. Pscifio Gas 4 Electric Co 67/11/06. Document Control Branch (Ooew- 
mant Control Desk). 6pp 43361:131-43361:139. 

6711110011 Ninth partial tesponae lo FOiA request for records, including noios ol inier- 
view of K McMahon-Forwerda App K documents. App k 4 L documonis pamaR/ 4 
compiaiaiy withheld (rel FOIA Etramptlons 8 4 7.respectiveiy}. 

QRIM8LEY.O K. Division ol Rules i Records (Post 870413) 87/it/Od OIXON Gov- 
ernmom Aecounlabiuty Prolecl. 4pp. 43348.136-43348;I98. 

•>6711110017 Forwards partially withheld info documenting Wagner efforts in aupport «l 
Allegation 99 re Bostrom-Sergan/Meddeo Metals 

CANT£R.fr Region 5, 0(o of (he Ofrecior. 84/07/08. SHACKELTQn.O. Ontco of itt- 
vesilgations 33pp. 43348143-43346.175. 


-8711110029 Partially withheld commenls re Bostiqm-Gergen allegauom made In 
640118 Hr to 30 Martin ol NRCMarked-up partially wiihholcre31213 sworn slalemoni 
by OW Oossay 4 partially withherd 631227 interview of K McMshon also end 
^ACKLETON.O C. Office of InvesHgafloris. 64/01/28. OWteo of Invesifgaltons- 23pp. 
43346:176-43348:198. 


6711160206 Advises that Westinghouse Owt)eis Group currently evaktaling NRC con 
cerns noted In 870904 tequesl for addi Info re Ganoho Ltr 83 28, Hems 4 23 4 4 2.4 
concerning Irle cycle tasilng 4 periodic replacement of reactor (rip breakers 
SKIFFER.J.D. Pacific Gas 4 Electnc Co. 87/11/10. Document Control Sr8r)ch (Oocu- 
menl Control Desk). Ip. 43366.237-43386 237. 

6711190072 Eleventh partial response lo FOIA request (or documents. Including radi- 
ation 4 process monitor resume & qualification alalus.End L documonis partialy 
withheld (rel FOiA Exemption 6).Docunnenl8 In POR 4 LPDR It) San Luts Abispo.C/k. 
GRIUSLEY.D H. Division ol Rules 6 Records (Post 870413). 87/11/16 GARDE.D.P. 
Government Accouniabilfty Prolecf. 3pp. *3406 277-434(l&3i6. 


Q. Inspection reports, IE Bulletins 4 correspondence 

8012I704B2 IE Bulletin 80-25, "Operating Probtems W/Target Rock Safety- Rel<ei 
Velvas al BWRs " 

* Oic ol Inspection 4 Enforcement. Director (020201-870413). 80/12/19. Consolidat- 
ed Edison Co. ol Now York, Inc. 5pp. 43226:201-43226.205. 

8305110473 IE Info Nonce 63-39, "Failure ol Safety/Rel-ol Valves lo Open at BWRs • 
(nienm Rapt " 

JOROAN.E.L. Drv of Emergoncy Preparedness 4 Engineering Response, f£(fl502l2- 
870413} 83/06/17. Consolidated Edison Co. of New York, Inc. 2pp. 43226206- 
43226207. 

6711090060 FOIA request lor documonis ro insp rof in onci JB Martin 83 1 201 ltr 4 BNl 
work 88 consultant lo NRC re planl. 

WAMIIN.JB. Shaw-, Piliman, Polts & Trowbridga 07/09/14 NRC - No Deiailod Allill- 
alon Giver). 4pp. 43323 26 1 -43323 295. 

8711069213 Forwards SALP Ropis 50-276/87-29 4 60-323/87-29 lor Aug 1986 • Jul 
1987 .Overall performance accoptablo.Mgt meeting lo discuss rosulls of assessment & 

K ess of action plan ref In util 670616 Ur schoclulod lor 87 1030. 

TINJ.B. Raglon 5, Olo of Iho D'rector. 67/10/21. SHIFFER.J.D. Pacific Gas & 
EieclncCo. 3pp. 43307:101-43307:294. 

-6711060222 SALP Repla 50-27&/S7-20 4 50-323/67-2g for Aug 1966 - Jul 1967. 

* RogkmS.OIc of me Director. 67/09/09. 40pp. 43307:194-43307:233. 

-6708270170 Forwards DOE/INEL anolysis ol LER quality (or facliny during Aug 1906 • 
Jul i98/.Ov(va'l gualily scored above industrial average Oualiiy of discussions of root 
cause. corrccHve actions 4 aalety sya responses Improvod. 

WiLLlAMS.M.H. Trends 4 Pallerns Analysis Brencn. 67/00/20. KIRSCH.O.F. Reg on 
S. Oic of (ha Oiroclor. 50pp. 43307:234-43 307 233 

-6711060260 Forwards NRR input to SALP rept for licensing acllvillos (or Aug 1906 - 
M 1907.1/M assigned Cafogory 2 level tv/no apparent trend In ovornU perfo/maneq 
for lutKOonal area of licensing acltvillos. 

TRAWMELL.C M Projecl Direclorato V. 87/09/02. KIRSCH.D.F. Region 6. 0(c ol the 
Oiiecior. Il(^. 43307 264-43307:294 

6711090093 Forwards Insp Repla 50'276/67-34 4 60/323/67-34 on 8708ie-l003.No 
uiolationB noted 

ZIMMERMAN.R P. Region 6, OIC ol the Director. 07/10/21. SKIFFER.J.D. Pacific Gas 
aElecWcCo 2pp 43515:069-43316:061, 

-6711090098 insp Roots 50-275/07-04 4 62-323/67-34 on 870ei0-l003.No vlo1alior)8 
or devlaiions noied Major atoas inspocied plant operatfons.melni 4 surveillance 
ocUvides.fofowup ol onsito ovenis & rogionai roquesis.LERs & physical security. 
PAOOVAM.I.M.. JOHNSTON, K.E., NARBUT.P.P. Region 6, Oic ol ihe Diroctor. 87/ 
10/20. llpp 43316:071-43316.061. 

6711020364 Ack receipt ol 070924 Hr Inloiming NRC ol slops taken lo correct violations 
nMed fa) lASp Ropis 50-276/67-26 & 50-323/67-26. 

ZIMMERMAN.R.P. Region 6, Ole oi iho Director. 87/10/23. SHIPPER, J.D. Pacific Qes 
aeiectncCo Ip 432l6;l03 43236.t96. 

6710230213 NRC Inlo Notice 67-055. "Portable Moisiuro/Donsity Gouges: RoconI Inci- 
dents oi Poiiab'e Gaines Being Stolen or Lost ” Sve list end. 

CUNNINGHAM, n.E Dlvisiori ol Indusiiiol 4 Modicsi Nucloer Safety (Post 670729). 
87/10/29. Consolidated Edison Co. ol New York, Ino. 09pp. 43324:l3g-43324:227. 

6710290234 NRC Info Noilco 67-056. "Improper Hydraulic Conirol Unit Installation at 
ewR Plants." 5vc list end 

n0SSi.C.E Division ol OpoiaMonal Evonia Asaossmom (Post 070411). 67/11/04. 
Con$<» dated Edison Co. of Now York. Inc. 1 1 2pp. 43324'22a-43324-330. 

6711020017 NRC Info NoHco 67-057, "LOSS ot Emergoncy Borallon Capability Due lo 
Ndrogm Gas inirusien " Sve list end. 

ROSSl.CE. Division ot Oporatlonat Events AsseaamenI (Posl 070411). 07/11/06. 
ConsoSdaied Edison Ds. of Now York, Inc, 1 16pp. 43356:003-43355:1 19. 

0711050040 NRC Compliance Bulletin 87-002. "Fasioner Tosllng to Determine Con- 
formenco W/Appiicab'o Mall Specs." Sve list and. 

nOSSl.C.E. Division of Oporallonel Events Assessment (Post 670411). 87/11/06. 
Consoiidsted Ed son Co. of New York, tne, 1 l6pp. 43397:142-43397:257. 

6711240127 Forwards Insp Repls 6O-276/07-37 4 60-323/07-37 on e7t006-00.No vio- 
laboneor dovieilons noted 

ZIMMERMAN.RP. Region S, Ole ot Ihe DIroclor. 87/11/09. SKIFFER.J.D. Pacific Gas 
4 Electric Co. gpp. 43430.044-43430:053. 


-8711190075 Partially deleted package consisting ol Inlo re ANSI N18.I- 1971 qualJica- 
lion 4 radiation & process monitor resume 4 quaiilicaiion status. 

* Pacillc Gas 4 Electric Co. 87/1 1/16. 44pp. 43406;282-4340e.325. 

0711240205 Advises NRC that fisted documerita re radlellcn protectien 4 resp'ratory 
protectior) training ol security ofEceis nonproprlelary 4 available lor public dtsdosuro. 
sHIFFER.J.D. Pacific Gas & Electric Co. o7/l 1/19. Document Control Branch (Doco 
men! Conirol Desk). 1p. 43431:355-43431:355. 

6711250236 Seventh partial response lo FOIA requesl.Forwards App O 4 P 
documents App O documents available in PDR.App P documents pertially wHhhetd 
(rel FOIA Exemptions 6 4 7). 

QRIMSLEY,O.H. Division of Rules 4 Records (Posl 670413} 87/1 1/23. DEVINE Gov- 
ernment Accourileblllty Pro|ect. 6pp. 43482:156 43462 280. 


-8711240131 Irtsp Repls 60-275/07-37 4 60-323/87-37 on 87l005-09.No violations or 
deviaUons noted.Malor areas Inspected. various vital areas 4 oquipmeni In plant & (ol- 
lowup of eniorcomonl 4 open tiems. 

BURDOIN.JF., MENDONCA.MM. Region 6, Ofc ol the Director. 07/11/05. 0po. 
43430046-43430.053. 

871 1090 140 NRC Info Notico 87-056, "Conllnuous Communications Following Emergen- 
cy Nolillcaiions." Sve list end. 

mSSI.CE. Division ol Operational Events Assessment (Posl 870411). 67/11/18 
Consc^klated Edison Co. of New York, Inc. 113pp. 43404:176 43404 266. 

8711 120027 NRC Inlo Notico 67-059, "Potential RHR Pump Loss." Sve list encl. 
ROSS1,C.E. Division of Operational Events Assessment (Posl 870411). 87/11/17. 
Ck)t)sofidaied Edison Co. of Now York, Inc. 120pp. 43467.001-43467:121. 


-87112S0247 Requests Investigation ol 840319 ellegalions ol intimidation farvolving K 
Dukea.Bechlel const superintendent agalnsl two contractor employees 
MAflriN.J.S. Region 5, Ofc of Ihe Ofaeclor. 84/03/20. SHAcJkLETON.O. Heoon 8 
Ole of Ihe Director. 5pp. 43462:165-43462:171. 


8711130006 Suppi 2 to NRC Inlo Notice 66-108, "Degradation of RCS Pressure Bound- 
ary Resulting From Bortc Acid Corrosion." Sve list end. 

ROSSLC.E Division ol Operational Events Assessment (Post 870411). 87/11/19. 
Consolldaled Edison Co. ol New York, Inc. 119pp. 43444:195-43444:314. 


-8711260258 Discusses inquiry Into 84Q322 allegatlor)8 ol threats & intimidation ot OC 
inspectors by Bechtel supervisor at pt8nt.Bech|el removed supervisor at uBI 
requesl.No further actions by reglott ole tvecassary .based on util actions 
ML)flPHY,O.0. Oftfeo of Investigatuna. 84/06/15. SHACKLETON.O Offtoo o4 frivesU- 
gatkHis. Ip. 43462:172 43462:172. 


8711250236 Seventh partial response to FOIA request. Forwards App O & P 
documenls App 0 documents available In PDR.App P documents partially withheld 
(rel FOIA Exemptions 6 & 7). 

GRfMSlEY.D.H. Division ol Pules i Records (Post 870413). 87/11/23. DEVINE Gov- 
emR)«)l Accountability Pro]ecl. 5pp. 43462:156-43462:280. 
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-6711360263 Forwards closing rept on Inquiry 05-84-016 re allegations of threals & 
Intimidation. Review uM actions rosullod in determination lhat no lurtlier action re(|ulrad 
by region ofc. Partially delated matl also end. 

SHACKLETON.O.C. Region 6, Olc ol Ihe Director. 84/06/16. MARTIN.J.B. fietfon 5. 
Ole or the Director. 60pp. 43462:173-43462-229. 

-6711260280 Panielly deleted Itr forwarding repis documenting results ol Inap of coa- 
cerns re fire stop foam Inaiellallon practices noted In 840202 memo Region edibles 
completed. 

BISHOP, t.W. NRC - No Detailed Affiliation Given. 84/09/25. Affiliation Not Assigrked. 
30pp. 43462:250-43462:280. 

-6711300009 Partially withheld Itr confirming NRC undoratanding ol concerrta re w^- 
Ing at plantjior 831104 tolcon. Partially deleted statement of concerns ancL 
KIHSCH.0.P. Region 5, Ofc of Ihe Director. 83/11/08. Affiliation Not Assigned. Spp. 
43462:230-4346^244. 

671 1300126 Forwards Rev 3 to "Insorvice Insp & Testing Program Plan, First tO-Yr Insp 
fnlerval.Oieblo Canyon Power Plant Unit 2," Incorporating Haled ilema.irkCludlng revised 
Insetvico Insp boundary drawings & sys pressure teal aummary. 

SHIFFER.J.D. Pacific Gas & Eleclilc Co. 87/11/23. Document Control Branch (Oocu- 
monl Control Desk). Spp. 43489:125-43490.097. 

-8711300130 Rev 3 10 "InsorvIce Insp & Testing Program Plan.Firal lO-Yr Inap 
Interval, Oleblo Canyon Power Plant Unit 2." 

HILL.J E., PENDLETON.C.N., FRANKS.O K. Pacific Gas & Electric Ca 87/10/31. 
300pp. 43489:128-43490.097. 


R. Periodic operating reports & related correspondence 

8711160276 Monthly operating repta for Sept 1967.W/87f009 Itr. 

BEOESEM.P.. TOWNSENO.J.D. Pacific Gas & Electric Co 67/09/30. 9pp. 43369.304- 
43369:312- 

671 1240067 Monthly operating repis lor Oct 1667.W/871 1 13 Hr. 

BEOESEM.P., TOWNSENO.d.O. Pacific Gas d Elociric Co. 87/10/31. 6pp 43431:100- 
43431:106. 

6711300160 "RepI on Olacharge Monitoring at Diablo Canyon Power Plant Outing 
Month of Oct 1967." W/87l120llr. 

TOWNSENO.J.D. Paclllo Gas & Eledrio Co. 87/10/31. LEONARD, W. CeMornia. Stale 
of. G7pp. 4346e:299-43466;35S. 

6711160216 Forwards "10CFR60.59 Annual Rept of Changes.Tasis & Exportmonis 
660323-870322." Rcpl same as reporting interval ol annual rSAR updaia rev. 
SHiFFER.d.O. Pacific 089 d Eledilo Co. 87/11/09. Document Coniroi Branch (Docu- 
ment Control OesK). 2pp. 43364:332-43364:344. 

-6711160220 ''10CFR60.60 Annual Rept of Cnanges.Tesls d Experfmenia 660323- 
870322." 

' Pacific Oas d Electric Co. 67/03/22. 11pp. 43364:334-43364:344. 


8. Reportable oeourrenees, LERe d related correspondence 

6711020436 LER B7-015-01:on 670714, main turbine trip, main laedwator pump trip d 
feedwater Isolalion valve closure occurred. Caused by operator InabiMly to control 
steam generator lovei.Condenser sleam dump sys repaired w/67t027 hr. 

HUQ.hlT.. SHIFF6R.J.0. Pacific Gas d &ectrlc Co. 67/10/27. 6pp. 43237:221- 
43237:226. 

8711020399 LER 87 003 01:on 87041O,RHR flow Interrupled when both trains became 
Inoperable due to aiibound RHR pumps-Caused by inadoquoie 
communlCBtlons.Procodures OP A-2 II re draining of PCS d OP AP-i6 re RHR flow 
lossrevlsed.W/e71029 Hr. 

SfSK.O.P.. SMIFFER.J.O. Pacific Gas d Electric Co. 67/10/29 9pp. 43237.011- 
43237:019. 

6711090276 Special rept:on 671004, high lemp alarm seipolnis exceeded In severe! 460 
volt bus areas In Unils I d 2 d balte^ areas In Unit I due lo high emblem temps 
resulting from unusual weather patfern.Proper levels relumed on e7foo6. 
SHIFF^.J.D. Paclllo Gas d Electric Co. 67/1 1/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 43322:137-43322:138. 

6711130106 PNO-V-87-073:on 871107, unit trip manually Initiated Caused by (allure ol 
motor-operated disconnect in main generator 25 hV Isophase bus C Rwir d unit 
outage win lake between 2 wks d 2 monihs.depending on availability of parts 
MENbONCA,M.. NARBUT,P. Region 6, Ofc ol Ihe CNrecior. 67/11/08 Ip 43355 123 
43355:123. 

6711160169 LER e7-022-00:on 87t012,fuel handling bldg venlrlallort sys shifted imo 
Iodine removal mode.Cause undelermined.Utlf will submit supplemental LER w/ec- 
Hons to prevent recurrence when cause delermlned.W/671 1 10 Hr. 

NELSON.T.A., SHIFFER.J.D. Paclllo Gas d Eleclrto Co. 67/11/10. 2pp 43366 231- 
43366:232. 

8711160176 PNO-V-87-074:on 67t110,counly Inadvertently actuated emergency mUII- 
cation sysfsIrensl.Caused by wrong sequence being entered Into sys while perrorming 
weekly silent lest. Correollve action under Invesiigailon. 

FISH.R., NARBUT.P. Region 5, Ofo of the OIreclor. 87/11/10. Ip 433e8:26l- 
43368:261. 


V. Operator Examinetlona 

6711060213 Forwards SALP Repis 60-275/67-29 d 60-323/67-29 (or Aug 1966 • Jul 
1987. Overall performance acceptabte.Mgt meeting to discuss results of assessmeni d 
progress of action plan ref in utH 8706 1o Itr scheduled lor 671030. 

MARTIN,J.B. Region 6, Ofo of the DIrecloi. 87/10/21. SHIFFER.J.D PecHic Gas d 
Eleclrlo Co- 3pp. 43307;l61-43307:2dd. 

-671 1060222 SALP Repis 60-276/67-29 d 50-323/67-29 for Aug 1986 • Jui 1987. 

• Region 8. Olc of the Director. 87/09/09. 40pp- 43307;194-4a307:233- 


OOCKET 60-324 BRUNSWICK STEAM ELECTRIC PLANT. UNIT 2 


F. Security, medical, emergency 6> fire protection plant 

6711300022 Forwards Insp Repis 60-324/67 -37 d 50-325/67-30 on 871005-07.No vio- 
laliorts or dovlailons noted 

CL1NE.W.E. Roglon 2. Ofc of the Director. 87/11/06. UTLEY.E.E. Consumers Power 
Co. 3pp. 43487:344-43467:346 

-6711300025 Panially wilhheld Insp Repts 50-324/87-37 d 60-325/67-38 on 871005-07 
(ref IOCFR2.790 & 73.2l).Noncomplianco noted.No deviations noied.Major arses 
inspecled.ovsiell nuclear mall accountab-lity & control program d followup on loss of 
SNM. 

TOOO.O.A , MCALPINE.E J. Region 2, Ofc ol Ihe □Iroclor. 87/11/08. ip. 43467:346- 
43487:346. 

8711200324 Rev 7 to Plant Emotgoncy Procedure PEP-02.6.20, "Dose Projecilon Coot- 
dnalor." 

SMlTHJ J. Carolina Power & Light Co. 67/1 l/t1. Spp. 43410.045 43410.049. 

6711230400 Revised emergency plan Irnplemenling procodures.including Rev 21 to Vol 
Xlil to (^anl emergency procedure PEP-App A, "Emergency Response Resources" 8 
Rev 12 to PEP 026.21, ' Emefoency Communicator." 

SMITHJ. Carolina Powsrd Light Co. 07/11/13. llpp. 43424 282-43424:292. 

6711300079 Forwards revised emergency proceduros.includ'ng Rev 12 to PEP'02.0.21, 
"Emergency Commun'eator," Rov 21 to PEP-App A, "Emergency Response Re- 
sources" S Rev 7 to P£P'02.6.20. "Oose P/oJecIlon Coordinator!'' 

OIETZ.CR. Carolina Power d Light Co. B7/fi/l3. GRACE.J.N. Roglon 2. Ofc ol the 
Director 2pp. 43470:106-43470:121. 


K Oariersi correspondence 

6711200243 Reouests lhal TA Baxter of Shaw, Piiiman, Polls d Trowbridge be deleted 
from all NRC distribution lists d replsced w/ author name. 

2IMMERMAN,S.R. Carolina Povver d Light Co. 87/11/16- Document Control Branch 
(Oocumont Corilrol Desk) ip. 43417:036-43417 036. 


P. Operating license stege documsnis d correspondence 

67111340263 F01A request lor plant PRA d related documsntalion. 

SHOLLY.S.C. MHB Tschnicsi Associates. 67/10/16. ORIMSLEY.D.H. Division of 
RtSas d Records (Post 870413). 2pp. 43276:044-43278 046. 

6711130376 Requests mod of uM 021028 pieni imprevameni program ro seopo ol sur- 
veSlerKSS because ol strong control by line mgt.SBmpl.ng lochniquos for sugmsnting 
or dectossing scops d rouiine DA survei'isnce progrsin will be usod,w/NRC approval 
RlCH&y.R.e. Csibiifts Power & Light Co. 87/tO/2& GRACE.J.N. Region 2, Olc ol the 
Oiraclor. 3pp. 43359 333-43359:335 

6711020054 Forwards Amends 113 & 140 lo Licenses OPR-71 d OPR-92. rospecirvely 
d salely evsiuaiion Amends change Tech Specs lo add Fuol Type GEO lo hat ol fuels 
In core d tomovo llmltaiions on max fuel onrichmenis. 

8YLk^STER,E.D. Project Direcioraio ii-i. 67/10/27. UTLEY,E.E. Caro'ina Power d 
Light Co. 3pp- 43240.l}9M3240: 1 29. 

-6711020059 Amends 1 13 d 140 to Llcenaea DPR-71 & DPR-62,reepacliveIy, chang'ng 
Tech Specs to add OE Fuel Type QE6 lo Hal ol fuels In core d remove iimlieiiona on 
max fuel enrichments In Tech Spec Sections 6.3.1 d 5.6.1.?. 

AOEN8AM.E.G. ProjecI Directorate IM. 67/10/27. I2pp. 4 3 2 40:101-43240 112. 

-6711020063 Solely eveluallon supporting Amends 113 d 140 lo Licenses OPR-71 d 
DPR -62,reepocllvely. 

’ Office PI Nuclear Reactor Regulation, Director (Post 67041 1). 67/10/27. 4pp. 
43240:113-43240:129. 

8711030196 Forwards rtollce ol consIdersHon ol Issuenco ol amend lo License DPR-62 
d (vportunity lor hearing Amend levisoe Tech Spocs lo change surveillance requlre- 
mente re anticipated Uensleni w/o scram recirculation pump trip lnstrumentatlor>. 
SYLV^STER.E.D. ProlecI Direcioraio IM- 67/10/27. UTLEY.E.E. Carolina Power d 
Light Co 2pp. 43238:356-43236:360. 

—6711020204 Notice ol consideration of Issuance ol emend lo License DPR-62 d pro- 
posed NSHC delermlnaiton & opportunity tor hearing Amend revises Tech Specs to 
charne surveillance requ'remonie re anilcipaled transient w/o scram. 
SYLVESTEH.EO. Pitted Directorate 11-1. 87/10/27. 4pp. 43238.358-43238:060. 

8711040264 Finel response lo FOIA request (or plant PRAForwsids App A 
documenl.App A document also placed in PDR.Utll has noi Med PRA. 
QRIMSLEY.b.H. Division ol Rulos d Records (Post 670413). 67/11/02. SHOLLY.S.C. 
Mhb Technical AsBCClelas. Ip. 43278;0de'43278:0&4. 

-6711040290 Forwards current Integreted schedule for PRA eclivHles al plenl.All aciivl- 
tles for Contract XT60000054 completed d no longer shown on schedule Next status 
win be provided by 6704 1 0. 

EMERSON, F A. Carolina Power & Light Co. 67/03/19. HELME.R.E. Carolina Power d 
Light Co. 7pp. 43278:046-43278:054. 

8711100431 Qenerlo Ltr 67-15 lo all holders ol CPs for nuclear power plants re policy 
slaiemeni on deferred plants.Svo list end. 

MlRAQLlA,F.J. Associate Oireotor lor Projects (Post 870411). 67/11/04. Consolidated 
Edison Co. of New York, Inc. 46pp. 43402.0<) 1-43402.046. 

6711100039 Forwards correcDons to Amende 112 d 130 to Licenses OPR-71 d DPR- 
62.reapectlvely,adding changes to Page 3/4 3.41,Tab!e S.3.4-1 d Page 3/4 3- 
43a, Table 4. 3.4-1 Inadverlenlly omltteo though previously Implemented by Amends 
96/121 d 102/132. 

SYLVESTER, E.D. Project Directorate IM. 67/11/05. UTLEY.E.E. Carolna Power d 
UghI Ca 2pp. 43339:()01-43336:007. 


dO DOCKETED ITEMS 


-6711100066 CoffecieO Amends 112 S 139 lo Licenses OPR-72 6 DPR-71. 
...... pj;-- 'I I A 'i.At Tohio n n d.i Page 3/4 3'43a.T8ble 


871 1 160297 NotificeLon of 871 1 13 meeUng w/u1il S uiil con!«8Cior6 in Sethesda.MD to 
discuss plant PRA dave'opod by uiil. _ ^ ^ »..» .. 

SYLVESTER E-D- Pfoiecl Oireclorale ll-l. 07/11/13. NRC • No Detetod AllirsUon 
GN/on. 3pp. 43370. ISI'-IDS/O:! 53. 


6711170119 flequesis thai NRC reevaluate conclusion on eccepiab (iht of faclly redf- 
cutation puTip trip design baaoci on info provided por 10CFR50 62.Cominilmoni or 
schedule to uparade sys will not be submitted until Issua resolved 
2IMMERMAN.S.R. Carolina Power & Light Co. 87/1 t/l3. Document Control Bfench 
(Oocumeni Control Desk). 7pp. 43362 26l’43302.267. 


8711200102 NolillcsL-on ol 8711 19 moelmg w/util & ui-l contractors in Gaihesde.MO lo 
discuss p'anl PRA developed by oi l. . . 

SYLVESTERE.O. Proiecl Oirccioraie fM. 07/11/13. MUfltEY.T.. SfttEZeK.J. 
MIRAGUA.P. NRC • No Detailed Aflihaliort Given. 3pp. 43408:106 43408:108. 


8711200226 Conlirms ananoements lot 671201 meeting w/NRC to discuss hydrogen 
water chom'stry sys (HWC) inslallelion al p'anl per 871104 conforenca cal.Moeing 
will include review ol results ol pfe'mplemeniaiion HWC test conduclod In Dec 1086. 
ZIMMEHMAN.S.R Caro'ina Power & Light Co 87/11/10. Oocumonl Conwol Branch 
(Documont Control Desk|. Ip. 4341 7:140-4341 7:140. 


8711230376 ApplicaUort for amend lo License DPR-82, replacing Insuomeni Tag TSCR- 
863 in Hem 2 ol Tech Spec Tables 33 56-1. 336.6-2 A 4356-1 w/T&ClT-863 

EuaY,?.V Carolina Power a Light Co. 87/11/10. Document ConWol Branch tOocu- 
meni Control Desk). 7pp. 43424 210-43424-320. 


-8711238387 Proposed Toch Specs replacing Instrumani Tag TS-CR 863 lr» Horn 2 ol 
Tech Spec Tab'ea 3.35 e-»,3.3S0-3 £ 4.3Se-i w/TS CIT-B63-3 
• Carolina Power a Light Co 87/11/10. 4pp 43424 225-43424:228 


8711240248 Requests scheduler relef from commiimenl lo instal open, faiod- 
closo-d.diroct-acling solonoa valve on a'l drywell Inslrumonl air headers penaitabng 
primary contammenl.lo order lo install continuous nitrogen supply ays 
RICHEY RB Carolina Power & Light Co. 87/1 1/20. Oocumartl Control Branch (Oocu 
meni Control Desk). 3pp. 43431:295-43431:297. 


0. Inspection reports, IE Bulletins 8 correspondence 


6012170482 IE Bulletin 60-25. "Operating Prob'oma W/Targel Rock Safety- Roiof 


Valves ai eWRs." 

* Ole of Inspoctlon & Enforcement. Director (620201-670413). 80/12/19. Consoiidel- 
od Edison Co. of New York. Ino. 5pp. 43226 201-43226 20$. 


63051 10473 IE Info Nodco 63-39. "Failure of Sai4ty/nel.ef Valves to Open at BWRs • 
Interim Rept" 

jOnOAN.EL Dtv ol Emergency Preperednesa A Engineering Response.iE(6602i2- 
670413). 63/06/17. Consoiidaied Edison Co. of New York, inc. 2pp 43226:206- 
43226207. 


6710230213 NRC Info Notice 87-055. "Poriebie Molsiure/Oensity Gauger Recent incU 
denifl ol Portab'e Gauges Being Stolen or Losi." Svo list end. 

CUNNINGHAM.RE. Division Ol industrial & Modicei Nuclear Safoiy (Post 670729). 
67/10/29. Consolidated Ed'son Co. of New York. inc. e9pp. 43324:139-43324:227. 


6711030543 Responds 10 viofailons noted In Insp Repis 50-324/87-30 6 $0-329/67- 
OO.Correciive aeiions.full review periotmod on Unit 2.0asses 2 & 3 hydroaiailc pres- 
sure lasts & listed period o teals. 

OlETZ.GR Carolina Power & Ughl Co 87/10/29 Oocumeni Control Brattch (Docu- 
ment Conircl Oeskl. 8pp 43255:2t3-4325S-220. 

8711130192 Forwards Insp Repis 50-324/67-35 6 50-325/87.31 cn 870001- 30 & 
notice of violadon. 

VERBELLI.DM. Region 2. Ofc ol the Diiecior. 87/10/30. UTlEY.E.E. Cardne Power 
& Ughl Co. 2pp. 43356046 43366:072. 

-6711130203 Notice ol violation from Insp on 87090l-30.Viofatlon noted: wiHlen surveil- 
lance procedures Inadequately eslsbl’shed. 

VEflRElU.OM ftogton 2. Ote of the Difeciof. 67/10/30. Ip, 43356046 43356046. 

-671 1 130225 Safety Insp Reels 50-324/87-35 & 50-325/87-31 on 670901-30. Violsiion 
noted Major areas InspecUd previous onforcoment mailers, malnt & sutveiilsnce 
observation, dperat onal safely verilicallon, onsite C.ER review & unresolved Hems. 
RULAND.W.lf. GARNER, L.W.. FREORICKSON,P. Roglon 2, Olc of the Okedor. 87/ 
10/29. 24pp. 43356:040-43356.07?. 

8710290234 NRC Info Nolfce 67-066, "Improper Hydraulic Conirol Unrt Insldleilon al 
BWR Plants." Svo Hsl end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 87/11/04. 
Consolidated Ed.sonCo. of Naw York, Inc. it 2pp. 43324:?26.43324 339- 


6711020017 NRC Into Notice 67-057, "Loss of Emergoncy Bqrallon Capabil4y Due to 
Nitrogen Gas intrusion " Sve list enef. 

ROSSI.CE- Division of Operational Events Assessment (Rost 870411). 87/11/06. 
Consoidated Edison Co. oi Naw York. inc. tl6pp 43355 003-43355:119 

6711050040 NRC ComplisrKe Bullelirt 87-002, "Fastener Testing (o Determine Con- 
lormance W/Applicab'e Mali Specs." Sve list and. 

ROSSI, C.E Olu'slon of Operational Events Assessment (Posl 670411). 87/11/06. 
Consolidalod Edison Co. ot New York, Inc. fl6pp. 43397:142-43397:257. 

6711300022 Forwards Insp Repts 50-924/67.37 8 50-325/e7.3e on e7t00S07.Novto- 
lali'ons or deviations noted. 

CLINE.W.E. Reg-on 2, Ofc ot the Director 87/11/06. UTLEY.E.E. Consisnora Power 
Co 2pp. 43467;344.43467:346. 

-8711300026 Partially withheld Insp Repis 50-324/07-37 & 60-325/87-38 on 871009-07 
(ret t0CFR2.7Q0 A 73.2i).Noncompliance notedNo dovlaiions noledMalor areas 
ms^led.overail nuclear mati accountability A control program A followup on loss ol 

T0D6,Q.A., WCALPINE.E.J. Region 2, Ofc of the Direclor. 07/11/06. Ip. 43467346- 
43467:346. 


6711200310 Responds lo SALP Repts 5O-261/07.22,6O.324/87-19, 60-325/07-19 lor 
Nov 1985 • Juno 1087 A 50-400/87-24 tor Aug 1986 - June I987.ls8ues noted In 
repis re ut l overall performanco discussed. 

ufL£Y.E.E. Carolina Power A Ughl Co 87/11/13. GRACE.J.N. Region 2. Olc ol the 
Oroclor 60pp. 43412 276-43412 325. 

8711090140 NRC Info Noiice 87-058. "Continuous Communications Following Emergen- 
cy Notinedions." Sve list end. 

FtoSSl.CE. Division of Operational Events Assossmont (Post 870411). 87/11/10. 
Consol dated Edison Co. ot Now York, Inc. 1 13pp. 43404:1 76-43404:280. 

671 1 120027 NRC Info Notice 87-059, "Potenllol RHR Pump Loss." Sve llsl end. 
ROSS1/^E Division ol Operational Events Assessment (Posl 870411). 87/11/17. 
Consoidated Edison Co. of New York. Inc. I20pp. 43487:001-43487:121. 

8711240016 Ack recolpt of 871029 hr Informing NRC of steps taken lo correct violations 
noted In Irup Repts 60-324/07-30 A 50-325/e7-30 

M£flOr>lR. Region 2, Ofc of the D-recior. 87/11/10. UTLEY.E.E. Carolina Power A 
light Co Ip 43444 1 14-43444:114 

6711130008 Su^l 2 lo NRC Info NoHco 80-108. "Degradation of RCS Pressure Bound- 
svy Resulting From Boric Acid Corrosion." Sve list end. 

Ru^.C.E. Division ol Oporational Evonts Assessment (Post 870411). 67/11/19. 
Consfiidatod Edison Co. of Naw York, Inc. 1 l9pp. 43444:195 43444:314. 

6711300(72 flospcnils 10 violations noted m Insp Repis 50-324/37-35 A 50-325/67- 
3l.CorrocUvo acliorve Procedure PT-t2D revlsoo on 871012 A will bo lurthor revised 
to itKlu^ oddt Info A Quidanco re Identillcalion ol temp control valves. 

OiETZ.cn. Carolina Powor & Light Co. 87/1 1/25. Document Control Branch (Docu- 
monl Control Oosk). 3pp 43467 0e7-43467:0e9. 


8. Reponabie occurrences, LERs A related correspondence 

8711130207 Part 21 repl A doHc.ency rept re dalodivo QE CR20SX series auxiliary 
centacls Initially roportod on 871027. Contacis lor loads llsiod In Atiachmonl 3 will bo 
teplacod on Unit 1 by 880701 A by BBHOl on Unit 2. 

OlCTZ.cn. Carolina Powor A Ugnt Co. 87/10/30. GRACE.J.N. Region 2. Olc of the 
Ckteclor. 24pp 43356 336-43356 359. 


DOCKET 50-32$ BRUNSWICK STEAM ELECTRIC PLANT. UNIT 1 


F. Security, medical, emergency A lire pretacilon plans 

6711300022 Forwards insp Repts eO-324/87-37 A 60-326/67-30 on 67I005-07.NO vlo- 
lebons or do^atipna noted 

CUNE.W-E. fiegiort 2, Olc of iho Oiroclcr. 87/ff/06. UTLEY.E.E. Consumors Powor 
Co 2pp. 43467:344-43467:346 

-671130M2S Pertially withheld insp Ropte 50-324/67-37 A 50-325/07-38 on 071005-07 
(rol 10CFR2.790 A 73.2t).Noncpmpi'ance noied.No dovlaiions nolod.Msjor areas 
inj^tecied ovoial nudoa' moil eccouniabiiity A conirol program A followup on loss of 

TCOO.GA. Region 2,01c of me DIfecior. 87/11/08. Ip. 434e7:346;43467;34e, 

671 1200324 Rev 7 Ip Plant Emergency Procedure PEP-02.6.20. "Dose ProlecHon Coor- 
dinaior. ’ 

SMITH.J.J. Caro’ina Power A Light Co 67/11/11. 5pp. 43410:046-43410:040. 

6711230400 Revised emorgency plan Irnplemonting ptocedures.including Rev 21 to Vol 
Xlii to plant emergency procedure PEP-App A, 'Emergency Response Rosources" A 
Rev 12 10 PEP 02 6 21, "Emeroency Commun'calor." 

8MIIHJ C^ollna Power A Ughl Co. 87/11/13. 11pp. 43424:282-43424:292. 

6711300079 Forwerds rovlsod omsrgoncy procodures.including Rev 12 lo PEP-02.6.21, 
■'Gmorogocy Communicator," Rev 21 to PEP-App A, "Emergency Response Ro- 
soutcos" A Rov 7 lo PEP-02.6.20, "Dose Projection Coordinator. 

DIETZ.C-H. Caiolirka Power A Ughl Co. 87/11/13. GRACE.J.N. Roglon 2, Olc ol Ihe 
Oiroctor.^ 43470:106-43470:121. 


H- Qwieral correspondence 

6711200243 Raqueeis lhal TA Baxter ol ShBw.PItlrnan.PoUs A Trowbridge be delelod 
from all NRC distnbullon Iisl3 A replaced w/ author namo. 

2IMMERMAN.SR Caro'ina Power A Light Co. 67/11/18. DocumenI Conirol Branch 
(Document Control Desk), ip. 43417:036-43417:036. 


P. Operating llcsnae stage documents A correspondence 

67l 1040269 F(^A request for plant PRA A related documenlation. 

SHOLLY,S.C. MHB Technical Associates. 87/10/16. GRIMSLEY.D.H. Division of 
Rutea A Records (Posl 870413). 2pp. 43278.044-43276:046. 

6711130376 Requests mod of util 621029 plant improvement program re scope of sur- 
valances becevse of strong control by line mgi.SamplIng lechniques for augmeniing 
or docreas-ng scope A routine QA sutvelllanco program vnll be used, w/NRC approval. 
RICHEY.R.B. Cerollna Power A Light Co. 87/10/26. GRACE.J.N. Region 2. Olc ol Iho 
Director. 3pp. 48359:333-43359:335. 

6711020054 Forwards Amends 119 A 140 to Licenses OPR-71 A DPn-62, respectively 
A safety cvaluaffon.Amends change Tech Specs (o add Fuel Type GE6 lo list of fuels 
in cere A remove limitations on max fuel enrichments. 

SYLVE8TER,£.D. Proocl Oifoclorale ll-l. 87/10/27. UTLEY.E.E. Carolina Power A 
11^1 Go. 3pp. 43240.098-43240:129. 

-6711020069 Amends 113 A 140 to Licenses OPR-71 A DPR-e2,respecilvely, changing 
Tet^ ^ecs lo add QE Fuel Type QE6 to Hsl of fuels In core A remove limitations on 
max fuel enrichments in Tech spec Sections 6.3.1 A 6 . 6 . 1.2. 

AreNSAM.E.G. Project Dlracloreie il-l. 87/10/27. 12pp, 43240;l0l-4a240;l 12. 
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-8711020063 SeCoty ovaluailon supporting Amends 1 tS & 140 lo Licensee OPn>71 & 
OPn-6?, respectively. 

* Office 01 Nuclear Roactor Regulation, Director (Post 670411) 67/10/27. 4pp. 
43240:1 13-43240:129. 

8711040264 Final response lo FOIA request for plant PRA.Forwards App A 
documenl.App A document also placed In POR.Ulil has not tiled PRA. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413) 87/11/02 SHOLLY.SC. 
MHB Technical Associates. Ip. 43276.046-43278.054. 

-8711040299 Forwards current Integrated schedule for PRA aciivitios at plant All aci-vi' 
ties for Contract XT60000054 completed & no longer shown on schedule Next status 
rept will bo provided by 8704t0. 

EMERSON, RA. Carolina Power & Light Co. 87/03/19. HELME.R E. CeroSna Poviror 6 
Light Co. 7pp. 43278:046-43276.054. 

8711100431 Generic Lir 67*tS to all holders of CPs for nuclear power plania to policy 
statement on deferred planls.Svc list end. 

MIRAQLIA.F.J. Associate Director for Projects (Post 870411). 87/11/04. Consol-daicd 
Edison Co. of New York, Inc. 46pp. 43402:001-43402:046 

8711100039 Forwards correcMons to Amends 1 12 & t39 to Liconsos OPn-7i & OPD- 
62,re8pect!vely.eddlng changes lo Pago 3/4 3. 41, Table 3.34-1 & Pago 3/4 3- 
438. Table 4.3. 4-1 Inadverlenily omitted though provlously Imptomortted Iw Amends 
96/121 & 102/132. 

SYLVESTER, E.D. Project OirecloraiQ 11-1. 07/11/QS. UTLEV.EE. Carolina Power 6 
Light Co. 2pp. 43339.001 •43339.007. 

-8711100066 Corrected Amends 112 & 130 lo Licenses OPR-72 6 DPn-71. 
respectively.eddino changes to Page 3/4 3 41. Table 3. 3. 4-1 & Pago 3/4 3.43o.Tabio 
4.3. 4-l.prevlou8ly Implemented by Amends 06/121 & l02/t32. 

’ Project OIrecioralo IM. 87/11/05. 5pp. 43330.003-43339 007. 

8711180297 Notification of 6711)3 moohng w/ufU A ulil conf/acfo-'s in Seihosda.MD lo 
discuss plant PRA dovoloped by util. 

SYLVESTER, ED. Projecl OIreclorale ll-t 87/t1/13. NRC • No OotaZeO Afi.ilailon 
Given. 3pp. 43370:151-43370:183. 

9711170119 Requesla that NRC reevaluate conclusion on acceniabiiih of faoi'ty rcc*- 
culatlon pump irlp design based on Info provided. per i0CFH50.62.Commiimenl or 
schedule to upgrade sya will not be submiltod unM Issue resolved. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/t t/l3. Oocumonl Controf Breach 
(Oocumenl Control Desk), 7pp, 43302;201-43362.267. 

871 1200102 Notification of 871 1 19 mooting w/utif A ulri contraciors in 6othesda.MO to 
discuss plant PRA dovoloped by utli. 

SYLVESTER, E.D. Project Oiredorate ll-i. 87/11/13. MURiEV.T.. SNiEZEK.j.. 
MIRAQLIA.F. NRC - No Oola'led Afllllaiion Given. 3pp. 43408:106 43408:108. 

9711200326 Confirms arrangemanis lor 67i20i meeling w/NRC to discuss hydrogen 
water chomlsi7 ays (HWC) Inataiiatlon at pisni.por 8/1104 conference cai.Meefing 
will include review of results of preimpiemeniation hwC lest conducted tn Dec iO06 
ZIMMERMAN, SR. Carolina Power A Light Co. 87/i I/13. Document Control Orencn 
{Oocumenl Control Desk), ip. 4341 7: 14<r-434t 7:140. 

6711240248 Requesla acheduiar raiief from commitment to insieli open, laded- 
ciosed.direci-acling solenoid valve on ail dryv/eli instrument au headers ponoiraling 

B rimary coniainmenl.in order to insiaii coniinuoue nitrogen supply sys. 

iCHEY.R B Carolina Power & Light Co. 07/11/20. Document Control Drench (Docu- 
ment Control Desk). 3pp. 4343f:29S-4343l:297. 


O. Inspection reports, IE Bulletine A correspondence 

9012170462 IE Bulletin 60-25, "Operating Problems W/Target Rock Ssloly- Rellol 
Valves at BWRs." 

* Ole ol Inspecllon A Enforcement, Director (620201-870413) 89/12/19 Consoldal- 
ed Edison Co. of New York, Inc. 5pp. 43226:201-43226:205. 

63061 10473 IE Into NoUco 83-39, "Failure ol Saloly/Rehel Valves to Open at BWns ■ 
Interim Rept." 

JOROAN,E.L. Olv ol Emergency Preparedness A Engineering Re9pon$o.lE(8502i2- 
870413). 63/06/17. Consolldsled Edison Co. ol New York, Inc. 2pp. 43226 206- 
43226:207. 

6710230219 NRC Info Notice 87-055, "Portable Molsturo/Donsity Gauges Roceni mo- 
dems of Portable Gauges Being Stolen or Lost." Sve list end. 

CUNNINGHAM.R £. division of Industrial A Medical Nuclear Safety (Post 670729). 
87/10/29. Consolidated Edison Co. ol New York, Inc. 89pp. 43324:130-43324-227 

8711030543 Responds to violellons noted In Insp Ropis 50-324/67-30 A 50-325/87- 
OO.Correcllve actions lull review performed on Unit 2, Classes 2 A 3 hydioslalic pres- 
sure tests A listed periodic tests. 

OIETZ.C.R. Carolina Powor A Light Co. 67/10/29. Oocumenl Conirol Branch (Docu- 
ment Control Desk). 8pp. 43255:213-43255:220. 

8711130192 Forwards Insp Repts SO-324/B7-3S A 50-325/87-31 on 870901- 30 A 
notice of violation. 

VERRELLI.D.M. Region 2, Ofc of tho Direcior. 87/10/30. UTLEY.E.E. Carolina Power 
A Light Co. 2pp. 43356:046-43356:072. 

-8711130203 Notice ol violallon from Insp on B7090t-30.Vialalion noted: wrillon surveil- 
lance procedures fnadequalely established. 

VERRELLI.O M. Region 2, Olo of Ihe Director. 87/10/30. Ip 43356:048 43356:048 

-8711130226 Salely Insp Repts 50-324/87-35 A 60-325/67-31 On 870901-30 Viotanon 
noted.Major areas Inspecledprevlous enlorcemoni matters, rnamt A surveiHanco 
observation, operational safety verlllcaiion.onsrie LER review A unresolved Items. 
RULANO.W.H., GARNER, L.W., FREDRICKSON, P. Region 2. Olo of lha aractot. 67/ 
10/29. 24pp. 43356:049-43356:072. 

8710200234 NRC Info Notice 87-056, "Improper Hydraulic Control UnK Installation at 
BWR Planta.” Svo llsl end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/11/04. 
Consolidated Edison Co. of New York, Inc. 1 12pp. 43324:226 43324:339. 


8711020017 NRC Inlo Nol‘co 37-057. "1.033 of Emergency Borailon Capability Duo to 
Nitrogen Gas Intrusion. ’’ Sve I si end 

ROSSl.CE. Division of Oporallonal Events Assessment (Post 670411). 97/11/06. 
Consolidalod Edison Co. of New York, Inc 116pp. 43355.003-43355:1 ig. 

87110S0040 NRC Compltanco Bulletin 87-002, "Fasioner Testing to Doiermihe Con- 
formanca W/AppPcable Mali Specs." Sve list onci 

nOS9.CE. Division of Operational Events Assessment (Post 870411). 87/11/06. 
Consolidaled Edison Co. of Now York, Inc. 116pp 43397: t42-43397’257. 

8711300022 Forwards Insp Repts 60-324/07-37 A 60 325/67-38 on 871005-07.No vio- 
lations or deviations noted. 

CUNE.W.E. Region 2. Ofc of Ihe Diroclor. 87/11/06. UTLEY.E.E. Consumers Power 
Co 2pp 43407:344-43467:346. 

“8711300025 Pamaly withheld Insp Repts 50-324/87-37 A 60-325/87-38 on 871005-07 
(rof t0CFR2.790 i 73.2l)Noncompl'ance nolod No deviations noted.Major areas 
■nspocted overall nuclear mall accouitlab lily A conuot program A foHowup on loss ol 
SNM. 

TOOO.OA.. MCALPINB.E J. Region 2. Ofo ol Iho Direcior. 67/11/06. ip. 43467:346- 
43467-346. 

8711160182 Fofwartls corroctad pages lo 870626 rept ol plant inservico insps per- 
formed on 870213 0613 Coned ons consist of changes lo Form NIS-2 for Plant Mod 
84-229 as ref on Page 8-1 of crigmal rept 

ZiMMERMAN.S.n. (;ero:ina Power A Light Co. 67/11/12- OocumanI Control Branch 
(Document Control Desk). 8pp 43366 039 43360:044. 

6711200310 Responds lo SALP Ropis 60 281 /e7-22, 60 3 24/87-10, 50-325/87-19 (or 
Nov 1905 - June 1087 A 50-400/87-24 for Aug 1930 • Juno t907.l$3U0S noled In 
ropis re ubi overall porformanco d scussod. 

utL£Y.E£. Carolina Powor A Light Co 87/11/13. GRACE, J.N. Region 2, Ole ol the 
Oirocior. SOpp. 43412 276-43412:325 

8711090140 NRC In'o Notice 67-058, "Continuous Communicalions Following Emergen- 
cy Noblicauone " Sve llsl end 

ROSSl.CE. Division ol Oporolional Events Assessment (Post 070411). 87/11/16. 
Consolidalod Edison Co. ol New York, Inc. 113pp. 43404:176-43404:268. 

8711120027 NRC Inlo Notice 87-059, "Potential RHR Pump Loss." Sve list end. 
R(3SSI.C.E. 0.vlsion ol Coorational Events Assossment (Posi B704II). 87/11/17. 
Consoi-datod Edison Co. of New York, Inc 120pp 43487 .OOl-434B7:t2i. 

8711240018 Ack roce’pi Ol 071029 Hr informing NRC Ol steps taken lo correct violations 
noted in insp Repis 50 324/87 30 A 50-325/87-30. 

HER0T.A.H, Honion 2, 0!c ol the O.recior. 87/11/18. UTLEY.E.E. Carolina Power A 
llghtCO ip 43444 114 13444:114 

0711)38009 Suppi 2 10 NRC Info NoL'ccAO- 100, "Dogradaifon of RCS Pressure Bound- 
ary Resuii-ng From Bone AciO Corrosion " Svo list encl. 

RoSSLCC. Division ol Oporahnnel Events Assossment tPosi 870411). 67/11/19. 
Consolidated Edison Co. of New York. Inc. nOpp. 43444:186-43444.314. 

8711300173 Rosponds lo violations noted In Insp Reels 60-.')24/B7-35 A 60-335/07- 
3l.Co»odwo eclione Procedure PT-12.0 lov.sou on 071012 A will bo further revised 
to it^ciude addi mio A nu Janco ro idoniiiicatlon ol tamp conirol valvos. 

OiETZ,cn Carolina Power A Light Co. 67/1 1/25. Document Control Branch (Oocu- 
monl(^1iOl Oosk) 3pp 43467.067-4S487 080 


S. Reportable occurrences. LERe A relsted correspondence 

8711130297 Pan 21 icpi A doiicloncy rapt re dofociivo QE CR205X sorios ouaary 
contacts inihaity reported or> B7i027.Coniaci9 lor loads lislod in Attachment 3 will be 
replecedon Uni i by 880701 A by 881 lOl on UrMI 2. 

OlETZ.cn Carolina Power A Liglii Co. 87/10/30. QRACE.J.N. Rogon 2, Olo ol Iho 
OIroctor. 24pp 43356-338 43356:358 
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S. Reportable occuirencea, LERe A related correspondence 

6711300169 PNO-V-B7-O76on 871123-24, Iwo ntoderele earthquakes centered near 
WesImoreland.CA occurred. triggering solemlo alarms al San Onofre.Unusal event 
dociatod.Pleni sys A components not adversely allecied.Eflocts on other locations 
nolod. 

JOHNSON.P. Region 6. Olo of Iho DirocCor. 87/11/24. 2pp. 43466:294-43486:295. 
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F. Security, medical, emergency A fire protection plans 

8711830045 Revised emoigency plan Implemenling procedutos.includ ng Rev 6 lo IP-2. 
"Operations Duty Specialist Procedure for Notificslion of Unusual Event" A Rev 6 to 
IP-3. "Aierati'ons Duly Specialist Procoduro lor Alorl ..." W/871026 Hr. 

GfllOLEV.fl.L. Tennessee Val'ey Authority. 07/10/26. 7epp. 40246:279-4324e;356. 

8711030513 Forwards safely evaluation si/ppcrting util 970430 Hr |ysWy.^ current con- 
llguralien of olecincal spTces In annulus frays A 670901 response lo NFfC 870803 re- 
euoet lor addI Inlo. 

ZWOUNSKI.J.A. Otc ol Special Projects. 87/10/30. WHITB.S.A. Tennessee Valley 
Aulhorily 2pp. 43263 155 43283:166. 

~971 1030523 Safety ovaluailon concluding that spMcos within conlalnmonl annulus con- 
slsteAlw/lnduBlry practice A lharelore accepleble. 

• Ofc ol Special Projocla. 87/10/30. 2pp. 45263:167-43263:168. 

0711100401 Rev 12 lo Emorgenw Plan Implemenling Procedure IP-I, "Emergency Plan 
Ciassihcallon Logic." W/371 102 hr A Rev 33 to implemenling procedures Index. 
WALKER, J.R., YOUNQBLOOD.T.H., GRIDLEY.R.L. Tennessee Valley Aulhority. 87/ 
11/02. 8pp. 43346;005-43346:012. 



971134018ft Revised certval emergency control cir implemertt-ng procaduros.inclu(finq 
Rev 9 to iP’2. "Operaiions Du^ Specialist Procoduro lor t^l^cation of Unusucu 
Event" & Rev 9 to IP-3, "Operations Duty. .." W/BTI 1 10 llr. 

AOKINS.T.E. Tennessee ve'ley Auinorlty. ft7/H/tO 36pp. 43430 297-43430.331. 

8711190381 Forwards insp Repts 60-337/87-64 & 50-338/87-54 on e70a064)905.No 
vlolallone or deviations rtoiedTwo unresolved items re implornentstlon ol commit* 
ments & adeouacy oi util seism'c Qualification program identified. 

ZECH.Q Q. Olc oI Special Ptoiects 87/1 1/12 WHITE, S A Tennessee Veiley /tulhor- 
lly 3PP- 4339ft:30O-<r3399.335. 

-6711190389 Insp Repis 60-337/87-54 S 60-338/e7-54 on 870800 0905 Mo vtolatrons 
or deviations noted Majci areas Inspected: operalionel safety venric8tlon.lncluilftg op- 
erations porlormance.sys lineups.radiailon proiaciion & saleguards. 

JEMSON.K. MCCOY.Kr. Olc of Special Pro|ects. 87/11/02. 24pp. 43399.302- 
43369:325. 

8711190123 Discusses compenaaipry measures In listed until design changes lor diesel 
generator bldg sprinkler 8 standpipe sys Tu'ly implomenied Second waloi supply Ime 
CO bldg will be completed € months after unit 3, Cycle 3 leluolng outego. 

GRIOLEY.R. Tennessee Ve'ley Authority. 87/11/17. Document Control Branch (Oocu- 
ment Control Desk). 3pp. 43397:098-43397:100. 

8711240172 Summarizes 871030 lelcon between NRC & util re two broken faiel welds 
on pole shall assembly of circuit breaker that energizes emergency fire ptolocUott 

B lor facility. Pholograpbs attached to 8707 1 0 memo to NRC end. 

.D Project Oirectorale ll-G 67/11/16 Project Directorate 11-3. 7pp 43446: t6l- 
43446:157. 

6711300126 Forwards response to JA ZwolinsM 671008 Ur requesting acldi Info on m'lS- 
cellanoous amends/searcb reculremenia rel in 861126 physical socurrty/conUngency 
planEncI withhold fral 10CFR73.3t). 

CRIDLEY.R.L. Tennessee Valley Authority. 87/11/23. Document Control Bcartch 
(Document Control Desk). 3pp 43467 323 43467:324. 

6711300260 Forwards supplementary summary pages lor Rev t? (o physical security/ 
contngency p'an.per 8/l029 lelcon Pages provided as replacement to pages irana- 
milled w/l6CFR^.S4(p] submitai on 870931. Pages w.lhheld (rel ll>CFft73 2l). 
ORIOLEY.RL Tennessee Valley Authority. 6f/l1/33. Oocumenl Control Branch 
(Documenl Control Desk). 3pp. 43465:132-43465-133. 


Q. Adjudicatory corraipondanca 

6711250107 Responds lo 670631 lir re secunty at national & local levol at lacRillos NRC 
concluded that no substantial heailh & safety Issues that would warrant suspension or 
revocation of any license or permit lor lao iiies 

2ECH,L.Vi/. Corr-misslonera. 67/10/27. CUNTON.6 Arkansas. Slate ol. 6pp. 
43461:366-43462:002. 

— 67113SQ144 Addresses serious problems re erosion ol pubi'C coniiderKe in ability ol 
NRC to safeguard public adequately from dangers of nuclear powar plani accklenis. 
CLINTON.0 A'aska. Siata ol. 87/08/31. LANOO.L.W. Commissionafa. 2pp. 
43462.001-43468:003. 


P. Oparallng Ileanaa alaga documanta 8 cerraapendence 

8710080441 Forwards reaponsa (o Generic Llr 87-i2. "Losa of RhR WNfe RCS Partially 
Pilled" Raaponso provides discussion on operation or planned operation ol plania 
durii^ panaily Mied RCS conaiion 

GRIDLEY.R Tennessee Valley Aulhonty. 87/10/03. Document Control Branch (Decu- 
mem Convol Desk). SSpp. 43277:017-43377 070. 

-8711040337 Rev 36 lo Sys Operating Insiruc'jon SOl-66.1. "RCS." 

BREWER.C O. Tannessee Valley Authonty. 87/06/34. I8pp. 43377.063-43277070 

—8711040340 Rev 40 to Sys Opgraling Instruction SOi-74.1. "RHR Sys." 

OEWEESE.C.E. Tennessee Valley Authority. 87/08/39. I3pp 43277 071-43377:063 

— 87I104034S Rev 4 to Surveillance Instruction 51-673, "RCS Level Venfrcaiiott Using 
Sight Glass or Tygon Hosa." 

ANTHONY, JM. Tennessee Valley Authority. 87/09/16. lOpp 43377 083-43377:093 

-6711040348 Rev 8 lo Abnormal Opetaiirig Instruction A0I'14, Less of RHR Shut- 
down Coolit^." 

WALKEfl.JR. Tennessee Valley Aulhorify. 86/05/17. ugpp 43277:093-43277-341. 

-8711040352 "Sequoyah Nuclear Plant Steam Generator Roecior Cooiani Splls of 
670128 8.0301." 

• Tennessee Valley Aulho/lty. I.87-01-SON. 87/02/01. 3Spp. 43277 242-43277 279 

8711020427 Remits fea for NRC review of one lime exemption to E-yt frequer>cy re- 
q^ulrementa for Type B & C testing lot planis, por NRC 87lot4 Itr. 
uRIOLEY.R. Tennessee Valley Aulhonty. 07/ 10/20. DIGGS, R.M. 0/vlslon oi Account- 
ing & Finance (Poai 870413). 3pp. 43334-.a93-43334:094. 

871 1020184 Forwards Amends 61 8 53 to licenses OPR-77 A OPR-79. rospedivoly & 
safety evaluation Amends change Tech Spec Table 3.e-2.deleling refs to moior-opei- 
ated valves w/ bypassed thermal ovorloao devices. 

ZWOLiNSKI,J.A. Olo of Special Projecls. 87/10/32. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 43339.333-43239:356. 

—8711020190 Amertds 61 S 53 to Ucenaea OPfl-77 & OPR-79, respectrvefy, deleling 
three cslegohes of motor-oporated valves from Tech Spec Table 3.8-3. 
ZWOUNSRl,J.A.OfcolSpeclal Projects. 67/10/32. 17pp 43239 335-43239.361. 

-8711030194 Safety evafuallon supporting Amends €t & 53 lo Licenses 1^-77 & 
OPR-79.fespec lively. 

• Office of Nuclear Roaclor Regulation. Director {Post 870411). 87/10/32. 4pp. 
43239:363-43339.355. 

8711030064 Forwards safely eva'uali’on supporting util 850818,800600, 
1 1 17,1313,870703 8 0814 requests for rellel from inservlce testing pro^am lor restart 
ot plant w/four excepUons.ORNL technical ovsiuailon rept also end. 

ZWOUNSKI.J.A Olo of Special Projecls. 87/10/23. wHITE.S A Tennessee Valley 
AifthOflly. 3pp. 40340:14 1-43240:177. 


-8711020081 Safety oveiuai-on suppoRlna 31 rollel roouosls.w/lour excepHons.from 
ASME Bof'er & Pressure Vessel Codelsoclon IX, ro insorvico testing program of 
pumps & valves. 

•Ofeof Spodal Projecls. 07/10/23. 3pp. 43340:144-43240 140 

-8711020103 "Roquosis for Relief, Pump & Valve Inservlce Testing Program, Sequoyah 
Nudoar Pi'ont.Unlls 1 & 3," technical ovaluation ropl. 

MURPHY,0 Oak Ridge National Laboratory. FIN F-0001. 87/09/18. NRC • No Oe- 
ialled Alfillallon GIvert. 3lpp 43340:147-43340.177. 

6711030257 Forwards tour engineering subestegory repts addressing employee con- 
cerns spedal program. Repts completed final review by senior review panel & employ- 
ee eorvrorn task group mgi 

RUSSELL.J.R. Tennesaeo Valley Authority. 87/10/26. Document Control Branch 
pocumeni Control Desk). 5pp. 43347.011-43247:302. 

-871 1030273 Rev 3 lo TVA Err^loyee Concerns Special Program Subcatogory Rept for 
EngInaerlfM 20600, "As-Buill Roconcll aiion." 

TRANE.J.r Tonnossee Valley Authority. 87/10/26. 54pp. 43247:018-43347:069. 

-0711030263 Rev 3 lo TVA Emp'oyeo Concerns Special Program Subcatogory Rept lor 
Ertglneedtig, "Support Design Gonoral " 

PANG.A. Ter^nessoe Valley Authority. 67/10/26. S4pp. 43247:070-43247:152. 

-8711030289 Rev 2 to TVA Employee Concerns Spocal Progrom Subcatogory Rept lor 
Enginearlng 24300, "Elocldcal Separation." 

RUSSELLlR. Tonneaseo Valley Authority. 87/10/36 52pp. 43347:153-43247:305. 

-8711030293 Rev 2 to TVA Employee Concerns Special Program Subcategory Ropl lor 
Englttaoring 35000, "Civil/Slructural Design (21600) & Pipe Whip Rosiiolnt Design 
^27001" 

flUSSEUJ-R. Tonnesseo Val'ey Authority. 87/10/26. 77pp. 43247.206 43247:282. 

8711030336 Informs thal util did not complete commitmeni discussed In 870522 Itr ro 
englnooffno change notice cloaabul & FBAR updates by scheduled daie.Commiimeni 
laio due to Incoiiect linkage to 870030 roqu remonl lor issuance ol NEP-O.G. 
GRIOLEY.R. Tennessee Valley Authority. 87/10/20. Document Conuol Branch (Docu- 
menlConUd Desk] 2pp 43253.096-43252 097. 

8711050214 Forwards Amends 62 & 64 to Llcensas DPR-77 & DPn-70, respoclivoly & 
aaTaty eva’uaiiori Amends deloio Limiting Condition for Oporation 3.3.38. "Chlorino 
DeiecUoo Sys" & associated survel-laneo raqu'remonis & bases. 

ZWOllNSKi.J.A Die of Special Projecls 87/10/30. WHITE.S.A. Tonnossee Valley 
Aulhonty 4pp 43300 042-43300:085. 

-8711050210 Amends 63 & 64 lb Licenses DPR-77 & DPR-79.rospectivoly, dsloling 
LVn I ng Condiilon lor Opoiaiion 3 3 3.6, "Chlorine Daieclion Sya" & associated aur- 
voliance requ'reimonta & bases 

ZWOllNSKi.JA OfC Ol Special Piojacia. 87/10/30. lepp. 43300.046-43300:063. 

-8711050236 Safety ovaiuetion supporting Amonda 63 & 54 lo Liconaea OPR-77 & 
OPR-79.taspaclivaiy. 

* OfC of SpoclBl Projects 87/ 10/30. 2pp. 43300.064-43300.065. 

8711030399 Forwards safety ovoiusnon re util lusiilleailon for calculated motor-driven 
euxiiwry leodwalar pump oporab-iity.Juaiiiicolion eccopiabio & procodu/oa aulflclonl 
for Node 3 w/o eny decroaao in plant saloty. 

ZWOLINSKIJA Olo ol Special Proocta 67/11/03. WHITE, S A. Tennessee Valley 
Aulhomy. 3pp 43359.042-43269 047. 

-8711030411 Saloty ovsiuehon supporting util jusiHIcatlon for calculated motor-driven 
auxi'iary loedwaior pump operabiiny. 

’ Olcot Special Projocia. 07/11/02. 3pp. 43259 046-43359.047. 

8711100431 Genetic Llr 87-15 lo all holders of CPs lor nucleai powet plants ro policy 
slatemeni on doleried p’ania Svc lisl end. 

MIRAGLIA.F.J. Associate Dirndor for Projects (Post 670411). 87/11/04. Consolidoloti 
Ed'son Co. ol New York, Inc. 48pp. 43402.001-43402 048. 

8711340186 Forwards TVA Employee Concerns Special Program Repla 241.3(B), 
"Cable Terminal on & Splicing" & 22400, “Raceway Support Dosign." 

RUSSELL.J.R- Tennessee Valley Aulhonty. 87/11/05. Document Control Branch 
(Oocumenl Control Desk). 3pp. 43444:140 43444:194. 

—8711240213 Rev I to TVA Employoo Concerns Special Ptogrem Sequoyah Element 
Rept 341.3(B). "Cable Term-nation & Splicing, No Megger Test on Low Vollage 
OoqIqq ** 

* Tennessee Valley Authority. 341.3(B] ROI. 87/10/28. 8pp. 43444.143-43444:160 

-8711340335 Rev 2 lo TVA Employee Concerns Special Program Subcategory lor Engi- 
nocrmgRepl 22400, "Raceway Support Dosign." 

MCNUTT.d., JOYCE.J.W. Tennessee Valley Aulhority. 22400 R02. 87/10/29. 35pp. 
43444:151-43444:194. 

8711100383 Notification ol 871123 mooting w/utils.LASL.ANL & Wesiinghouso in 
Belhesds.UO lo discuss LASL comments on Woslinghouse revised LOTTC-3 drain 
flow heal transfer models lor main steam line break analysis Inside coniainmeni. 
AULUCK,R. OfC of Special Projecls. 87/11/06 ZWOLINSKI.J.A. Olc ol Special 
Projecls. 7pp. 43342:107-43342.303. 

8711170145 /Ipplicallon lor emends to Licenses DPR-77 S DPR-79, consisting of Tech 
Spec Change e7-43,Bddlng threo active molor-operaled valves lo Table 3 8-2. Fee 
paid. 

QRI(XEY,R. Tennessee Valley Aulhonty. 87/11/10. Documenl Control Branch (Docu- 
menl Control Desk). 2pp 43361:066-43381:074. 

-8711170140 Proposed Tech Spec Change 87-42, adding three active motor- operalod 
vidves to Table 3 8-3. 

* Tennessee Valley Authority. 87/11/10. 7pp 43361:068-43381:074. 

8711230231 Discusses cable tost program developed by util lo address siafi concerns 
re cable inelallation prectlces.per NRC 870309 request. Based on results ol tests 
oxiducted.utii has adequately d^emonslrated integrity of cables in plant. 

KEPPLEH.J.O. Olc ot Special Projects. 07/11/13. WHITE.S A. Tennessee Valley Au- 
Ihorrty. 3pp. 43426:006-43426:008. 
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8711190129 Forwards rovisod Tablo A roltecting addition ol ERCW trevolng scroen 
wash pumps lo inservlco losl pioQtam, assodaiad lequesls lot nolial (^•22 & hsl ol 
commiimonts lor rovlow.SEF) addressing change requested 

GniOLEY.R. Tonnossoo VaNoy Aulhorily. 87/t (/»7. Oocumoni Conuol Otanch (Doco- 
menl Control Desk). 9pp <13397:353-43307:361 

8711190174 Summarizes agreomonls reached during 870901 meeting & 871020 A 30 
discussions w/NRC re document revs lo Roslart Criteria CEQ-Cl-21 09 lot rigorous 
analysis piping. 

ORIOLEV.h. Tennessee Valley Authority. 87/11/17. Document Control Bianch (Oocu- 
mont Control Desk). 3pp 43400:151-43400:153. 

8711190223 Forwards eddi Info re plant {use rep'acomeni program, essociaied w/Utile- 
fuse FlaS'S fuse fa'iures of Lots 3 & 3. per 871002 request. 

GRIDLEV.R. Tennessee Valley AuOiority. 87/1 )/l7. uocumont CottWoi Brancn {Oocu- 
ment Control Desk). 7pp. 43390 046 43398:101. 

-8711190230 "Elevated Temp TosI Ropt 8 Mechanical Pull Tost Ropl for LiHalluso 
fibs S.5 amp Fuses Lot 2,3,4 6 . 6." 

WORMSLEV,J.A., J0NES,W.G.. RAGSOALE.J.Q. Tennessee Valley Authority. 87/10/ 
13. 9pp. 43390:053-43390:061. 

-8711190235 "Soquoyah Nuclear Plant LiUlefuse Type Plaa-OS Fuses Pred.ciod Svc 
Lilo ■' 

‘ Tennessee Valley Aulhqrlly. SME-MET-87-oai. 87/09/28 30pp 43398:862- 
43398.091. 

-8711190237 ' Temp Moasuromenl Repi for Long-Term Current Tost on Liiiloiuso.Flas- 
6.5 Amp Fuses." 

WORMSLEY,J.A . JONES,W Q . nAGSDALE,J Q. Tennassoo Val'oy Aulhoniy 87/10/ 
01. 10pp. 43398.092-43398:101. 

6711200368 Applicallon for amends lo Licenses OPR-77 & DPR-79 consist ng ol Tech 
Spec Chongo 87-40,revlslng Tech Specs lo change eututiory leeawater suclKinpros- 
suie-low trip setpoint & allowable value lor luiblno-drlvon pump Foe pa'd. 

GRIDLEY,R. Tennassoo Volley Authority. 87/11/17. Oocumoni Control Branch (Oocu- 
mont Control Desk). 2pp. 43410 268-43411:081. 

-8711200389 Proposed Tech Specs. revising auxiliary leodweier suction pressure low 
trip sotooini & allowable value of Table 3.3-4 tor turbine driven pump Supporting dccu- 
martlatlon end 

' Tennessee Valley Authority. 67/1 1/1 7. tSOpp 43410:270-43411 08i. 

8711240163 Forwards listing ol onginoerlng subcatogory ropts addressing corKeme lot 
empires concerns spaciol prograni & live engineanng subcatogory reptsjnciuding 
TVA Employee Concorna Spaclar Program Rept 20900 ro human factors 
RUSSELL, J.R. TonneasQO Valley Authority. 97/i'/i7. Document Control Branch 
(Oocumoni Control Oeak). 6pp 43443.027-43444 033 

-8711240159 Rev 3 lo TVA Ei^loyeo Concerns Special Program Subcaiagory Rapt for 
Engineanng 20000, ''Human Factora." 

' fennessoe Va'lay Authority. 20600 R03. 87/1 1/IO. 95pp. 43443:032>4.3443.l25. 

-8711240169 Rev 3 to TVA Enpfoyoo Concerns Special Program Subcatogory RepI lor 
Enginooring 21000, "Environ Oualilicntion." 

' fonnessae Valley Authonly. 21000 ROD. 67/t l/lO. 49pp 43443:12843443:174. 

-8711240178 Rov 2 to TVA Employee Concerns Special Program Subcatogory Repi for 
Eng'neering 2t300, ‘‘Efocfricel Toalinfl & Planning." 

JOYCE, J.W. Tonnossoo Va'loy Authority, 21300 n02. 87/11/10. 6gpp 43443T75- 
43443:243. 

-6711240185 Rev 3 lo TVA Employee Concorna Special Program Subcatogory Repi lor 
Enginooring 22600, "Seismic Interecilon Design." 

JOYCE.J.W. Tennessee Valley Aulhorily. 22600 R03. 87/11/10. flipp 43443 244- 
43443:324. 

-8711240194 Rev 3 to TVA Employee Concerns Special Program Subcategory Rapt for 
Engineering 23000, "HVAC Design." 

JOYCE, J.VV. TonnossflO Valley Authonly. 23000 R03. 87/lt/tO. 70pp 43443.326- 
43444:033. 


8305110473 IE Info Not-ce 03-39, "Fadro of Safoiy/Roliol Valves to Open at BWRs • 
IMeiVn Rqpl" 

JOROAN.E.L. Div of Emergency Preparedness & Engnoering nesponse.lE[8502l2- 
870413) 63/06/17. Consolidated Edison Co of New York, Inc. 2pp 43226 206 
43228-207. 

8711020523 Responds (o observations .dnnlified during exit moeting in advance ol re- 
coMnu Insp Ropis 50>327/87-3l & 50 326/87-31. Corrociivo aci'ons:potoniial generic 
condruon evaluation request sent to plants & eva'ual'ons sti'l ongoing. 

GRrOLEY.R. Tennessee Valley Authority. 67/10/27. Oocumoni Control Branch (Oocu- 
morn Conrrd Desk) 12pp 43235:170-43235 190 

8710230213 NRC Info N'otce 07 065. "Podab'e Mo sturo/Oans ty Gauges- Receni Inci- 
dents el Porinblo Gauges Qe ng .Rtolen or l.osl." Svc fist end. 

CUNNINGHAM, R E. D.vision ol Industrial & Modioal Nuclear Safety (Post 070729) 
87/10/28. Consohdalod Edison Co. ol New York, inc. 69pp- 43324:139 4 3324-22 7. 

B711040210 Forwards response to each unresolved Mom idontilied duing intogiaicd 
design L'tsp ol ERCtV sys which musi be resolved before resiait of Uni 2 pur 671009 
roriuosi.Pfanl design sound & eddi indapondeni reviews not warranted. 

WrfITE.SA. Tonnesseo Vafoy Aulhonty. 87/10/29. KEPPLER.JG Ofc ol Spocal 
P/Oiecis l38pp 43270:241-43277:016. 

8711130231 Forwards su.Tmary ol 870924 mgl meeting w/u1.l to discuss concerns ro 
ubis hand.i.'ig ol oquipment operability problome & scope of correciivo programs In re- 
sponse lo violations noted in Insp Repis 60 327/87-50 & 50’320/67-50. 

2EC1I.G.G. Region 2. Ole ol Ihe DIrodor. 87/10/30 WHITE, SA Tornossoe Valley 
Aulhoniy 7pp 4335&:260.43355 305 

8711 169082 Ack receipt of 871009 Hr Inlo.'ming NRC ol slaps taken to correct violet ens 
rtoied in Insp Ropts 50.327/87-37 & 60 328/87-37. 

2ECM.GQ Oic of Special Pro|ods. 87/10/30. WHITE.S A. Tennessee Volley Author- 
lly 2pp 43386:086 <13365.087. 

8711130162 Forwards cotraciod covor l‘i for Insp Ropts 50-327/67-55 & 50 328/87-35 
w/ptoviou$iy omiiiod issue date ot 87i0i4 

2ECH.GG Ole el Spec-si Pro)od8. 87/11/02. WHITE, S,A Tennassoo Va'loy Auihor- 
■ly. 2pp 43356:042-43358 046. 

8710290234 NRC Info Notico 87-056, ''Improper Hvbtoj’ic CuiiHOl Unit InslaTallon at 
ewR Plants" Svew enci. 

ROSSf.CE. Division of Opereiionsi Events Assessmoni (Post 670411) S7/I1/04. 
Coneo'idaied Eason Co. ol Now York. Inc. 1 12pp. 43324-228-43324:339. 

87II060I73 Advises that losponso to violoHons.unresolvod iloms & woakressos noted 
in insp Rer^s 50-327/07-52 8 50-320/87-52 will ba submillod by 871 109. 

GRiDLEY.n. Tonnosseo Valioy Auihoi<ly 87/1 1/04 Document Control B.'anch (Oocu- 
fflonl Control Desk) ip 4329fl0t.43202 lOl. 

8711100483 Rusponds to NRC 870929 Ur re vio’Biions noted In Insp Repis 50-327/87- 
60 & 60-328/87-50 Couociivn adions:utii implomonied root cause enalys-e A adher- 
encd lo procedures now lequ rad in Ad/ninisirativo Instruction Al<4. 

SiiCLL.R.H. Tonnessoe VBlioy Aulhoniy. 87/11/04. Oocumoni Control Branch (Docu- 
ment Conuol Desk) 7pp 43344:322<43344:328 

6711110028 nssponds to NRC 871006 luquoal for eddl mfo ro Insp Repis 50-327/07< 
44 5 60<328/87.44 M n wa'I caicuioi'one tor pipe schodulos revised A dosign cnioiia 
for delated analysis ol Ceiogory I piping eve roviscd. 

SHELL.R.H. Tennessee vei'oy Aulhoniy. 87/11/04. Document Control Branch (Docu- 
ment ConirrM Desk] 4pp 43346:274-43346 277 

8711020017 NRC Info Notico 87-067, "LOSS Of Emo/goncy Bcretion Capabl'iiy Ojo to 
N-trogen Gas Intrus'on " Svo l-st onci 

HOSSi.CE Division ol Operational Events Assessmoni (Post 870411). 87/11/06. 
ConsoiUatotl Edison Co. of New York. Inc. 1 16pp. 43355:003-43355:1 10 

6711050040 NRC Comp'iancQ Bulletin 67-002, "Fastener Testing lo Colorinino Con- 
locmanco W/Appl‘ceble Mail Spocs" Svc list end. 

nOSSI.CE. Division el Operational Evanie Assessmoni (Posi 670411). 67/11/06. 
Coneo'idaiod Edison Co. of Nsw York, Inc. 1 10pp. 43397:142-43397:267. 


87112S0026 Notiiicailon of 871124 meeting w/u1il in Golhosda.MD to discuse vllcoite 
rubber insulated cable at plant. 

DONOHEW.J.N. Ole of Special Prolocts. 87/11/19. HtCHARDSON.S.D. Ole of Spe- 
cial Prolecis. 3pp. 43440:306-43446:310. 

8711240177 Forwards final results ol cable tost program for ccncerna Idortlilied in NFtC 
tochnlcat evaluation topi & formally Itansm'as special last Insituctlora.iavr daia 6 as- 
sociated conduit Isometric sketches. 

QRIDLEY.R. Tennessee Volley Authority. 67/1 1 /20. Uocumont Conlroi Brartch (Oocu- 
moni Conlrol Dosk). 3pp. 43440:023-43440:256. 

-8711240184 Rev 0 to Special Test Instruclion STI-31. "DC High Vollt^ Test for Se- 
lected IE Cables W/Potenlial for Cable Puliby Damage Conduit MCiTf^O." 

PLIRI.V.K. Tonnessoe Va'loy Authority. STI-31 ROO. 87/07/22. 200pp. 43440026- 
43440:266. 

8711250136 Informs NRC that schedule lot providing comments on LASL lepl wi4 bo 
submitted alter 871 123 mooting.per JA ZwolinskI 870827 request. 

GRIDLEY.R. Tennessee Valley Authority. 07/ 1 1 /20 Document Conlrol Stanch (Oocu- 
moni Conlrol Desk). 2pp. 43469:166-43469:187. 

8711100014 Trip rept ol 671028-30 site visU lo gather Info from hies to lacihfate updat- 
ing SIMS database. 

KELLY JL Ofc ol Special Pro|ects. 67/11/30. ZWOLINSKI, J.A Ofc ol Special 
PrOieclS. 3pp. 43339;327-43339.329. 


0. Inspection reports, IE Bullailns A correspondence 


8012170482 IE Bulletin 00-26, "Operating ProWerns W/Target Rook Safety- Relief 


vaiwe QL UTTMO, . _ ^ 

* Ofc of Inspection & Enfoicemont, Oksetor (820201-870413). 80/18/18. ConsoBdet- 
ed Edison Co. of New York, Inc. 6pp. 43228-201-43226:205. 


8711160139 Responds to NRC 871002 lir re violations noted in Insp Ropts 50-327/67- 
56 & 60-320/07-56. Corioctivo BCl'ons:Bpproprlalo discip'inary measures given to per- 
eonnol invotvod. 

GRIDLEY.R. Tennossee Val'ey Authority. 87/11/06. Document Control Branch (Oocu- 
moni Conlrol Desk). 6pp. 43365:186-43365:203 

8711200007 Forwards irilegtalocl Dosign Insp Ropts 60 027/07-40 & 50-320/87-40 Pro 
gram weaknessos ro technical adequacy of structural ca'culaticns 
discussed Responso to noted deficloncles & opon items requoslod wiihh 60 days. 
EONETER.S.D. Ofc ol Special Projects. 67/11/06. WHJTEiS A. Tonnossoo Valley Au- 
thority.^ 43407:127-43408027. 

-6711200044 Insp Repis 50'327/87-40 A &0-328/07-48 on 670708 9911. Ooffclenclos 
6 unresavod items notcd.Major areas Inspected, riualily ol design ectivii-es, Including 
mochenicrd sys & components & civil/aiructural & eioclrical power designs. 
SHEWMAKER.H.E. Special Inspection Stanch. IMBRO.E.V. Die ol Special Projecis 
87/10/30 266pp SS-IO?: 132-43408:027 

8711160234 Forwards Insp Repis 50-327/87 69 A 60-328/87-69 on 871019- 21. No vio- 
lations or deviations noted. 

ZECH.Q.G. Ole ol Special Proiects 87/11/09. WHITE.SA. Tennessee Valley Author- 
ity. 43385:140 43365:145. 

-8711160238 Insp Repts 50-327/67-69 A 60-326/87-69 on 8710l9-21.No vIo'aLons or 
dsviabons noiad. Major areas Inspected drawing conlrol A vendor drawing control. 
BELISLE.GA. JULlAN.C.A. Region 2. Ofc of the Director. 67/11/05. 4pp. 43365:142- 
43365:146. 

87III70I02 Hosponds to NRC 870926 lit re violations noted In Insp Repis 50'327/67- 
62 A SI>-320/8/-62.Correc1ive aclions.wa'kdowns will be conduciod for Un 1 1 A future 
FSAR revs wll require re\4ow (or approval.Violailon 67-62-03 denied. 

GRIDLEY.R Tetvtossoo Valley Aulhotily- 87/11/10 Oocumet\l ODrWol Branch (Oocu- 
menl Control Desk). 6&pp. 43382 316-43383:010 
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671 1 170164 Forwards reviS'^d lesponse lo Viola’^ons rioied in Insp Repts 50‘337/67*30 
& 50-328/50-30 Siaiomant explamlng declslonmaMng process in denying Violalion S7- 
30-07 also encl.Corractiva actrpn ba'.loiing will not be used In luiura. 

GRIDLEY.R. Tennessee Valley Aulhonty. 37/1 t/iO. Document Control Branch (Docu- 
ment Control Oes1<i Spp. 433B5;t78'43385:l82. 

6711130261 Forwards Insp Repts 50-327/87-54 & 50-328/87-54 on B70306-090S No 
violelions or devlaiions noted. Two i/nrosol</ed noma re Implementatiot) of conunil- 
menls & adequacy ol ut:l seismic qualification program Idonlfied. 
zeCH.G.G. Ole of Special Prelects 87/11/12. WHITE.S A. Tennessee Valley Author- 
ity. 2pp. 43309:300-43399:325. 

-6711100266 Insp RepJs 50-527/a7-S4 i 50-328/87-64 on 87080S-0S0SNO vioteBcftS 
or deviations notod.Mafor areas inspected: operat'onal safety verif:cBton,iacKidrtg op- 
eielions performance, sys lineups, radiation protoct^n & saleguards. 

JENfSON,K. WCCOY,F.fl OIc Of Special Prolecls 67/11/02. 24pp 43396-302- 
43399:323 

6711090140 NRC Info Notice 67-053, "Continuous Communications Following Emetgerv 
cy Notitlcations." Sve list encl. 

ROSSI.C.E. D.Yision ol Operational Events Assessment (Post 670411) 67/11716. 
Consolidated Edison Co. of New Yoik, Inc. 11 3pp. 43404:1 76-43404i288. 

6711190260 Ack receipt ol utit 671023 |tr Inform’ng NRC of steps takan tocoitoci viola- 
tions noted In Insp Repts 50-327/67-36 6 50-32B/87-36.Rocently Idenilfietl dolicioncy 
In conta/nmeni spray vfHi po addressed sepatetely. 

ZECH,Q Q Ofc Of Special Prolecls. 87/1 1/16 WHITE,S.A Tonnossee VaSey /lulhor- 
ity. 2pp. 43401 034-43401:035. 

6711120027 NRC Into Notice 67-059, ‘ Potential RHR Pump Loss. " Sve let end. 
ROSSI.C.E. Division ol Oporai'onel Events Assessrnonl (Post 870411). 87/11/17. 
Consolidated Edison Co. of New York, Inc. I20pp. 43467:001-43467:121 

6711160207 Forwards Rev 9 lo Surveillance Instruction SI-1 14.1, "ASME Socilon XI In- 
service Insp Program.'' Changes due lo ASME Section XI Codo Classes 1.2 6 3 
boundary reclassiiKtallon allorl. 

QRIOLEY.R. Tennessee Valley Auihority 87/11/17. Document Conlroi Branch (Docu- 
ment Convol Desk). 2pp. 43309:115-43399:298. 

-6711190226 Rev 9 lo SurveH'ance Instruction SI-1 14.1, "ASME Section XI Insenrice 
Insp Program ” Rev corrects deficiencies shown in CAOR CHS670008 & 
CH587aofO, adds punchlist & Incorporates (CF 87-708. 

CRANE.E.O. NOBlES,L.M.. EMRATH.R.M. Tennessee Valley Authority. 87/06/07. 
500pp. 43396:1 16-43399.299. 

8711160006 SuppI 2 to NRC Info Notice 96-106, "OegradaUon ol RCS Pressure Sound- 
ary Resuiung P^rom Sorlq Acid Corrosion " Sve I'sl encl. 

ROSSI.C.E. Division ol Operational Ewonls Assessment (Post 870411). 67/ii/i9 
Consolidated EdisonCo. of New York. inc. Il9pp. 43444.195-43444.314. 

8711260192 Requests exlensionol commitment date lor issuence o' procedure re inter- 
(see guUeftne6,fram 671120 (o I2f5. Procedure will oo issued In response lo insp 
Repts 50-327/97-27 & 50-326/67-27. 

QRIOLEY.R. Tennessee Valley Auihodty. 67/11/20. Document Control 6ren^ (Oocu- 
menl Control Desk), tp. 43460217-43460:2t7. 

67112S0248 Informs that duo data lor response to requosi lor eddi inio re Insp Repts 
50-327/67-55 & 50-326/67-SS extended lo eSUZS.per telcon w/F McCoy. 
QRiOLEV,n. Tennossoo Valiev Aulhority. 67/i 1 /20. Document Control Branch (Docu- 
ment Conlroi Desk). Ip. 434M:14 1 -43460:141. 


R. Periodic operating reports 6 releted correspondence 

8711050129 "Invesllgallon of Impact ol Sequoyah Nuclear Plant on Dissolved Oxygon 
Levels In Chickemauga Reservoir," status rapt lor Apr-Sept 1887.W/67I030 Hr 
BROOKS, RH. Tennessee Valley Aulhority. 67/09/30. STEWART.P.l Tennessee. 
Slate ol. 7pp. 43292 146 43292 162 

6711030406 Submits weekly schedule of TVA actfvlles lor wks ol 871102 6 09-8ched- 
ule wi'l bo updated & Issued each Friday.StafI inpul should be received beloce noon 
on Thursday. 

KELLY.J.L Ole ol Special Projects. 87/10/30. ZWOLINSKI.J A. OIc o< Special 
Ptojecis. 4pp. 432Se'24a-4325B:251. 

6711100356 Forwards schedule of u(il aciivtiles lor wks ol 871102 6 09. 

KELLY.JL. OIc ol Special Projects. 67/11/06. ZWOLINSKI.J A OIc of Special 
ProSecta. 4pp. 43340:283-43340.268. 

6711200066 Submits weekly schedu'eol TVA acUvites for wksol 671 116 6 23. 

KELLY,J L. Ofc ol Special Projects 67/11/13. 2ECH.G.G. Ofo ol Special Prolecls 
4pp. 43400:073-40408.076. 

6711240270 Forwards weekly scheduled TVA acllvliles (or wks ol 671123 6 30. 

KELLY, J.L. OIc of Special Projects. 67/11/20. 2ECH.G.O. Ofc of Special Prolecls. 
4pp. 43446:098-43446:099. 


S. Reportable occurrences, LERi 6 related correspondence 

671 1020197 Documents 871020 lelcon w/ul-l re Unit 2 circuit breaker pole aluit wa.’d 
failure. 

HOOD,O.S Project Oireclorale 11-3. 87/10/23. Project Olrecloraie 11-3. 4pp. 
43238:351-43238-355. 

6711020356 LER 87-0S6-00:on 370926, diesel generator 2B-B Inadvertently slarled duo 
lo personnel failure to render generator inoperable prior lo pulling fuses.Gaused by 
Inadequate preplanning of work lo be pertormed.W/e71023 Ur. 

NAIK,JA., NOBLES.LM. Tennessee Valley Aulhonty. 87/10/23. 4pp. 43236:264- 
43238'287. 

8711020251 LER B7-046-00:on 670422,3 ol 16 conductors considered worst- case verti- 
cal drop cables iaied higb-polendal lest Lab testing found sitlcone rubber cables more 
susc^teble to impact damage.Rool cause unknown.w/671028 Hr. 

LONG.J.L, NOBLES.LM. Tennessee Valley Aulhorlly. 87/10/26. 4pp. 43234:^8- 
43234:212. 


8711060283 Special Repl 87-t4:on 671002.control room nolllied that Penetration Fire 
Barrier Broach Perm.ts 5156,5156 8 5157 would not bo closed within required 7-day 
diaaHonol Tech Spec 3.7.t2.Ceu90d by timo required lo replace Door C-37. 
f^BLES.L.M. Tennessee Valley Aulhonty. 67/11/03. Document Control Branch (Ooc- 
umonl Corttrol Desk). 3pp. 43303:t69'43j03:170. 

8711130119 Spocisl Root 67-t5'on 87 1006, lire breach permit lor fire door exceeded 7- 
day Tmil allowr^ by Tech Spoc.Caused by failure to complete required asbestos re- 
moval work by duo dalo.Ftro door restored to functional status. 

NOQLES.t.M. Tennessee Valley Authority. 87/11/05. Document Conlroi Branch (Doc- 
ument Control DoskJ. 2pp. 43357:2 19-43457:220. 

071(170277 Spocisl RopI 67-16.00 67f006 & IQ, tiro beach permit for Fire Doors A-71 & 
A-72 axceoo^sd 7 day Tech Spoch lim-l.Caused by wet layup of conlalnmenl spray 
HXs 2A & 28 work not being completed In 7 days. 

NOBLfS.L.M. Tennessee Valley Aulhority. 87/11/06. Document Control Branch (Doc- 
ument Control Desk] 3pp 43384;092-43384:094. 

0711100033 LER 07-045-00:on a7t009.d'Scovorod that potential failure of non-class IE 
speed awitchos could render safety grade ERCW inoporable.Caused by Inadequate 
oesgn control process In place at time ERCW traveling screens upgraded.W/671ttt 

111 . 

KtLQOnE.B E.. NOBLES.L.M. Tennessee Valley Aulhority. 87/11/06. 4pp. 43395:323- 
43395:326. 

8711200267 Special Rept 87-lB:on 671015, live broached const sleeve seals exceeded 
7 days aJIowad for nonlunciional lire barrier ponetratlons.Caused by managerial decl- 
eion lo open sleeve seals. Sleeve seals anticipated to be closed on 871219. 
NOBLES.L.M. Tennessee Valley Aulhortly. 67/11/12. Document Conlroi Branch (Doc- 
umarU Control Desk). 2pp. 43413:164-43413:155. 

9711230193 LER 87-064-00on 8710l3,five piping spool pieces used during Siege II 
Hood ptoparebon plan do not fit propsrIy.CfBusod by piping orientation changosJnsp 
mado.^iool pieces wilt be modified by Baoi01.W/67ll12 Hr. 

NAIK.J.A, NOBLES.LM. Tennessee Valley Aulhority. 67/11/12. 4pp. 43421:147- 
43421.160. 

0711300086 LER 07D86DI>on 671022,deiermln8d that component cooling water sys 
((X;W& pump seal leakage could deplete CCWS water Inventory In 52 h following 
LOCA.Causea by lack ol analys's on leakage rales.Procodutes will be rsvIsed.W/ 
671110111. 

MEAOE.KE. SMITII.SJ. Tennosaeo Valloy Authority. 87/11/19. 4pp. 43473:090- 
«I3473;I02 

8711300107 LER e7-06e-00.on 87i027,discovored Ihsl Tech Spec surveillance intsivel 
exceeded due lo dele sheet missing Irom completed surveillance instruction.Caused 

a persortnoi orroi.Porsonnel counseled Procedure revlsed.W/e7i 1 19 lit. 

lQORE.O.E., SMiTH.S J. Tonnossee Valley Authority. 67/11/19. 4pp. 43472.35B- 
43472:361. 

07ff31M1i9 LER 67-067-0Oon e7t027,monilor lank dilucfon (low na( verlffed during 
•quid ofHuoni reiease.Ceused by trainee failure lo follow procedure while performing 
batch release. Personnel involved coun8eiod.W/67U16 Hr. 

KILQC^E.Ft.E.. SMITH.SJ. Tonnosseo Valloy Authority. 67/11/19. 4pp. 43465:055- 
43405056. 

0711300165 LER 67-044-01:00 e70724,iioodinQ offecis of moderate energy line breaks 
noi edoquately ariaiyred.Causod by inadequate communication between analyst & sys 
er)gir>eer.Acii^ iskon lo minimbe impact of energy line breaka.W/67lliB Itr. 
MEAOE.K.E.. SMITH.SJ Tennessee Valley Authority. 87/11/19. 4pp. 43469:356- 
43469 358 

0711300206 Spec’ai Repl 67-t9:on 871025, discovered suspended celling In operations 
locker room damaged lendorlng fire barrier nontunctlonal-Caused by employees slop- 
pingw ceilirm Roving lire wsicn eslabllshod until ceiling repaired. 

SkWI.S.J. Tennessee Valloy AulhoriN. 87/11/10. Document Conlroi Branch (Docu- 
•neol Control Desk). 2pp. 43471:360-43471:361. 

0711300263 LER 67-070'00:on 671021, d-scovered voltage regulator problem on emer- 
gency diesel generator 2A-A Caused by Installation of defective component. Defeclivo 
voHarc leguialor repslied.W/ 671 120 Hr. 

LONO.J.L.. SMITH.5.J. Tennessee Valley Authority. 87/11/19. 4pp. 43465:069- 
43465 092 
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f. Security, medical, emergency A fire protection plans 

07110^)046 Rovised emergency plan implementing procedures.including Rev 8 lo IP-2, 
"Operations Duty Specialist Procedure for Notilicalion of Unusual Event" & Rev 0 to 
IP-3, "Operations Duty Specialist Procedure for Alert ..." W/871026 Hr. 

GRIOLEV.R.L. Tonnossee Valley Authority. 87/10/26. 78pp. 43246;279-43246:356. 

6711030613 Forwards salaly evaluation supporting util 670430 Hr justifying current con- 
ngurabort ol eleclrlcsl splices In annulus trays & 870901 response to NRC 870603 re- 
quest (or addi Info. 

ZV^INSKI,J.A. OIc of Special Projacis. 87/f0/30. WHITE.S.A. Tennessee Valley 
Aulhority. 2pp 43263:155-43263:156 

-0711030523 Safety evaluation concluding that splices within containment annulua con- 
sfsient w/Industry practice & therefore accepleble. 

* OIc of Special Projects. 87/10/30. 2pp. 43263:157-43263:166. 

6711100401 Rev 12 lo Emergency Plan Implementing Procedure IP-1, "Emergency Plan 
OBSalllcalion Logic." W/B71 102 Hr & Rev 33 to Implementing procedures Index. 
WALKEH.J.R., YQUNGBLOOD.T.H., GRiOLEY.R.L. Tennessee Valley Authority. 87/ 
11/02. 9pp. 43346-005 43346:012. 

0711240109 Revised central emergency control efr (mplemendng procedures.incfuding 
Rev 9 10 iP-2. "Operations Duty Specialist Proced^ure for Notification of Unususl 
Event" & Rev 9 to IP-3, "Operations Duty ..." W/871 1 10 Itr. 

AOKINS.T.E. Tennessee Valley Authority. 87/tt/10. 26pp. 43430:297-43430:321. 
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8711190281 Forwards tnsp RepIS 50-327/87-5<1 & 50-328/87-S4 on B70e06-0905.No 
violations or doviatlons notod.Two unresolved itoms ro rmplomentalion ol commit* 
moots & adoguacy of util seismic qualiNcalion program Idcntifiod. 

ZECH.G.Q. Otc ol Special Prolocia. 87/11/12. WHITE.S A. Tennessee Valley Author* 
ity. 2pp. 43399;3OO*43390;325. 

-871 1 190289 insp RepIs 50-327/07-54 & 50 328/87*54 on 870806-0905 No vitfaiions 
or deviations noted. Major areas inspected: operational safety vorllicaiion.includng op* 
orations performance, sys lineups, rad'ation protection & saloguards. 

JENISON,K. Ole of Special Piojocta. 07/11 /02. 24pp. 43399:302*43399.325 

8711190123 Discusses componsatorv measures Initialed until design ctiangos lor dloset 
generator bldg sprinkler & standpipe sys fully Implomoniod. Second waior soppSy l rie 
to bldg will be completed 6 months after tjn4 2.CyclQ 3 rofuel.ng outage. 

GRIOCEY.R. Tonnessoa Valley Autbotlty. 87/11/17. Oocureont Control BianchtDocu- 
mont Control Dosk). 3pp. 43307:093 <13397:100. 

8711240172 Summari 2 es 671020 telcon between NRC & util ro two brokart l>llot wolds 
on pole shaft assembly of circuit broakor that enoigizos emorgoncy tiro piotochort 

ra s for lacitily. Photographs aitachod to 070710 momo to NRC end. 

3,0. Project Oirocioraio 11-3. 87/11/18. Projoci DiroCloralC 11-3. 7pp 4344S:tS1* 
43445:157. 

6711300126 Forwards response to JA Zwollnskl 871008 let requesting addi into on mls- 
cellanoous amends/search requirements tel In 661126 physical secunty/conlingoncy 
plan. Enel withheld (ref t0CFR73.2l). 

GRIOLEY,R.L. Tennessee Valley Aulhorlly. 07/11/23 Document Control Branch 
(Document Control Desk). 2pp. 43467:323-43487:324. 

8711300260 Forwards supplementary summary panea for Rev t7 to physical socunly/ 
contingency plan, per 67i029 tolcon. Pages provided as replacement to pagos irans- 
m.iied w/i0cFR50.S4(p) submiliel on 070021 Pagoa wlllihold (ref I0CFR73.21). 
GRIOLEV.R.L Tennessee Valley Authority. 07/11/23 OocumonI Conhei Branch 
(Document Control Desk) 2pp. 43465;132-43485.133. 


0. Adjudicatory correspondence 

8711260107 Rosponda to 070631 Itr ro security el national & local level at faci.’illos.NRC 
concluded that no aubsianiial health & satety issues that would warrant suspension or 
revocation of any license or permit lor facilities. 

ZECH.LW. Commlaslonora. 87/10/27. ClINTON.B. Arkansas. Stato ol. 6pp. 
43461:356-43462.002. 

-8711250144 Addresses sorlous problems te erosion of public cani<donco in ab4iy oi 
NRC 10 astoguord public adequately from dangers of nudooi power plant acodonis. 
CLINTON.B. Alaska, Stale ol. 87/00/31. LANOO.L.W. Commissioners. 2pp. 
43462 001*43462.002. 


P. Operating license stage documenie 6 correspondence 

8710080441 Forwards response to GenailoLir 87*12. "Loss ol RHD White RCS Psrua*iv 
Filled.'' Reeponse provides discussion on operation or planned oporation of plants 
during periialiy iiiieJ KCS condition 

QRlOLEY.R. tennossoo Valley Authority. 87/10/02. Document Control Srenen (Oocu- 
meni Control Desk). 3Spp. 43277;017-43277:070. 

-8711040337 Rov 38 lo Sys Operating Instruction SOi-66.1. "RCS." 

QREWER.C.O. Tennossoo Valley Aulhofily. 87/06/24. lOpP- 43277:053'43277:07l>. 

-8711040340 Rov 40 to Sys Opoiatlna Instruction SOI*74,1, ‘'RtlR Sys." 

OEWEESE.C.E Tennossoo Valley Authority. 87/08/29. t2pp 43277:071*43277.002 

-6711040345 Rov 4 to Surveillance Instruction SI 673, ''PCS Level Vorlficalion Using 
Sight Glass or Tygon Hoso." 

ANTHONY.J.M Tennessee Valley Aulhonty. 07/09/15. tOpp. 43277:083-43277092. 

-8711040346 Rev B to Abnormal Operating Instruction AOM4. "Loss oi RHR Shut- 
down Cooling " 

WALKER.J.Fr. Tonnossoe Valley Aulhorlly. 85/05/1 7. 149pp. 43277:003-43277:241. 

-6711040352 ''Sequoyah Nuclear Plant Sleam Generator Reactor Coolant Spi4s ol 
870120 8 0201.'' 

• Tennossoo Valley Aulhorlly. I-ST-OI-SON. 87/02/01. 38pp. 43277:242*43277.270 

8711020427 Remits foe lor NRC roview of one-llmo exemption to 2-yi frequency ro- 
quiroments tor Type 8 8 C losling for plants, per NRC 671014 lir. 

GRIDLEY.R. Tennessee Valley Aulhorlly. 87/10/20. UIGGS.H.M. Division of Accourit- 
Ing 8 Finance (Post 870413). 2pp. 43234.093 43234 094. 

6711020184 Forwards Amends 61 8 53 to Licenses OPR*77 & DPR.79. roepeclweiy 8 
safety evaluatipn.Amonds change Tech Spec Table 3.8*2,deleling refs to motor-opor- 
aled valves w/ bypassed thermal overload devices. 

ZWOLINSKLJ.A. Ole ol Special Projects. 87/10/22. WHITE.S A Tennessee Valioy 
Authority. 3pp. 43239:332.<I3239 355. 

-8711020190 Amends 61 8 53 lo Licenses DPR.77 8 OPR*70,ro^ectlv&ly. deiotlno 
three categories ol molor-oporated valves from Tech Spec Table 3 8-2. 
ZWOLINSKI.J.A. Ole ol Special Projects. 87/10/22. 17pp. 43239.335-43239:351. 

-8711020194 Selety evaluation supporting Amends 61 8 S3 lo Licenses OPR-77 8 
(3Pfl-79, respectively. 

’ Ollice of Nuclear Reactor Regulation. Director (Post 870411). 87/10/22. 4pp. 
43239:352-43239:355. 

0711020064 Forwards safely ovaluailon supporting util 850818.860606, 
1117,1212,670702 8 0814 requests lor relief from Inservice testing program tor cestpri 
ol plant w/lour excopllons.ORNL technical evaluation repl also end. 

ZWOLlNSKI,J.A. Olc ol Special Projects. 67/10/23. WrilTE.S A. Tennessee Valley 
Authority. 3pp. 43240:141*43240:177. 

-8711020081 Safely evaluation supporting 21 rellel requests.w/lour excapbons.fnMn 
ASME Boiler 8 Pressure Vessel Code,Section*IX,re Inservice testing program o( 
pumps 8 valves. 

^ Olc of Special Projecls. 87/10/23. 3pp. 43240:144-43240:146. 


-8711020102 ''Requeats lor Railel.Pump 8 Ve1ve Inservlco Testing Program. Sequoyah 
Nuclear Plant.Urtils 1 8 2," technical evaluation root. 

MURPIIV.G. Oak Ridge Nsilonel Laboratory. FIN F-0001. 67/09/10. NRC • No Oe* 
la'led Afidiailon Given 3lpp. 43240.147-43240:177. 

8711030257 Forwards four eng'noonng subcalogory ropts addressing omployao con- 
cerns special program Repis ccmpleted final review by sonlor review panel 8 employ- 
ee concern task group mgt. 

RUSSELL.JR Tonnessoo Valley Avihonty. 67/10/28. Documoni Control Branch 
(Document Control Desk). 5pp. 43247:011-43247 282. 

-8711030273 Rov 3 to TVA En^'oyea Concerns Speclol Program Subcalogory Repl for 
Englneerirn 20600, "As Built Rocond'ialon " 

TBANEJ.t; Tennessee Valley Authority. 87/10/26. 54pp. 43247:016-43247:069. 

-8/11030293 Rev 3 to TVA Employoa Concerns Special Program Subcalogory RopI for 
Ettg'noodng. "Support Design Gonoral" 

PANGA Tennessee Val/oy Authority. 87/10/26. 64pp. 43247:070-43247:152. 

-871 1030289 Rev 2 lo TVA Employee Concorns Special Program Subcategory Repl lor 
Engineadng 24200. "Elecincal Separation.'' 

RUSSELL.Jfl Tonnassoa Valley Authority 87/10/26 r>2pp. 43247:153-43247:205. 

-87t103C293 Rev 2 lo WA Etv^jloyeo Contorns Special Piogiam SuPcaieooiy Ropt lO' 
Engir^eering 25000, 'Civii/Slructural Design (21600) 8 Pipe Whip Restromt Design 
(22700)'- 

nUSSELL^R TonnoSEOa Val'oy Authority 87/10/26 77pp. 43247:200-43247:282. 

8711030336 lAlorms that Util did noi compleio commllment discussod In 870522 Hr re 
ongb>eo(ing change notice dosooul 8 FsAR updates by scheduled dato.Comniiimoni 
■ale due lo irtcoircet linhsgo to 670930 roquiromsni lor issuance ol NEP-6.6. 
GRiOLEY.R Tennossoo vatloy Aulhonty. t)7/ 10/29. Document Control Branch (Dpeu- 
mottl Control 13osk). 2pp. 43252.096-43252 097 

9711050214 Forwards Amends 62 8 64 to Licenses DPR-77 & DPR-76, rospoctively 8 
<uiloty eva'ueiion Amends doleie Limiling Condition (or Operation 3.3.36, "Chionne 
Qeiecltort Sys" & sssoclalod survolllance leguiromants 8 bases. 

2WOLINSKI.JA Olc el Special Pfojooie. 07/10/30 white, S.A Tennessee Vailoy 
Aultywily 4pp 43300 042-'j3300'065 

-8711OS02I9 Amends 62 8 54 to Licongos OPR*77 d DPR-TD.foapeciivoly. dototing 
limiling Condt^ tor Opeialion 3 3.3.6, "Chlorine OotecHon Sys" 8 sssoclalod sur- 
ven&nco roquVemenis & bases. 

ZWOLINSKI.J A. Olc ol Special Projecis 67/10/30. lepp. 43300.046-43300:063. 

-^71105022$ Safely ova'ueiien supporting Amends 62 d 54 to Licenses OPn*77 & 
0Pn-79.ra8peeiiveiy. 

* Olc of Social Proieels. 97/10/30. 2pp. 43300.054.43300.065. 

8711030399 Forwards saieiy ovo'uaiion ra utii juslilicatlon (or calculalod motor-drlvon 
euniiary loodwaior pump operebiiity.Justilicoiien eccopiebto 8 procodu'oa aufficlent 
(or Mode 3 w/o any decrease in plant aalety . 

ZWOLINSKIJ.A. Ctfc ot Special Projects- 67/11/02. WHITE, S.A Tennessee Vel'ey 
Avinordy 3pp. 43250:042-43266:047. 

-8711030411 Safety evaluation suppoiiing utii juslilicaiion lor caleuiaiod tnoloi-drivon 
euxihOfy toedwntei pump oporobliity. 

’ Olc of Special nrojects. 87/1 l/OP. 3pp 43259:045-4 3266 047. 

8711100023 Forwards seleiy QveluOlion re uM 671012 roquosi lhal two* loop RHR sys 
bo made kyooereble ler 24 h In Modo 6 to repair common valve.Roquost acceptable 
lo render Ri (R sys inoporabie lor up lo 24 h In Mode 5. 

2WOLINSKIJA Olc or Special Projocls 67/11/02. WHITE.S.A. Tonnossee Volley 
Aulhonty. 43338 339 43336:346. 

-8711100029 Saloly evalustien suppotling util loquosl that RHR sys bo Inoperablo for 
24 h In Mode 5 in order to repair commort valve. 

* Olc ot Special Projocls. 67n l702. Bpp. 43330341.43336.346. 

67II10043I Generic Lit 67*16 lo all holders of CPs lor nuclear power plants ro policy 
staicmeni on dolorrod plants 5vc list onci. 

MIRAGLIA.F J. Associate D.reclor for Projecls (Post 87041 1). 67/1 1/04. Conso'klalod 
Ed-son Co ol Now York. Inc 46pp 4349200 1 -43402 046. 

8711240188 Forwards TVA Employee Concerns Special Program Repis 241.3(B), 
"Cable Torinnaiion 8 Sp'icing" 8 22400. "Raceway Support Design." 

RUSSELL.J.R. Tennessee Vailoy Aulhorlly. 87/11/05. Document Control Branch 
(Documoni Corlrol Desk). 3pp. 43444:140-43444:194 

-87H240213 Rev 1 to TVA Employoe Concorns Special Progrom Soquoyah Element 
n^l 241.3(B). "Cable Termination d Sp’Icing.No Megger Test on Low Voltage 

* Tennessee Vailoy Aulhonty. 241 3{Q) ROt. 87/10/28. epp. 43444:143*43444:160. 

-6711240226 Rev 2 to TVA Employee Concerrjs Special Program Subcategoiy for Engl* 
neering Root 234(}0, "Racoway Support Design." 

MCJNLiTT.G. JOYCE, J.W. Tennessee Valley Authority. 22400 R02. 87/10/29. 35pp. 
43444:161-43444:194. 

8711109382 Nolitlcatfon of 871123 meoling w/uMs.LASL.ANL 6 Wostinghousa In 
Beihesda.MD lo discuss LASL comments on Wostinghouso revised LOTTC-3 drain 
ITow heat Iransfer models for main steam Lne break enaiys'e inside conlainrnanl. 
AULUCK.R. Olc ol Special Projocls. 87/11/08. ZWOLINSKI.J.A. Olc ol Special 
Prr^S. 7pp. 43342:197-43342:263. 

9711170145 Applicaiion for amends lo Licenses OPR-77 d OPR-76, consisling ol Tech 
Spec Change 07-42,adding three active motor-operated valvas to Table 3.6.2 Fee 
paid 

GHlDbEYJt. Tennessee VaHey Aulhorlly, 87/ 1 1/10. Document Control Branch IDocu- 
meni Control Desk). 2pp. 43381 :0&6.433B1:074. 

^711170149 Proposed Tech Spec Change 87-42, adding three active motor- operated 
valvee lo Table 3.6-2. 

* Tenryessee Valley Authority. 67/1 1/10. 7pp. 43381.066-43381:974. 



0711330221 Discusses cable lest program developed b/ utl to address stall concerns 
re cable Installation practices.per NRC 070309 requesl.Based on resulta of tests 
conducled.util has adeaealely’ demonstrated Integnty o1 cables In plant. 

KEPPLERJ.Q Ofc of Special Proiecte. 87/11/13. WHITE.S.A. Tennessee Vafey Au- 
thority. 3pp. 43426.006-43426 000. 

0711100129 Fcmvards revised Table A rellecUng addition of ERCW Iravollng scroon 
wash pumps to inservice lest program, associated roqueals lor Rellof PV-P? & ist of 
commiiinents lor revlew.SER addressing change requested. 

GRIDLEY.R. Tennessee Valley Aulhonty. 07/11/17. Oocumenl ConUoE Branch (Docu- 
ment Control Desk). 9pp- 43397;363.43397:361. 

8711190174 Surnmanres egroements reached during 070001 maoting & 071029 & 30 
discussions w/NRC re document revs to Restart Criteria CEBCl-ct.OO for hgoroue 
analysis piping. 

GRIDLEY.R. Tennessee Valley Authority. 07/11/17. Oocumenl Control Btench (Docu- 
ment Control Desk). 3pp. 43400:t61-43400:1&3. 

8711190223 Forwards addi info re plant (use replacement program, associalod w/LKlIe- 
fuse Flas-5 fuse laitures ol Lots 2 & 3. per 071002 request. 

GRIDLEY.R. Tennessee Valley Authority 07/11/17. Documanl Control Branch (Doc«t- 
meni Control Desk). 7pp. 43390.046-43368:101 

•>0711190230 “Elevated Temp Test Repi & Mechanical Pull Test RopI tor LHieituse 
Flas 6.5 AMP Fuses Lot 2.3.4 0 6." 

WORMSLEY.JA-. JONES.W.Q.. RAGSDAIE.J B Tennessee Valley Aotboniy. 07/10/ 
13. 9pp. 43398:053-43398:061. 

-0711190235 "Sequoyah Nuclear Plant Liftleluse Type Flas 05 Fuses Predicied Svc 
Ufa." 

• Tennessee Valley Authority. SME-MET-87-901 07/09/28. 30pp. 43396 062- 
43390 091. 

-8711190237 “Temp Measurement Rept for Long-Term Cuirenl Tost on Ulilefuse.Flaa- 
6,5 Amp Fuses." 

WORMSLEY J A, JONES.W.G., RAGSOALE.J B Tennessee Valley Aulhonty. 87/10/ 
Ot. 10pp. 43388.092-43396:101. 

0711200360 Application lor amends to Licenses OPR-77 0 DPR-79, consisting ol Toch 
Spec Change 67-40,revlaing Tech Specs to change auxiliary leedwator suction pres- 
sure-low trip setpoint & ellowable value lor turbine-driven pump Fee paid. 

GRIOLEY.n. Tennessee VaHey Authority. 07/1 1/17. Document Conirel Branch (Docu- 
ment Coniiol OesM- 2pp. 43410:200-43411 0S1. 

-8711200309 Proposed Tech Specs.revising aunliary leedwaier suction pressure low 
Idp setpoint & allowable value of Table 3.3-4 lor lurbmo driven pump.Supportlng docu- 
mentaiion encL 

’ Tennessee Valley Authoitty. 87/11/17. IbOpp. 434l0270-434it:CSf. 

0711240163 Forwards listing ol engineering subcstegory repts addressing conceros lor 
smptq/ae concerns spocral program A me enoinoeilng subcategory repis.inciud'ng 
TVA Employe Concerns Special Program Rapt 20600 re human factors 
RUSSELL, J.R. Tennessee VsHey Authority 07/it/t7. Document Control Stench 
{Document Control Desk). 6pp. 43443 .027-43444:033. 

-6711240169 Rev 3 to TVA Employee Concerns Special Progrem Subceiegofy Repi tor 
Engineering 20800, "Humen Fsctors." 

• Tennessee Vairey Authoniy. 20600 fl03 67/11/10. SSpp 43443 032-43443:126. 

-6711240199 Rev 3 to TVA Ernpipyee Concerns Special Program Subcsiogory Repi lor 
Engineering 21000, "Environ Oualilicaiion." 

• Tennessee Vairey Authority. 21000 R03. 07/1 1/10. 49pp. 43443:126 43443.174. 

-0711240170 Rev 2 to TVA Employee Concerns Speclel Program Subcetegory Rept (or 
Engineering 21300, "Electrical Tesbng & Planning " 

JOYCe,J.W. Tennessee VaHey Authority. 21300 R02. 87/tt/lO. 69pp 43443 176- 
43443243 

-0711240105 Rev 3 to TVA Employee Concerns Spec>el Program Subcategory Rept lor 
Engineering 22900, "Seismic Inleiactlon Oeslgn." 

JOYCE.J.VV. Tennessee Valley Authority 22900 R03. 67/11/10. 81pp. 43443 244- 
43443.324. 

-8711240194 Rev 3 to TVA Employee Concerns Special Program Subcetegory Rept for 
Engineering 23000, "HVAC Design," 

JOYCE.J.W. Tenttessee Valley Authority. 23000 R03. 67/11/10. 70pp. 43443 326- 
43444:033. 

0711260020 Notification ol 871124 meeting w/ulll In Beihesda,MD to dlKUSS siKcorse 
rubber insulated cable at plant. 

OONOHEW,J N. Olo Ol Special Projects 97/11/19. RICHAROSON.8.0. Oio ol Spe- 
cial Prolacla. 3pp. 43440:300-43440.310. 

8711240177 Forwards final results ol cable test prograrn for concerns Ideniitiedin NRC 
technical evaluation root 6 formally transmits special lest fnsiruclions.raw data 6 ae- 
sodated conduit Isometric sketches. 

QRIOLEY.R. Tennessee Valley Authority. 87/1 1/20. Document Control Branch (Oocu- 
menf Coni/oi Desk). 3pp. 43440.023-43440:256. 

-6711240164 Rev 0 to Special Test Instruction STI-31. "DC High Voltage Test lor So- 
lecled IE Cables W/Potential lor Cable Puilby Damage Conduit MC1732B." 

PURI.V.K. Tennessee Valley Authority. STf-31 ROC. 07/07/22. 200pp. 43440.026- 
43440:266. 

8711260136 tnloima NRC that schedule lor providing comments on LASL rept vrih be 
submitted alter 671123 meellng.per JA Zwollnskl 870827 request. 

GRIOLEY,R. Tennessee Valley Aulhonty. 67/ 1 1 /2l>. Document Control Branch (Oocu- 
menl Control Desk). 2pp. 43469:186-43466:167. 

6711100014 Trip rept ol 071028-30 site visit lo gather Info from files to ladlltafo updat- 
ing SIMS database. 

KELLY,J.L. Ofo or Speclel Projects. 87/11/30. ZWOLINSKI.J.A. Ofo Of Special 
Projects. 3pp. 43339.327-43336:329. 


O. i^^}ectlon reports, IE Bulletins & correspondence 

0012170462 IE Qullekn 00-26, “Operating Problems W/Targel Rock Safety- Relief 
Valves at BWRs " 

* Ofo of Inspection & Eoloicemont. Director (B2020I-670413). 60/12/19. Consolidat- 
ed Edison Co. ol Now York, Inc. 6pp. 43226:201-43226:205. 

6306110473 IE Into Notice 83-39, "FaiVre ol Saloly/Rellel Valves to Open el 8V/Rs ■ 
Interim n<ml" 

JORDAN.E.L. D.v Ol Emorgoncy Preparedness & Engineering Response, IE(050212- 
670413J. 03/00/17. Consolidated Edison Co. ol Now York, Inc. 2pp. 43226.206- 
43226 207. 

6711020623 Responds to observations idonllfled during exit meeting In advance ol re- 
ceiving Insp Repts 50-327/67-31 & 60-320/87-31. Corrective eclians:polonlial generic 
cond.bon evaluation roquosi 6onl lo plants & evaluations still ongoing. 

GRIDLEY.R. Tennessee Valley Authority. 87/10/27. Oocumenl Confrol Branch (Docu- 
ment Control Desk). 12pp. 43236:170-43235:190. 

8710230213 NRC Info Notice 07-065, "Portable Molsturo/Donsity Gauges: Recent Inci- 
dents of Porlebla Gauges Being Stolon or Lost " Svc list end. 

CUNNINGHAM.R E. dWision ot Industhal & Modical Nuclear Safely (Post 670729). 
67/10/28. Consolidated Edison Co. ol New York, Inc. 00pp. 43324:139-43324:227. 

0711040210 Forwards response to each unresolved Item idonliilod during Integrelod 
design insp of ERCW sys which must be lo&otved before restart ol Unit 2. per 871009 
roquest.Plant design sound & addi Independent reviews not warranted. 

WHfTf.SA Tennessee Valley Authority. 87/10/20. KEPPLER.J.G. Ofc of Special 
ProjOCIS. 136pp. 43278:241-43277:010. 

8711130231 Forwards eummaiy ol 870924 mgl mooting w/ulil to discuss concerns ro 
uUs handing of oquipmonl operability problems & scope ol coirecllve programs In re- 
sponse to violations noted in Insp Ropts 50-327/07-50 & 60-320/87-50. 

ZECH.G.O. nr^lon 2. Ole ol the Director. 67/10/30. WHITE,8A. Tonnossee Valley 
Authority 7pp. 43356:269-43355:305. 

8711160082 Ack receipt ol 871009 Hr Informing NRC ol stops taken to correct vlolndcns 
noted In Insp Repts 50-327/07-37 & 50-320/07-37. 

2ECH.Q.O. Olc Ol Special Projects. 67/10/30. WHITE, S.A. Tennessee Valley Author- 
ity. 2pp. 43365.0B6 43365:007. 

8711130182 Forwards corroded cover Itr lor Insp Repts 50-327/67-55 & 60-328/67'6S 
w/pcoviously omitted isduo dale of 071014. 

ZECH.G.O. Olc ol Spocial Project s. 07/11/02. WHITE,S A. Tonnessoe Valley Author- 
ity 2pp. 43366.042 43356 040, 

8710290234 NRC Into Notico 67-056, "Improper Hydraulic Control Unit insiallaiion ai 
BWR Plants “ Svc list end. 

ROSSi.CE Oivision of Oporaiionai Events Assessment (Post 670411). B7/n/04. 
Consohdaisd Edison Co. of Now York. inc. i t2pp. 43324:226-43324:33B. 

0711060173 Advisos that fosponse to vioisHons, unresolved items & weaknesses noted 
In Insp Roots 50-327/07-52 & 50-320/07-62 will be submitted by 071 106. 

GRIDLEY.R. Tsnnessoo Vaiioy Authority. 67/11/04. Document Control Branch (Ooou- 
mem Control Desk). Ip. 432O2:1O1-43202:IO1. 

8711100493 Responds to NRC 070029 Hr re vloloHons noted In Insp Repts SO-327/07- 
SO & 60-320/07-60 Corroeiivo actions util tmplomonied root cause analysis & adher- 
onco 10 proceduies i^ew required In Adminisliaiive fnsituctron AI-4. 

SHEIL.H.H Tennessee valley Aulhonty. B7/1 1/04. Oocumenl Control Branch (Oocu- 
mem Control Desk) 7pp 43344 322-43344:320. 

0711110029 Responds to NRC 071006 request tor addi Into ro Insp Repts 60-327/07- 
44 S 5O'320/07-44.Mln wall calculations tor pipe schedules revised & design criteria 
lot detevod analysis ol Category i piping sys revised. 

ShELI.R.H. Tonnessae Valley Aulhotity. 87/11/04. Document Conirol Branch (Oocu- 
mem ^nbol Desk) 4pp. 43345:274-43346:277. 

0711020017 NRC Info Nollco 87-057, "Loss of Emergency Boration Capability Due to 
Nitrogen Qae Intrusion." Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 87/11/00. 
Consotidsled Ed>9on Co. of Now York, Inc. 1 16pp. 43355:003-43355:119. 

0711060040 NRC Compliance Bulletin 67-002, "Fasionor Testing to Determine Con- 
formance W/Applcable Mali Specs." Svc list oncL 

ROSSI.CE Ovision of Oporaiionai Events Assessment (Post 870411). 67/11/06. 
ConsoSdated Edison Co. ol Now York. Inc 1 16pp. 43387:142-43367:267. 

8711180139 Responds to NRC 671002 Itr re violations noted In Insp Repts 60-327/67- 
56 S 60-326/87-56 Corrective acllons:approprlate disclplmary measures given lo por- 
sonnoi Involved. 

OR!(X£Y,R, Tonnossoa Volloy Authority. 07/11/06. Document Conirol Branch (Oocu- 
met*l Conirol Desk). 8pp. 43365: 1 96-43365:203. 

8711200007 Forwards Integrated Design Insp Repts 60 327/67-40 & S0-326/87-48.Pro- 

S am weaknesses ro technical adequacy ol structural calculations 

scussed. Response to noted deficiencies & open Hems requested within 60 days. 
EBNEreR.S.D. Olc of Special Projects. 37/11/06. WHITE.S.A. Tennessee Valley Au- 
thority. 5pp. 43407:127-43408 027. 

-8711200044 Insp Repts 50-327/e7-48 & 60-320/67.48 on 870706-0911. Delidencles 
& unresolved Hems noted. Major aroas Inspected Quality of design aclivltles.including 
mechanical aya 8 components & civll/slructurai & electrical power designs. 
SHEWMAKER.R.E. Spocial inspection Branch. IMBRO.E.V. Olo of Special Projeds. 
07/10/30. 256pp. 43407: 132-43408.027. 

8711160234 Forwards Insp Ropts 50-327/87-69 & 50-328/87-69 on 871019- 21. No vlo- 
Islions or devlslions noted. 

ZECH.G.O. Olo ol Special Projects. 87/11/09. WHITE.S.A. Tennessee Valley Author- 
ity.^ 43365:140-43305:145 

-8711160230 Insp Repts 60-327/67-69 & 60-320/67-69 on 871019-21. No violations or 
deiriations noted. Major areas in8pected:drawlng control & vendor drawing conirol. 
BELiSLE.G.A., JULIAN, C.A. Region 2. Ofc ol ine Director. 07/11/05. 4pp. 43365:142- 
43385:146. 



DOCKETED ITEMS 97 


6711170102 Responds to NRC 670025 IK re violations noted In Insp Repls 50-327/67- 
52 & 60-328/6/-S2.Correciive actions welkdowns will be conducted ior Unit I & future 
FSAR revs will require review for approval. Violation B7-S2-03 denied. 

GRIOLEY.R. Tennessee Valley Authority. 87/11/10. Document Control Brartch (Oocu- 
menl Control Desk). 5Spp. 43362:316-43383.010. 

6711170164 Forwards revised response to Violations nolod In Insp Repts 60-327/87-30 
& &0-326/50-30.Slatement explelnlno detielonmaklnq process Irt denying Violation 67- 
30-07 also encl.Corroctive action balloting will not bo used In luiure. 

GRIOLEY.R. Tennessee Valley Authority. 87/11/10. Document Conlrot Branch (Docu- 
ment Control Desk). 5pp. 43385:178-43385:182. 

8711190261 Forwards Insp Ropis 50-327/87-64 & 60-320/87-54 on e70606-0905.No 
violaiions or deviations noted. Two unresolved Items re Implemeniation ol comiiiH- 
manls & adequacy ol util seismic qualification program identthed. 

2ECH.C-G. t^c of Special Prelects. 87/11/12. WHITE, S.A. Tennessee V8l>ey Aulhoi- 
Ity. 2pp. 43399:300 43399:325. 

-87 1 1 190289 Insp Ropts 60-327/87-54 & 60-328/87-54 on e70806 0906.No violatfons 
or dovlallona noted. Major aroaa inspected: operational salety venllcation.includirig op- 
erallona performance, ays lineups, radiation protection 6 aale^aids. 

JENISON.K. MCCOY.F.fl. ofc of Special Projecia. 87/11/02 24pp. 43369:302- 
43399:325. 


671130031S LER 07-003 01. on 670l30,flve areas Identilied that d'd not recoivo ASME 
Section XI pressure tost insp during krel period ol program Caused by procedural 
enor.All A6.ME Section XI procedures revlsod.W/671 1 12 Mr. 

MEAOE.K.E., NOBLES.LM. Tonnassoo Valley Aiithorily. 87/1t/l2. 4pp 43417230- 
43417:233. 

6711300206 Special Rapt 87-l9:on 67I02S, discovered suspended celling In operations 
lockof toom damaged lendoiing lire bsulei nonlunciion8t.CQusod by employees step- 
ping on colling. Roving fire waten eslablishad unlil coH'ng repaired. 

SMITH.SJ. Tannassee Valley Authority. 87/11/19. Oocumont Control Branch (Docu- 
manl Control Desk) 2pp. 43471:360-43471:361 


DOCKET 50*329 MIDLAND PLANT, UNIT 1 


A. Applfcallon/eonslruellon stage documents & correspondence 

8711100431 Oonedc LK 87-15 10 all holders of CPs lor nue’ear power plants re pokey 
siatamsnl on dolerred plants Sve list encl. 

MiRAOllA.F J. Asseclats Director for Projects (Post 870411). 87/11/04. Consolidated 
EdieonCo-olNaw York. Inc. 4epp 43402.001-/.3402 04e. 


6711090I40 NRC Into Notice 67-068, ''Continuous Communlcallons Following Emergen- 
cy Notifications." Sve list end. 

TOSSI.C.E. Division of Operailonal Events Aaaosameni (Post 870411). 67/11/16 
Consolidated Edison Co. of New York. Inc. t I3pp. 43404:176-43404:288. 

8711190260 Ack receipt of util 871023 Itr Informing NRC of steps taken to correct viola- 
tiona noted in Insp Repia 50-327/87-36 & 60-328/67-36 Recenlly tdeniifled doRderMry 
In containment spray will be addresaed aeparalely. 

ZECH.G.Q. Ofc Of Special Projeela. 87/1 i/16. WHITE, S.A. Tonnesseo Valley Author- 
ity. 2pp. 43401:034.43401:036. 

8711120027 NRC Info Notice 87-056. "Polenllal RHR Pump Loss." Sve Hal encL 
ROSSI, C.E. Division ol Operational Events Aasosameni (Post 67041 1). 67/11/17- 
ConsoHdated Edison Co. ol New York, Inc. 120pp. 43487:001-43467:121. 

0711190207 Forwards Rev 9 to Surveillance Instrucilon SI-114.1 “ASME Section XI In- 
service Insp Prog^ram." Changes duo to ASME SsoHon XI Code Clesaaa 1.2 & 3 
boundary reclaesification effort. 

GRIOLEY.R. Tennessee Valley Aulhorlly. 67/11/17. Oocumeni Conlrot Branch (Docu- 
ment Control Desk). 2pp. 43398:1 16-43369 298. 

-6711190226 Rev 9 to Surveillance inairudlon 31-114.1, "A$M£ SeoHon XI Inservico 
Insp Program." Rev corrects deficiencies shown In CAOR CK5970009 6 
CHSS700l(},8dds punchlist 6 incorporates ICP 87-709. 

CRANS.E.0.. N0BLES.L.M.. EMRATH.R.M. Tennessee Valley Auihortiy. 87/06/07. 
600pp. 43396:1 ie'43399;29e. 

6711190006 Suppi 2 to NRC Info Notice 96-108, "Oegredelron of RCS Pressure Bound- 
ery Resulting Rom Boric Add Corrosion." Svo list encl- 

ROSSi.C E Division of Operational Events Assessmsni (Pcsl 870411). 67/11/19. 
Consolidated Edison Co. of New York. ino. t lOpp. 43444:195-43444.314. 

6711290192 Requests oxlenslon of commitmant date for issuance of procedure re inter- 
face guideiinos,irom 671120 lo 1215. Procedure will be issued in response to Insp 
RMS 60-327/67-27 & 60-326/87-27. 

QRIOlEY,R. Tennessee Valley Auihoriiy. 87711/20. Oocumeni Control Branch (Oocu- 
meni Control Desk), ip. 43469:217-43460.217. 

671 1260246 Informs lhe( due date for response to request (or addi info re insp Repls 
50-327/67-56 & 60-328/67-65 extended (a eSl126,per tolcon w/F McCw- 
GRIOlBY.R. Tennessee Valley Authority. 87/11/20 Oocumeni ConKol Efranch (Docu- 
ment Control Desk). Ip. 43460:141-43460.141. 


R. Periodic operating reports A related correspondence 

6711090126 "InvesHgallOn ol Impaol of Sequoyah Nuclear Plant on Oleaolvod Oxygen 
Levels In Chickamsuga Reservoir," alalus repi for Apr-Sepl 1fi87.W/67tO30 Hr. 
BROOKS, R.H. Tennessee Valley Aulhortty. 87/09/30. STEWART.P.L. Tennessee. 
State o(. 7pp. 43262.148-43292:162. 

8711030406 Submits weekly schedule of TVA activities for wka of 671102 & OO.Sched- 
ula will be updated & Issued each Fr1day.Staff Inpul should be received before rtoon 
on Thursday. 

KELLY, J.L. Ofo of Special Projecia. 67/10/30. ZWOLINSKI.J.A. Ofo of Spedel 
Projocta 4pp. 4326e;248-43258:261. 

8711200085 Submits weekly schedule oITVA activities for wka ol 87t li6 & 23. 
KELLY.J.L. Ofo ol Special Projects. 87/11/13. ZECH.Q.O. Olo of Special Piefecls- 
4pp. 43408:073-43408:076. 

6711240270 Forwards weekly schedule of TVA activities for wka of 671 123 & 30. 
KELLY.J.L Ofo of Special Projecia. 67/11/20. ZECH.Q.Q. Ofo ol Special Profecle. 
4pp. 43446:096-43446:099. 


8. Reportable occurrences, LERs A related correepondenee 

6711020197 Documenis 671020 lelcon w/utll re Unll 2 circuit breaker pole shaft weld 
failure. 

HOOD.D.S. Project Directorate 11-3. 67/10/23. Projeot Directorate 113. 4pp. 
43236:3B1-43236:366. 

6711170277 Special Rept 87-16:on 871006 A 19, lire beach permit for FIra Doore A-71 A 
A-72 exceeded 7 day Tech Spech llmlt.Ceu8ed by wet layup of containment spray 
HXs 2A A 2B work not being completed In 7 days. 

NOBLES, LM. Tennessee VAIley Authority. 67/11/06. (document Conirol Branch (Ooc- 
umeni Control Desk). 3pp. 43384:002-43 j84:094. 

671 1200267 Special Rept 87-ie:on 871016, five breached cons! sleeve seals exceeded 
7 days allowed lor nonfunctional Nre barrier penetrationa Cauaed by managerial deci- 
sion to open sleeve 8e8ls.Slaeve seals anilcimled lo be closed on 671219. 
NOBLES,L.M. Tennessee Valley Authority. 67/1 1/12. Oocumeni Control Branch {Doc- 
ument Control Desk). 2pp. 43413:164-43413:166. 


O. Inapecilon reports, IE Bullellns A correspondence 

6012170462 IE Bulloim 80-25, "Opareling Problems W/Targoi Rock Safely- Raliol 
Vaivoe 81 BWRa." 

* Ole o( mspeclton A Enforcemam, Oiioclor (820201-870413). 80/13/10 Consolidat- 
ed Edison Co. of New York, Ino. 5pp. 43226:201.43226’20S. 

63051 10473 IE Inlo Nolico 83-39, "Failure of Safeiy/Rolloi Valves to Open at BWRs ■ 
Interim RM-" 

JOROAN.E.L. Div of Emergency Preparodnoss A Engineering Response,lE(6502l2- 
670413) 63/08/17. Consolidated Edison Co. ol New York. Inc. 2pp. 43226:206- 
43226 207. 

8710230213 NRC Into Noilco 87-055. "Porlablo Molsturo/Oonsity Gaugos: Recent inci- 
dents ol Portable Oauaes Being Stolen or Lost." Sve lial end. 

CUNNINGHAM.R.E. Division ol Indusliial A Medical Nuclear Saloly (Post 870729). 
67/10/29. Consol'daiBd Edison Co. Of Now York, Inc. 89pp. 43324:139-43324227. 

6710290234 NRC Info Notice 67-056. "Improper Hydraulic Control Unli Insleiiabon at 
BVW flanis " Svo list encl. 

ROSSI.CE. Division of Operabonal Events Asssssmani (Pest 870411). 87/11/04. 
Coneolldaled Ed:acin Co. or New York, Inc. 1 12pp. 43324’22d'43324:339. 

8711020017 NRC Inlo Notice 67-057, "Loea of Emargancy OoiaHon Capabi’ily Due to 
Niiiooen Oaa intiusion." Sve l st end. 

ROSw.C.E. Division ol Operailonal Evenis Assossmani (Post 870411). 67/11/06. 
Conaohdaled Edison Co. of New York, Inc. t i6pp. 43355.0()3'433S5:t 19. 

6711090040 NRC Compliance Buifalln 67-002. "Fastener Testing lo Ooiotmine Con- 
lermence W/Appticable Msli Specs." Svo I sl encl. 

flO^i.e.E. Division ol Operational Events Asssssmoni (Post 670411) 87/11/06. 
Consoiidsted Edison Co. ol New York. Inc. 116pp 43397:142-43397:257. 

8711090140 NRC Into Nolice 87-058. "Conbnuous Oommunlceitons Following Emergen- 
cy NoiHicalions.'’ SvC list encl. 

RC^i.e.E. Division Of Operational Evorils Assessment [Post 870411). 87/11/16. 
Conaolldsleci Edison Co. of New York, inc. 1 18pp. 43404:176-43404:266. 

9711130027 NRC Inlo Nobce 67-059. "Potsmml RHR Pump Loss." Sve hsl oncl. 
ROSSI.CE Division of OporaKonal Evonis Assoasmoni (Post 070411). 67/11/17. 
Coraolldatod Edison Co. ol New York, tr^. 120pp. 43487.001-43487:121. 

9711130008 Si/M ^ (PfP Notice 66-106, “Degradallon ol RCS Prossuie Bound- 

ary Rasuhing F^rom Bode Add Coiroalon " Svo list encl 

ROS^.C.E. Division of Operailonal Evenla Assessment (Post 870411). 67/11/19. 
Coriaoadsled Edison Co. of New York, Inc. Il6pp. 43444:165 43444 314. 


DOCKET 60-330 MIDLAND PLANT, UNIT 2 


A. Appllcallen/constructlon stage documents A correspondence 

6711100431 Generic Ltr 67-16 lo all holders of CPs for nuclear powa/ plants re policy 
statement on detairad plants Sve list ettcl 

MIRAGLIA.F.J. Associate Director lor Projocta (Post 670411). 67/11/04. Consolidated 
Edison Co. of New York. Inc 46pp. 43402.001-43402:046. 


O. Inspection raporta, IE Bulletins A correapondenca 

6012170462 IE Bulletin BO-25, "Operating Problems W/Target Rock Safety- Rei.el 
Valves at BVVRa.'' 

* of Inspection A Enforcement. Director (620201-870413). 80/12/19. Consolldal- 
ed Edison Co. ot New York, Irto. &pp. 43226:201-43226:205. 

9305110473 IE Info Notice 83-39, "Failure of Selety/Reliel Valves lo Open al BWRs - 
Inlerirn R»t." 

JORDAN.E.L. Div ol Emorgency Preparedness A Engineering Response.lE(e502t2- 
670419J. 63/06/17. Consolldalsd Edison Co. of New York, Inc 2pp. 43226:206- 
43226:^7. 

9710230213 NRC Info Notice 67-055, “Porteblo Moisture/Density Gauges: Recent Inci- 
dents oi Portable Qaugoa Being Stolen or Lost." Svo list encl. 

CUNNINQHAM,R.E. CSvIslon ol Industrial A Medical Nuclear Salety (Post 670729). 
B7/10/29. Consolidated Edison Co. ol New York. Inc. 69pp. 43324:139 43324:227. 

6710290234 NRC Inlo Notice 87-056, "Improper Hydraulic Control Unit Installation al 
BWR Plants." Svo list encl. 

ROSSI, C.E. Division of Operailonal Events Assessment (Post 870411). 87/11/04. 
Consolldalsd Edison Co. of New York, Ino. 112pp. 43324:228-43324:339. 
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8711030017 NDC ln!o Notico 67-057, "Loss o1 Emergoncy Boralion CapabLty Due ta 
Niirogon Gas inVusioo.’’ Svc list end 

nOSSl.C.E. Orvislon of Opera"onel Events Assessment (Post 870411). 87/11/06. 
Consol dated Edison Co. of Now York. Ir.c. )16pp. 43355-QOO-433&8:tlS. 

8711060040 NRC Compliance Bulletin 67-003, "Eastener Testing to Determine Con* 
Ic'mance W/Appl cable Matl Specs." Svc l.st end. 

noSSl.C E. DviQion of Operational Events Assessment (Post 670411). 07/11/06. 
Consolidated Edison Co. ot New York, Inc. I I6pp. 43307:143-43307:357. 

6711090140 NRC info Notice 67-056. "Coni.nuous ComrriunlcaUons Pollowlng Emergen- 
cy Notillcations " Svc list end. 

ROSSI.C £. Division of Operational Events Assessmor.l (Pest 670411). 87/11/16. 
Consolidated Edison Co of New York. Inc. 1i3pp. 43404 1 76 -4340 4 388 

8711120027 NRC Info Notice 87-059. "Potenlai RHR Pump Loss." Svc list end. 
ROSSI.C E. Division of Opernt-onal Evenis Assessment (Post 870411). 87/11/17. 
Consolidated Edison Co oi Now York. Inc I30pp. 43467 Q0l-4348/:l3l. 

871 1 130008 Su-Ml 2 to NRC Into Notice 66-106. ' Degradation ol PCS Pressure Sound- 
atv Resulting From Dof-c Acid Cotros'on." Svc list end 

ROSSf.CE. Division ol Operational Events Assessment (Posi 870411). 07/11/16 
Consolldelod EdsonCo of New York. tnc. 1 19pp. 43444.195-43444:314. 


DOCKET 60-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency 8 ll/e proleellon plane 

6711040202 Forwards Secur.ty Plan Change IB lo security plan Change does not de- 
cieasp sefogjsfds ellectiveness ol security plan. Change vnlhheld (re/ I0CFR73 3I) 
ROTllERT.W.C. Iowa Electric Light 8 Power Co 67/10/36. OecumonI Control BrancK 
(Oocurrom Control Desk). 3pp. -43390 017 43290.018. 

8711340113 Advises that 871036 Rev 18 lo security pish consisleni w/ptovisions ol 
IOCFRS0.54(p] & accepiahio. 

kiAlLETT.B.S Region 3. Ofc ol Iho Director. 67/11/10. ROTHERT.W.C. towa Elociric 
L'ghl & Power CO- 3pp. 43433.019-43432.020. 

6711300231 Forwards Safety fnsp RepI 50-331/67-39 on 87l036-28No vldalions 
noted. 

SHAFER.WO. Region 3. Ofc of the Director. 67/11/34. liU.l. Iowa Eiecuic light 8 
Power Co. 3pp- 43470.029-43470:046. 

>•6711300236 Insp Rept 60>31l/87-29 on 671026-38 No viotai ons, delldenciea or devi- 
ai'ons iioled.Ma]ar areas inspected, annual emergency preparodness 
oxarc'so invalvlrm oOsorvaiion ol key functions 8 location Our-ng exordse. 
PATTERSON, J.F. CHHISTOFFEaQ., S.NELL.W.Q. Region 3. Olo of the Orodor. 87/ 
11/33. lepp. 43470 031-43470.048. 


P. Operaiing license stage documents & correapendence 

8711040269 Forwards Amond 147 to License OPR.4g 8 safety evafvaiion Amend 
Changes Tech Specs direcLng operator in event where limiting condiuon lor dperaNon 
Teen Spec Section 3.5.H ro maim of filled discharge piping cannol bo mol. 
CAPPUCCI.A.J. Proieci Di/eciorsie IlM. 67/10/29. LlU.L. lows Electric Light 8 Power 
Co. 3pp. 43376:288 43276 298 

-8711040277 Amend 147 to License 0?R-49,cnanging Tech Specs drocting oporaioi 
action in event where limiting condtion (or oporehon Tech Spec Secikm 3.5Ji re 
malm of l-lled discharge pip ng cannot be mot 

VIRGlLIO,M.J. Pro)ecl Oirecioraio lll-l. 87/iO/29. 5pp. 43278291-43376.295. 

-6711040286 .Safely evaluation si^portlng Amend 147 lo Ucenae OPR-49 
' Office of Nuclear Reactor Regulation. Director (PosI 870414). 87/10/29. 3pp 
43378:296 43378 298 

6711 100431 Goncric Hr 87'16 lo all fielders ol CPs for nuclear power plants lo pohey 
eiatemoni on delatced plants Svc l.st end 

MIRAGIIA.F.J. Assoc'alo Diroclor for Prolecls (Post 670411). 87/1 f/04. ConsoMated 
Ed sonCo. of New York, inc. 46pp. 43402.001-43402;046. 

6711170115 Olfors no comments on utl 870228 request lo amend License DPR- 
49.consisting ol Change RTS-216.upda<.ng ATWS design basis 
iiOUVENAGLE.T Iowa, Slate ol. 8//tl/f3. ViRGILlO,MJ. Pio;ecf Oirectoiale lll-i. 
Ip. 43362.316-43382:315. 

8711840265 Forwards Rov IS lo Surveillance Tost Procedure 43G001, "Reactor High 
Pressure (RPT-ARI Trip) Instrument Functional Tesi/Calibr" 8 one oversIre drawlngjn 
response lo NRC oral truest for addi info ro ATWS mods 

ROTHERT.W.C. Iowa Eleciric tight & Power Co. 87/11/13. MURLEV.T. NRC - Mo 
Delai'ed AtfiHallon Given. 4pp. 43433.066 43433:109. 

—871 1240277 Rev IS to Surveillance Tost Procedure 42G001 , "Reactor High Pressure 
(RPT-ARI Trip) Instrument functional Tesi/Calibr." W/eno oversize drawkio. 
HOWARD.K.E . SCHMEL2Efl.P. Iowa Electric Light 8 Power Co. 87/08/12. 20pp. 
43433:060-43433:109. 


0. Inspection reports, IE Bulletins & correspondence 

6013170482 IE Bulletin 80-35, "Operal'ng Prob'ems W/Target Rock Seloty- Reflol 
Valves at BWRs. ' 

' Ofc ol Inspection & Enforcemonl. Oiieclor (820301-870413]. 80/13/19. Corrsoldal* 
ed Edison Co. ol Nevr York, Inc. 6pp. 43226:20l-43?26 305. 

8308110473 IE fnlo Notice 83-39. "Fa lute ol Safety/Relief Valves to Open al BWRs • 
Interim R^t." 

JOROAN.EL. Div Ol Emergency Preparedness 8 Enginoorfng Rospon8e.lC(8502l2- 
670413). 83/06/17. Consolidated Ed'son Co. ol New York. Inc. 2pa. 43326:306' 
43236:207. 

6710330213 NRC Into NoUoo 87 055, "PortaWe Mofsiwe/Oerrsify Gauges; Recenl Inci- 
dents of Portable Gaimes Being Stolen or Losl." Svc list encl. 

CUNNINGHAM, R.E. Division of Industrial 8 Medical Nuclear Safely (Post 870729). 
87/10/29. Conso'idaled Edison Co ol New York, fnc. 80pp. 43334: 139-43324:327. 


6741030066 Final response to FOIA roquosl lor records. App A 8 0 documents ava labia 
In POR.App A documents encl. 

GniMSL£Y.O.H. Division ot Rules 8 Records (Posi 870413). 67/10/20. KEEGAN.W. 
Safe Energy Coalilion of Michigan. 3 pp. 43364:398-43264:31 1. 

-6711030073 Submits de ly stall nolos lot 870626.Sialf will moot w/util on B7062B 8 
md^errdonl oversight commliieo lo roview curroni status ol facility & roadhess lo 
axceed curroni 50% power rostricHon. 

STflASMAJ. noQlon 3. Ofc of the Ditecior. 87/06/36. REHM.T.A. Ofc of Ihe Exocu- 
Ifvo atacior for Operahons. 3pp. 43264:301-43364:303. 

6710290234 NRC Infp Nolica 87-056, "Impropor Hydraulic Control Unit Installation at 
QWR fhanls." Svc list oncl. 

ROSSI.CE. Division of Operaiional Events Assossmeni (Post 670411). 87/ii/04 
ConsolMaied Edison Co. of New York. Inc. 1 12pp. 43334:336-43324:339. 

6711160144 Forwards Saloty Insp Ropt SO-331/87-36 on 870901-1019 & notico ol 
w'olaUortOoKnpUon of eclions lo Improve performance ro vondor Info requosied. 
GULOEMOND.W.Q. Region 3. Ole of Ihe Diroclor. 07/11/04. LIU.L. Iowa Electric 
LfghlAPower Co 3pp. 43366:212-43366 223. 

-6711 160188 Notice of violation from Insp on 670901-10 tO.Violation notod:roplacemont 
diaphragm lor HPCI turbino oil lube pressure control valve not veril.od lo meet re 

a i4r<id specs 8 warahouso Issued Inconsisloni quality diaphragm. 

lULOEMONO.W.G. Region 3, Ofc ol ihe Diroclor. 87/11/03. tp. 43366 214- 
43366:214 

-6711160193 Insp RopI 60-331/07-26 on B70gOl-10l9.Vlolations noiod.Major areas 
Inspecied kcensea action on previous Insp findings, oporational 
safety.maint.survelllance.LERs.rovlow 8 followup ol vendor Info 8 goncric Itr followup. 
JACKIW.IN. Region 3, Ofc of iho Director. 07/11/03. Qpp. 43366-2 16-43366.223. 

671 1020017 NRC Info Alol/co 07-057, "Loss of Emo/goncy Borellon Copabilily Duo lo 
Niirpgen Gas Iniruslon." Svc list oncl. 

nOi^.CE Division of Operaiional Events Assessment (Post 670411). 67/11/06. 
ConsoVlatsd Edison Co. of Now York, inc. 1l6pp. 43355:003-43355:119. 

8711050040 NRC Comp'iance OullsHn 87-002, "Fastener Tosimg to Dolormino Con- 
fortnatKo W/Appiicab'e Mall Specs." Svc list encl. 

ROSSLCE. Division ol Oporational Evonis Assessmont (Post 670411). 67/ti/06. 
Cortsokdaled £d>son Co. of New York, Inc. I lOpp. 43307:143-43307;267. 

8711170131 Responds lo noms of concorn noted In Insp Ropt 60-331/07-25 re ull 
design cor^lrol program.Correctrve eciion$;enginoors Involved In Dosign Change Pack- 
egeDCP-i036 listed w/selislecioiy quaiiiicaiions. 

ROTHERT.W.C. Iowa Elodiic Light & Power Co. 87/11/00. OAVIS.A.B. Region 3, Olo 
ol Ihe 0,teci«r. 5pp. 43382 268-43362 290 

671 1 180089 Forwards response 10 870906 request ro teiing lor qualiiy programs & atl- 
m'MsKaitvo controls declining from Caiogoiy 2 lo 3 oT facility Addl admlnlstrativo 
changes on mol roponing requirements lor OA will bo d-scussod. 

OiielftT.RA. Pioleci O.'iecioieto ill-l. 67/11/10. MURLEY.T.E. Otfico of Nuclear Re- 
actor Roguieilon. D-ioclor (Post 670411). MIRAGLIA.P. Aasoclaio Diroclor lor Proiocis 
(Post 670411). CRUTCHFiELD.D. Division ol Roactor Projocta - lll.lv.V 8 Special 
P4e)ecl9(Posl6704l1). Ip 43370099-43370103. 

671 1090140 NRC Into Noilce 67-058, "Continuous Communicailons Following Emergen- 
cy Nonticanone " Svc ilsl encl. 

ROSSI.CE Division ol Oporallonal Events Assossmeni (Post 070411). 07/11/16. 
Consolldaied Edison Co. of New York, Inc. 1 13pp. 43404: l76-43404;300. 

6711120027 NRC Into Notice 87-059, "Polenllal RHR Pump Loss." Svc Ilsl encl. 
ROSSI.CE. Division ol Operational Evenis Assessment (Post 670411). 67/11/17. 
Consoildared Edison Co. of New York, inc. I30pp. 43407 001-43407:121. 

8711230366 Forwards Safoly Insp Ropl 60-331/67-31 on 67l026-30.No violailona 
noted. 

SHAFEfl.W.O Region 3, Ofc ol the Director. 07/11/17. LIU.L. Iowa Elociric Light 8 
Power Co. 2{^. 43424:166-43434:ig6. 

-6711330406 Insp Repl 60-331/67.31 on 87l026-30.No violations or deviations 
rK>tod>4a|or areas inspocledorganlzallon 8 mat controls, training & 
quanucaUons.ekpoaura controls, control ol radioactive matl & contamination, survoys & 
monllomg. 

GRaNT.W.B., OREGER.L R. Region 3, Ofc of Iho Diroclor. 87/11/16. 7pp. 
49424:190-43424:166. 

8711130006 Su^l 2 to NRC Info Nollco 66-108, "Oegradellon ol RCS Pressuro Bound- 
ary Rosidhng From Boric Acid Corrosion." Svc list oncl. 

ROSSI.CE. Division of Operallonol Evenis Assessment (Post 6704lt). 67/lt/l0. 
Consoldated Edison Co. of Now York, Inc. 1 19pp. 43444:1 95-43444:31 4. 

8711300221 Forwards Safety Insp Ropt 50-331/87-29 on 871026-26. No violations 
noted. 

SHAFER.W.O. Region 0, Otc of tho Diroclor. 87/11/24. LIU.L. Iowa Eloclrio Light 8 
Power Ca 2pp. 43470:029-43470.046. 

-*8711300236 Insp Rept S0-391/B7-29 on 671026-26. No violations, doficiencles or davl- 
Bllons noted. Major areas Inspected: annual emorgoncy preparedness 
exetdse, Involving observation of key lunciiona 8 location during exercise. 
PATTEflSON.J.P.. CHRlSTOFFER.G., SNELL.W.G. Region 3, Ofc of the Director. 67/ 
11/23. lepp 43470.031-43470.046. 

$711300266 Forwards Safety Inep Repl SO-331/67-26 on 670926-1023 & notice ol 
deviation. Response to items of deviation noted should address listed items re commit- 
ment control program & should be submitted within 30 days of Hr receipt. 

MILLER.H.J. Region 3. Ole of Ihe Director. 87/11/24. LIU.L. Iowa Electric Light 8 
Power Co. 2pp. 43471:111 43471:122. 

-$71J3O0284 Notice of dovJal/on from Irrsp on B70Q28-W23.Dovlellon nofed:f/certsao 
faled lo Implement task force recommendations re upgrade of Identified sye to higher 
levels. 

MIU.EH,H J. Region 3, Ole of Iho Director. 87/11/23. Ip, 43471:113-43471:113. 
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•-871130026B Safety Insp Hepl 50'S31/87<2Q on 870928>1023.No violations ftoted.Ono 
devcallon from commitment, ono open item & one iinrosolvod Horn noiect Maja' areas 
Inspected non licensed staff uaining & quelilicatfons & survelilanco tosttr>Q 
RESCHESKE.P.R., PHILLIPS.M.P. Region 3. Ofc of tlie Diroctor. 87/11/23. Opp 
43-171;11<l-‘i3471:122. 


R. Periodic operating reports & related coriespondenco 

8711170106 Monthly operai ng ropt (or Oct 1987.W/871115 Hr 
MILLER.L , HANNEN.R.L. Iowa Electric Light & Power Co 07/l0/3t. 7pp 43364:311- 
43384 317. 

8711090124 Submits semiannual ropt for "Plan lor Integrated Scheduling or Pieni Mods 
(or Oueno Arnold Etwtgy Cw," summiiiiilng progress (n irnplemetri'ng &3vedule ^ & B 
Items current es of 871030. 

ROTIIERT.WC. Iowa Electric Light & Power Co U7/11/03. MUHLEr.T. Oocumoni 
Control Branch (Document Control Oosli). Opp. 43314:324 433l4'33t. 


S. Reportable occurrencee, LERs & related correspondence 

8711240313 LER 07-028-00on e7l019.nwCU isolation occurred on signal hern RWCu 
nonrogonorallvo HX outlet lump Indicating sw.lch. Caused by switch roachiriQ orwJ-ol- 
life uso Switch replaccd.VV/ 07i 1 18 Hr. 

ThlOMAS.B.N.. HANNEN.RL Iowa Electric Light & Power Co. 67/11/10. 4pp 
43442:147-43442:150. 


DOCKET 60-333 JAMES A. FITZPATRICK NUCLEAR POWER PUNT 


F. Security, medical, emergency & fire protection plana 

8711030426 Rov-sed omorgoncy plan Implomoni'ng procedures, incfud no Rov 23 to 
EAP't? ro emergency organl/allon slatting. Rev tCl to EAP-22 re apotarion & uso of 
radio pag ng device & Rev 1 1 to SAP-3 re omorgoncy commun cairons lost ng vv/»o- 
vised index. 

' New York Power Authority (formerly Power Aulhodly of Iho State of Now Yoik). 07/ 
10/21. 26op. 43261.001-43261:029. 

6711020136 Forwards response to wooknosses indoniiliod In appraisal of Radiation Pro- 
tection & Chomistry Program Insp 60-333/67-10 Exompi position doscnpiiort o' radi- 
ation protection supervisor revised 

CONVERSE. n.J. Now York Power Authority (loimorfy Power Authority of the Stale of 
New York). 07/10/36 Oocumom Control Branch (Oocumoni Control OosH). 2Spp. 
43233.200-43233:305. 

6711300137 Rev 6 lo Emergency Plan Impiomeniing Procedure EAP-2. "Poreonnol 
iniury." W/lablo of contents. 

‘ New York Power Authority (formerly Power Auihoniy of iha State of Now York). 07/ 
11/12. 30pp 43402.267-43402:200. 

8711240092 Forwards Rov 9 (0 plant socurity pfan.ln responso lo NRG 871014 roouosi 
lo' addi Info re util 06l2Ot proposed amend to plan .Rev withheld (rot i0CFR2 700 & 
73 21), 

6RONS.J.C. New York Power Aulhority (lormotly Power Auil'iorlty of Iho Stale of Now 
York). 87/11/19. Document Control Sranen (Oocumoni Conirof Desk) 2pp 
43430:180-43430:161. 


P. Operating license stage documents 6 corresporidence 

8711040178 Forwards Amend 113 to License OPR-50 & safety ovalueuon Amerxl re- 
vises limits restricting operating pressures & temps to assure that braile Iraciuro ol 
reactor vossol cannot occur & vossol fnlsgnly maintained. 

ABELSON.H. Pro[ocl Dirocloralo M. 87/10/22. BRONS.J.C. New York Power Author- 
ity (formerly Power Authority ol the Stale of Now York). 2pp. 43201.018-43261:034. 

-B711040244 Amond t13 to License DPR-SD.chang ng Tach Specs to inefude rPviaod 
limits that resirici oporeling pressures 6 temps to assure brllllo Iraciuro of raeciot 
vessel cannot occur & vessel inlogniy mo-niainoU. 

CAPRA, R.A Project O.recioraie l-t. 67/10/22. tZpp. 43201:020-43261:031. 

-871 1040250 Safely evaluation supporting Amend 1 13 lo License DPR-Sd. 

* Office of Nuclear Reactor noguialion, Diroctor (Post 870411). 87/10/22. 3pp 
43201:032-43281:034. 

8711100431 Generic Lir 87-16 lo all holders ol CPs for nuclear power p’ents re policy 
statement on dolerred planis.Svc list end. 

MIRAGLIA.F.J. Associate Director lor Projects (Post 87041 1). 87/11/04. Consotidated 
Edison Co ol Now York, Inc. 46pp. 43402 001-43402:040. 

0711160112 Advises that new & upgroded Instrumonialion described in util 641130 Reg 
Guido 1.97 Implementation roplln response lo SuppI 1 to NUREG0737.lnslafed 
during last two roluelmg outages. Revised description Implementation plane ertcl. 
BRONS.J.C. New York Power Aulhority (formerly Power Aulhority of the State of New 
York). 87/11/11. Document Control Oranch (Oocumoni Control Desk). 7pp. 
43364:000-43364:014. 


Q. Inspection reports, lE Bullellne & correspondence 

8012170482 IE Bulletin 80-25, "Operating Problems W/Target Rock Safely- Reliol 
Valves at QWRs." 

• Ofc ol Inspection 6 Enforcomonl, Director (020201-070413). 80/12/19. Cortsolidat- 
ed Edison Co. ol New York. Inc. 5pp. 43226:201-43226:205 

8305110473 IE Info Nolico 83-39, •'Failure of Safoty/Re'ief VaJves lo Open at 8Wfls • 
Interim Ropt." 

JOROAN.b.L Div ol Emergency Preparedness & Engineering Responso.lE(8502t2- 
070413). 63/06/17- Consolidated Edison Co. of New York, Inc. 2pp. 43226:206- 


871 1020138 Forwards responso to weaknesses Indentiliod in appraisal of Radialon Pro- 
tection & Chernlsiry Program Insp 50-333/67-16. Exempt position doscription of rsdi- 
abon proicct'on supervisor rov sod. 

CONVERSE .RJ. New York Power Authority (formerly Power Auihoniy of the State ol 
Now Ycrk). 67/10/26 Documont CoiUrcl Branch (OocuT.ent Control Desk). 25pp. 
43233 280-43233 305. 

8711030061 forwards safety evaluation accopt'ng util 050030.660827 & 1200 proposed 
Insorvico insp program plan lor second 10 yr Interval ot operation & associated ro- 

S esisfcr rol ol.w/ excop'ian ol roquosls denied INFL EGG -50-74 12 also ortcl. 

iPflA.n.A. Project O.roctoraio 1-1. 67/l0'27. OHONS.J.C. Now York Power Authority 
(loxnerly Power Authority of the Stelo of Now York). 2pp. 43246:132-43245'24S. 

-0711090103 Safety ovaluat on supponing utlt 650930, RE0827 & 1208 submlita's of 
second lO-yr inservice insp program plan S associatod rollel requests from ASME 
Codo visp 40QU remenis 

* OHice ol Nuclear Roaclor Regulation, Ol'eclor (Post 870411). 87/10/27. 7pp 
43245:184-43245 245. 

8718230213 NHC Info Notice 67-065, "Portable Molsiuro/Density Qsugos. Recent Inci- 
dents of Portabto Gauges Bol.nn Slo'en or Lost." Sve I st encl. 

CUNNINSHAM.R.E. I^visort ol Industrial & Med.ca' Nuclear Ssloty (Post 870729) 
87/10/20. ConsoUalail Edison Co. of New York. Inc. 80pp. 43324.139 43324 227. 

8710280234 NRC Info NoMco 67-056, "Improper Hydraulic Control Unit Installation at 
OWR Planis." Sve LSI and. 

ROSSi.CE. OMS'on of Operailo.nal Events Assessment (Post 870411). 67/1 1/04. 
Consukdalod EcHson Co. of Now Ycrk, inc 1 12pp. 43324:220-43324.339. 

8711100323 Responds to violations noted in Insp Riipi 50-333/87-14. Correct.ve 
acbons Pioceduro EDP'28, "Rovlow of Plant- SpccKte OualJicalion Repis," Imple- 
moniod to trrprovo consistency ol facility uquipn-.eni qualification Mas. 

CONvERSE.H J New York Power Aulhority (formerly Powor Authority ol the Slate of 
Now York). 87/11/05. Oocumont Control Branch (Documont Control Desk). t9pp. 
43335 173 43335191 

8711020017 NRC Into Noticu 87-057. "LOSS of Emergency Ooraiion Capsbi'ity Duo to 
NtiononGos intrusion ” SvC list onci 

ROSSI.CE Division of Oporailonol Evunis Assossmoni (Post 070411). 07/11/08. 
Cortsokdaiod EOison Co. of Now York. Inc ttSpp. 43355:003-43355 119. 

07118&QO48 NRC Corrpt'srtce Buhohn 87-002, "Fastenot Teeiing to Doloimrie Con- 
lormoncu W/Appi cable Mail Specs " Sve list oncl. 

ROSSI.CE Division ol Oparaiionoi Evonfs Assessment (Post 870411). 67/11/08. 
Con&ol-datod Ed'Son Co cf Now Yoik, inc tiOpp 43397:142-43397:267. 

0711200062 Forwards Insp Ropi 60 333/87-21 on 870001-1020 & noilco ol 
viofAUon.vidaiions lo le’^uro to porlorm &/or docurnoni aefoty ova'uailens lor plant 
mods 8 lal'uro to adhere to proeoduro tor socuring scatfoHliAn noiecl. 
WENZiN'GER.E.C. Region 1. Ole ol Iho Diroctor. 07/11/13. CONVERSE, RJ. Now 
York Power Autnomy (lormorly Power Authority of Iho State ol Now York). 2pp. 
43402 243 43402 264 

"8711200091 Nollco Cl wolnilon from insp on C7000t-1020.Violation no1od:h.gli v bra- 
hon iiip ol Reactor A IcoO pump lurtino dsabled vrfp vrnuon saloty ovsIusUon to ds- 
letmino ihot change does not involve unreviowod saioty qjosiion 
• RO(^n l.OIC Of Iho Olreciof 07/t1/l3. 8pp 43402 246 43402 246. 

-8711200097 Insp Ropt 60-333/87-21 on 070B0l-t020.Vlolelions noiod.Malor areas 
inspeciedlER rovinw.oporeiior^ai aatoiy vorificailon, surveillance a mant 
ObsorvaiionS.lE buHoHn followup & review ol porlodic & special ropis. 

JOHNSON.JR. Region 1. Ofc ot me Dimdor. 67/11/10. I7pp. 43402 247-43402.264 

6711090140 NRC In'o Noi‘co 87-050, ‘ Continuous Communications Fo'lowing Emorgon- 
cy NouficaUorvs" Sve list oncl 

ROSSI.CE Division of OporalonnI Events Assossmoni (Rost 870411). 07/t)/l6 
Consolidated Edison Co. ol Now York. Inc H3pp. 43404:1 76 43404:268 

0711120027 NRC Info Noi ce 07.06&, ‘•PofonI'el RHR Pump Loss." Sve list oncl. 
RO^I.CE. Division of Opcroliona' Events Assessmorti (Post 870411). 07/ti/i7. 
Consol dated Ed son Co of Now York, inc I20pp 43487:001-43407:121 

$711130008 Sunpl 2 lo NR(- Info Notico Q6- 108, "Dugradation of flCS Pressure Qound- 
ary Rostet-ng From Boric Acid Corrosion." Sve I'si oncl 

ROSSI.CE. Divison of Oporal'onal Evanis Assossmoni (Post 870411). 87/11/10. 
ConsolKfatccl Edison Co of New York, Inc t I9pp. 43444:195-43444:314. 


R. Pwlodic operating roporle & related correspondence 

0711100614 MonlWyCppOtStinn topi lot Oti 19&7.V//8V1104 III. 

COOKJ., CONVERSE, R.J. Now York Powor Authority (formerly Powor Ai/thority of Iho 
Statool New York] 67/10/31. lOpp 43335:307-43335:316 


DOCKET 60-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medioal, emergency A fire protection plana 

8711(90314 Notifios that Sialo ol WV 830920 submittal of stoto & local plans lor rodlo- 
togKSt emergencies re plant accopiable. Adequacy of public alort & notification sys 
verified by FEMA on 851227. 

MCLOUGHLIN.D Federal Emergoncy Managomeni Agency. 07/10/29. STEILO.V. 
Ofc of the Executive Diroctor for Ope/allons. Ip. 43402 205-43402 205. 

871I0S0129 Revised emergency proparednass plan implomenting procedures, includ-ng 
Rev 2 (oEPP/l-l, "Rocognillon & Classification of Emergency Cond’iions" & Rov 1 to 
EPP/l-2. "Unusual Event.^’ W/e7l030 Hr. 

LACEY.W.S.. SIEBEn.J.O. Ouquosno Light Co. 07/10/30. 396pp. 43292:153- 

43203 : tea. 

8711230448 Forwards Safety Insp Rapt 50-334/67-15 on 870924-f029.No violations 
noted. 

WlGOiNSj.T. Region 1, Ofc ol Iho Dlroolof. 07/11/17. SIEBER.J.D. Duquosno Light 


100 DOCKETED ITEMS 


-«ni23045S (nsp Ropt &0-334/67-t6 on 670924- IOS9.No vocations noiod Major 
areas in&pecW license actions on previous Insp findings, plant operaiions.pttirsical 
secunty.rad'ologlca! controla.fire proiecion & survei'lanco lesiing. 

TRIPP, L.E. Region 1, Ole ol the Director. 87/11/18 I3pp. 43421:240-43421.252. 

8711230200 Advises lhai 870817 Rev 1 le Issue 4 (o pltysical security plan constsleni 
w/provislons ol l0CFR50.54(p] & accoplable 

MARTIN,T.T. RegiOJt 1. Olc of the Ch’reciot. 67/11/18. CAREY, d.J. Ou()uesno Light 
Co. 4pp. 48420 320-43420:323. 


H. General correspondence 

6711031)006 Repuesis brief note expressing des're to remain on maiing lists. Reaponao 
requosced belote 671 120. 

TAU.P.S. Proocl Directorate 1-4. 67/10/29. BURROWS.JO. Ohio, State ol Ip. 
43284:244.43264:244. 

871 1030027 Requests brief note expressing desire to romalrt on ma ling tel nespoi>8e 
requested before 87| 120. 

TAU.PS. Project Directorate 1-4. 67/10/20. Ponnsylvanla, CommonMealth oL ip. 
43284 097-43264.097. 

8711030065 Requests response indical'ng desire to remain on NRC mailing isl by 
871120 

TAM.P.S. Proleci 0 recloraio M. 87/t0/29. HEYOINQER.O.K West Virq'itla. Slate of. 
ip. 43264:049 43264.046. 

6711030099 Requests response indicalirig desire to remain on NRC malng ksl liy 
871120. 

TAM.PS. Prelect Direciorate 1-4 87/10/29. THOMAS.CE Thomas & Thomas ip 
43264;063-432e4:063. 

8711030179 Requests brief noio expressing desire lo remain on maii ng I'st.Responso 
roquostad belore 671120. 

TAM.PS. Project Direcioraie 1-4. 67/10/29. BARDEE.M. Pennsylvan-a. Common- 
wealth of. Ip. 43204:272 43284 272 

8711030164 Advises that brief note should bo sonl to S Norns before 871120 It recfpi' 
enl des'res lo rema’n on NRC mefl ng list. 

TAM.P.S. Prcjsci Directorate 1-4. 87/10/29. EDGERLY.3 R. Pennsylvan a Power Co 
Ip. 43262:840-43262 340. 

8711030186 Requests lo be rtolfled In wrlllng ol conlinuad dosi/e lo remtfn on mallrig 
list lor facl'lty correspondence. 

TAM.P.S Proleci Oiraeiorele 1-4. 87/10/26. CARMICIIAEL.WF. Vlra'nla. Common- 
wealth ol. ip. 43283:10t-432«3.101. 

6711030307 Requesia that brief note ind eating coninued dosire.il any. to remain on 
NRC mailing Hat bo forwarded to S Noma belore 971120. 

TAM.P.5. Froleci Dlreclorole 1-4. 87/10/29. PElN.M. Pittsburgh. PA ip 43259 351- 
40269 351. 


J, Iflsuranea 8 Indemnity Information 

8711200258 Forwards payment ol annual indemnity fee lor t-yr period from 871115- 
eenH.par Invoice G01 90. 

VASSELLO.J.V. Ouquosne Ughi Co. 87/11/12. NRC - No Detailed AfUiaiidn Given. 
Ip. 49413:162-43413:162. 


P. Operaling llcsnee aiaga documents & correspondence 

671 1030292 Forwards response lo B70P10 request for addi info ro changes lo siaiion 
belienes roliocied in Tech Spec Chango 137.Lir also documonia conlerence call w/ 
NRC on 671015. Requests NRC reevaluate previous subrniiiai & epprovo Toch Spec 
changes. 

SIEBeR.J.D. Duguesne Ughi Co. 67/10/26. Document Control Branch {Docvmenl 
Control Desk) 12pp. 4326^247-43262 266. 

6711030132 Forwards Amend 117 lo License DPR'66 & saleiy evaVshon Amend 
changes Tech Soacs lo bring pump testing surveillance /equiremonis to compliance 
w/lOCFR60.S5a(g)4(t) requiremenia & to conformance w/sm ler Unit 2 requirements. 
TAM.P.S. Project Direciorate 1-4 87/10/27. SIEBER.JD Ouquesno Co 2pp. 
43256:269-43256 291. 

-87l1030f44 Amend 1 17 to License OPR-66, changing Tech Specs lo bring pump losf- 
Ing survell'ance requirements to complianco w/l0CF^ 90.658(g)4(l) & lo conformance 
w/sitnilar requirements In Unit 2. 

STOLZ,J.F. Project Directorate 14. 67/10/27. 16pp. 43258.271.43258:288. 

-8711030150 Saleiy evaluation si^portmg Amend I i7to License OPR-ee. 

' Olllce of Nuclear Reactor Reguiatiot>, Director (Post 8704111. 67/10/27. 3pp 
43256:299-43256:291. 

B7I1100085 Forwarda request for addl info & clarification re 670413 request for 
changes m Tech Specs related lo monitors for waste gas decay lank. Response ex- 
peciM within 45 d^s ol Itr receipt. 

TAM.P.S. Proleci Directorate 1-4. 67/11/04. SIEBER.JO. Duqvesne Light Co 4pp. 
43340.003-43340 006 

6711100431 Genorfc Ltr 87-16 to all holders of CPa lor nuclear power plants xe poicy 
slaiemant on deferred plenIs.Svc i.sl end. 

MIRAGLIA.F J. Associate Director lor Projocls (Post 87041 1). 67/1 1/04. Consolidated 
Edison Co. ol New York. Inc. 46pp. 43402 OOt-43402.046. 

8711180023 Notilieation of 671120 efie visit & meeting in Shippingport, PA re tochnical 
Issues re licensee proposed plan lo comply w/ 10CFR65.45,ln panlculaj.use o' sfmula- 
Uon lacl'ltles. 

TAM.P. Projecl Directorate 1-4. 87/11/09. STOLZ.JF. Project Direciorate M. 4«p. 
43363.031-43363:034. 

6711240108 Forwards proprfalary & nonproprieiary versions of Supple 2 lo WCAP- 
1 1317 & WCAP-1 1316, respectively, eni)tled.''Veti<icatlon of Fracture MechsnfosAraly- 
sis Techniques Used fn Suppon...'' WCAP-1 1317 withheld (ref 10CFR2.790}. 
SIEBERJ.O. Ouquesno Ugnl Co. 67/fl/IQ. Document Conlrol Branch (Document 
Control Desk). 2pp. 43459:128-43459:f77. 


•^711240204 Requests that propriolary SuppI 2 lo WCAP-11317, "Vorlllcallon of Frac- 
ture Mechanics Analysis Tochniquos Used In Support of Tochnical Justification for 
ETminating large Primary Loop Pipe Rupluro...,” be withhold por 10CFR2.790. 
WlESEM/fNN.n.A. Woslinghouse Eloctrtc Corp. 87/11/06. MURLEY.T. Office ol Nu- 
clear Reacior Roguiaiion, Olrecior (Post 870411). 7pp. 43459.130-43459:136. 

-8711240117 Nonproprletaty SuppI 2 to "Vailfication ol Fracture Mechanics Analysis 
Teohrr'quos Used in Support ol Technical Justification for Eliminating Largo Prima.'y 
Loop Pipe RuplufP as Slruclural Design Basis lor Boover Valley.. ." 

WIlT.FJ.. PALUSAMY.S.S, SWAMV,SA. Westinghouso Eloctrlc Corp. WCAP-IIGie 
S02. 87/11/30 42pp 43459:137-43450:177 

87112400S8 Forwarda ''Reload Safety Evaluation, Beovor Velloy Nuclear Plant Unit | 
Cycle 7." documenl.np evaluation of Cycle 7 roload dosign.including aflocis of 10S 
aieamgenorafor lube plugg'ng.^flow conversion & thimble p'ug removal 
SIEBER.JD. Ouquesna Light Co. 87/11/12. Document Control Branch (Documsni 
Control Desk). 2pp. 4 3430:250-43 4 30:274. 

-8711240070 "Hoload Safety Evaluation, Boaver Velloy Nuclear Plant Unit 1 Cycta 7." 
02ENIS.E.A. Wostinghousa Electric Corp. 67/10/31. tOpp. 43430:258-43430 274. 

0711240174 Forwards application for amend to Liconso DPR-ee.consisting of Llco.nse 
Chango Roquesi 144, revising Toch Specs to change ESF response limos providod In 
Tabfo 3.3-6 lo include lime roquirod lor sequential oporetlon ol listed valvos.Fee pa d 
SIEBER.JO. Ouquesno Light Co. 07/11/12. Document Conlrol Branch (Documert 
CoiilrolDask) ip 43 4 44:118-43444:131. 

-8711240178 Application for amond to Licansa DPR-66, consisting ol Liconse Change 
Request I44.revlsing Tech Specs lo change applicable ESF responso limos provided 
in Table 3 3-5 lo Includo lima lor sequenllaT oporatlon of Haled valves. 

SIEBEn.JO. Duquesno Light Co. 07/11/13. 2pp. 43444:119-43444:120. 

-871124016 1 Proposed Tech Spocs.rovislng applicable ESF rosponse limos provided In 
Tabio 3 3-5 to Include that hmo requiroo lor soquontial operation ol Iho vol contrcl 
tank & teluo'Ing water siorago tank valvos. 

* Ouquesfie Light Co. 67/11/13. lipp. 43444:121-43444:131. 

6711240288 Forwards appllcaiion for amond lo Liconse DPR-66, consisting of Proposod 
Change RoquosI 142, revising RCS pressure Isolation valve Spec 3. 4. 6.3 lo rofioct 
commttmonis In responso lo aerterfe LIr 87-06. Foo paid 

SIEHER.J.O Dunuosne Light Co. 87/11/12. Documenl Control Branch (Document 
CoivirolOasK). 2PP 43442:044-43442:054. 

-8711240292 AppI cation foi amend to license DPR es.rovising Toch Specs re RCS 
prossure fsoiaiion valve in responso lo Generic LIr 87-06. 

SIEBCA.J.D Ououesne Light Co. 87/11/13. Oocumonl Control Branch (Document 
Control Oosk). ip. 43442:04543442046. 

-8711240294 Proposed Tech Spec re RCS pressure isolation valve. 

* Ouquosne Hohl Co. 67/11/12. 1 4pp. 43442:047-43442.054. 

8711200351 Forwards Amond itO to License DPR-66 & safely ovelualion Amend 
chengea Tech Specs to accommodate replacement ol Sosimen resisienco tamp de- 
tectors (RTO) w/nosomount RTOs in lesdor protection sya. 
rAM.P.S. Project Direciorate M. 87/11/13. SlEBER,J.D. Ouquesno Light Co. 2pp. 
43416328 43415337. 

-8711200365 Amend 118 lo license DPR-86, changing Toch Specs lo accommodate 
repiacemeni of Sostman roalstance temp deiactois (RTD) w/RosomounI RTOs In 
racior jKoiecvoh sys. 

STOLZ.J.F. Projoci DireclOtalO 1-4. 87/n/l3. 6pp. 43415:330-43416:335. 

-6711200367 Sslety ovelualion si^poning Amend 1 16 to License DPR'66. 

* Office ol Nuclear Reactor Roguiaiion, Director (Po9l 670411). 87/11/13. 2pp. 
43415330 43415337. 

8711260088 ftiiotme lhal proprietary WCAP-11462. "Ovortemp & Oveipowor Oella-T 
Reacior Trip Setpo'nl Calculations lor Boaver Valley Unit I," will bo withheld from 
pwb'lc disefosure [ret i0CFR2.790).per 870612 requoal. 

TAM.P.S. Project Direciorate 1-4. 87/11/13. SIEBER.J D. Ouquosne Light Co. 3pp. 
43440:333-43446 335. 


O. Inspection reports, IE Bulletins 6 correapondence 

8012170482 tE Bulletin 80-25. "Operating Problems W/Targot Rock Safely- Relief 
Valves el BWna. ’ 

* Olc ol Inspection & Enforcemenl, Director (820201 870413). 80/12/19. Conso'idat- 
od Edison Co. of Now York, Inc. 5pp. 43226:201-43226:205. 

6305110473 IE Info Notice 63-39, "Failure ol Salely/RoHef Valves 10 Open at BWRs - 
Interim R^." 

JOROAN.E L. Div of Emergency Preparedness & Engineering nesponso.lE(650212- 
870413). 83/06/17. Consolidated Edison Co. of New York, Inc. 2pp. 43226:206- 
43226:207. 

871T040200 Ack receipl of 670914 Hr informing NRC ol slaps taken lo correct violdllons 
noted In (nsp Ropi 50-334/67-08OL 

QAllO.RM. Region I. Ofc ol the Director. 67/10/28. SIEBER.J.O. Ouquesno Ughi 
Ca 2pp. 43288;136-43289.141. 

8710230913 NRC Info Notice 67-055, "Portable Molsture/Oensity Gauges: Recent Inci- 
dents of Portable Gauges Being Stolen or Lost." Sve list end. 

CUNNINGHAM.n.E. division of Industrial & Medical Nuclear Safety (Post 870729). 
87/10/29. Consolldatod Edison Co. of New York. Inc. 89pp. 43324:136-43324:227. 

8710290234 NRC info Notice 87-056, "Improper Hydraulic Conlrol Unit Installation at 
6WR Plants." Sve fist oncl. 

R08SI.C.E. Division of Operational Events Assessment (Post 670411). 87/11/04. 
Consolidated Edison Co. of New York, Ino I t2pp. 43324-226-43324:336. 

8711020017 NRC Info Notice 87-057, "Loss of Emergency Boratlon CapabKIty Due lo 
Nitrogen Gas Intrusion." Sve list end. 

ROSsf.C.E. Division of Operational Events Assessment (Post 870411). 67/11/08 
Consolidated Edison Co. of New York, Inc. 1 16pp. 43355:003-43355:1 19. 
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6711050040 NRC Compllanco Bulletin 87-00?. "Fastoner Tasting to Oetotmine Con- 
formance W/Applicabfo Matl Specs " Svc '1st end. 

FtOSSl.C.E. Division of Oporaiional Events Assessment (Poat 670411). 87/11/06. 
Consolidated Edison Co. of Now York, Inc It 6pp. 43397:1 42-43397:257. 

8711190356 Ack receipt of 871014 Hr informing NRC of Intent to update NOE proce- 
dures used during inservice Insps to requirements of ASUE Section V.1983 Edition 
through Summer 1663 addenda. Request granted for first lO-yr inservics insps. 
TAM.P.S. Project Directorate 1-4. 87/1 l/i3. SIEBER.J.O. Duquesne Light Co. 2pp. 
43404:128 43404:129. 

8711090140 NRC Info Nolico 87-058. "Continuous Communicatlona Following Emoroen- 
cy Notifications." Svc list end. 

ROSSI. C.E. Division of Operational Eveiils Assessment (Post 870411). 87/1 t/i6. 
Consolidated Edison Co. of New York, Inc. 113pp 43404;176'43404:28B. 

8711 120027 NRC info Notice 87-059. "Potenlial RHR Pump Loss." Svc iisi end. 
ROSSI.C.E. Division of Operational Events Assoasmenl (Post 870411). 87/11/17. 
Consolidated Edison Co. of Now York. Inc I30pp. 43487:001-43487:12). 

B71123044B Forwards Safoly Insp Repl 50-334/07-18 on B70924-l029No violations 
noted. 

WIGGINS.J.T. Region 1. Ofc of the Oiroclor. 87/11/17. SIEQER.J.D. Duquesne Light 
Co. 2po. 43421:238-43421:262. 

-8711230462 Insp Ropt 60 334/87-15 on B70g24-l020.No violations noted Me|0( 
areas Inspocloaliconso actions on previous Insp findings.piant opotai'ons.phyalcal 
socunly, radiological conirols.liro prolocllon & survolHance testing. 

TRIPP.L.E. Region Ofc of the Dlroclor. 87/11/16. I3pp. 43421:240-43421-252. 

8711130008 SuppI 2 to NRC Info Nolico 86-t08. "Degradation of RCS Pressure Bountl- 
ary Resulting prom Boric Acid Corrosion." Svo list oncl. 

ROSSI.C.E. Division of Oporaiional Events Assessment (Post 870411). 87/11/10. 
Consolldalod Edison Co. of Now York. Inc. t I9pp. 43444:l95-43444;3t4. 


R. Periodic operating reports & related correspondence 

8711040137 "NPDES Monthly Diachargo Monitoring Ropt lor Sept 1087." W/871026 Hr. 
DRUQA.R J. Duquesne Light Co. 87/09/30. VARQA.S Oll<ce of Nuclear noacior 
Rogulaiion, Dcroclot (Post 870411). 21pp. 43200:21S 43260:235. 


S. Reportable occvrrencee, LERa 8 related correepondence 

8711130341 LER 07-0l7-00.on 07l000.iwo damper ponotretions found urtsealed.Onco 
per hour fire lours of cable troy menanlno Immadiaiaiy inineied Ouct work/fite barrier 
[oini sealed. W/e7l 109 Hr. 

LACEY.W.S. Duquesne Light Co. 07/11/09- 6pp. 43356:354.43359:358. 

6711300102 LER 07-0l8-00.on e7l022.meln filler bank 8 control room preseutuallon 
BCtuaiion occuiied Causod by inadequate design of p'ug.aiiowlng contacts lo touch 
grouhd.Oporatlons paraonnol will review ovont.W/87l I23 1tr. 

LACEY.W.S. Ouquoane Light Co. 87/11/23. 4pp. 43467.089-43487:092. 


V. Operator EKamlnatlons 

8711090190 Requests plena for meeting amended requirements of tOCFR55io irKfivid- 
uais idemiflod as potential dual licensed operators In 871005 Hr. 

QALLO.RM. RodjOn 1, Oio of the Oireclor. 87/11/05. S1C6ER.J.D Ouquesno Itahi 
Co. 3pp. 43313;338-43313:340. 

8711190292 Withdraws facility coidficalfon eccomoanylng 0 Hold application (01 senior 
operator liconee on Unit l.ln response lo NRC 871030 llr.D Hold performing licensed 
duties on Unit 2 & not partlclpallng In llconso relralnlng progrom. 

SIEBER.J D. Duquosno Light Co. 87/11/12. Oocumoni Control Branch (Document 
Control Desk), ip. 43401:220-43401:229. 
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F. Security, medical, emergency 8 (Ire protection plans 


-87t1230162 Insp Ropte 60-335/87-21 & 60-389/87-20 on 870906-1031. Violations 
nolod.Major areas lnspoctod:rech Spoc compliance, operator performanco.overa'l 
plant operations, OA practices, sito security procedures & radiation control activities 
CRLGNJAK.fl.V.. BIBB.H.E., WILSON.B. Region 2. Ofc of tho Director. 87/11/17. 
14pp 43423.024-43423 037. 

871 1230286 Forwards Insp Ropis 50-335/87-27 & 50-389/87-26 on 671026-30 & notice 
of violation 

COLLINS.D.M. Region 2, Ofc of Ihe Director. 87/11/18. WOODY ,C.O. Florida Power 
& Light Co. 2pp. 43421:070-43421:063. 

-0711330297 Notice of violation from Insp on 67 1026-30 Violatdn noied: failure to 
adhere to radiological control procodvrea lor personnel coniamlnailon monitoring & lor 
w<x>erly wearing proleclive clothing as required 

UXLINSAM. Reg'on 2. Ole o( the Dlroclor. 87/11/18. 2pp. 43421:072-43 421:073. 

-6711230304 Insp Reals 50-335/87.27 & 50-369/67-26 on 671026-30. Violations 
ftotod.Mslor areas inspeeied.rad'atlon protection, including external exposure 
conirol.laiernal exposure control & control of radloactiva mail & contamination. 
BASSETT.C.H., HOSEY.C.M. Region 2, Ofc ol the Droclor. 87/11/18. lOpp 
43421:074-43421:083 

8711300176 Forwards Physical Security Plan Change 1 1-5, returning oquipmeni dosigna 
liena 10.12 & 26 10 viial equipment list, per NRC 670909 request Changowilhheld (rel 
10CFH2,790) 

WOOOYXi.O. Ffodda Power & Light Co. 87/11/23. Document Conirol Branch (Docu- 
ment Control Desk), tp 43487:064-43467:084. 


O. Adjudicatory correspondence 

8711110068 Lfconsaa answer in opposition lo request for hearing.’ Opposes C Rich 
870938 lequesi lor publio heatlrig te pioposed amorid lo license to mcroaso spent 
fuel storage capacity. W/noiicos of appearance of counsel & Cortilicaie ol Svc. 
QAUSER.M.A. Ftorlda Power & Light Co. BAUSER.MA Newman & Holt/ingor. lf4Q7 
4777. 87/11/04 Alomio Safety and Licensing Board Panel 6pp 43332:227- 
43332234. 

6711170011 NRC Siall response to Hr hearing request by C Rich.’ Inforvenlon should 
be denied unless Rich & other polii'pnats amend request to cure dolocis w/al least 
one admissiblo conienlion.Cerlificale of Svc oncl. 

YOONQ.M A. Assistant General Counsel lo' Hearings. #487 4810. B7/i 1/09. Atomic 
Safely end Licensing Board Panel. 1 fpp. 43367:037 43367:047. 

6711160048 Memorandum & order (conforenco cal').* Uil d'rocted to meet w/C Rich to 
resolve concerns ol Rich & other sinnatohoa lo Rich 870931) Hr.Rlch d reeled lo (lie 
emended peilHon to intervene by 6801 16 H concerns unrosolved.Served on 871116. 
COTTER,# P. Atomic Safety and Licensing Gesrd Panel. #467 4653. 87/11/13. Office 
ol Ihe Oenaiai Counsel. RICH.C Altlllaiion Not Assigned. 9pp. 43392:tCl0>43362;10e 


P. Opareting license etagt deeumenie 8 correapondenee 

6711020232 Summary of 871092 meeting w/utH In Boihesda.MO ro I'Cunsoo proposal 10 
foca^ epeni fuel pool.Liet ol meeting ailenooes & questions discussed et meeiing 
erKi. 

r0URI0Ny.£.O. Projee) Direoioiato 11-2. 67/10/21. Project Directorate ll.?. 27pp. 
43240005 43240^31 

8711030051 Requesis addi info re util 870812 requost to expand spenl fuel pool stor- 
age capadty.Response requeelod wiihln 30 days of Hi rocelpl. 

TOURIGNY.EO Project Directorate 11-2. 87/10/23. WOODY.C.O. Florida Power A 
Ughl Co. 4pp. 43264r27e-43264'2ei. 

8711060274 Forwards Amends 80 & 25 lo Licenses OPR-87 & NPF-IB, rospoctively & 
solely evaluallonAmer>de chenge unll ol reacilvily.delolo obsqlole roquiromenls & 
cwroct typos S administrative data. 

TOURIGNY.E O Project Directorate ll-?. 87/10/23. WOODY.C.O. Florida Power & 
Ughl Co. 3pp. 43390:123-43300:235. 

—8711050277 Amends 86 & 25 to LIcervses DPR-67 & NPF-lO.respoc'ivoly, chang'ng 
unH ol reacHvliy.Oeloting obsolole requliemonis, correcting typos & provld ng adminls- 
Irettve data. 

BERKOW.H.N. Projoct Directorate 11-2. 87/10/23. 105pp. 43300:128-43300:230. 


0711040356 Forwards first monthly status rupl of plans described in util 870924 Rr.EncI 
withhold (ref 10CFR73.21). 

WOODY.C.O. Florida Power & Light Co. 87/10/29. Document Conirol Branch (Docu- 
ment Conirol Desk). Ip. 43290.0l8-43290:0l9. 

8711200329 Forwards "St Lucie Plant Site-Specific Offsite Radiological Emergetrcy Pre- 
paredness Alert & Notification Sys OA Vorillceilon." Recommends frequency of full- 
cycle tosis bo Increased & addi lest be performed. 

M(3LOUGHLIN,D. Federal Emergency Management Agency. 87/t0/29. STELLO.V. 
Ole ol Ihe ExecuHve Director (or Operations. Ip. 43412:035-43412:276. 

-8711200331 "St Lucie Plant Site-Specific Offsite Radiological Emergency Prepared- 
ness Alert & Notification Sys QA Verlllcallon." 

’ Federal Emergency Management Agency- 87/10/13. 236pp. 43412.036-43412276- 

8711190290 Forwards proprietary response to NRC 670930 Hr ro proposed rev lo pfenl 
physical security plan.Withhold (ref 10CM73.2I). 

WOODY.C.O. Florida Power & Ughl Co. 87/11/05. Document Conlfol Branch (Docu- 
ment Control Desk), tp. 43399:299-43399:299. 

8711130232 Responds lo NRC Hr re exercise weaknesses noted In Insp Repis 60-335/ 
67-19 & 60-389/87-18.Correctlve actlons:moeling planned w/siale officials re possible 
lime saving measures & emergency plan Implementing procedures wiil be revised. 
WIDOOYCO. Florida Power S Llgni Co. 87/11/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 43369:281-43359.282. 

8711230167 Forwards Insp Repts 60-335/B7-21 & 50-389/87-20 on 870906-1031 & 
notice ol violation. _ 

VERRELLI.O.M. Region 2, Ofc of the Dlroclor. 67/11/17. WOODY.C.O. Florida Power 
a Ughl Co. 2pp. 43423:020-43423.037. 


—6711050278 Safety evaluation supporting Amends 86 & 25 lo Licenses OPR-e? A 
NPF- 1 0.respeclfvely. 

* Office 01 Nuclear Reactor Regu’allon, Director (Post 870411). 67/10/23. 5pp. 
43300:231-43300:235- 

6711050238 Forwards Amends 87 A 26 to Licenses OPR'67 A NPF-16. respectively A 
safely evaluatlon.Amonda change surveillance requirement dealing w/speclei test ex- 
cmllon on shutdown margin. 

TOURtGNY.E.Q. Projoci Xllrectorato 11-2. 87/10/28. WOODY.C.O. Florida Power A 
Ughl Co 2pp. 4330 1 : 1 09- 4 330 1 : 1 2 1 . 

—8711060248 Amends 87 & 28 to Licenses OPR-67 A NPF-I8,rsspeclively. changing 
surveillance requirement dealing w/apeclal ioal exception on shutdown margin. 
BERKOW.H.N. Project Diiectorate il-S. 87/10/28. 8pp. 43301:111-43301:118. 

-6711050264 Safety evaluation aupporting Amends 87 & 26 lo Licenses DPR'67 A 
N(^- 1 8. respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 070411). 67/10/26. 3pp. 
43301:119-43301:121. 

6711030339 Partial response to FOIA request.Forwards documents listed In App 
A.Oocuments also available In POR. 

GRIMSLEY.O.H. Division of Rules & Records (Post 870413). 87/11/02. CONNOR.L 
Doc-Search Associates. 2pp. 43256:339-43268:346. 

-6806060190 Forwards performance (nfo lor C-E supplied nuclear fuel (or CY65 on 
plant-by-plent basis, per NRC 880618 requesl lnfo Includes number ol fuel assemblies 
& fuel rods Irredlaled &/or discharged A batch average butnups. 

SCHERER, A. E. (jombustlon Engineering, (no. 86/Os/OI. BERLINGER.C.H. Reactor 
Systems Branch (PWR*A). 6pp. 4326e:347'4326e:3S2. 
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8711060289 Forwards EPA Rag'o/t IV 070930 Itr la uiii orov.dinn final rssuance ol 
NPDES Parmit FL0002208 & It^cludaa staia cort'ficallon of uiil aphelion by Slate of 
FL. 

WOOOY.CO. Flonda Powor & Light Co. 67/11/0?. Oacumsnl Control BraiKh (Oocu- 
menl Control DesV) S2pp. <I330'1.017-43304.069. 

67(1090376 Submts addl info Co suppf uCii 66I230 response to NRC safety ovaiiration 
which assessed contormance of p'ant to Reg Guide 1 .97 Util does not ir^teod to L'r>pla> 
menl any changes to Instrum ontaiiort mon lonng vartab'a during Jtil 1 906 outage. 
WOOD/.CO Florida Power & Light Co. 67/11/04. Document Control Branch (Docu- 
ment Control Desk) Ip. 43321:141-43321:141. 

6711100431 Generic Lir 67-16 to all holders ol CPs for nuc'oar power plants re pohey 
sialemem on deferred plants Sve list encl. 

MIRAQLIA.F.J. Associate Director lor Projects (Post 670411} 67/11/04. Consolidated 
Edison Co. of New York. Inc. 4epp. 43402001-43402046. 

6711100346 Forwards marked-up safety Issues n-.gl ays plant datain rosponso to 
870901 11/ requasting assistance in providing info re implementaiion ol approved tegu' 
laioiy In natives. 

WOODY, CO. Florida Power S Light Co. 67/11/06 Documenl Control Branch (Docu- 
menl Cont/ol Desk). 26pp. 43333:310-43333:337. 

6711100366 Responds to NRC 670610 request lor addl info re TMi item il.O I of 
NUREG-0737. ‘'perlormencs Testing ol Reliof & Safety Valves." Remalnvtg questions 
will bo addressed by 860205. 

WOODY, CO Florida Power & Light Co. 87/11/06 Oocumenl Control Branch (Oocu- 
menl Control Desk). 8pp 43334:346 43334 353. 

6711130164 In'orms (hat response to Item S of Generic Ltr 87-12. "Loss ol RHR Whi'e 
RCS Partially Filled." wilf be submittad by 660220. 

WOOOY.CO Florida Power & Light Co. 67/11/09. Document Control Branch (Oocu- 
menl Conuol Desk). ip 43356:264 43356-284. 

6711200346 Appllcalon for amend lo Llcenso OPR 67, changing Tech Specs re pump & 
valve prog'am.NRC requeslad lo approve arnend by 660115 since Frai lO-yr insp In- 
torval ends 860211. 

WOOOY.CO. Florida Power & Light Co. 67/11/(6. Documenl Control Brartch (Oocu- 
menl Coniiol Desk). 4pp. 434|3:OS7-43413:1CO. 

-87112003(6 Proposed changes to Tech Specs re pjrrp & valve program. 

' Florida Power 6 Light Co. 67/11/16. 39pp. 434(3.06^1-43413:100. 

6711230069 NQliflcaHon of 071124 moellng w/util In Golhesda.UO to (hscuss licenseo 
response to NRC questions re rarack of racli ty speni fuai pool. 

TOijRiQNY.E.G. Project C^'reciorafe 11-2. 67/11/16 RERKOW.H.N. Ptojocl Ovocloiaie 
11-2. 4pp 43416:199 43416202 


Q. Inipeellon reporta, IE Bulletfna & correspondence 

6012170462 IE QuTstin 80>25, "OperaTng Probioms W/Target Rock Safety- RoHef 
Valves al RWRs." 

* Ole of inspecion & Enloreemeni, Oroctor (82020I-370413). 60/12/10 Conaokdet- 
ed Edison Co. ol Now York, Inc. Spp. 43226 201 <43226 205. 

630S110473 IE Info Nolico 83-39, "Failure ol Saiety/Reliol Valves to Open et BWRs ■ 
interim Rmi " 

JORDAN, E.L. Div ol Emergency Preparedness 8 Enuineerlng Re$pon80.iE(dS02l2- 
670413). 83/06/17. Conaolfdaiod Edison Co. of Now York. inc. 2pp. 43226206- 
43226-207. 

6710230213 NRC Info Notice 87-055, "Portable Molsturo/Oensity Gauges: RoconI inci- 
dents ol Portab’e Oeimes Being Stolen or Lost." Sve list encl 
CUNNINGHAM, R.E. (/Mslon Industrial & Medical Nudeer Saloiy (Post 670720). 
67/10/29. Consolidated Edison Co ol New York, Inc 89pp 43324.139-43324:227. 

6710290234 NRC hfo Nol'ce 87-056. "Improper Hydraulic Control Unii InsiallaUon at 
0WR Plsnts." Sve lisl encl. 

ROSSI.C.E Orvision ol Oporallonal Events Assessmoni (Post 67C4II). 67/11/04 
Consolidated Edison Co. of New York, Inc. Il2pp. 43324 228 43324 339 

671(020017 NRC Info Notice 67-057, "Loss ol Emergency Boraiion Cspeb-iiiy Due to 
N Irogen Gas Intrusion." Sve lisl encl 

ROSSI.C.E. Division ol Operational Events Assessment (Post 670411) 67/11/06 
Consolldalod Edison Co. of New York, Inc. 1 t6pp. 43355 003-43355:119. 

8711050040 NRC Corrpl-ance Bullet-n 67-002. "Fasiener Tosling to Dotormfno Con- 
formance W/Applicabfe Melt Specs." Sve lisl encl. 

ROSSI, C E. Division ol Operational Evenie Assessmoni (Post 870411} 67/11/06 
Consolidated Edison Co. of New York, Inc. 116pp. 43397:142-43397:257. 

671 1 (30232 Responds lo NRC Itr re exercise weaknesses noted In Insp Repis 50-335/ 
87-10 & 50-389/87-l8.Correciive actions, meal ng planned w/slate ofucleisre possible 
time savlrw measures & emargency plan Implementing procedures will bo revised. 
WOOOY.CO. Florida Power i Light Co. 8r/l t/06. Clocuineni Control BrerKh (Oocu- 
monl Control Desk). 2pp. 43359:26i-433S9.2e2. 

87 1 1090(40 NRC Info Notice 67-056, "Continuous Communlcal'ons FoHowfng Emergen- 
» Noiiticaiions." Sve list and. 

(TOSSI.C.E Oi<dsion ol Operational Events Assossmeni (Post 870411) 67/11/(6. 
Consolidated Edison Co. of Now York. Inc. ((3pp. 43404:176 43404 286. 

6711200160 Informs NRC that motor-operaied valve toalmg scheduled completion date 
ol 871 114, not met. Valves will be tested when conditions can be established during 
startup from Cycle 3/4 refueling outage. 

WOOOY.CO Rorida Power & Lighl Co. 67/11/16 Documenl Conirol Branch (Docu- 
ment Control Desk). Ip. 43417:102-43417:102. 

871(200346 Application lor amend lo License DPR-67,changlng Tech Specs re (ximp S 
valve progrem.NRC roquosted to approve amend by 860)15 since hrsi 10-yr insp In- 
terval enefs 660211. 

WOODY.C.O. Honda Power & UghI Co. 87/11/16. Documenl Control Branch (Docu- 
ment Control Desk). 4pp. 43413.057-43413:100. 

8711120027 NRC Info Notice 87-069, "Polenllal HHfl Pomp loss." Sve liet end. 
ROSSI.C.E. OwTslon of Operational Events Assessment (Post 870411). 87/11/17. 
Consolidated Edison Co. of New York, Inc. 120pp. 43467:001-43487:121. 


8711230167 Forwards Insp Ropts 50-335/67-21 & 50-369/67-20 on 670906-1031 & 
nouce ol violation 

VEHREmO.M. Region 2. Ole ol the Director. 07/11/17. WOODY.C.O. Florida Power 
& LighiCo 2pp 43423:020 43423 037. 

-8711230159 Notice ol violation from insp on 070906-1031. Violation noted Procodura 
2-M-0O36. "Roacior Vessel Malnt-Soquenco of Operations" not properly Implemonled 
in that load cell nol utilized in performing Ml ol Unit 2 inairumoniaifon plate. 
VERRELLl.O.M. Region 2, Ofc of ihe Director. 07/11/17. 2pp. 43423:022-43423.023. 

-8711230162 Insp Repis 50-335/67-21 & 50-309/87-20 on 870006-10.11. Violations 
nofed.Malor areas lnspeclecj:Tech Spec complance, t^erelor pertormance.overaH 
plant operations, OA practices, site security proceduros & radiation control acitv.tles. 
CHIENJAK,R.V., BIBB.H.E., WILSON.B. Region 2, Ole of the Dirocior. 07/11/17. 
I4pp 43423:024-43423:037. 

8711230266 Forwards Insp Repis 50-335/07.27 8 50-309/07-26 on 071026-30 & noUce 
of violiUion. 

COLLINS, O.M. Region 2, Ofc of Iha Director. 07/11/18. WOODY.C.O. Florida Power 
& LighiCo. 2pp 43421.070-43421 06.1 

-6711230297 Nolica of violation from insp on B7l026-30.Violallon nolod; (oluro to 
adhere to radiological conirol proceduros for porsonnol conlemlnation monitoring & lor 
ptopofly wearing proteclive clolhing as required. 

COlLINS.O.M. Region 2, Ole ol ino Dirocior. 67/11/18. 2pp. 43421:072-43421,073. 

-6711230304 Insp Ropts 50-335/67-27 & 50-309/87-26 on 671026-30. Violallons 
noiedMajor areas tnspoclod.(edlaiion proloclion, Including exiernal exposure 
conirol/niemal exposuto conlrpl & control ol radioncilvo mall & conlam nation. 
BASSETT.CH.. HOSEY.C.M. Region 2, Ofc ol iha Direcior. 87/11/18. 10pp. 
43421:074-43421 0D3. 


87II13000B SuppI 2 1o NRC Inlo NoUco 66-100, "Dogradatipn of RCS Prossuro Bound- 
ary Result ng From Br^ric Acid Corrosion." Sve list and. 

ROSSI.C.E. Division ol OporaHonol Events Assessment (Post 870411). 87/11/19. 
Ccnsoldaiod Edison Co. of Now York, Inc. 1 19pp. 43444 195 43444:314. 


R. Periodic operating reports & related correspondence 


8711230444 Monthly operailno ropis for Oct ie07.W/87l 116 Itr. 

QRANT.NW.. WOODY.C.O. Florida Power & Light Co, 07/10/31. 16pp 43421:292- 
43421:310. 


6711060102 Ouariorly luriia activiiies ropt for Jui-Sopt I067.w/Nnc 071 107 & Slate ol 
FL 87IIX)8 llrs. 

MAHTfN.R.E. Florida Power & Light Co 07/09/30. MARTIN, R.E. Florida, StatO Ol. 
7pp. 43305061 43305 067. 


S Reportable eecurrenese, LERa 6 related correspondence 


8711300110 LER 05 012-02 on 05l2i6,snuDDers laiied visual exams & (unciional 
losiing^ Tech Spec 4.7.iO.Causod by installation & design probioms A'l failed enub- 
bs.'sre^ed. modified or repieeod.Maint procedures upQraded.W/07ii24 ltr. 
MOHN.S.E.. WODOY,C.O. Florida Power & Light Co. 07/06/09. 10pp. 43469 306- 
43469:315. 


8711170228 Summer Ol Operating Reaciors Events Meeting 67-36 on 671103.LI31 ol 
ailendeos.vlowgrBpns & summary ol reeclor scrams end. 

LANNINO.W Events Assessmoni Branch. 67/11/05. ROSSI.C.E. DlvIs’On of Opot- 
aUonai Events Assessment (Post 870411). 20pp. 43385:215-43305:234. 

8711100366 LER 67-014 OO.on 671006, unidentified RCS leakage greeter tlian Tech 
^ac nmit discovored.Ceused by wold joint failure duo lo previous mlselignmonl ol 
kslod ilangos Reeclor shut down & required repairs performed. W/071 106 Itr. 
WOOOY.Ca Florida Power & LighiCo. 87/11/00 6pp. 43333:356 43333:360. 

6711160206 LER 07-016-00:on 071014, Mode 4 onlered w/o shield bldg 
Inlegnty. Caused by inadequate procedural controls of shield bldg doors once chocked 
as boinaclosed.Operaling Procedure 1-0030120 will be revised.W/871l16 Itr. 
MOHN.SE., WOODY.C.O. Florida Power & Light Co. 07/11/16. Spp. 43400:105- 
43400: 109. 
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F. Securlly, medical, emergency & lire protection plans 


8711020357 Responds lo NRC 670827 Hr re violations noted in Insp Ropt 60-336/67- 
leConecKvo actlons:hourly lire welch paliol established & exemption request from 
Section ltl.Q.2.b of (OCFRSO.App R loi listed valves will bo submitted by 68(/20l. 
MROC2IKA,EJ.. SEARS.C.F. Nortnoasl Nuclear Energy Co. (subs, of Northeast Utili- 
( 08 ). MROCZKA.E.J. Northeast Utilities. 07/10/23. riUSSELL.W.T. Region l, Ofc of 
the (^tor. Spp. 43236.279 43236:283. 

8711230443 Revised emergency plan Implemeniing procedures, Including Rev 1 to EPIP 
Form 4201-18, "MP2 Steam (jne Monitor" & Rev O.Change 2 to EPfP Form 4606-1, 
"EOF EO/G Operability Test*' W/871 lie Hr. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, ol Northeast Utilities). 
MROCZKA,E.J. NofthoesI Ulllilles. 87/11/15 9pp. 43421:311-43421:320. 

8711230212 Ack receipt ol Hr Informing NRC ol steps taken to correct violations nolod 
In Insp Repis 50-245/67-1&,S0-336/67-17 & 60-423/87-14. Ur also addresses weak- 
nesses Identified during Insp re performance ol heallh physics audit. 

M^TIN.T-T. Region I, Ofc of the Director. 07/11/17. MflOCZKA.E J. Northeast Nu- 
clear Energy Co. (subs, of Northeast UlilHies). 2pp. 43421:163-43421:171. 
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H. General correepondence 

8711090330 Informs of oiganlzallot^al change affecting disirlbutlon lists lor eonesiiond- 
ence from NRC.RW Bishop no longer employed aa corporate secretary & should be 
lomovod from list. 

MROCZKA.E J., ROMBERG, W.O. Connecticut Yankee Atomic Power Co. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Ultitles). 87/11/06 
Document Control Branch (Document Control Desk). 2pp. 43321 : 13 1 -43321: 1 32. 


P. Operating license stage documents & correspondence 

8711020151 Ack receipt of Invoices G0026,G0069.G0064 & G006S for hrat Quanerty Irt- 
staliment of 196B annual foe.per 10CFR171. Understands that lee will bo vnte liana- 
larrod on 671030 in paymenl of Invoices. 

MROCZKA.E.J. Connocilcut Yankee Atomic Power Co. MROCZKA.E.J. Nodheast Nu- 
clear Energy Co. (subs, of Noilheasi Utllillos). MROCZKA.E.J. Nonhoasl UKilles. 87/ 
10/26. Document Control Branch (OocumonI Control Deak). Bpp. 43233. 30B- 
43233.313. 

8711030413 Forwards request lor addi Info re spent fuel consolidation at facility. 
JAFFE.O.H. Project Directorate 1-4. 87/10/30. MROCZKA.E.J. Nonheaaf Nucieer 
Energy Co. (subs, ol Northeast Utilities). 4pp. 432BI :007 -43261:010. 

87110S0021 Forwards "Revised Insorvico Insp Testing Program," In responso to NHC 
670602 questions & 870626 & 26 meelings.Rov covers second tO-yr Insp mtoival & 
Includes updated emergency diesel generator auxiliary sys tosiing program. 
MROCZKA.E J. Northeast Nuclear Energy Co. (suba. ot Northeast UiikUes) 
MROCZKA.E J. Northeast Ulilllioa. 67/10/30. Document Conirol Branch (Docurr>enl 
Control Dosk). 2pp. 43293 270-43204;0a8. 

-6711050026 "RoWsed Inaervice Insp Testing Program." W/ 12 oversize drawings 
* Northeast Nuclear Energy Co (auba. ol Northeasl Ul.Ulea) 67/10/31. Il7pp 
43293:272-43294 028 

8711030339 Partial response to FOIA request Forwards documents listed m App 
A Documents also available in POR. 

GRIMSLEV.O.H. Division ol Rules & Rocorda (Post 870413). 87/11/02. CONNOn.L 
Ooc-Seatch Associates. 2pp. 43266:339-43266:346 

-8608060190 Forwards performance Info for C-E supplied nuclear fuel for CY6S on 
plant-by-planl be8ls.per NRC 660616 request inlo includes number ol <u6l assemblies 
6 fuel rods Irradiated &/or dischergod & baich average burnups. 

SCHERER, A.E. Combuallon Engineering, Inc. 66/08/01. GcRLINQER.CH. Reeclor 
Systems Branch (PWR-A), 6pp. 43269:347-43260:362. 


630S1 10473 IE Inlo Not.ee 63-39, "Fellu/o ol Safely/Rol of Valves lo Open el BWRs • 
Interim Ropt." 

JOnOAN.EL. Oiv of Emergency Properodness & Engineering Rosponse,IE(0502t2- 
870413). 83/06/17 Consolidated Edison Co ol Now York. Inc. 2pp 43226:206- 
43226207. 

0711020357 Rosponds lo NRC 870927 lir ro v-olatlons noted In Insp Ropi 50'336/67- 
lOCorrccf-ve acilons hourly hre watch patrol estabished & exompilo.n request from 
Section tll.G 2 h of lOCFRSO.App FI lor listed valvos w.li be submitted by 660201. 
MROCZKA.F J.. SEARS.C.F. Northeasl Nuclear Energy Co. (subs, ol Northeasl Ut>li 
Ues). MROCZKA.E.J. Northeast Utiiillos. 87/10/23. HUSSElL.W.T, Region 1, Ofc ol 
Iha Oireclor. Spp 43236 270 43236 233 

8710230213 NRC Inlo Notice 67-055, "Ponabla Molsturo/Oonsity Gauges Roconi Inci- 
dents of Poneb’o Oaugos Being Stolon or Lost." Sve list oncl. 

CUNNINGHAM. n E. Divisiort ol Industrial & Medical Nuclear Safety (Post 870729). 
87/10/29. Consci dated Ed sort Co. ol New York, Inc. OOpp 43324:139 43324 227. 

8711060021 Forwards "novisod Insorvico Insp Testing Program," in response lo NRC 
870602 questions & 870825 8 20 ntoei-nga.Rev covets socoPd '0-yr Insp uv.etval & 
iocl,r(ios updated omorgency diosol generator auxiliary sys lesUng program. 
MROCZKA.EJ. Nonhoasl Nuclear Energy Co (subs of Northeast Uiililos). 
Mf10CZKA.E J. Northeast Uti'iios 67/10/30. Dooumani Conirol Branch (Document 
Control Desk) 2pp 432D3:270-43204:02e 

-67I105002S "Rew.sod Insotvica Insp Tost ng Program. " W/12 ovorsi/o drawings. 

* Nonhoasl Nuclear Energy Co (suhs. of Northeast Unilies). 67/10/31. It7pp. 
43203:272-43294 026. 

6710290234 NRC Inlo Notice 67-056. "Improper Hydraulic Control Unit Inslal'ntion at 
BWR Planta." Sve list oncl. 

ROSSi.CE. D.v.son ol Oporal'onal Events Aesossmonl (Post 870411) 87/11/04. 
Conaobdalod Edison Co. of New York, fne tl2pp 43324 228-43324:339 

8711100378 Responds to vIotQlions noted In Insp Reals 60-245/66-06 & 50 336/86 C6 
on 660324-27.i^rroc!iwo actionsrtralning program cfeveloped & Implemented & radd 
aciivo malls iiondiing personnel will be iraineo by 871 231 

MROCZKA.E.J . SEaRS.C F. Northeast Nuclear Energy Co. (subs, of Northeasl Ui ii 
lies) MROCZKA.EJ. Northeast Util ties 87/11/04. Document Control Branch (Docu- 
meal Conl/ol Desk) 3pp 43336 220 43335 222 

8711020017 NRC Info Notice 07>057, “Lose ol Emergency Boreilon CapsbI'ity Duo to 
Niironon Gas intrusion " Sve list oncl. 

ROSSI.CE. DtiAsien ot Oporational Events Assossmsnl (Post 670411). 67/11/06. 
Consokdaiod Ecflson Co. of Now York, inc. 1i0pp. 4 3356.003-43355 il6 


8711090100 Application lor amend to License OPR-66.chenging Tech Specs to apeoty 
limit for how long radioadlve effluent monlloring insirumenlation may be out of sve lor 
maim, required teats, checks & caiibr purpoaasFaa paid. 

MROCZKA,E.j. Northsaal Nuclear Energy Co. (subs, of No/lheasi uisiues). 
MR0C2KA,E.J. Northeasl Utilitlas. 87/11/02. Oocumeni Control Branch (Oocutivont 
Control Desk). 4pp. 433IS:OIO'433I6:017. 

"8711090102 Proposed Tech Specs.8pecifying limit lor how long radioactive mon torlng 
instrumamaiion may be oul of avo (or rnainusqulred te8is.checks & catibr putposos. 

* Northeast Nuclear Energy Co. (subs, of Noithaaai uiiiitioa). 67/11/30 4pp 
433l6;0l4-433t6:0l7. 

8711100387 Forwards request for addi Info re review ol ulil 670714 submlitsire teodot 
bldg closed cooling water sys conlainmeni isolalion.per lOCFREO.App J.Type C lost 
program Response raquasied within 60 days of Hr receipl. 

JA^E.O.H. Project Direclorels 1-4. 87/11/03. MROCZKA.EJ. Northeasl Nucloar 
Energy Co. (subs, of Norlhoest Utilities). 3pp. 43342: 194>43342. 196. 

8711100431 Generic LIr 67'16 to ell holders of CPs (or nuclear power plants re pokey 
stalomeni on delerred planls.Svc Tisi end. 

MIRAOLIA.F.J. Assooiste Director (or Projects (Post 870411}. 67/11/04. Consd'dalod 
Edison Co. ol New York, Inc. 4epp. 43402:001-43402:046. 

8711130078 Responds lo NRC request (or addi Into supporting util 670626 application 
(or amend to License OPR-65 re operation of planl beyond end of core life for Cycle 
S.Weslinghouse ovaluetion ol coastdown operation discussed 
MROCZKA,E J . flOMBERQ.W.D. Northeast Nuclear Enortry Co. (subs- o( Nonhoasl 
Ulilities). MROCZKA.EJ. Northeast Utilities 87/11/06. Document Conirol Brench 
(Document Control Desk). 2pp. 43354:226-43354:227. 

8711200320 Requests FR publication ol notice ol Issuance ol Amend 121 to Uconso 
OPR'65. Amend revises Tech Specs lo address well thinning criteria (or steam genera- 
tor sleeves & decreasing allowable primary-to-secondary leakage. 

JAFFE.O.H. Project Directorate 1-4. 87/11/13. NRC • No Oeiailed AlfSletion GNsn. 
2pp. 43414,347-43414 346 

8711250100 Forwards Amend 121 to License OPR-65 & safety evaluation. Amend modi- 
lios Tech Spec 4.4.6 1.4, "Acceptance Criteria" to address wall thinning crilerta for 
steam generator sleeves & lo remove footnote. 

JAFFEId.H Projecl Oireclorale 1-4. 67/11/13. MROCZKA.EJ. Nonhoasl Nuclear 
Energy Co. (subs, ot Northeast Utilities). MROCZKA.E.J. Northeasl Uti'itles. 2pp 
43461:342-43461:355. 

-8711260104 Amend 121 lo License DPfl-66.modifying Tech Spec 4.4.5.IA "Accopl- 
ance Criteria" lo address wall thinning criteria tor sloam generafoi sleeves & lo 
remove lootnole. 

STOLZ.J.F. Project Dlrectorale 1-4. 07/11/13. 10pp. 4346!;344-43461 363. 

-871 1260108 Safety evaluation supporting Amend t21 to License DPR-65. 

• Office ol Nuclosf (keactof Relation, Diteclot (Post 870411). 67/lt/i3. 2pp. 
43461:354-43461.355. 


O. Inspecdon reports, IE Bulltifns & eorrespondence 

6012170482 IE Bulletin 80>26, "Operating Problems W/Target Rock Safety- ReL'ef 
Velvos at BWfla." 

' Ofo of Inspection & Enforcement, Director (820201-070413}. 80/12/19. ConsoMal- 
ed Edison Co. ol New York, Ino. Spp. 43226:20t-43226:205. 


8711050040 NRC Compliance BuHoim 07 002. "Pastonor Testing lo Deis'inir.o Con- 
Icrmenco W/Appiiceblo Man Specs ’’ Sve list end 

R08SI.C.E. Oylslon of Opnreiionel Events Assossmoni (Post B704U). 87/11/00. 
CorvsotdatCO EOHcn Co. of New York, ino 116pp. 43367’142-43397'.257 

8711090140 NRC Info Not CO 67-056, "Ccntiniious Communications Follow. ng Emorgon- 
cy Noiilicat ons." Sve fist oncl. 

ROSSi.ee. Olvision ol Oporaiionol Evo/iis Assossmoni (Post 070411). 07/11/16 
Consoiklatcd Edison Co. of Now York, me. tl3pp. 43404:176 43404-268 

0711230239 Ack rocoipl Of 071023 III Informing NRC ol stops mkon to corrocl violations 
noted in insp Ropi SO-330/67.16. 

JOl INSFON.W.V. Rogun 1, Ofo ol the Director. 67/t1/ie. MROCZKA.EJ Northosst 
Nuclear Energy Co (subs ol Nonhoasl UliliHoa). 2pp. 43422 314-43422320. 

8711120027 NRC Info NoMco 67 059. "Potonllal RHR Pump Loss." Svc list oncl 
ROSSi.CE. Olv,s‘on ol DperaHonal Evonia Assossmoni (Post 670411). 67/11/17. 
Consolklstod Ed'son Co. of Now Yoik, Inc. 120pp. 434B7.001-43407:l2l 

8711230212 Ad< rccolpl of Mr Infoimlng NRC ol slops lakun lo correct vlclatlons noted 
in Insp Ropis BO-245/07.15,50-338/07-17 & 50-423/67.I4 Lir also addressos weak- 
nosses idoni.fiod du'inn Insp ro porfonnonco of hoallh physics audit. 

MAFiriN.T.T. Rogion I. Olc Of iho DiicctOr. 67/11/17. MROCZKA.E.J. NorthoasI Nu- 
ctea' Energy Co. (subs ol Nortlteasi Utilities). ?pp. 43421:163 43421-171. 

8711240032 Forwards Insp Hopis 50-245/87-24,60-336/67-2t & 50-423/87-10 on 
870014.17 & 23*24. No violations idontified.Thitloon previously Idoniitlod iiema closed 
durmg lnap.Tluea iieins roc|uirlng addi info & rovlow ulscussed In rapt 
MARTlN.fT. Region 1, Olc ol the Oireclor. 67/11/17. MROCZKA.E.J. Noilhoasl Nu- 
clear Energy Co. (subs, ol Northeasl Uliinies). 2pp. 43444.046 43444 060 

-8711240037 Insp Repls 60-246/67-24,60-336/87-2l 4 50-423/87-10 on 870914-17 & 
23-24. Ma[cr areas Inspected.lollowup o( items previously Ideniillod re capabJily for 
post-acodenl sarnpl'ng.Concorn ro lochnical review level notod. 

WEAOOCK.A.. ShaNBAKY.M. Region 1. Ofc of the Director. 07/11/12. I3pp. 
43444:046-43444:060. 

871II3Q00B Su^l 2 to NRC Info Notico 86-106, "Degradation ol RCS Pressure Bound- 
ary RomlUng From Boric Add Cctrosion." Svc Msl end. 

ROSSI.CE. Divison of Operational Events Assessment (Post 670411). 67/11/19. 
Consolraaled Ed-son Co. of Now York, Inc. 1 19pp. 43444:105-43444:314. 

8711260170 Forwards Insp Hepls 50-245/87*17 & 6O-330/67-15 on 870715-1 7 & notice 
ol vtofation. 

JOHNSTON, W.V. Region 1, QIC ol the Director. 87/11/19. MROCZKA.EJ. Northeast 
Nucloar Energy Co. (subs, of Northeasl Ut l.tios). 2pp. 43459:356-43460.007. 

-E7U2601T2 Moiloo ol vlolalion liom map on e70716-17.ViolaVon9 noted. Heenseo not 
^lo (0 provide documontatlon to establish qua'ilicatlon by lest or analysis ol GE SIS 
wire used In Valves 2-SI &S1.2-CH-501 4 2*SI 644. 

* Roglon 1 , Olc ol tho Director. 87/11/19. 2pp. 43469:356-434 59 359. 

-8711250178 Insp RopIS 60-246/67-17 4 60-336/87-16 on 670715-17. Violations 4 
one unresolved item noted Mnjor areas inspecl9d:lollowup ol equipment qualification 
Nndlnm Identified In Insp Repls 50*245/65- 90 & 60-336/65-35. 

KOWY.T.. PAOLINO.R., ANDERSON.C. Reg-on 1, Olc of ihe Dlrocior. 67/11/17. 
app. 43459.360-43460:007. 



1U4 uu^rvc I CU 1 1 CM9 


R. ParIo<llc operating raporla & refalad correspondanca 

6711170019 MonihV operating repi lor Oct tS67.W/8711 10 ttr. 

NEROU.O.. SCACE.S.E. Nortt^easl NucWai Enetm Co. Isutw o1 Northeast UtWas). 
SCACE,S.E. Noftheasi UMiles. 67/10/31. Spp. 43375 264 43376 268. 


V. Oparaler Examlnatlona 

6711040307 Discusses enangentanls fo' loactor qperelor & senior reactor operator 11* 
censing exams scheduled for vrk ol 6801 II. End list ol rel mall rectuasted by 
871 1 1 UnsirucUans, rules, guidelines & requirements for oxams end. 

KELLEn.n.M. Reg on 1. Ofcof Uie Oiraciof. 87/10/27. MROCZKA.E.J. No'lhoasi Nu- 
clear Energy Co. (subs, ol Northeast Uiililies). lOpp. 43280:196-43269:205. 


DOCKET 60-338 NORTH ANNA POWER STATION, UNIT I 


F. Security, medical, emergency & fire protection plana 

6700140176 Provides addi Into re 670803 request that orr.ergency actiorss lahen la re- 
sponse to steam geneielor tube ruplu'a averit on 87071S bo accepted as eimiai 
emergency plan exercise (or 1967, per 670827 telcon.Ropt S supporting inlo «ict. 
STEWART, W.L. Wrginla Power (Virginia Electric S Power Co.). 67/09/11. DocunwAl 
Control Branch (Document Conlrcl Dash) 37pp. 42632.037-42632 228. 

-6709140160 "Nortlt Anna Power Station Repi ol Emergency Proparedness Eironis lo 
Unit 1 Steam Generator Tube Rupture." 

• Wrgn'a Power (Virgrla Eleclrlc & Power Co) 87/07/16. t2lpp. 42632 106- 
42632.226. 

6710160319 Roquests exemption tram requirements of 1QCFR5047 & App E re per. 
lormanco ol exercise ot emergency p'an in 1087 par lOCFRSO 12 & In tight ol action 
lakan In response to 870716 eleam generator tube aipturo event 
STEWART.WL Virgnia Power (Virgina Elecirtc & Power Co). 67/10/08 Oocutnent 
Co'iltol Branch (Document Control uosk). Spp. 43085.037-430e5 039 

6711068235 Quarterly rev lo "Corporate Emerger^ Response Plan Toropbone Ouecio- 
ry." W/671102 Hr 

STEWART.W.L. Virg'nia Power (Virgine Electric A Power Co). 87/11/02. iflpp. 
43302:161-43302 

671 1090097 Responds to NRC 670828 & 1005 Itrs re violations noted >n Inso Repis 60- 
338/67-24 A i0'338/87.24.Correctiva actions: Rediaiion Monitor N-t6 ins'aFed on 
mam sloam header.hoalih physics technicians received tie'ning A pioceduree te- 
v.«v/sd 

STEWART.W.L Virg n a Power (Vug-nla Eieetnc A Power Co). S7/I1/04. Oocumenl 
Control Branch (Document Control Desk) I2pp. 43321:309 43321 320 


P. Operating lleenie aiage document* A eorraapondence 

8711030167 Forwards safety evaluation re stoam generaior downcomer How resisUMCO 
pfete installaion A (esuiiant increase in steam generator lube rupture doso 
rates Mode to ateam generator accepiabre. 

VARQA.S.A Division of Reactor Projocis - i/ii (Poet 070411). 87/10/20. 
STEWART.W.L. Virginia Power (Virgln-e Efecine A Power Co.). 3pp. 43206:327- 
43236.334 

-8711020165 Selety evaluation re utii 670925 (ee.ue$l for approval ol steam genereior 
downcomer now resisience plate mods A increase in calculated odsiie dose per 
10CFR50.58.Mod9 acceptable 

* Office of Nucloet Reactor Regulation, Director (Post 870411) 67/10/23 Spp. 
43236.330-43236:334. 

6711020046 Forwards suppremertlal info re preventive plugging ol steam generator 
lubes per NRC request. 

STEWART.W.L. Virginia Power (Virginia Electric A Power Co.). 67/10/26. Oocetneni 
Control Branch (Oocumoni Control (Desk). Spp. 43226 283-43226 287. 

8711020515 Requests rallaf from provisions of ASME Section XI, 1960 Edil.on Subariicio 
IWP-3110 lot using fixed sat of moasurod rel values. Example of calculated ref curve A 
accepiance cnteria end Fee peid. 

STEWART.W.L Virginia Power (Virginia E'ectrk; A Power Co). 87/10/28. Document 
Convot Branch (Document Contiol Desk). 3pp. 43238.033-43238.035. 

8711090039 Forwards Rev 1 to SAR-VEPCO-006, "SPDS SAR (or VEPCO NUREO- 
0696 Computer Proiect.Norfh Anna A Su.'ry Nuclear Power SlaHons," reffecl-ng as- 
built sv9.per uLI 661^15 commitment. 

STEWART.W.L. Virginia Power (Virginia Electric A Power Co.). 87/11/02. Oocumoni 
Control Branch (Document Control Desk). 2pp. 43315 019-43316:066. 

-6711090045 Rev 1 to "SPDS SAR lor VEPCO NUREQ-OeOS Computer Pro|ecl. North 
Anna A Surry Nuclear Power Statons." 

HURT.W.L. Energy, Inc. SARV£P(»-005 R01. 87/00/28. 46pp. 43315KJ21- 
43316:066. 

6711230105 Lists Spanish Commissioner Echaverrt suggested topics for discussion 
during Spanish Nuefsar Safety Council 671113 tour ol fecil'ty.Fadllly ref plant for afar 
Spanish plants. Clearance data lor IE Echavarri A Jl Vi'ladoniga erKi. 

GRACE, J.N. Region 2. Ole of Ihe Director. 67/11/03. STEWART.W.L. V.tg'tVa Power 
(Virginia Electric A Power Co.}. 3pp. 43418.016-434 18.020. 

6711t00431 Generic Llr 87-15 to all holders ol CPs (or nuclear power plants re poicy 
slalement on deferred p'anie Sve list end. 

MIRAGLIA.F.J. Assoclalo Director lor Prqjecls (Post 870411). 87/11/04. Contoldaled 
Edison Co. of New Vork, Inc. 46pp. 43402:001 -43402:048. 

8711130197 Concludes that steam generators have been restored to acceptable condi- 
tion following 670715 steam gerveretor tube mpture.FaMily can be operated at tOOH 
power.Safely evaluation will be transmitted. 

OflACE,J.N. Region 2, Ofc ol Ihe O'recloi. 87/11/05. STEWART.W L. Virgirtla Power 
(Virginia Elecirio A Power Co). 2pp. 43356.073 43356.074. 


8711160173 Application lor emonds 10 Licenses NPF-4 A NPF-5, relormatlbg oporabil- 
ily A surveillance roqulremoncs lor inlormediaie rango channels A revising inlermodi- 
ate range high Ilux trip selpoint.Fea paid. 

STEWART.W.L. Virginia Power (V.rglrtla Elodrlc A Power Co )- 87/11/00. Documoni 
Con'jol Brartch (Oocumont Conirol Desk). 4pp. 43368:167.43368‘217. 

-8711 160176 Proposed To'ch Spocs reformailing operebl'lty A survcillanco roquiro.'nonis 
(or latoimodiaie range chonnele 8 revising nomnal intermodleto range high (lux trip 
aoipoinl 

• veonla Power (Virginia Electric A Power Co). 07/11/09. 27pp. 43308:1Ol- 
43368 217. 

67(1250155 Requests Ihei licensee provide duplicate (lux map. Branch Intends to com- 
pare udi map to (iux map from foreign reactor to see II anomalies In liaco can bo soon 
which coild bo atlrlbulable lo vibration ol probe or ihimblo tube 
noSENIHAl.JE Reactor Operations Analysis Branch. 07/11/10 RUBENSTEiN.L.S 
Proiect D-redoralo 11-2. Ip. 43461:001 43461:001. 

6711350067 (^onliims NRC understanding that utii will continue lo imptomont toak rsio 
deiOcUon A action procedures A standing order unM approved emend lo Tocti Spocs 
becomes adective 

VAHOA.SA. Olvis'on ol Roactor Projects • l/ll (Post 870411). 87/11/10. 
ST£W/WTT,W.L. Virginia Power (Virginia Electric A Power Co). 6pp. 43440:600- 
43449.094 


O. Inapecifon reports, IE Bulletins A correspondence 

6012170462 IE Bulletin 80-25, "Operat-ng Problems W/Targol Rock Safely- Rollol 
Valves at &WRs'' 

* 01c of tnspocllon A Enforcement, Director (820201-670413). 60/12/19. Consolidat- 
ed Ed son Co. o( New York, me. 6pp 43226:201-43226:205. 

6305110473 IE irtfo Notice 63-36, "Felluro of Solety/Rohof Valves lo Open al BWRs • 
Immim Rapt.'* 

JOFIOAN.EL Dtv of Emorgoncy Preparedness A Enginooring nosponEe.lE(8502l2- 
670413). 63/06/17 Cona^idafod Edison Co. of Now York, Inc. 2pp. 43230 290- 
43226.»7. 

8711020360 Forwards notico of Volelion from Insp Repis 60'330/87-30 A 60-339/07-30 
ofl 670625-27 Violallons categorired as Seventy Level IV.Correctlve actions shou'd bo 
document. 

(3HACe.JN Region 2, Ofc of iho DIroclor. 07/10/26. STEWART,W-L. Virginia Power 
(Viglma EleeirioA Power Co.). 2pp 43236:051-43236.056. 

-8711020353 No’-'co Of violation from irtsp on 670826-27.Vlolalion8 nolod' Individual ro- 
cefved bccvoattortai doso ol 23 6 loms to skkt of whole body Qxcoodrttg t calondai 
quarter roqu'emenlper 1DCFR20. 101(a) A who'e body survey not performed. 
CRACC.J.N. Region 2, Ofeoi the Director. 97/10/26. 4pp. 43236:(353-4323d;056. 

8711020279 Forwards insp Rople 60-338/97.35 A 50'339/07-35 on 070026- tOOl.No 
viotal OAs or doviaiiotts nolod. 

HEflOT>v.fl. Region 2, Ole of the Diteclor. 87/10/27. STEWART.W.L, Virginia Pewor 
(Vitgin'a Electric A Power Co ) 2pp. 43232 319 43232:326. 

-6711020301 Insp Reels 50-336/97-35 A 50-339/07-35 on a70928-1001.No violaloni 
or devtstions noied.^Jor areas inspocisd; installation ot downcomer now roeislonco 
pfaies In steam goneraiois. 

ECONOMOS.N.. BLAKE-J.J Region 2. Ofc ol ihe Director. 87/10/23. lOpp. 
43232320 43232.326. 

8710230213 NRC Into Notice 97-055, "Portable Moisiure/Oensily Gauges: RoconI Inci- 
dents ol Portable Gauges eemo Slo’en or Lost." Sve iisl end. 

CUNNINOHAM.R E (division ol industrisl A Medical Nuclear Safety (Post 870720}. 
67/10/29. Consolidated Edison Co. ol New York. Inc. 89pp. 43324:139-43324-227. 

87102M234 NRC Info Notice 67-058, "Improper Hydraulic Conirol Unit Inslallalfon al 
BWR PI^Is " Sve list enci 

nOSSi.CE Division ol Operallonal Events Assessment (Post 870411). 87/11/04. 
ConsoTdaied Edison Co. ol New York. Inc 1 12pp. 43324:226-43324:339. 

871 1090097 Responds to NRC 870626 A 1005 lira ra vlolalrons noted In Insp Ropla 50- 
336/67-24 A oO-339/B7-24.Corroctlvo actions: Radiation Monitor N-16 Inalallod on 
man sieam header, health physics lechnlclans lecolvod training A procedures re- 
viewed. 

STEWART.W.L. Virginia Power (Virginia Electric A Power Co ). 67/11/04. Document 
ConVol Qranch (Document Control Desk). I2pp. 43321:309-43321:320. 

8711020017 NRC Info Nol’ca 87-057, "Loss of Emergency Boratlon Capability Duo to 
Ntirogm Gas Intrusion." Sve list end. 

RO^.C.E. Division of Oporatfonaf Events Assessment (Post 970411). 87/11/06 
Consotidafed Edison Co. of New York, Inc. tt6pp. 43355:003-43355:119. 

8711050040 NRC Compliance-Bulletin 87-002, "Fastener Testing lo Determine Con- 
formance W/Applicable Met! Specs." Sve list end. 

ROSSLC.E. Division of Operational Events AssessmenI (Post 670411). 87/11/06. 
Consolidated Edison Co. of New York, Inc. 1 16pp. 43397:142-43397:257. 

8711100458 Responds lo appeal re denial of FOIA request tor document listed In onci 
appAppoal denied due lo document being dialt A predoclsional in naluie.OocumorA 
widiheld (ref FOIA Exemption 6). 

STELLO.V. Ofo of the Executive Director (or Operations. 87/f |/06. BAUMAN, L. Qov- 
emmenl Accounlability Project Spp 43342:267-43342:296. 

6711200191 Ack receipt ol 671023 lU Inlorming NRC of steps taken to correct violallons 
noted In insp Repis 50-338/87-26 A 50-339/67-26. 

HEROT,AR. Region 2. Ofc of Ihe Oireclor. 87/11/13. STEWART.W.L. Virginia Power 
(Virginia ElecUlc A Power Co). Ip- 43413:146 43413:146. 

6711060140 NRC Inlo Notice 67-058, "Conlinuous Communicallons Following Emorgon- 
^NoirficationB " Sve list end. 

ROSSI.CE. Division of Operatlonaf Events Assessment (Post 870411). 87/11/16. 
Consol'daled Edison Co. oi New York, Inc. 113pp. 43404:176-43404:268. 



8711120027 NnC mio Notice Q7 059, •'Poioniiol flHR Pump Loss." Svc istenci 
flOSSl.CE. Division of Oporatlonal Events Assossmeni (Post 870411). e//1l/l7. 
ConsolidatecI Edison Co oiNewVork, Inc. I20pp. <i3487:00l-‘t3<l87.l2l. 

8711240069 Forwards Insp Ropis 50'338/07'3't & SO-339/87'34 on B709i8-10l9No 
viotalions ot dovioltona nolefl v(/c*c«piion ot ot\o liccntee vtolaUcn ttwolvti® 

core altefai:on9 w/o coniainmom Integrity. 

GRACE, J.N. Region 2. Ole o( Iho Diroclor. 87/11/10. STEWART.VVL Virgn-aPowO' 
(Virginia Electric & Power Co ). 2pp 43431 067-43431 093. 

-8711240077 Insp Ropis 50-338/87-34 & 50-339/07-34 on 870018- lOlUNo vio'ebons 
or deviations nolod w/oxcoption o1 ono ticensoe Identified viotel>onMe.-or areas 
tnspocled ploni status, uniosoivod iloms.ESF waiKdowri & LER lol owup. 
CALDWELLJL.. KINO.L.P, CANTRELL.F. Reg on 2, Olc Ql Iho Droclot. 07/11/04. 
25pp. 43431.069-43431:093. 

0711130008 SuppI 2 10 NRC Into Notice 06-iOB, "Oogradaiion ot RCS Piossuto Bound- 
ary Rosulting Worn Boric Acid Corrosion " Sve list and 

ROSSI, C.E. Division of Oporelio/'fil Events Assosamoni (Post 870411). B7/1I/19. 
Conso'idaled Ed-son Co. of New York, Inc. )l9pp 43444 105-43444 314 

8711240031 Forwards Insp Repts 50 330/07-33 & 60-339/07-33 on 670028-1C02.No 
violations or deviations noloaAlionilcn Inv.iocl to unresolved iloma idoniHiod rn topi 
HERDT,A.n. Region 2, Ofc ol the Director. 87/11/19. STEWART.Wl Vuglnia Power 
(Virginia Electric & Power Co ). 2pp 43444 038-43444.043 

-8711240033 Insp Ropis 50-338/87-33 8 50-339/07-33 on 070028- 1002 No violaions 
or deviat’ons notod. Major aroas inspected rovlow ol conlainrr.unt tsotahon sys local 
loaV ralo program, including review of loai procedures & valve al Qnrronis 
WHITENER,ri L.. JAPE,F. Hoglon 2. Olc of Iho Diroclor. Q7/II/17. 7pp. 43444.037- 
43444:043 


R. Periodic operating reporta & related corroapondence 

8711190229 Monthly operating roplS lor Oci igQ7.W/U71 1 16 Hr. 

GARNER,B., STEWART,W.L. Virg'riQ Power (Virgln'-a Electric & Power Co) 07/10/31 
12pp. 43401:014-43401.025. 


8- Reportable occurrences, LERa & rolaled correapandenca 

8710160319 Roquosta oxamplion from roquvemcnis ol I0CFR50.47 8 App E ro per- 
formanco ot oxerclao of emornoncy plan m 1887 por 10CFR60 12 & in ■rgiii oi achon 
laVon in rosponso to 070715 aloam noneratoi tube ruptu'o ovoni 
STEWART,W.L- Virginia Power (Virginia Electric & Power Col. 07/10/00. DoComoni 
Control Branch (Document Control Desk). 3pp. 43085 037 43088.030. 

871 1090199 LER 07-015-01 on 67062U,roaclor trippod duo lo hl hr level 5A tOOdwOlor 
healer.Causod by improper valve llno-up duo to failure to fellow odm nisitabw coniro's 
for hanging 8 removing danger lags Ptoceduroa revised W/87li03iir. 

HARR^LiEW. Virginia Power iVitgnia Electric & Power Co). 87/ii/03. 4pp 
433M:Oie-433l4:019. 

8711130009 NPOES noncompVianco notilicaHon on fl7l03t.oi spit ctcuned ai 
plani-Causo could not tjo ideniiiiod Spin c'oanod w/on absorboni pads from suiaco of 
waler,No oil found In North Anna loKo or In canal- 

MARSHALL, BM Virginia Powor (Virginia Glectdc 5 Power Co). 07/11/05 
KRBGLOE.W-L. Virginia, Commonwoolth of. 2pp. 43350. 129-43350:130. 

6711160214 LER 87-022-00:On 07101 0,pro6Suri/er PORV oponod duo to acluai-cn of 
ovarprasauro protection 8ys.Cau80<) bv reduction in prcmeiv sya temp Outing insorvtce 
inaptosl map procedure will bo rovisoa W/87ii05 Ur. 

HAhRELL,?W. Virginia Power (Virginia Electric 8 Power Co). 87/11/05. 6pp. 
43366:243-43366:247. 

871 1 170226 Summary of Operating Reactors Evonio Muotmg 67-30 on 07n03 list ot 
aitendoes.viownrapha & summary ol rosetor sciama end. 

lanniNO.w. »oni8 Assossmeni Branch 07/11/05 ROSSi.C.E 0-v«ion o' Oper- 
ational Events Assessmoni (Past 070411). 20pp. 43385:215-43305:234. 

8711260208 Staff requromonls memo ro Commssion 67ti09 brjofmg in 
WashInglon.OC on 870716 steam generator lubo rupture event. 

BATES.A L Office of tfto Socrolary ol Iho Commission 07/11/24 STEILO.V OJe of 
the Executive Director for Operations, tp. 4346 1;34 1-43461:341. 


T. Hearing transcripts on non-antltrust mailers 

8711180064 Transcript of 071109 bfloling in Woshingion.DC re focrily steam gonorelor 
tube rupture ovenl.pp 1-56. Supporting documontation end. 

• Commissionora. 67/11/09. 80pp. 43394.310-43395:037, 


V. Operator Examinations 

0711130241 Notifies that reactor oporatoi & senior operator licensing exams sclioduled 
lor wk ol 060216 & simulator /operoUng oxams sctioduiod lor OQ02 17-26 Approved rol 
mail listed in End 1 should bo furnished by 071210. 

JULIAN C A Region 2, Olc of iho Director, 07/ 1 1 /04. STEWART.W.L Vitginfa Power 
(Virginia Electric & Powor Co.). lOpP- 43367:310-4335/;327. 


DOCKET 50-339 NORTH ANNA POWER STATION. UNIT 2 


F. Security, medical, emergency & fire protection plana 

8710160319 Requests exemption from roquiremonls of 10CFR50.47 & App E fo per- 
formanco of oxerclao ol emergency plan in 1007 per 10CFR60.12 & In of aoilon 
taken in response to 870716 steam generator tubo rupture event. 

STEV/ART.W.L. Virginia Power (Virginia Electric & Power Co ). 07/10/09. Documoni 
Control Branch (Document Control Oosk). 3pp 43085 037-43065 039 

0711060236 Quarterly rev to "Corporalo Emergency Response Plan Telephone Diroclo- 

§TEWArVwL.* V irginia Power (Virginia Electric & Power Co) 87/11/02. lOpp. 
43302;161-43302;179. 


B711090097 Rosponds to NRC 870928 & 1005 llr$ ro violations noted in Insp Repis 50 
336/87>24 & 50 339/87'24.Correclivo actions' Radiatio.n Monitor N tO Installed on 
main steam l-.eador.hoa’th physics tuchnic a.ns received irainl.ng A procedures ro- 

viewod 

STEWART.W.L Virginia Powo' (Virginia Electric & Power Co) 87/11/04. Document 
Control Branch (Document Ccnttol DoaM- t2pp. 43321.309 43'32t.320. 


P. Operating license stage documenia & correspondence 


871 1020124 Forwards Amend 62 to L cense NPF-7 & safety evaluaiicn Amend rev-ses 
Tech Spec 3/4 6. 3. Table 3.6-1 to ccrroci Inconsistency botweerr ull 601210 response 
lo NUREO-0/37 & Tech Spoc for specilyi-ng ccnta-nmoni Isolallon signal. 

ENGLE.L □. Proloct D.ioclo/ato ll-2. 67/10/22. STEWART.W.L. V.rginla Power (Vlrgn- 
ia£locinc& Power Co). 3pp. 43239. 154-43239.163. 

-8711020149 Amend 02 to Liconso NPF-7.ievising Tech Spoc 3/4. 63, Table 3.6-1 to 
cerrecl Inconsisioncy bolweo.n uti' 831210 rosponso lo NUREG’0737 & Toch Spoc for 
spodlying coniainmont isolallon signal lo lie Phase Q inslood ot Phase A 
BEH|«)vy.H.N. Piojeci Dlrecloralo II 2. 87/10/22 7pp 43239.157 43230 161. 

-871 1020160 Salcty evaluation simpo'linn Amend 62 to LIcanso NPr-7. 

* Ofhco o( N'Jdea.' Rooctor Rogjlatloi’. Oirecior (Post 670411) 67rio/22 2pp 
43239 162-43239:163 

0711020157 Forwards satoly ova'ualion ro sloam generator downcemer Mow rosislance 
plaio insta'lat'on & resu'iani increase In steam go-'-.e.-alat tubo rupture dose 
rales Mods to sleam goryetalor accoptab'e 

VARGASA Division ol Roactor Projocls - l/ll (Post 870411} 87/10/23 
STEWART.W.L. Vitg nie Power (Virgina EtociiiC & Power Co). 3pp. 43238:327- 
43238 334. 


-871 1020185 Satoty ovaluation re util 070925 teqjosi for approve' of steam gonoratcr 
dawncomer How tesfsianco p'aio mods & ncroaso in calculated oHsito doso por 
lOCFRSOSd Mods acceptable. 

* Office of Nudear Reactor Regu'alion. Oirocipt (Post 870411). 67/10/23. 5pp. 
43238 330 40238.334 

8711020616 noquasis rel'ot from provisions of ASME Section XI, 1600 Edii on Subnrticlo 
iWP-31 to lor usngf-KOd sol ol moasursd rol valuosExomp'o of ca'culaied ref curve 8 
accop'Ance cmoria eriCl.Fua paid 

STEWART.WL. Vitgnia Power (Vircfnla Efochic 5 Power Co.) 87/10/28. Document 
Control Branch (Documoni Control Desk). 3pp. 43238.633 432j8’035 

8711040303 Forwards Topical Ropi VP-NOS-35, "Norlh Anna Unil 2,Cyc'o 5 Cere Pet- 
■omnneo Hopi. " lo' mlo 

STEWART.W^L Virginia Power (Virginia Eloclrlc & Power Co.) 07/10/20. Oocumani 
Conirot Branch (Document Control Desk). Ip. 43205:290-43265 346. 

-8711040M9 "Nenh Anna Unit 2, Cycle & Ccro Poifwmancs) Ropl.'’ 
nEiTlEn.EC. nOOERS.P.S.. PIERCE.N S. Virginia Power (V^^rgin'a Eleclrlc & Power 
Co.). VP NOS-35 07/09/30. 60pp. 43205 209 43205 348, 

8711(190039 Forwards Rev 1 to SAR-VF.PCO-OOS, "SPOS BAR for VEPCO NUREG- 
OOOC Computer Prpiaci.Norih Anna & Surry Nuclear Powor Slatons," roflocling as- 
bufll iyifiw Ull 601215 commilmcnl 

BTEWAnT.w.l. Virginia Powei (Virginia Eloclrlc & Powor Co.)- 07/11/02. Oocumpnt 
Control Branch (Documcnl Control Desk). 2pp. 43315:010-40315.066 

-8711090046 Rov 1 to ’’SPDS SAR for VEPCO NUREQ-OOOe Computer Projoci. North 
Anns & Surry Nucioor Power Siai ona." 

HURT.W.l. Cnoroy. Inc. SAR-VEPCO-005 ROl. 07/00/20 46pp 43316:021- 
43316066. 


«7il230i06 LIsia Spanish Commssiunor Ecnavarri auggestod topics lor dscusaion 
dutina Bparvsh Nuctoer Safoly Council 071113 tour of lacTily.Faclily rol plant lor six 
Spanish plants. C'oaronco data for LE EchOverri & Jl V-liadomna enef. 

GnACE.i.N. no^oh a. Olc ol lha OtoeVOt. 87/11/03. STEWART.W.L. Vitgnia Powei 
(Virginia Eloclrlc & Powor Co ). 3pp. 434 18.010 43410:020. 

8711100431 Gonoiic Lir 87-1b lo all iioldere of CPs for nuclear power plants ro policy 
etalomoni on delotred ptonla Sve list oncl. 

MIRAGUA.F j Assoclale Oiroctor lor Projocls (Post 87041 1). 87/11/04. Consolidated 
Edison Co. of NowYo'k, Inc. 4Gpp 43402:001-434D2;046. 

•711160173 Application for amends to Licenses NPF 1 & NPF-5. rolormatling operabil- 
lly 6 survo'Uence roquiromonis lot Inlermodlate tango channels & rovls ng inlermadl 
are range h gh flux trip aaipolnl Foe paid. 

SIEWART.W.l. Virginia Power (Virginia Eloclilc 6 Powor Co.). 07/11/09. Document 
Control Branch (Oocumoni Control Oosk). 4pp. 43300:187-43360:217. 

—8711160170 Proposed Toch Specs reformatting oporab lityS surve.llancorequlromonta 
for Inlormod^to rango channels & revis ng nom nal Inlormodiale range high llux trip 
setpoint 

• virgin'a Powor (Virginia Eloclrlc & Power Co.). 07/11/09. 27pp. 43368:191- 
4336(1217. 

67112501S5 Requests that licensoe provido duplicate Ilux map.Granch Inlands to com- 
pare ubi map to flux map from foreign reactor to sea If anomalios In traco can be seen 
which could bo alinbulabia lo vibialTon ot probe or thimble tubo. 

ROSENTHAL, J.E. Reactor Oporaiions Arialysis Branch. 87/ 1 1 /16. RUBENSTEIN.L S 
Project DlroclOiaie 11-2. Ip. 43401:001-43461.001. 

8711260067 Conlirms NRC understanding lhal util will continue to Implement leak rale 
dsiecUon & action procedures A standing Older unM approved amend to Tech Specs 
Oocomos etfoclivo. 

VARGA, S.A. Division ol Reactor Ptojecis ■ I/ll (Post 070411). 87/1 1/10. 
STEW/^T.W.L. Virginia Powor (Virginia Eleclrlc & Power Co.). 5pp. 43449:090- 
43448094. 
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Q. Inspeciton reports, IE Suliellne ft correspondence 


8012170462 IE Bulletin 80-25. "Operating Problems W/Ta-gol Rock SatotV' Ro'ief 


* dfc ol Inspection & Enlorcemeni. Director {620201-870413). 80/12/19. ConsoUal- 
ed Ed son Co. ol No>v York, Inc. 6pp. 43226 201-43226:205. 


83051 10473 IE Into Notice 03-39, "Fai ure of Safety/Reliol Valves to Open el BVVRa • 
Interim Repl.” , _ 

JORDAN C-L. Cv of Emergency Proparedness 5 Engnoerlng Response,tE(8602t2- 
870413) 63/06/17 Conso'idaied Eason Co ol New York, Ire. 2pp. 43226:208- 
43226207. 


8711020360 Forwards notice o! violai'an from Insp Repls S0 33Q/e7-30 4 50-939/07-30 
on 670825-27 VIolalons caiegorired as Seventy Level IV.Corroctrvo actions sTtouM be 
docume/i ted. 

GRACE.J.N. Region 2, O.'c d Ibe Diroclor. 87/10/26 STEWART.W.L. V>reinla Powot 
(Virginia Electric & Power Co ) 2pp 43236. 051-43236 058. 

-8711020362 Notice of v.olailcn from In&p on 870825-27 Violations noted: IrolVidual re- 
ceived occupal'onal dose ol 23 6 lems to skin ol whe/o body exceeding 1 calortdar 

S uarler recuTcmoni.per i0CFn20.t0JCa) & whole body survey not paifottned. 
iRACE.J N Region 2, Ole ol lb© Director. 87/10/20 4pp. 43236:d53-43236.0S6. 

071 1020278 Forwards Insp ReplS 60-338/67-35 & 50-330/87-35 on 670928- 1001 No 
vio'ations or deviatons noiod. 

HEROTAR. Region 2, Ofc ol the Oreclor. 87/10/27. STEWART.W.L. Virginia Power 
(Virgmie Efoolric & Power Co.)- 2pp. 43232 318 43232:329. 

-8711020301 Insp Repts 50 936/87-35 & 60-339/87-35 on 670026-1001 No vtolai orts 
or dovlatlorbs noted.Major areas Inspecied: Instal'ation of downcomer How losisianca 
p'ates in slaam generators. 

tCONOMOS.N. BLAKE, JJ. Reg'on 2. Ole of tho Ottoclor 87/10/23 lOpp. 
49232.320 43232 329. 


87f02302l3 NRC fnto Nol'ce 87-035. "Portable MoStvire/Density Gauges Roceni Mci- 
denls of Porfablo Oaugos Being Stolen or Lost " Sve list enci. 

CUNNINGHAM.R.E Oivislcn ol indusiriel & Medtcel Nucloar SaleN fPost 670729) 
87/10/29 Consolidated Edison Co ol New York, Inc. sepp 43324; 139-43324 227 

8711090092 Reouests exampiion ol end list of ASME Class 2 ptessuro voaseis from 
rams nder of Erst Insen/ce Insp program exam Interval, per IWC-t220{b) ol 1983 Edi- 
Ion of ASME Boiler & Pressure Vessel Code.Sed'on XI. 

STEWART.W.L. Vi/g nia Power {Virgin'a Electric & Powor Co.). 67/11/03 Oocumam 
Control Branch (Document Control Desk) 3pp. 43322.354'43342 3S6- 

8710290234 NRC inlo Ncilca 87-056, "Improper Hydraulic Control Unit Insta'iation at 
BWR Planis." Sve list end. 

ROSSLCE Division of Operatonel Events Asseisrnom (Post 670411). 67/11/04. 
Consolidated Edison Co o' Now York, Inc 1 1 2pp. 43324-228-43324 339 

871 1090097 Responds to NRC 870828 S 1005 lirs re violations noted In Insp ftepia 50- 
3g8/B7-24 & 60-939/67-24.Correoilve actions; Radeton Monitor N-16 instaifM on 
main steam heador.haa’ih physics lochn-ciens received training & proceduias ro- 
viewod 

STEWART.W.L Virginia Power (Viramla Eieciric & Power Co). 07/t 1/04. Document 
Conuol Branch (OocumenI Cont/ci uesk). i2pp. 43321:309 49321 320. 

8711420017 NRC Inlo Notice 67-0S7, "Loss of Emergoncy Bora'ion Cepab/liy Due to 
NlYogen Gas intrusion " Svo het end 

ROS8l.CE. Division ol Operational Events Assoesmant (Post 670411). 67/11/08 
Cojisoiidated Edison Co. of New York, inc. ii6pp 43356.003-43 3 66:1 lO 

87110S<>940 NRC Compliance BbUe'.in 67-003, "Feetenor Tositng to Ooiermlno Con- 
lormanca W/Appileab'e Mall Specs." Sve fisi and 

ROSSI.CE. Division of Operational Events Aeeessmani (Post 670411). 87/11/08. 
Consolidaiod Edison Co. of New York, Inc. I I6pp. 49397:142-43397-267 

67111004S8 Responds to appeal re denial of FOIA request for documorii tested In end 
Qpp Appeal den'ed due lo documem being draft & prodocis'onal in netmeOocument 
withheld (ref FOIA Exompl-on 5). 

STELLO.V. Olc ol the Exocutivo Dreclor for Oporat ons. 87/t 1/06. BAUMAN.L Oov- 
oinmen) Accouniabi'ily Proi«cl. 2pp. 49342:287-49842:298. 

8711190150 Forwards steam generator lube plugging ropi raqulrod by Toch Spec 
4.4 5.5a.Rept summarizas tubes plugged as resull oMnsp porfornned di>nng refueling 
outage. 

STEWART.W.L. Virgin's Power (Virgin's Eloclilc & Power Co). 67/11/13. OocumenI 
Control Branch (OocumenI Control Desk). 22pp 43307.312-43307:333. 

8711200191 Ack receipt of 871023 lU informing NRCol steps lakon to correct viotailons 
noted in Insp Repts 50.336/67-26 6 50-939/87-26. 

HEROT.AR. Reg'on 2, Ofc of the Director. 87/11/19. STEWART.W.L Vxginfa Power 
(Virginia EiecWc & Power Co). Ip. 43419:146-43413. 140. 


8711090144 NRC Inlo Notice 87-058, "Conlinuous Communications Following Emergen- 
cy Notifications." Sve list end. 

ROSSI.C.E. Dnri^n ol Oporafional Events Assessment (Post 970411). 97/11/16- 
Consol dated Edison Co. of New York, Inc. 119pp. 43404:176-49404:286. 

9711120027 NRC Info Notice 87-059, "Potential RHR Pump Loss.” Svo ket end. 
ROSSI.CE. Oivlsicn of Operational Events Assessment (Post 870411). 87/11/17. 
Conso'idated Edison Co. of New York, fno. I20pp- 49487:001-43467:121. 

8711240069 Forwards Insp Repts 50-338/87-34 & 60-399/67-34 on 870916-IOI9.No 
vfolallons or deviations noted w/ exception of one licensee Identified violalfon ImroMng 
core a'lerations w/ocentalnmenl Integrity. 

GRACE.J.N. Reg'on 2, Olc ol the Director. 87/11/18. STEWART.W.L. Virginia Power 
(Virgin's Electric & Power Co.). 2pp. 4349).067.4343 1:093 


-8711240077 Insp Repts 50-338/67.34 & 50-339/87-34 on e7091B-tD19.No viofsilons 
or deviations noted w/exception of one licensee identified vio'a1fon.Ma)or areas 
Inspecled.plant slaius, unresowed ilems.ESF waikdown & L6R followup 
CAlOWElLJ.L., KING.LP.. CANTRELL.F. Region 2, Old of the Oiroctor. 87/11/04. 
25pp. 43431:069.43431:093. 


6711130008 SuppI 2 lo NRC Info Nonce 66-108. "Degradation ol RCS Pressure Bound- 
ary Resu't ng Rotm Boric Acid Corrosion." Sve lisl oncl. 

ROSSI.CE. Division ol Opeiaional Events Assossmeni (Post 870411). 87/l1/t8. 
Consot.dalod Edison Co. o' New York, Inc. tigpp 43444 195 43444.314, 

8711240031 Forwards Insp Repts 50-338/87-33 & 50-330/87-33 on 670920-1002 No 
vic/ationa or deviations notocl.Atteniion invited lo unresolved items Ident l od in top!. 
HERDT.A R. flog on 2, Olc ol iho D roclor. 87/11/19. STEWART.W.L Virginia Powoi 
(Virginia Electric & Power Co ). 2pp 43444 035-43444:043. 

-8711240033 Insp Ronls 50-338/67-33 & 50-339/87-33 on 870926-1002 No violaions 
or deviations noted. Major areas inspected review of conlainmeni iso'allon sye local 
loak rale program, including review of lost procedures & valve alignments. 
WHITENEH.H.L., JAPE.F. Regon 2, Ofc ol tfio Direcior. 07/11/17. 7pp. 43444.037- 
43444 043 


n. periodic operaling reports & related correspondence 

8711190229 Monthly operaii.ng repis for Oct i967.W/87ii 16 Ur. 

GARNEft.B.. STEWART,V/.L. Vitgina Powoi (Vugitt'a Electuc & Power Co) fi7it0/3l- 
I2pp 43401:014 4 3401:025. 


S. Reportable occurrences, LERs & related correspondence 

8709140176 Provides addi info re 870803 ruguost that omoigoncy eclions taken n ro- 
sponsa to steam genoraior tube rupture event on 870716 be acceplod os arnuel 
ometQoncy p'an oxeicirto for l6B7.por 870827 tolcon.Ropl 6 supporting info oncl 
STEwART.WL. VYglniB Power (Virgin'a Eioclrlc & Powor Co). 87/09/11. Document 
Control Rrarveh (Oocumont Control Desk) 37pp 42632.037. 42632'228. 

-67D9140180 ”Norlh Anna Power Station Rapt of Emargoncy Proparednoss Evenis re 
Unit I Sieam Generetoi Tube Rupture." 

• V.rg-rfa Power (Vi/g'rlo Eieciric & Powor Co ). 87/07/15. 121pp 42632 lOQ- 
42632 228 

6710160319 Roquosts axempitoft liom loquiiemonts ol t0CFR50 47 & App E to pci- 
lotmance ol exercise ol orr.orgency plan In 1987 per 10CFR50 IS & In llghi of acUon 
lakcrt m response lo 870715 steam generator lubo rupture event. 

STEWART.W.L. Viignia Powor (Viiglrtla Electric & Power Co ). 87/10/09. Docurr.enl 
Control Branch (Document Control Desk). 3pp. 43065:037.43085 039. 

87II120009 NPDES noncompiiance noNicai'on on 07i03l,oii spU occurred at 
(4ant Cause CMiid not be ideniiilod.$piii cieanod w/oJ ebeorbont pads from eutlece of 
water No dll found in North Anne lake or in canal. 

MARShALL.B.M. Virginia Power (Vifoin'a Electric & Power Co.). 07/11/05- 
KREOLOH.W.l. Virginia, Commonwoallli of. 3pp. 43350:120’49360:I90. 

8711170236 Svmmeiy of Operaling Roaciors Evrtnls Meeting 87-98 on 871103 List o' 
aiiendees.v«wQtapn$ & summery of roecior scrams end. 

iANNiNG.W. Events Assossment Branch 67/11/05. ROSSI.C.E. Division ol OpO'* 
abonsl Evonis Assossmeni (Post 87041 1). 20pp. 43306.215-43909:234. 

6711190264 LER 07-013-00 on 671026 jnadvdiient ESP acUiotion occurred during per- 
formance ol va’ve inservice insp when wrong valve oponod. Caused by fal'ure to To low 
cfocedvre & personnel otior.Opataior closed vBlvo.W/07t ti9 Itr. 

HARRElI.E.w Vitgwa r>owor (Virginia Electric & Powor Co.).' 87/11/13. 6pp. 
4340i:005-4340t0(f9 

6711240191 LER 67’0i600on 871031, inadvertent reacior prolecllon sys ronctor ti.p 
signal generated during nuxiiiary leedwater pump time response & logic loslCausoJ 
by procwuvai inadeguac/.Proceduros revisoa.W/B7l 1 18 itr. 

KAnnELl.E.W. Viiotnia Power (VkgWa Electric & Power Co). 07/11/10. 6pp 
43430.266 43430 290 

8711240198 LER 87-014-00:on S7l022.accumulalor tank Inadvortonlly Injectod boraleJ 
water imo RCS Caused by personnel error. Adminlsuelivo Procoduro 5.6 will be to 
vtsod & event w<li bo reviewed w/operatlons _personnol.W/67l 120 Ur. 

HAnRELL,E.W Virginia Power (Virginia Electric & Power Co) 67/11/20. Bpin 
43430356-43430.360. 


V. Operator Exairlnetlone 

6711130241 Noiif’ea Ihel reeclor operator & senior operator licens'ng exams schodulod 
for wk ol 880218 & slmulalor/operallng exams scheduled lor 860217.26.Approvediof 
mail listed fn Enel 1 should be furnished by 871218. 

JUUAN.CA. Region 2. Olc ol the Direcior. 87/11/04. STEWART.W.L. Virgin'a Power 
(lArginIa Electric & Power Co.) tOpp. 43357:318-43357:327. 
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F. Security, medical, emergency & fire proteotion plans 

8711990019 Requests Ino for 670923 applicaiions for ravlew.Util will bo blliod lor any 
addI revfow costs. 

OIGCS,R M. License Pee Menegomont Branch. 87/11/05. SYLVIA, B. Detroit Edson 
Co Ip 43324:001-43324:001 


P- Operating llcenee stage documents & correspondence 

8711030088 FOIA request for records re lacihly.lncludlng documents portaining to 
870629,0701 & 07 mealing between util S Region III. 

KEEO/UM.M.J. Sale Energy Coal.llon ol Michigan. 87/07/07. NRC - No Detailed Alii- 
alien Given. Ip. 49204:29M3264:397. 

6711260281 Record of lefcon w/uiil on 670714 re adequacy ol plant hydrogen recom- 
Uners su/velilance requlromonts for blower shaft seal. Supporting info end. 
ANAND,R.K. Plant Systems Branch. 87/07/24. CRAIG, J.W. Plant Systems Branch, 
^p. 43463:017-43463:021 
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871 1020349 Requests lomporary exomptlon Irom requirements ol lOCFR&O, App A Cn- 
leriert 66 (QOC 66) Util Intends to return primary conleinmem radiation morvtoi 10 svc 
utilizing current Isolation design while 871032 Toch Spec change under review. 
SYLVIA.B R Oetroii Edison Co. 67/10/27. Oocument Control Branch {Document Con- 
trol Desk). 7pp. 43237:280 <13237:29*i. 


-871 1230073 Exemption Irom full compiianco w/GDC 56,10CFR50,App A requirements 
tor primary containment radiation monilor Isolation until startup loilowing Mar 1086 
local leak rale testing. 

CRUTCIIFIELO.D. Division ol Reactor Projects ■ IH.IV.V & Special Projects (Post 
870411). 87/11/13. OelfoH Edison Co- 7pp. 43425:350-43425:3Se 


8711020211 Requests confirmation that review of Toch Spec to Subitems 3.1^ & 3.2.3 
completed & cescrlplion of Tech Spec changes based on completed rewlew.por Qe- 
neiic Ltr 83-28.Response should be provided within 30 days ol Hr receipt. 
STEFANO.J.J. Project Direcloraio HM. 87/10/28. SVLVIA.BR. Deiroll Edison Co. 
2P0 43339-221-13339:232. 

6711030066 Final response to FOIA request for records. App AS B documents avalable 
In POR.App A documents oncl. 

GRIMSLEY.O.H. Division of Rulos & Records (Post 870413). 87/10/29. KEEOAN.M. 
Safe Energy Coalition of Michigan. 3pp. 43264:208'43264:31 1. 


8711240274 Application to amend License NPP-43, revising Tech Spec Tsbie 3 6.4.5-1. 
"Standby Liquid Control Sys Associated isolation Doidces 480 V Motor Control Cirs," 
loramova two circuit bioeker posMIons trom labfe Fee paid. 

SYLkflA.B.fl. Deiroll Edison Co. 87/11/19. Oocumet^l wnirol Branch (Oocumont Con- 
trot OasV). Spp 43442.1b1-43442.t67. 

—8711240286 Proposed Tech Specs changing Table 3.8.4.&-1, "Standby Liquid Control 
Sys Associated Isolation Devices 460 V Motor Control Ctrs." 

* Oolrolt Edison Co. B7/1 1/10. 2pp. 43442:156-43442:167. 


-8711030072 Submits daily slelf notes for e70626.Siaff will meol w/uH on 870620 8 
independent oversight committee to review current status ol facility & readiness to 
exceed current 60% power restriction. 

STRASMA.J. Region 3, Ofc ol the Director. 87/06/26. REtlM.T A. Ole ol the Exocu- 
ISvo Oitector tot Oporellons. 3pp. A3264-.3Q1-43264.303 

-8711030075 Submits daily staff notes lor e70629.Reglanal administrator & reprosenia- 
tlves from EDO & NRR will meet w/ulil to review facility performance to aesass uil 
request for approval to operelo at Tost Condition 3. 

STRASMA.J. Roglon 3. Ofc of the Director. 87/06/29. REHM.T.A. Ole ol the Execu- 
tive DiieciOf for Operations. 3pp. 43264:304-43264:306. 

-6711030076 Confirms 870707 meeting In Region III olce lo discuss tosuita ol invesu- 
galion & corrective actions re unplanned morie change on 870626. 

GREENMAN.E.Q. Region 3. OfC Ol the Director. 87/07/06. SYLVrA,8.R. Oeirol 
Edison Co. ip. 43264;S07.43264:307. 

-8711030084 Submits dally stall nolee.On 870707, AB Davis & stall mot w/ui> lo dis- 
cuss results ol licensee Investigation Into unplanned mods change irom cold <o riol 
shutdown on 870626 8 proposed corrective actions. 

MARABITO.R Region 3. Otc ol the Olreclor. 87/07/07. REHM.TA. Ofc ol the Ekocu- 
live Director for OporaHona. 3pp. 43264:306-43264:310. 

-6711030089 Submits dally staff notes lor 670709. Licensee presented results of Irtvesii' 
gallons & proposed corrective action ro 670626 unplanned heatup event reeuiUno in 
operating mode change from cold lo hot shutdown on 670707 In CnIcago.lL. 
STELLO.V. Ole ol the Executive Director for Operations. 67/07/10. ZECH. ROSERTS. 
BERNTHAL Commissioners Ip. 43264:3 1 1 -43264 3 1 1 . 

8711030090 Nolillcalion of 871030 meeting w/ul<l in Qethe$de,MO to discuss compen- 
satory measures in support of licensee 871027 requeal lor temporary oxempUon to 
QOC 88. 

STEPANO.J.J. rrojecl Directorate lll-i. 87/10/29. MuRlEY.T. SNIE2CK.J.. 
MIRAOLIA.F. NRC • No Detailed Affiliation Given. 2pp. 43264:053-43264.056. 

871 1030488 Provides Haled addi compensatory measures which will be taken fn period 
(hat proposed lomporarv exemption would be eiieeiive.in support of request for lem- 
porary exemption from OOC 66 • primary containment isolation. 

ORSbR.W.S Deiroll Edison Co 87/10/29. Documeni Control Branch (Oocutnenf 
Conirol Desk). 2pp. 4325l:142-4326t:M3. 

8711060165 Submits aupplamanial info re compensatory measurea In support ol 
871027 reguosi lor lomporary exemption irom QuC 56 re primary coniainmeni Isola 
ton. 

ORSER.W.S. Detroit Edison Co. 87/11/02. Oocument Control Branch (Oocument 
Control OoSk). 3pp. 43303;168'43303;190. 

8711090339 Raisaued noltllcation ol 871117 meeting w/uttl In Belheede. MO to discuss 
progress In making SPD8 lully operational & licensee planned response to NRC 
review findings. 

STEFANO.J.J. Project Directorate IH-I. 87/11/03. ViRQILIO.UJ. Project Oireciorale 
111-1. 3pp 43324:054 43324:056 

8711100431 Generic Lir 87'16 lo ell holders ol CPs lor nuciser power plants re poHcy 
siatomeni on deferred plenis.Svc ilsi end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 670411). 67/11/04. Consolklated 
Edison Co. of New York. Inc. 46pp. 43402:001*43402.04a. 

8711110002 Forwards 5ER & EGO-NTA-7205, "Conformance to Generic Llr83 28netT) 
2.2. f • Equipment Classification lor All Other SaleCy-Related Componenl6:Enrico Fermi 
2 ," technical evaluation repl.Uill responee acceptable. 

STEFANO.J.J. Protect Directorate IH-l. 87/11/04. SYLVIA.B.R. Detroit Edson Co. 
2pp. 43347:340-43^48.006. 

-8711110003 SER re Generic Ltr B3-26.llem 2.2.1, "Equipment Classllicallon Programs 
for All Safoty-Releted Components." Lfill 831103 response acceptable. 

’ NRC • No Detailed Affiliation Given. 67/1 1/04. epp. 43347;342-4934e:006. 

8711120087 Advises that all FMDa will be lenlaitvely approved by 871201 Instead of 
871 101. Policy & directive documents In review process awelUng mgl arorovst. 

SYLVIA, B.R. Detroit Edison Co. 67/11/04. Document Conirol Branch (Document Con- 
trol Desk). Ip. 43340:366 43340:366. 

0711100021 Fonivards environ essossment & linding of no significant Imped re util 
871027 eppHcallon & 871029 & 1102 Mrs lor exempiton Irom laquiiemerts ol GOC 
Se.per 10CFfl60,App A. 

STEFANOJ.J. Project Directorate III-1. 87/11/05. SYLVIA.B.R. Detroit Edison Co. 
2pp. 43339:333-43^39:342. 

-6711100026 Efwiton assassmeni & (Indlrw of no algnllfcanl impact re uhl 671027.1029 
& 1 102 requests lor exemption Irom 30066 requlremente.per lOCFRSO.App A. 
VIRQILIO.M.J. Project Directorate 111-1. 87/11/05. 8pp. 43339:335-43339:342. 

8711180009 Forwards Info lo facilitate NRC review of salely/reliel valve in-piani testing 
results. 

SYLVIA, B fl- Detroit Edison Co. 87/11/13. Documeni Control Branch (Document Con- 
trol Desk). 2pp. 43386:083-43386:084. 


8711250018 Appl'calion for arnend lo License NPF-43.doloiing standby gas troatment 
sys (low rate monitor In Table 4.3.7.12-1 & design of plant Fee paid. 

^LVIA.B.fl. Dolroit Edison Co 87/11/20. Document Control Branch (Oocument Con- 
trol Ded(). 6pp. 43459:1 10-43459:1 16 

—8711250020 Proposed Tech Spec.deloHng standby gos traaiment sys ollluant sys flow 
lato monllor denoted fn Table 4.3.7.12-I, iq be consistent w/surveillance toquiromoni 
8 pteni design. 

' Ootroit Edison Co. B7/1 1 /20. 1p. 43459:1 15-43459:1 16. 


O. Inspection reports, IE BuHslIni & correspondence 

6012170482 IE Duilailn BO-25, "Operating Probloms W/Targot Rock Safaty- Rellsl 
VetvoeetBWRs" 

* Ofc ol Inspection & Enlorcamonl. Director (830201-970413). 80/12/19 Cor^solidat- 
edEd'son Co. ol New York. fne. Spp. 43226:201-43226:205. 

83051 10473 IE Into NoHce 63-39, "Falliira ol Safely/Rellol Valves lo Open at BWRs ■ 
inleilm Rapi." 

JORDAN.E.L. D.v Of Emergency Preparodnsss & Engineering Response, IE(8502t3- 
870413) 83/06/17. Consolidated Edison Co. ol New York, Itfc. 2pp 43226206- 
43228:207. 

8711090008 Foiwaids Operahonal Safely Team Insp Rapt 50-341/07-30 on 670727- 
0607.in$p findings allirmad prior aiafl aseossmonts ihel problems at siailon oncom- 
pass broad rertgo ol plant ecliviilos, Including oporaiing practices. 
otuTCHfielo.D. Dlvi»iet> of Reactor ProJocls • in.lv.v S Special Projects (Post 
870411). 67/10/23. 6YLVIA.B.R. Dotro'l Ed.'son CP. 4pp. 43315:116-43315.145. 

-8711090032 Oppreiione) Safely Toem insp Rept 50-341/67-30 on 070727- 0607.Mo[or 
areas inspecied.observalion ol control loom & In- plant aciNiilee of llcensod & non' 
ncorxsod weielors & Iniervlows w/opoiallpne.irigt & stall personnel. 

HAUOHNEY.CJ- Special insjMcilon Branch. HUNTER, OR. Rag on 4, Ofo ol the Di- 
rector. OUTHRiE.S.C. NRD - NO Ooia'led Allrlial'on Given. 07/10/06. 27pp. 
43315:1)9-43015:145. 

8711030089 Responds to Vipielions 60-341/87031.01 & 60-341/e703l-02 noted In Insp 
Repi 50>34l/97-3i.Correctiva sc1ions:Velvo B2l*F07eB lops'rod leak light, memo 
issuod on use of mails list 9 Procedure NE 5.17. "Approved. boing revised. 
SYLVlA.B.n. Dotroh Edison Co. 97/10/28. Docurnoni Conitol Bianch IDctumom Con- 
trol Oosk). 4pp 43233.165-43233:199 

8710230213 NRC Info Notice 87-055. "Portable Moieiuro/Ocnsily Gauges: Recent Inci- 
dents of Ponebie Get^os Being Stolen or Lost." Svo list end. 

CUNNINGHAM,R.E Dlvtstoi> w Induaitlsl & Methcal Nuclear Safely (Poai 870729). 
07/10/26.(70030111)3100 Edison Co. Ol Now York, Ino. BDpp. 43324;l36-43324:227. 

8710290234 NRC Inlo NoHco 87-056, ’Tmproper HydrauHo Conirol Unit Inslallallon at 
BWR Plants.'’ Svc list end 

nOSSt.C.E. Oivleton ol Oporalkinal Events Aaaeeamant (Post 870411). 67/11/04. 
Coneoti’dated Edison Co. of New York. inc. 1 12pp. 43324:228-43324:339. 

8711020017 NRC Info NoHca 87-057. "Loss ol Emergency Boraiion Capability Due 10 
Ntlrogeff Gas Inirusiort.’’ Svo list end. 

RO^i.e.E. Division ol Oparallonal Events Aeaessmoitl (Post 870411). 87/11/06 
Consolidalod Edison Co. of New York, Inc. 1 16pp. 43355:003-43355:119. 

8711050040 NRC Compiianco Bulletin 67-002, "Fastener TesIJng to Oeiermino Con- 
lotmerKe W/AppHcable Mall Spocs." Svc list end. 

ROSSI, CE. Division ol Operational Events Asseasmenl (Post 670411). 67/11/06. 
Censolfclaled Edison Co of New York. Ino. 1 16pp. 43397:142 43397:257 

8711170163 Reeponde to violellona noted in Insp Reel 50-341/87-26 re OA & preven- 
tive malnl programs.Correcllve aclions:tesK force developed & review of preventive 
rrtaint tasks for selety significance conducted. 

SYLVIA.B.R. Detroit Edison Co. 87/11/13. Documeni Conirol Branch (Documeni Con- 
trol Desk). Bpp. 43376 253 43376:260. 

8711090140 NRC Into Notice 87-056, "Conllnuoua CommunlcaHons Following Emergen- 
^ htollhcallona.'' Svo Hal end. 

FlOSSl.C.E. Division ol Operational Events Aasessmonl (Poat 870411). 67/ii/ie 
Consotidaled Edison Co. ol New York, inc 1 13pp. 43404:176-43404:286. 

8711200169 Discusses 670023-24 meetings between Electrical Sys Branch & licensee 
re LPCt swing bus design deficiency revealed by 870906 opeialor error.NRR finds li- 
censee design changes acceptable.aHirmlng conclusions oilnspRepl 50-341/87-42. 
BTEFM90J J. Projecl Oireciorale llt-1. 67/11/16. GREENMAN.E.Q. Region 3, Ole ol 
8ie (proctor. 4pp. 43414:35e-43414:361. 

8711120027 NRC Info Notice 87-059, "Potential RHR Pump Loss." Svc list end. 
no^l.C.E. Division of Operational Evenls AaaoSsrnent (Post STOAII). 57/11/17. 
Consolidated Edison Co. of New York. inc. t20pp. 43467;00f-43467:l21. 


8711230086 Forwards notice of exemption permitting posiponemeni ol (ulf compHetrea 
w/QOC 56,10CFRS0.App A requirements for primary containment radrallon monitor 
Isolation until slertup toiiowlng local leak rale lasllng In K^ai 1968. 

STEFANOJ.J. Project DireoTorate IH-I, 87/11/13. SYLVIA.B.R. Deirorl Edison (Jo. 
2pp. 43426:348 43426:356. 


8711230010 Forwards addI response la remelnirtg actiohs Identified In IE Bulletin 85- 
003 & clarifies Info from fnsp Rept &0-34l/87-35.Design testing for operation of f7 
HPQ & 16 RCIC sys valves perlormed. 

SYLVIA.B.R. Deiroll Edison Co. 07/11/17. Oocument Control Branch (Documeni Con- 
InriOesk). t€pp. 43418:137-43418:152 
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M111300W Suppl 2 to NftC Ifilo Notice B6-tOB, "OoQfadalion ot RGS P«&su«a Bound- 
ar/ Reaullino Hom Bode Acid Corrosion " Sve list oncl. 

ROSSi.CE- Dwision Of Operational Events Assessment (Post 670411). 87/11/19. 
Consoi-dated Edison Co of New Voik, Inc i I9pp. 43444.195-43444:314. 


6711260226 Responds to NRC B71023 iv re violations noted fn insp Rept 50-341/87. 
38.Correclive eclions:seal iock device applied on EESW Valves PU7A & B 4 com- 
plele sys waIKdowns perforrned on listed safaly-relaiad sys. 

SYLViA.B.fl. Detroit Edison Co 87/11/20. Document Control Branch (DocutfienlCon- 
uol Desk). 5pp 43460r277-43460:28l 


R. Periodic operatins reporta 6 related correspondence 


8711160270 Monlhly operating 
ANTHONY.P.M. OflSER.W 
43400.059. 


rept (Of Ocl 1S87W/a7lll5llf. 

S Detioil Edison Co 87/10/31 4pp 43400 058- 


S. Reportable oceurrencea, LERe & related correspondence 

6711080073 PNO‘lir37-l30 on 871006, loaded 25 cal'bei automatic ptatol lound dudna 
search ol Iractor-trailei deliverina empty radwasle container to plant prolectod 
area Indvidual denied site access & detained unlil aitrvel ol pol ce. 

MAOEOA,T., CREEO.i R Regcm 3. OIc Ql the Ocreclor. 87/10/06 Ip 43308 254- 
43306:254. 

6711020348 LER 87-010 02.00 e70523.discover«d that SurveSiance Proceduto 
24.40406. "Standby Das Tieairrenl Sys Manual Acluetion Putt Test." irtconecUy 
scheduled Caused by personnel errar.Procedures revlaed.W/67lC?Oili. 

ANTHONY.P , OnSER.WS Oeiro t Edison Co 87/10/29. 8pp. 43234 051-43234.058 

6711020404 LER 67-040-01:on 870627, reacior proieciion ays (RPS) motoi- geoeraior 
set tdpT^ causing loss of power lo RPS bus A & Div i isolation signei.C^se not 
deleimined.Potenlomoter will be cleaned on regular baals.W/S/l 029 Hr. 

ANTHONy.P., ORSER.W.S Detroit EdiSOn Co 87/10/29. 6pp 43234 073-43234.078. 

8711020510 LER a7-05l‘00.on a70929,omergency equipment cooling water 8 eve 
water sys actuated on low d deranli'al pressure signal Caused tw design 
defld'ency.Time delay for sys dilferenlial pressure switches will be lengtnoned.W/ 
671029 l6 

ANTHONY.P.. OHSER.W S Detroit Edison Co. 87/10/20. 4pp 43239 024 43239027. 

8711050172 LER e7-041*01:on 870329.acc'denl range momlor inoperable Causerl by 
Inadequate sys lurn over following preooerational leslmg.Channei parameters wH bo 
vanned dally 4 Tech Spec Inierprelation Issued W/67 1030 Hr. 

ANTHONY.P., ORSER.W.S. Oetroil EdiSOn Co. 87/10/30. Cpp. 432eir224-4329l 229. 

8711060083 lER 87-043 01:011 870902.conlrol clr HVAC sye shifted from normal 10 le- 
circulation mode Invesbgalion coniirajirig io deterTnina cause o< event Coiiociive ac- 
tions will be based on results oi lnvest!eaUon.w/87i 103 itr. 

ANTHONY.P. ORSER.W.S. OolroU Edison Co. 87/11/03. 4pp. 43308 283-43306;26e 

8711100962 LER 87-049 Olion 670925, Ifirea doncloncios identlflod In Rre proiecUon 
program Causa not siaiad.PIre brigade training pro^am ravised.vaive locked into posi- 
tion. procedure rovited 4 training classes held W/^l lOd Hr. 

ANTHONY.P., ORSER.W.S. Oetroit Ed son Co. 67/11/06. 6pp. 43335:200-43335:204. 

8711050168 LER 67-04e-(}0.on 871006.12 h Channel check not peilormod (or reactor 
proiection sys diywell high pressure insirumenis Caused by incomplele survoilance 
procedure.Survail!ance procedure revised to Include requiremsnt.W/67li07 Kr. 
ANTHONY.P., ORSER.WS Oelron Edison Co. 87/11/07. 4pp 43291 218-43291:221 

871t20012f LER 87-052 00 on 871 01 7, determined violation of prlmaiy containment in- 
teenty may have occurred Caused by lack of communication between uHl & 
NHCTempotary exemotion from GDC sS applied lor & verbally granted W/e? 1114 hr. 
ANTHONY.P.. ORSER.W.S. Dotroli Edison Co. 87/11/14. 7pp. 43417 289-43417:295 

8711300088 LER 67-053-00 on 871024,2 h Tech Spec Hmo constrefnt (or alowlng In- 
strument channel to be Inoperable exceeded. Caused by personnel error ChecAlisI de- 
veloped as guide for performing SurveHlence Procedure 44.020.0 1 5. W/e7ii23Rr 
ANTHONY.P., ORSER.W.S. Detroit Edison Co. 87/(1/23. 6pp. 43470;074-43470-078. 
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F. Security, medical, emergency 4 fire proteeilon plana 


87110204SS Ack receipt of 870225 Rev 15 to plan! physical security plan.Portlonaol rev 
consistent w/provislons of 10CFR50.54(p).Util requeslod to resubmit correct^ plan 
pages per end. Enel withheld (ref 10CFR/3 21). 

SCARANO.RA. Region S. Ofc of ihe OIreclor. 87/10/24 COCKFIELO.OW. PorUand 
General Eleclnc Co. 4pp. 43238:009-43238:01 1. 

8711130304 Forwards environ assessment & find'ng of no sIgnTIcanI Impact re uU 
&40731.85053V8&1018 4 1117 4 870508 lirs cequesilng exemption from require- 
ments of SecCon IJI.G.2 ol App R oi Tech Specs 

CHAN.T.L. Project Ditactorafe V. 87/10/27. COCKFfELD.D.W. PorUand Genoral Elec- 
tric Co. ?pp. 43360:202-43360.206. 

-6711130324 Environ assessment & finding ol no significant Impact supporting exemp- 
tion from Section IIIG of App R of 1OCFR50 re fire proteeilon of equipment impo^rxi 
to safe shutdown. 

KNIGHTON, GW. Project Directorate V. 87/10/27. 3pp. 43360:204-433 80:208 

8711250194 Forwards exemption from requirements o( IOCFR50,App fl. Section lll.G.2 
re fire proiection ol sale shutdown capability raquiremenls In response to ull 
840731.850531, 861016,1117 & 8705M requasis.^fety evatuaWon taso arici 
CHAN.T.L. Project Oireclorale V. 87/11/12. COCKFIELD,O.W. Portland General Efec- 
Iric Co. 2pp. 4 j46l:226-43461:2S9. 


870411). 87/11/12. Portland General Electric Co. 8pp. 43461:228-43461:235. 


Nre 

(Post 


—8711260138 Safoty evaluation supporting qxomptior) Irom requlremcnta o< 
10CFR50.App R.Soctlon III.Q.2 re tiro protection of safe shutdown capability requite- 

* Office ol Nuclear Reacior Regulation, Director (Post 8704t1). 67/11/12. 24pp 
43481:236 43461:259. 

8711290424 Forwards prellmi/iary addendum summarizing 19 deficiencies obsen/ed at 
871014 (oinl exercise ol offsite rad:ological emorgoncy preparedness plans Involving 
State of WA 4 Cowlitz County & State ol OR 4 Columbia County. 

KRIMM.R.W. Federal Emergency Management Agency. 87/t t/i6. CONOEL.F J DM- 
don of Radiation Proiection & Emergency Preparodnoss (Post 670411). Spp 
49424:236-43424:240. 

6711230333 Forwards Safeguards Insp Rept 50-344/07.35 on 670923-1019 No viola- 
tions nolod.lnsp ropi withheld (ref IOCFR2.760(d) & 10CFR73 21). 
MONTGOMEflV.J.L. Region 5, Ofc ol the Director. 67/11/19. COCKFIELD.O.W. Port- 
land Gtmeral Electric Co. 2pp. 43424:359-43424:360. 

8711340192 Advises that responses lo NRC comments & revised socunty plan pages 
wCI be submitted by 8801 tS.per NRC B70902 request lor addi Info. 

COCKFIELO.D.W. Portland (Boneral Elaclilc Co. B7/1 1/20. Document Coniiol Branch 
(Document Control Desk). Ip. 43444:138 43444:136. 


K. Utility Final Safety Analysis Report (F8AR) & amends 

8711300244 Forwards Table 9.3-9 ol Amend 6 lo updated FSAR Page Inadvortenily 
omiUed irom certain copies ol amend due to printirm error. 

COCKFIELO.D.W. Portland General Eleclrle Co. 8771 1/23. Document Conirol Branch 
(Oocurnent Control Desk). Ip. 43472:253-43472:266. 

—8712010076 ErralQ lo Amend 6 to updated FSAR lor Trojan Nuclear Plant. 

‘ Portland Goneral Elocirto Co. 87/67/31. 32pp. 43472:264-43472 286. 


P. Operating iicanaa stage documents & corraapondance 

8402030166 Advises Ihal bssod on review of 631116 & 1212 submittals re NUREG- 
0737.liem 116.3. "Poet-Accldant Sampling Sys," all II rovlew critorla sailstled Hem 
compiele 

MILLERJ.R Operating Raaclois Branch 3. 84/01/26. WITHERS, B D. Portland Genei- 
BlEleclocCo. 2pp 43348:024-43348:325. 

-8711120135 Safely evaluaiioh aupporiing It rovlew criteria of NUREQ 0737, item li.B 3 
lor cfisnl 

' ulfice of Nucioar Reactor Regufaiion, Director (pre-861 125). 84/01/26. 3pp. 
43348326-43348:328. 

8711030290 Forwards updated status of pient-spaeihc list ol reguiaiory requlromonl8,por 
reouesV 

OOCKFIHIO.O.W. Portland General Electric Co. 67/10/21. CHAN.T.L. OfliCQ ol Nuclo- 
ai RoactOi Rogulalion, Direcior (Peat 870411). Spp. 4325? 259-43262:266. 

8711030288 Forwards plani-specilic response to NRC satoly ovaluatlon ol WCAP- 
10658, "ATWS Mitigating Sys Actuation Circuitry Generic Design Package," per NHC 
880923 leqyosi Info re fauii lesilrig of isolation dovicos will be provided by 880030 
COCKFIELD.O.W. Poitland Goneral Eiecuic Co. 87/10/30. Oocumem Conirol Branch 
(Oocumoni Conirol Desk). 1?pp. 43251:33543251:346. 

87ili(Kl309 Provides eddi inlo re partotmanca tesilng of roNof 8 aafety valvos.por 
NUREG-0737.iiom II.D.I 8 870617 roquoal. Evaluation ol 83 supports for original 
design loads MrtO'med.Mods ktenidied k tnstelled. 

COC^FIELO.DW. Poiiiend Genoral Electric Co. 87/10/30. Document Control Branch 
(Document Conirol Desk). 7pp. 43335.001-43335 007. 

8711100431 Generic Hr 87-16 to ad holders ol CPs for nuclear power plants ro policy 
statement on defenod planls.Svc list end. 

MIRAGL<A.F J Assoclato Director lor Projecie (Post 670411). 87/11/04. Consolidated 
Edison Co. oi New York, Inc. 4epp. 43402 001-43408:046. 

8711130355 Forwards Amend 136 lo License NPF-1 & safety evaluation. Amend revises 
Tech Spec Section 3/4.11.3, "Solid Radwasto," by deleiing nonexisting Tech Spacrei 
InSeelfcn 3.ll.3.l.b 

CHAN.T.L Project DIreclorate V. 87/11/09. COCKFIELO.D.W. Portland General Eloc- 
Kic Co. 2pp. 43380:186-43360:193. 

-8711130389 Amend 136 to Liconse NPF-l, revising Tech Spoc Section 3/4.113. 
"Sofid Radwasto," lo delete nonaxisleni ref. 

KNIOHTON.O.W. Project Directorate V. 87/11/09. 4pp. 43360Te8.43360:191. 

-8711130363 Safety evaluation stmporting Amend 136 lo License NPF-t. 

* OKice ol Nuclear Reactor Regulation, Director (Post 870411). 67/11/00. 2pp. 
43380:182-43360:193. 

9711160136 Forwards application lor amend to License NPF-l.consisiing of License 
Qtange Appl.'callon 159,revl$ing Tech Spec 3 9.9 lo resolve Inconsislonclos wthin 
lech Specs.Fee paid 

COCtG^iELO.O.W. Portland General Elecirio Co. 87/1 1/09. Oocumenl Control Branch 
(Oocumeni Control Desk). Ip. 43366 205-43366 21 1. 

-9711160140 ^plicailon for emend lo License NPF-1, consisting of License Change 
App.V::allon ISlrevislng Tech Spec 3.6.9 lo resolve fnconslslencles within Tech 
Specs. 

COCKFIELO.D.W. Portland General Electric Co. COCKFIELD.O.W. Eugene Water & 
0actrtc Board. COCKFIELD.O.W. PacIfiCorp (lormerly Paclfio Power & Llghl). 07/11/ 
09.4pp. 43366:206-43366:209. 

r^THIOOUl Proposed Tech Spec.revislng Tech Spec 3.9.9 lo resolve inconsistencies 
-wtlhin Teeh Specs.W/Certlftcale ol Svc. 

* Portland General Elecirio Co. 87/11/09. 2pp. 43366:210-43366:211. 

6711180001 Forwards application for amend lo License NPF-1, consisting of License 
Oiange Application 1 53. revising Tech Specs lo exiend surveillance time period lor 
verifying control rod Insertabllity from 24 h to 7 days.Fee paid. 

COCKhELO.O.W. Portland General Electric Co. 87/1 1/13. Documenl Control Branch 
fftecument Control Desk). Ip. 43369.102-43389:108. 
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-8711160005 Application foi amend to Uconso NPFo, consisting ol Licanso Change 
Application 153, revising Tech Specs to extend surveHlance lime period lor verifying 
control rod inseriebllity from 24 h to 7 days. 

COCKFIELO.O.W Portland Ceneral Electric Co. 87/11/13. 4pp 43389:103- 
43389:106. 


9711330356 Advises thal firfal ropi documenting completion of roma:ning action hems 
for IE Bulletin 85 003 vvi l be submiiied on 88(215 to allow for Internal review ol con- 
tractor lepl received on 67 1 1 06 

COCKFlELD.D.W. Portland General Electric Co. 87/11/16 Document Control Branch 
(Oocumont Control Desk). lp. 43419 059-43419:059 


-8711160006 Proposed Tech Specs, oirtendlng surveillance time period (or veirtying 
control rod Inserlabillly during control rod worth & shutdown margin lasts io 7 
daya.Certificale of Svc end. 

* Portland General Elecirio Co. 87/11/13. 2pp. 43389:107-43389:108. 

8711160238 Forwards application for amend lo License NPF-I.consfsling ol Rev 1 to 
License Charxge Application I42.tevislng Tech Specs to re90^e control room habit- 
ability Issues. 

COCKFIELO 0 W. Portland General Elecirio Co 87/11/16. OocumenI Control Branch 
(OocumenI Control Desk). Ip. 43400:190-43400:208. 

-6711160246 Appkcatton lot amerd to License NPF-I.conslstng ol Rev 1 to Lteenao 
Change Appllcallon l42.resolvlng control room hablleblllty Issues by changing Toch 
Spec sections re chlorine defection sys & control emergency ventilallon ays. 
COCKFlELD.D.W. Portland Ganeral Eleclric Co. 87/11/16. 11pp. 43400:101- 
43400-201. 

-8711190261 Proposed Toch Specs, resolving conirol roorrt habitablliw Issues. 

• Portland General Eleclric Co. 87/11/16. 7pp. 43400:202-43400 208. 

6711240029 Advises lhat addi Into requested In NRC 870804 Hr w-ll not be provldetf on 
87l23l.per 870825 Itr.Util naa changed contractors lor leak-taelore-bioak analysis In 
order lo obtain ciariflcallons SubmlllalwNI be made by 860130. 

COCKFIELO.O.W. Portland Genoral Electric Co. 87/11/20. Document Conirol Branch 
(Document Conirol Desk), tp. 43444:034-43444:034. 


0. Inspection reports. IE Bulletins & correspondence 


6012170482 IE Bullelln 80-25, "Oporaling Probloms W/Targei Rock Safety- Reltol 
Valves at BWRs." 

' Olo of Inspeclion & Entorcemont, Director (820201-870413). eo/i2/l9. Consolldal- 
ed Edison Co. of New York, Inc. 6pp. 43226:201-43228-205. 


6305110473 IE Info Notice 83-39, "Failure of Salely/Reliof Valves to Oport at SWRs • 


Interim Ropl." 

JOROAN.EL. Div of Emergency Preparedness 9 Englneanng Response, iEta502l2- 
870413 . 63/06/17. Consolldaled Edison Co of New Vork. Inc. 2pp. 43228:208- 
43228:207. 


6711030522 Forwards insp RepI 50-344/87-38 an 871005-09 No <riol8llon8 nolod 
ZiMMERMAN.n.P. Region 6. Oto of the Oireclor. 87/10/19. COCKFiELO Poriland 
Qeneret Electric Co. 2pp. 43261:283-43261;291. 

-6711030620 Insp Rept 50-344/87-3B on 87l005-09.No vioiallons or deviallons 
noted Mejor areas inspocted-cold weather preparallon,«iperimenis program,eneiio 
review committee & evaiuaiion of root cause (rouble shooling program 
PEREiRA,O.B. MENOONCA.U.M. Region 5. Oto of (he DIreclor. 87/10/19. 7pp. 
43261:285-43251:291. 


871 1020600 Forwards Exam RepI 60-344/OL-87-02 of exams adminisierod on 971006. 
PATE.R J. Region 6, O(o ol ihe Director. 87/10/23. COCKFlELO.O W. Portland Gen- 
eral Electric Co. 2pp. 43237:139-43237:142. 


-6711020606 Exam RepI S0-344/OL-67-02 on 87t008Exam (esuiis/eactor operetor 
candldaie passed oral exam Operator Had previously passed written exam. 
MORRILL.P.J.. ELIN.JO. Region 6. O(o of the Director. 87/10/15. 2pp. 43237:141- 
43237:142. 


6710230213 NBC Info Notice 67-055. "PortaWe Molstuio/Oonsity Gauges: Racani Ind- 
dents of Potlabie Gauges Being Stolen or Lost." Svc list end. 

CUNNINQHAM.R.E. Dlvlalon ol Induslflal & Medical Nuclear Safety (Post 870729). 
87/10/29. Consolidated Edison Co. of Now York. Ino. 89pp. 43324:139-43324:227. 

8710290234 NRC into Notice 87-056, "Improper HydiauHo Control Ur9l InaieSatton as 
BWR Plants." Svo list end. 

ROSSI.C.E. Division ol Operational Events Aaeessmenl (Poal 870411). 87/11/04. 
Consolldaled Edison Co. of New York, Ino. 112pp. 43324:228-43324:339. 


8711020017 NRC Into Notice 87-067, "Loss ol Emergency Boration CapabWty Due to 
Nitrogen Gas Intrusion." Svc list encl. 

ROSSI.C.E. Division of Operational Evenia Asseaamenl (PosI 870411). 67/11/06. 
Consolldaled Edison Co. of New York, Ino. 116pp. 43366:(>03-433S6:119. 


8711060040 NRC Compllanco Bulletin 87-002, "Faslener Testing to Oeiermlne Con- 
formance WMppIlcable Mali Specs." Svo list encl. 

ROSSI.C.E. Dlyislon of Operational Events AsseasmenI (Post 870411). 87/11/06. 
Consolldaled Edison Co. of New York, Inc. 116pp. 43397:142-43397:267. 


6711300108 Forwards Insp Rept 60-344/67-37 on 870906-101 7.No rriolaltons noted- 
ZIMMERMAN.aP. Region 8. Oto ol Ihe Director 87/11/09. COCKFIELO.O.W. Port- 
land General Elecirio Co. 2pp. 43473:004-43473:016. 


-6711300106 Insp RepI 50-344/67-37 on 070906-1017 No vlolalions or devtsOoRS 
noled.MaJor areas ln8pected:operatlonal aafety verification, malnLsurveHlartce.tow 
power physics testing & event followup. . ........ 

BARR.R.C., SUH.O.Y., MENDONCA.M.M. Region 6. Olo ol Uie Director. 87/11/06. 
10pp. 43473:006-43473:016. 


8711190096 Responds to NRC 871016 Hr re violations noted In Insp. Corrective 
acllonsievaluation of NUREG CR/3597 completed lo provWe suppi data demonsket- 
Ing lhal performance requlremonls mel. _ ^ 

COCKFIELO.O.W. Portland General Eleclric Co. 07/11/13. OocumenI Conirol Brenoh 
(Document Conirol (Desk). 4pp. 43396:102-43396:186. 


8711090140 NRC Into Notice 87-058. "Continuous Communications Following Emergen- 
cy NoUfIcatlons." Svo list end- .. ... 

ROSSI.C.E. Qtvision ol Operational Events Asaessmenl (Post 870411). 87/11/16. 
Consolidated Edison Co. of New York, Inc. 1 13pp 43404:1/6-43404:288, 


8711120027 NRC Info Nolica 87-060, "Poieniial RHR Pump L^." Svo list end 
ROSSI, C.E. Division ol Operational Evenls Asaesament (Post 870411). S7/I1/17. 
Consdidaled Edison Co. of New York, ino. 120pp. 434a7:001-43487-.121. 


8711130006 SuppI 2 to NRC Info Notice 86-106, "OeGradalion ol RCS Pressure Bound- 
ary H<»uliing ^om Boric Acid Corrosion." Svc Lsi end. 

ROSSI.C.E. Division oi Oporaiional Events Assossmoni (Post 070411). 87/11/19. 
Consolldatod Edison Co. of Now York, Inc. 1 1 9pp. 4 3444: 195-43444.314. 

6711230332 Forwards Safeguards Insp Rept 50-344/87-35 on 670923-t0l9.No vlola- 
tkma ftolsd insp lopt wrtht^d (tei 10CFR2.790W) 8. tOCFR73.2t). 
MONTGOMERV.J.L flogion 5, Ofc of the Director. 87/11/10. COCKFIELO.O.W. Port- 
latid Genaial Eleclric Co. 2pp. 43424:359 43424:360. 

67112S0272 Fcrwards "Insorvice map Rept for Trojan Unit 1 Nuclear Qoneraling Plant." 
Rr^ consiilulos final Insp lor first l0-yr interval No tmcTings of sign (leant nature dis- 
covered duilno exam 

COCKFIELO.O.W. Portland Genoral Eloclric Co. 87/11/23. Document Control Branch 
(Oocumont Conirol Desk) 1p 43455:119-43456 187. 

—B71 1260275 "Insorvice Insp RepI tor Trojan Un.l 1 Nue'ear Goneraiirg Pisni" 

* Wesilnghouso Eloclrfc Corp. B7/1 1 /30. 450pp. 43455:120-43456:187. 

8711300122 Ack recoipt ol 671 1 13 Itr inlorm'ng NRC of stops taken to correct violations 
noted m Insp Ropl 50 344/97-13. 

KlftSCH.O.ff Reg’on 6, O/c of Iho DtocIo/. 87/11/25. COCKFlELD.D.W. Portland 
General Electric Co lp. 434d7:0O4-434S7;[}0B 


R. Periodic operallng reports 8 related correspondence 

6711170092 Monihly operating ropl lor Del lS87.W/07tt09 Ur. 

ULMER.Fj.. OLMSTEAD.C.A. Portfand General Electric Co 07/10/31. 5pp. 
43383:018 43363.020 


S. Reporlsbia occurrences, LERs & rsfalsd correspondence 

8711020332 Speclol rapLsmoke deieclo/s for electrical ponolrafton area found lo bo 
tooperabte Hourly Lro petrol will be oslabLshod during 871030-880401. Dotoclor re- 
^cement oipoclod lo bo completed by Fob 1988 

OlMSTEAO.CA. Portland General Electric Co 07/10/23. Documoni Conirol Branch 
tOocumemCoMiolDosk). ip. 43237.3 12-43237.312 

8711020343 LER e7-027-00:on 070927.bot&ii Injection tank rellel valve leak oxcooded 
FSAft Kmits.Caused by discharge vaivo dirooiod lo open floor d/ein instead of e'oeod 
sys.Plani shutdown S vaNo replaced w/bilnd Uange W/87t027 Ur. 

KERShflJL.e. OLMSTEAO.CA Ponlend Qonorai Electric Co. 87/10/27. 4pp. 

43233 336-43233:340. 

8711036365 LEA 87-0l4-0l:on 870S23.duting Insp of cenirllugal charging pump A 
(CCP),po^n ol stsmiess stool ciaOdtoo irtside sutlaco of pump oxhibiicd 
coitMw Caused by mig deficiency CCP A « B casings rap!acod.W/0710jO Hr. 
KERSHUl.B., OLMSTbAD.CA. Portland Qanorai Eloclric Co 07/10/30. 3pp. 

43262.086-43262 007. 

8711100413 LEB 87-1>29 0l>on 870708.liie watch not ostabllshod dutirig lotnovoi d 
halon sys tor remote shutdown panel room & dolugo ays iB & lO.Causod by person- 
nel enor.Pi^sonnol counseled on procedural requiromenie of AO-lO-2 W/071 106 Itr. 
KERSHULB. OLM5rEAD.C.A. Portland General Electric Co. 67/11/06. 3pp. 

43344:355-43344 357 

8711110161 LER 67-026'00:on 67l007,contalnmonl vonillalion Isoletlon occurred during 
p^tiodto opereting issl.Caused by high lamp In conirol room panol.Chillors will bo 
add^ to control room emargoncy venlilsilon sys. 

KEBSHUL.e., OLMSTEAO,C.A. Portland Qortorai Eloctrlc Co. 87/11/06. 4pp. 

43346.027-13346031) 

8711130306 Forwards SERs re main leodwater line resiralnl failure & accumulator hit 
h'no lal'utes ai plant. Rspalra proposod by ulil accepIQbla to ensure Integrity of dam- 
age eys tor coniinu'ng plant oporaiion. 

CJtAN.T.L. Project Dlractoroie V. 87/11/11. COCKFlELD.D.W. Poti'and Genoral EfeC- 
Iric Co. 2pp. 43360:207-43360:217. 

-8711130311 SER supporling uM repairs proposal ro main foodwaler lino restraint fait- 
ure. 

* ProjoclDireclorsieV.87/1t/11. 6pp. 49360.209-43360 213. 

-8711130316 SER Supporting util repairs proposal re accumulator hli line failures. 

• PfoJeciOlrectotatoV. 97MU11.4pp. 4a360:2t 4-43360.217. 

8711200340 Special replon 871 112, south (Ire main loop removed from svc lo repair 
leak In ^s.Backup fire suppression weier sys established. 

0LMSTEAD,C.A. Porliand General Eleclric Co. 87/11/13. OocumenI Conirol Branch 
(Document Control Desk), ip 49412.959 43412.359. 

871 1230364 Special rept.Rev 1:updalos 671027 ropl re violal.'on of Toch Specs.Ceused 
tnc^rablnty ol emoke doteciors for more than 14 days due undotormlned operabii 
By due to temps below 32 F. Replacement expected lo be coiripleied by Feb 1966 
OLMSTEAO,C.A. Portland General Electric Co. 87/11/18. Document Control Branch 
(OocumenI Ctonirol Desk). Ip. 49425;223-49425 223 

8711240171 LER e7-030‘l}0:on e71021,d'scovered lhal component cooling water (CCW) 
fim to (WR A HX was only 4,460 gpm.Caused by procedure Inadequacy RHR A HX 
CX^ outlet valve adjuslod to provide 6,109 gpm.w/d7l120 Itr. 

K6HSHUL.B., 0LMSTEAD,C.A. Portland Ganeral ElecIrJo Co. 87/11/20. 4pp. 

43430:922-43430:325 

8711240297 LER 87-03l-90:on 67l02l,sieam line C tlowtodicaior Fi-532 failed channel 
^>eck required tw Tech Specs 8 not pieced In tripped cond.Tfon within I h.Caused by 
personnel error. Personnel counselod on Tech Spec requirements. W/e7i 120 Itr. 
teRSHUL.B., OLMSTEAD.C.A. Portland General Eleclric Co. 87/11/20. 3pp. 

43442-314-43442:916. 



110 DOCKETED ITEMS 


V. Operator Exemtnallons 

9711020600 Forwards Exam Rept 60-344/OL'67-02 ot exams admlnl&'ered on 671008. 
PME.RJ. Re^'on 5, Ole 0l the Orectot. e?/t<lf23. COCKFIELO.O.W. PoolawJ Gen- 
eret Eloctric Co. 2pp. 43237:139-43237:142. 

-671102060S Exam Ropt $0 344/01 •37 02 on 071008. Exam iesull8:roaclo< operator 
ear.diijato passed oral exam.Operator had previously passed wntien exam 
MORRILL, P.J., EIIN.J.O. Repion 5. Ofc Ol Iho D'reclor. e7/IO/1S Ppp. 43237:141- 
43237 142 


DOCKET 50-346 OAVIS-BESSE NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency & lire protection plane 

6711170246 Rev 3 lo "Table ol ConlontsiOlI-Normal Occurrences " 

• Toledo Edison Co. 67/07/23. 3pp. 43363 356 43363 360. 

8711020269 Responds to 670826 request for addi Info ro 86t20l proposed emond lo 
industrial security plan in response to rrriscellatieous arnends & search 
roqu remonis Rev 3 to Industrial socunryplan aubmiiiad on 671013. 

SHELTON.OC. Tolado Edison Co. 67/10/29. Oocumeni Control BrarKh (Oocutneni 
Control DosVJ. 6pp. 43232.330 43232.337. 

6711160046 Discusses 871029 & 30 fire pro'eciion meelings inBattiesda, MO toissuoa 
which have Arisen in conjunction vr/ilcensee App R toepprelssl eHorl.mc^ihp steins 
ol fire protection on plani mods.Llst of altondees enef. 

DE AGA2IO.A W Profecl Diracictale lll-t. 67/11/07 SHELTaN.O.C. Toledo Eefison 
Co. 3pp. 43362:168-49362 170. 

6711190272 Advises that 671002 submnial ol Rev 11 lo plani emerqericy plan coneisi- 
ent vr/juovtsions of tOCFR6Q 64(pj & ecceplable. 

SHAFER.WO Region 3. Ofc of the Oireclor. 87/11/12 SH6LTON.O. Tolodo Edison 
Co. 2pp. 43400:054-43400.065. 

871 1240261 Forwards Reacirvo Secunty Insp Rept SO 346/67-26 on a7l02l- 30-Viola- 
t'ons noted EniorcemenI actions will be addressed in separate 
correspondence Entorcenient conletence scheduled an 67 1 1 i9 in Oton Etiyn.lL. 
HINO.-JA. Region 3, Olo o' the Director. 67/11/16 SHELTCN.O. Totedo Edison Co. 
2pp. 4343l:30^6<43431:909. 

-6711240263 Partia’ly withheld Physical Socunty Insp Ropt 50-346/67-26 04 671021-30 
(rot 10CFR73 2I] 'Eolations noted Major areas inspected several penotraUons in viial 
area barrier lasurtlng (n inadoquata penetration rastatance 
PIRTLE.O.L, CREro.J.R. MALLrTT.G.S. Region 3. Ofc of the Oirocfot. 87/11/17. 
9pp. 4949t:307-43491:309. 


Q. Adjudieaiory correapondenea 

8711040296 Oireotor s Oeeision 00-67-16 under I0CFR2.209 denying UCS 6702i0 pe- 
Mion lo euspend 8&W OU & CPs based on safety deficiencies Aiiegatlcns present no 
subsianllel neaith A safety Issuea. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 67/10/ 
19. Union ol Concerned Seientfsls. 64pp 49279.243-43279 329. 

-8711040349 Notice of issuance of Oirecior's Decision 00-87-16 under l0CFR2.20e 
denying UCS pel lion lo Suspend 8&W OLs & CPs. 

MURLEY.T.E. Olfee of Nuclear Reacioi Regulation, Oireclor (Post 070411). 67/10/ 
19. 3pp. 43279:327-43279:329. 

67 1 1260107 Responds (o 870631 ilr re secunty at national & local level at lectLUasMRC 
concludod that no substantial haallh & safety issues tlial would warrant suspension or 
rovocation of any license or permit for fsci'ities. 

2ECH,L.W. Camm'ssloners. 67/10/27. CLINTONS. Arkansas. Slate of 6pp 
43461:356-43462.002. 

-8711250144 Addresses serious problems re eros'on of public conUdence (a eblAy ot 
NRC lo safeguard public adequately from dangers ol nuclear power plant scckfenis. 
CLINTON.B. Alaska, Slate of 67/08/31. LANCX),L.W. Commisslonefs. 2pp. 
43462:001-43462:002. 

8711190015 Advises that Commission declined review of Oirecior’s Decision 00-87- 
16 Time provided by NRC tegulaUona lor Commission to act erc^ed Oodslon becacno 
5nal a-goncy action on 6711 lo.Seived on 671 1 1 7. 

HOYlE.J C. Office of Iho Secretary ol the Commission. #487 4847. 87/11/17. 
WEISS.E.R. union of Concerned Sclanilsis. Ip. 43392.095-43392.095. 


P. Operating license stage documents 8 correspondence 

8711039373 App'icalion for amend lo License NPF-S.revising Tech Spec Secllon 3/ 
4.3.2. "Safety ^3 Instrumentalion." Table 3.3-5 & Secifon 3/4.6 3, "Conl^ruTienl Iso- 
islfon Valves," Tablo 3.6-2 lo support enhanced feed & bleed mods Fee paid. 
SHELTON.OC. Toledo Edison Co. 87/10/27. Oocumeni Control Branch (Oocutneni 
Contiol Ossk). 27pp. 43260.257-43260 300. 

-6711030399 Proposed Tech Specs.chang'ng Section 3/4 3 2, "Safely Sys lnslrumer^ 
iaiion," Table 3.3-5 & Section 3/4.6 3, "Coniainmont isolation Valves," Table 3.8-2 to 
support enhanced teed & bleed mods. 

• Toledo Edison Co. 87/10/27. 17pp. 43260;2a4-43250.300. 

8711090236 Forward's application for amend lo License NPF-3.revialng Tech Specs ft 
bases to relied changes to correct typos ft adminisirativa errore.Fee paid. 
SHELTON.O.C. Toledo Edison Co. 67/11/02. Document Control Branch (Document 
Control Desk). Ip 433P2;24S-43322:331. 

-6111990243 Appl'caLon loi amend to Ltcense NPF-3,(OvIslng Tech Specs & bases lo 
reflect changes lo correct lypos ft admInisIratNe errors. 

SHELTON,O.C. Toledo Edison Co. 87/11/02. 20pp. 43322:246-43322:265. 

-871 1090246 Proposed charvgea to Tech Specs ft bases to relleol changes (o coned 
typos ft adminlilrative errors. 

• Toledo Edison Co. 67/11/02. 66pp, 43322:266-43322:331. 


6711100431 Oenoric Ltr 87-15 lo ell holders of CPs for nuclear power plants re policy 
siafement on deferred planis.Svc lisi end. 

MIR/IGLIA.F. j. Associate Oirocior for Projects (Posl 8704 11). 67/11 /04. Consol -deled 
Echson Co of Now York. Inc. 46pp. 43401001-43402:046. 

6711160013 Provides clarification re Toch Spec bases change for auxiliary feedwater 
ffawjMt AW Do^azio ft A Oilberl request. 

SHELTON.O.C. Toledo Edison Co 87/11/06. Oocumeni Control Branch (Oocumeni 
Cotilrol Desk] Ip 43364:235-43364:235. 

6711190360 Forwards NUREG-123t, "SER re 6&W Owners Group Plani Reassessmoni 
Program " NRC unable to reach final conclusion on accepiability of human lacics 
ponun of pronram. Consideration ol NRC rocommendallons requested. 
CRUTCHhELD.O. D.VIsion of Reactor Profecis - III.IV.V ft Special Projocis (Posl 
87041 1). 67/1 1/06. WILQUS.W.S. Babcock ft Wilcox Operating Plants Owners Group. 
237pp. 43406.00 1-43406 237. 

8711230245 Forwards safety evaluation accepting ulil 870323 roguost lo chango Tech 
Spec Bases Section 3/4. 7. 1.2 to support reduction ot required auxiliary feedwater It-ow 
to OCO gpm from 800 gpm. Revised Tech Spec Page G 3/4 7-2 oncl. 

OEAGA?O.A.W. Project Directorate llf-t. 87/11/16. SHELTON.O.C. Toledo Ed'sen 
Co 4pp. 43426' te6-43426't03. 

-8711230254 Safely evaluaHon accepting util 670323 request to chango Tech Spec 
Bases Soctlon 3/4. 7. 1.2 to daeroase auxiliary leedwaler (low requirement from 800 
optn lo 600 gpm 

* Office Ol Nuclear Reader Regulation. Diractor (Post 870411). 07/11/18 4pp. 
43426 100-43426 t«3. 


O. Inspacllon reports, IE Bulletins A correspondence 

6012170482 IE Bulletin 80-25, "Operating Problems W/Targel Rock Safety- Hel'ef 
Valves at BWHs." 

* Ofc el Inspection & Enforcement, Diredor (820201-870413). 80/12/19. Consolidat- 
ed Edisen Co ot New York. Inc Spp. 43226:201 -43226:205. 

8305110473 IE info Nohee 83-39, "Fsilure ol Saloty/ITeliaf Valves to Open el BWRs - 
inlorim Rept." 

JOROAN.E.l. Div of Ernorgency Preparedness & Engineering Response, IE(S50212* 
870413). 83/06/17. Consoildaiod Edison Ce. of New York, Inc. 2pp. 43226.206- 
43226207. 

6711020379 Fonvetds Safety insp Repi 60-346/87-22 on 670601-0930.No viofai’ons 
reiM. 

GULOEMONO.W.Q Region 3. Ole Of ihe Director. 67/10/20. SHELTON.OC. Toledo 
EdsonCo 2pp. 43236:231-43236 242 

-8711020377 Insp Ropi 50-348/87-22 on e70e0t'0930.No violallcns or deviBliCris 
P0ied.Ma)0' ereas inspected licensee action on previous insp findings, oporatlonel 
ea(«1y.meht.L£R». eurvoitiance.onene totiowup ol evems & TMI action items. 
OEFAYETTE.R Region 3. Ole of the Director. 87/10/20. lOpp. 43236:233-43236:242. 

6710230213 NRC Into NPtloe 67-055, "Portable Molslure/Density Gauges: Recent Inei- 
demsoi Poneble (Sauges Being Stolen or Lost." Sve list end. 

CUNNlNGHAM.R.E. (^vision of Industrial ft Medical Nuclear Safety (Post 670729). 
87/10/29. Consotlidslod Ed, son Co. bt Nerw York, Inc. 60pp. 43304.139-43324:227. 

8710280234 NRC Into NoHce 67-056, "Improper Hydraulic Control Unll Installation ai 
BWR Plents.” Sve Hat end. 

ROSSI.C.E. Division of Operational Events Assessment (Posl 870411). 87/11/04. 
Consotdated Edison C^o of New York. Inc. llEpp. 43324:228-43324:339. 

8711020017 NRC Into Notice 67-057, "Loss ol Emergency Borailon Capability Due lo 
Nrtrogetx Ges Intrusion." Sve list encL 

ROS&.C.E. Division of Operational Events Assessment (Post 670411). 87/11/06. 
ConsolldBled Ed-sonCo. of New York, Inc. 1 16pp. 43355:003-43355:119. 

8711050040 NRC Compharxco Bullailn 67-002, "Fastener Testing to Determine Con- 
lormanco W/Applicabfe Mall Specs." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 87/11/06. 
Conso-ldaled Edison Co. ol Now York, Inc. 116pp. 43397:142-43397:257. 

871 1080140 NRC Info Notice 67-058, “Conllnuous Communications Following Emergen- 
cy Nobflcalions " Sve list end. 

ROS^.C.E DrvJslon ol Operational Events Assessment (Posl 8704fl}. 67/11/18. 
Consdidated Edison Co. ol Now York, Inc. t I3pp. 43404:176-43404:266. 

8711120027 NRC Into NoHca 87-050, "Polonlial RHR Pump Loas-" Sve list end. 
ROSSI.C.E. Division ol Operalional Events Assessment (Posl 870411). 67/11/17. 
Consolldaied Edison Co. of New York, Inc. 120pp. 43487.001-43487:121. 

8711240261 Forwards Reactive Security Insp RepI 60-346/87-20 on 871021- SO.Vlo'a- 
dMs noted. Enforcement actions will be addressed in separate 
correspondence.Enforcemeni conference scheduled on 87 ft 19 In Glon Eliyn.lL. 
HINO.Xa. Region 3. Ofc of the Director. 67/11/10. SHELTON.O. Toledo Edison Co. 
2pp. 43431 :3(r5-43431;309. 

■^711240283 Parlially withheld Physical Security Insp Rept 60-346/67-28 on 871021-30 
4rel tOCFR73 2i).VIo1atlons noted.Major areas lnapecled:8everal penetrations In vital 
area barrier resulting In inadequate penelraUon resistance. 

Plfiru.O.L., CRE^.J.R., MALLETT.B.S. Region 3. Ofc ol the Director. 67/11/17. 
Spp. 43431:307 43431:309. 

871 1130008 SuppI 2 lo NRC Info Notice 66-106, "Degradation of RCS Pressure Bound 
ary Rasuliing F^rom Boric Add Corrosion." Svo list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 670411). 87/11/19. 
Cttisolidetad Edison Co. of New York. inc. 1 t9pp. 43444.105-43444.314. 

8711900204 Requests exemption from requirements of tOCFRS0,App J, Section 
III.O.t(s) Exemption would allow third Type A ft 10-yr inservlce Insp lo be uncoupiQd ft 
padormed In separate refueling oulage.ucense amend request will be submitted. 
SHELTON.O.C. Toledo Edison Co. 87/11/20. Document Control Branch (Document 
Cemral Desk). 2pp. 43469.353-43469:354. 



8711170269 Forwards “Ellluonl & Waste Disposal Somiann.^al Ropt, Jan Jun 1987.“ 
per AW OeAga2io request. 

SHELTON, D.C Toledo Edisort Co. B7/ii/io. DocutKonl Control Branch (Document 
Control Desk). Ip. 43364. 101-10304 203 


S. Reportable occurrences, LERs & related correspondence 

87(1300132 Special roptcn 0705i3.li.'o pro'.QCiori coordinator discolored dana^ Uj 
fire barrier wa'i In enirance lo taUiailon access control aroa.ProbabV caused by per- 
sonnel nooiinenca Repairs to wall should be co.'npiotod by 07073 1. 

STOfl2,LF Tolodo Edison Co 07/00/12. DAVIS, A B. Roy-on 3. Ofc ol Dsoclor. 
2pp 43467 347-43467:340 

0711060281 Responds lo NRC 07091 1 Mr providing rosulis Ol rQv:ow Of uH LERs & ro- 
guesting util plans lor Improving LER quality. Uill has reviewed LER assosstnoni topi 
i taken appropriate action using ropi & NURGG- 1022 as loadback to LER writers. 
SHELTOlsi.p.C. Toledo Edison Co 67/10/20 Docurnont Control Branch (Oocumoni 
Control Desk) Ip. 43303 069-43303 069. 

6711100337 Special rept.on 670716, liro deloclicn 2one FOZ-A206 dedorod 
Inopoieblo Caused by teiluro ol lire daloctor Hourly Iro watch esiablisnod Main wotk 
order irliiaiod lo ropa'r detocicr 

STORZ,L.F. Toledo Edison Co. 67/ 1 1 /06 Oocurronl Control Branch (Oocumoni Con- 
trol Dosk). 2pp 43335:284-43335 205. 

8711190267 LER 07-013 00. on Q710l6,unii tost osseiitlol 120 volt ac bus Y2 wlilch tto* 
onorglrod four sys & placed un.i In aclien siatamonia ol fistod Tech Specs Caused by 
potsonnol error. Technician training program will bo changed W/07t 116 Hr 
STOTZ.JC., STORZ,L.F. Tolodo Edison Co 07/11/16. Spp 43400:040-43400 044. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 6 lire protection plana 

8711130288 Fo.'werds Insp Ropis 50-340/87-24 & 50 364/87-24 on 070010-1009 & 
naiico of violation. 

VERRELLLO M Region 2, Ole of tho Director. 07/10/28. MCOONALO.R-P- Alabama 
Power Co. 2pp. 433SQ 31 1 43356:321 . 

-8711130290 Nolico Of violation from insp on 870910-1009 Violation noiod continuous 
lire watch ass'grtod lo root ol auxN-ary bldg to monitor open flame epetaiions assod- 
Btod vr/rool rg lopwta not oloM W dutws. 

VERRELLLOM. Region 2, Ofc d the Orodor. 07/10/28. 2pp 43356:313-43356:314. 

“B711130294 Insp Repis 50-348/07-24 6 50-364/07-24 on 070010-1000. VIo'aiOOS 
nolud. Major areas inspociud previous eniorcorncnt maiiora.survellanco 
observation, monthly maint observation & oporai'onal aaiety vort'CQiion. 
BRAQFQRO.W.M., MILLER,W.II., OAN'CE,H.C. Rog'on 2, Olc Ol (ho OltOClOr. $7/10/ 
20. 7pp. 43350.315-43356:321. 

ft?t126C24t Ack teceint ol 070000 lu tmnsmtLng Rev 13 to physical socudiv pienMod 
& reaubmittoi of plan, per end comments, requosion m order to mainlaVt plan 
coni'nuily.Cammonls withheld (rot lOCPR 73.21). 

CLINE, W.E. Rogon 2, Olc of tho Oirocior. 67/11/06. MCOONALU.R.P. Alaboaia 
Pov/Or Co 3PP 43460.024 43460.026. 

6711230293 Responds to NRC 871002 Hr re vioiailons noiod m insp Ropia 50-340/67- 
20 & 50-364/07-20.Corroctivo oclion8:FNP-0-ElP<26 i FNP-0-ElP 0 revised ro noUH- 
cailon ol events Exception to item I re quality ol oxerose sconano noted 
MCOONALO,nP Alabama Rower Co 87/i i/t3, STOHfl.j P Regier^ a. Ofc oithe Oi- 
roetor. 4pp. 43421:059-43421:062. 

8711200217 Rev.50d omorgency plan Implomonlmg prpoceduras.Inciudino Rov 7 to 
FNP-O-EIP-3. ''Oullea of ^mofMney Difocior,'' Rov 17 lo FNP-O-ElP-IO. 'Evacuation 
8 PofSonnol Accouniabiliiy" & Rev 13 to "Emorgency Plan." w/071 1 14 lu. 
HUDSPETH.JD. Alabama Power Co 87/11/14 35pp. 43400241 43408.275. 

8711240046 Rov 52 lo Bmorgoncy Plan Imp'emenl'ng Procedure FNP-O-ElP-8. “Emer- 

ra Commur^lcallons “ W/07il 17 Ur 

DLANO.J , HUDSPETH.J B. Alabama Powor CO 07/11/17. 4tpp 43442:228- 
43442:260. 

8711260029 Forwards rovisod response & new Page 45 lo 870916 drab Rev 14 to 
physical security plan, per NRC 8/0812 request Revised page darilies compononis ol 
secoundary power supply sys that will be proieclod as vital equ pmoni.Pego withheld. 
MCDONALD.R.P. Alabama Power Co 07/11/17. Document Control Branch (Oocu- 
monl Control Dosk). tp 43457:206-43457 206. 

8711300135 Responds lo NRC Mr re violaliorva noted in Insp Ropis SO-348/07-24 8 SO- 
364/Q7-24.Corroclivo actions Individual Involved disciplined lor inadequele portorm- 
anco & relnsl'uctod ro firewalcit responsibll-Hos. 

MCDONALD.R P. Alabama Power Co. 07/11/20. Document Co/tirol Branch (Docu- 
ment Control Desk). 2pp 43467:321-43467:322. 


P. Operating license stage documents 6 correspondence 

871 12001 13 Raquesls util p/ovfdo analysis ol polentlal for & consequences of boron di- 
lution acddonis Porformence & submittal of analysis results wiin-n 90 days of Hr re- 
colpl requested. 

STOLZ Jf. Light Water Reaclora Branch 1. 77/09/20. BARTON, A.R. Alabama Power 
Co. 2pp. 43464:064-43464:065. 

8711230050 Roquesis rovlow of alarm circu'lry a diosol gonorator control circuitry for 
d'esel genoralors. Response tequaslod pet listed criteria within 45 days of lb receipt. 
STOLZ JF. Light Water Roaclois Branch 1. 77/10/31. eARTON.A.R. Alabama Power 
Co. 2pp. 43464:062-43464:063. 


6711020028 Forwards Amends 73 & 65 to Liconsos NPF-2 & NPF-0, rospoctivoly & 
safoiy avaluatlon.Amends change Tech Specs lo Incroaso steam genoralor lube plug- 
glno Irom fi% to 10% 8 lo slightly increase heat (lux hot channel factor coefficient. 
nEEV£S.EA. Pfo;oct Ovectorato li-l. 87/10/26. MCOONALO.R.P. Alabama Power 
Co 2«> 43240 -120 43240 349 

-0711020030 Atnends 73 & 65 to liconsos NPF-2 & NPF-8,fespectivoly. changing Tech 
Specs <0 jneroaso steam generator tube plugging Irom 5% lo 10% & to Incroaso 
sl^Uy Increase heat (lux hot channel factor coelficloni. 
AOENSAM.e.G.RfOjaclDroctoraiO ll-l. 07/10/26. 12pp 43240:330-43240 341. 

—8711029035 Saloly ovaljaiion supporting Amends 73 & 65 to Liconsos NPF-2 & NPF- 
O/e^Kctivoly 

* OHico of Nuefoar Roecioi Regulai'on, D, rector (F’osi 870411). 67/10/20. 9pp 
43240:342-43240:349. 

0711030350 Fofwords Rev 1 to WCAP- 11563. “AnaVsis ol Capsuin X From Alabama 
Power Co JM Farley Unii | Reactor Vessel Rad'etion Surveillance Program " No toch- 
ncal ctiangos to pressure-tomp limits or oporai no proceduros roquTod. 
MCOONALO.RP. Alabama Power Co. 07/t0/2u. Oocumont Control Branch (Docu- 
mont Conbol Dosk) ip. 43260 077-43260:164. 

-0711030374 Rev 1 lo ’'Analysis ol Copsu'o X Fro-m Ainbama Power Co JM Farloy Unit 
1 Reacior Vessel Radiation Survolllanco Program '* 

MEvenjA. Wesllnghousa Electric Corp. WCAP-11S63 ROI. 67/09/30. 87pp 
43260 078-43260:184 

071 1130261 Forwards fisted documents re program for onv.rqn qualil calicn of clocliical 
oounmoittel lecl’ity.por NRC 671009 requost W/o or.cl. 

MCOONALO.fl.P. Alabama Powor Co. 87/10/30. GRACE, J.N. Region 2, Ofc of the 
Oirador 3pp. 43357 306 43357:308 

67lt10043l Generic Lir 87-16 lo a'l holdors of CRs lor nuclear power plants re policy 
sialamenion dalorrod plants.Svc list end 

MlRAQLiA.f J. Asscclalo Director lor Pro.ocls (Post 070411). 87/11/04. Consolidated 
EdsonCo o( Now York, Inc 46pp 43402-.OO1 -43402 046 

0711100264 Summary of 870024 mooting w/ulil,Bochtel A RL Cloug Assoc re problems 
concorning qualilicaHon ol V-Typo elecbrcoi splices al lac lity.Allondanco l-si onci. 
REEV£S,hA Projoci Diioctorale ll-l. 67/11/05 Project DIrecioreco 11-1. t2pp 
43342 182433-12:193 

0711230004 Forwards Amends 74 & 66 to LIcensos NPF-2 & NPF-8. rospoctivoly & 
saleiy ovaloaiion.Amends revise limiting condition lor operation & act on & survoll- 
lencerequromonts olTech Spec 3.6. 1.7 ro contammcrit vonuiaTon sys. 

REEveS.EA. Project Ditocloralo 11-1 87/11/16, MCDONALD.R.P. Alabama Power 
Co 2pp 4341804^6-43416067. 

-8711230009 Amends 74 & 66 lo Licenses NPF-2 & NPF-8,rospcclively, revising rmir 
ing condion for opeiaiiort & ocilon & surveiHanco requ'roinonis ol Toch Spec 3.6 1.7 
ro conifiinmoni vcmli'aiion ays. 

ADENSAM.E Q. Projeci Duoclorate IM. 07/t|/l6. ISpp. 43416048-43416.063. 
•*0711230016 Sa'oly ovalueiion supporting Amends '/4 & 66 lo Licenses NPF-2 & NPP- 

830SpOClrvOly 

' Olfice d NuOoar noacior Rogulallon. Diroctor (Posl 870411], 87/11/16 4pp. 
43416:084 43416 067 

87I130C059 Forwards rovisod pages oi Socond lO-Yr interval Insorvico tosting program 
tor ASME Code Class i,2 & 3 pumps 8 valves, inco/poraling acioomonia feachad 
during 871030.1 109 S 16 leicons Qrartiino ol roliof roquesis by 071201 requoalod. 
MCOONALO.RP. Aisbema Powor Co. 67/11/20. Document Control Brsneh (Oocu- 
meni Controt Desk) laOpp 43470 004-43476 272. 


O. Inspection reports, IE Bulletins 8 correspondencs 

8012170462 l£ BuHolin 60-25, "Oporailng Problems W/Targol Rock Safoiy- Reliol 
Valves eiBWRs '■ 

* Olc ol Inspecilon 8 Enlorcomeni. Director (820201*670413) 80/12/10 Consolidat- 
ed Eckson Co o' NawYoik, Inc 6pp 43226:201-43225 205 

8306110473 IE Into Nobco 63-39, “Fa-luro of Salely/Rolibf Valves lo Open at SWRs • 
Interim R^ Z' 

JOROAN.E.L Drv ol Etnergency Ptoparedness & Engineering Rosponso.lE{0SO212- 
670413] 83/06/17. Consmidated Ed-son Co ol New York. Inc. 2pp 43226:206- 
43226:207 

0711130286 Forwards Insp Ropis 60.948/87*24 & 50-384/07-24 on 870910-1009 & 
rxibce o! v.olailon. 

VERRELUO.M. Region 2, Olc ot the Director. 87/10/28. MCOONALO.RP. Alabama 
flower Co. 2pp 43356 311-43356 321- 

-6711130290 Nonce ol vio'atlon from insp on 670910-l000.Vlola(lon noiod continuous 
bre wmich assigned lo roof of auxiliary bldg to monitor open flamo operations ossoci- 
aied w/iooling repnirs not alort lo duilos 

VERRELLl.O.fil Region 2, Olo ol Ihe DTecior. 87/10/28. 2pp. 43356:313-43356:314, 

-8711130294 Insp Repis 60-346/87-24 8 60-364/87-24 on 670910-1009. Violations 
noted. Ma|or areas Inspocibd’previous enlorcement mattore.surveillanco 
observation.monllWy maint observation & operational safety veiiflcatlon. 
BRAOFORO.W.H., MILLER.W.H., DANCE.H.C. Rog'on 2, Ofc ol Ihe Diroclor. 87/10/ 
28 7pp. 43388:315 43358321. 

0710230213 NRC Inlo Notice 67-055, “Porlable Mo'slura/Density Gauges: Recent Inci- 
dents of Portable Gauges Being Stolen or Lost." Svo list oncl. 

CUNNINGHAM.n.E. Division ot Irvdustrlal & Medical Nuclear Selety (Post 870729). 
87/10/29. Consolidated Edison Co. of New York, Inc. 09pp 43324:139-43324:227. 
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87M0MI134 EN•«^•^W5 oft07HCr3.noiie0 o< vwlalwn 8 proposed imposition ol wri pen- 
alties in arnounl o( $50,000 w\n bo issued Action based on violafions in areas of pfO- 
cwoownt 4 vendor miedace CMOoram. 

LUEHMANJ. LlEBEflMAN.rac of enlorcemenl (Post 870413). 87/I0/29- ip. 
43293 243-43293 243. 


87111 3038S Cor^firms dates ol 871 102 06 4 16-20 lor NRC equipment q-jetificanon 
msp 4 revises 871009 Ilf on sob}. Requests preseniation of to program 4 status oi 

prooramirripiementalion (or entrance meeting on 871116 

V^PEILI 6 M. Begton 2 Ofc ol the Director. 87/10/29 MCOONALOfl.P. Alabama 
PoiwCo Opp 43359351-43359353. 


6711030533 Ptovioas add! response to notice ot violation iss-jed on 870126UW ra- 
isins that NRC should withdraw notice ol violatiohs due to circumstances sunound-ng 
use ot two penelreiions et issue ^ ^ ^ 

MC(30NACD.RP. Alabama Power Co. 87/10/30 Docmeni Control Branch IDocu- 
meni Control OmK). topp. 4325S.221-4325S 230. 


871 1 100313 Responds to URC la re violations noted in Insp fiepis S0-34B/87-23 4 SO- 
364/87-23.Cooecwe actions setpoints on pressure actuated switches coneeted 4 
personnel leinstructed. _ ^ 

MCOONALOBP Alabama Power Co 87/11/02. Document Control Branch (Docu- 
ment Control Desk]. 2pp. 43344 254-43344.255. 


071 1130174 Forwards E/am Repl 50-34a/01.-87-03 ol erams edminisleted on 670824- 
27 Written exam questions, answer Key 4 laciiity comments also encl 
JULIAN.CA Re^rt 2. Ofc of the Direetor. 87/11/03. MCOONAID.BP. A'ebama 
Power Co. 2pp. 43360 239-43361.061. 

-87 1 >130309 Exam Bept 50-346/01 -87-03 on 670824-27 Exam results Uiree of five le- 
acior opereiote passed wntien exam 4 all five passed operating examAtl nine seruoi 
reacior operators passed wntien 4 operating exams 

MtDORMAHJH, MUNRO.JF. Region 2. Ofc ot the Ouector 67/10/27 I47pp- 
43360 24143361:027. 


-87112*0060 fnsp Reple 60-348/87-28 4 5O-304/87-2O on 071010-23 Violations 
noted MflJor areas inspeciod rad.eiion pioioclion acuvit-.os, including uxioinal a internal 
ojnlrol, surveys.so'-id tedwaelo & lo'lowup on IE into nollcoa. 
c3uWS.rP.HOS£Y.C.M. Hog on 2. Ofc of fho D/nctor. 07/i)/t8 0pp. 43444 084- 
43444B72. 

8711130008 Suppi 2 to NBC Into Notice 86-106, '•Dogrodfliion al flCS Prossuro Bound- 
ary ResUUM From Boric Acid Coiros'on " Svc I si end 

BOSSIC.E. Otvlslon ol Operational Evonie Aasossmoni (Post 07041 1). 07/11/10 
r.wun-iriaMMl Priisnn Co. of Now York. Inc. 1I0DP ■13-144:105-43444 314. 


871131X1136 Hespends 10 NBC Hr 10 vlolalions noted in Insp Ropte 5O-340/B7-24 4 sp. 
364/67-24 Coiiacliva aciions.individual involved discipl.nod for Inadoquaio perform- 
ance 4 re'natructed re /rrew-etch responsMilos. 

MCOONAtO,fi.P. Alabama Power Co. 07/11/20. Documom Control Branch lOocu- 
tMiUCoftltOlOeSk). 2pp 43407:321-43467 323 

671 1360217 Confirms arrangomahis for 071125 mgt nteoi.ng In Iteoion i) ofc lodrsass 
Issues of equ^menl quaimcalten dorivotl from roconi insps & corroclivo actions tq be 
taken before l/nK 2 rosfarl.por 871 120 exit mdoimg 

GBACtJN flMlon 2. Oio of tho Director. 07/11/20. MCDONALO.BP Alsbama 
Power Co. tp. 43467:277-43407:277. 

87(1300064 Requeais f4-da/ extension lor rositenso lo violoiions noted in NRC 
671 103 Ur from Insps on 07051 1-22,0001 -06 & 001 1- 0710 Bnsponso will bo nrovlden 
t>yB7l2l7. 

MCOONAlO.n.P /Uabama Powo/ Co 87/11/24. Documoni Coni/ol Brgnch (Docu 
menlComrolOe^]. ip. 43469 326-43460 325. 


R. Periodic operating reports & reialed correspondence 


-8711130320 Forwards oomrrtenls concerning wntien exams lor reactor operators 4 
senior reactor operators gwen at planl on 870624 Ouostions appeanng on 00th exama 
have been addressed by reactor opereior exam commonls omy 
VvOOOAROJ D Alabama Power Co. 87/09/01. k/UNRO.J F. Region 2. Otc 0< ihe 01- 
rector. 54pp. 43361 028-43361.081. 

8711130367 Discusses Inu flepia 50-34e/a7-1l.S0 3e4/37-t1 4 50-348/67-14 4 50- 
364/87-14 on 670511-0/10 4 forwards notice of vte'ation 4 proposed impoa<(fon of 
crvil penatiea, Enlorcemenl conference re vtoieUins held on 870903 
GRACE, J.N Region 2. Ole of the Director. 67/1 1/03 UCOONAIO.R.P. Atebama 
Power Co 3pp. 4386(.066-4338(.'09S. 

-8711130965 Notice of vioiabori 4 proposed imposition of civil penalty in amount 01 
$60,000 NoncompSei'Ke norad fnaotteuate oonVbi S intiaiiation ol purchased equ>p- 
nent A inadequate coneclTve actions $ insps. 

GRACEJN.H«g<ir(2,OfcollheOirector.e7/U/03 $pp 4336l.09i-4336f:09S. 

0710290234 NRC Info Notice 87-0S6. "Improper Hydraulic Control (Jnn instaffadoft at 
BwR Pfants ** Fist end 

R0S8i.CE 0Mt«n ol Operational Events Assessment (Post 670411). 67/ti/04. 
COAsoiideied Edison Co of New York. Iik. 1 13pp. 43324:;26-43324 339. 

671102M17 NRC Inlo Nobce 87-0$7. "Uss Of Emergency Goretlon Capability Due lo 
Niuooen Gas intrusion.'' SvC Hat enci 

ROSSf.CE Ondsion el Oper^vona) Svante Aasassmani (Post 6704>i>. 67/11/08. 
ConsoHdaied Edison C). of New York, Inc. il6pp. 433S$ 003-4335$:ii9. 


8711200103 MorUhly qpoiollng ropl lo' Ocl IO07.W/671 1 12 Ur. 

WOOOARO.3.0.. mCDONALO.R.P. Alabama Power Co. 07/10/31. Opo 43416330 
43416334 


S.RapoftBble oecurrancae, LERa 4 relatod corraspondonce 


67l>O2O0i6 lER 87-0f0 IK>:eft 070917, firp dompors inopa/nWo Ouo lo loilvro lo ctoSa 
w/ai Row.Causod by impipfioi inslaHatlon. Oampor romoveif liom sys & ro-lnsia' ed 
conecffy. W/671026 fit. 

WOOOARO.JO,. MCDONALD.RP Aipbomo Power Co. 07/10/26. 2pn 4325223a. 
43252.239. 


67111665(2 Forwards Summary of NPOES noncotnpiioncoo for Tlnrd Quarter l6Q7per 
Teen Soca.^o B.Soeiien 3.^ 


wwjuNAiu.M K. Aiooamp t-owoi oe o//ib/do uocumoni t;omrol Branch (Docu- 


ment Co/Urof Oo^). 2pp. 43335 3 1 7-43335 3 18 


8711160101 LER 67-01 7-00 on B7i00i,Piio Doo' 41)0 ilodnroil inopoiabto & could nol 
be ropauod wiiiiin 7 days violating Tocli Spoc 3 '/.I2 Coiisou by door liolng hem & 
laid) mocha/Mm stuckNow door orjprodFi/o walcb will bo r)iair)tainod.W/0/M03l(r. 
WOOOAflO.J-0, MCOONALD.R.P. Alabama Powor Co. 07/11/03. 2np. 43365060- 
43365069. 


6711050040 NRC Con^anca SuHelin 67 002. "fasiener Testing to Oeiermme Con- 
formarics W/AppHc^e Matl Specs." Svc list encl 

ROSSr.CE. OMsion of Operelionai Events Assessment (Post 8704i(). 6//IU06. 
Consobdaied Edison Co. of New York. Inc 116pp 43397:142-43397:257. 

67X190176 Forwards 'nap Repts 56-346/67-27 4 56-364/67-27 on 67t0f9-23.No vio- 
lations or deviations noted. 

H£nOT,AR. Region 2, Ofc ol the areclot- 87/11/13. MCDONAIO.RP. Atebama 
Power Ca 2pp. 43398 032-43398.045, 

-6711 190172 fnsp Rents 50-348/87-27 4 50-364/87-27 on 871019-23 No viotetions or 
devialioAS noted Ma/or areas inspeclad: dccximentellon 4 observati^ 0/ NOE ecM 
lies 4 independent verlfKallon ot selected Insetvice Insp ulUasonlo results. 
NEWSOME.R W.. e(.AKE.JJ. Region 2. Ofc of Ihe Oireclor. 87/11/12 l2po 
43398:034-43398 045. ^ 


87>>230293 R^ponds to NRC 871002 Hr re vwlattons noted fn (nap Repts 50-348/6/- 
20 a 6(M64/a7-20.Conective eciiciii8:FNP-OEiP-28 4 FNP-0 ElP-8 revised re noUi- 
caiion of Ovenis.Exceptioo to item 1 re quality ol exercise scenano noted 
MCDONAIO.R P. Alabama Power Co 67/X/13. STONR.J.P. Reg'pn 2. Otc of fhe Ol- 
tector. 4pp. 43421.059-43421 082. “ “ 

8711^140 NRC Into Notice 87-056. "COfttlruipus Commjnlcavons FoUonirtg Emetoen- 
CT NoUficatlons." Svc list encl. ^ 

ROSSI,C£. Orv^n of ajwso'onal Events Assessment (Post 870410 67/11/16 
Consolidated Edison Co. ol New York, Inc. It3pp 43404:176-43404:288. 

"PelenBaIRHRPomp toss." SvcKsiencI 

ROSSl,C,E. Otv^ ol qpwtional Events Assessment (Post B704X>. 67/X/J7 
Consorted ErSson Co. of New York, Inc 120pp. 43487:001 43487:121. 


"oVSteSk''’'^ 50-346/67-28 4 50-364/07-28 on 871018-23 4 rwflCe 


6711160121 LER 6? 010-00 on 07t0l3.vi6llOf lOuntI unoBCorlod m vital OrOD Caused by 
vfSdoc 4 escort becoming sopaiBioJ Escoil roirqinod In socuriiy ronu>romonts 4 moves 
laker* w mir* number or tteilo'e roquifteg accoas.iV/e7 1 103 Hr. 

WOOOAflOJ.O.. MCOONALD.BP. AlobamD Powor Co. 07/11/03 4nn. 433e8-238- 


67l1l00>34 LER 67-020-00 Oh 67lOI5,COn!/flclor omp/oyoo gainoo imautbonced 
access to main control room cooaing alarm lo bo gonoroiod In aocutlly conlral alarm 
station Caused by poraonnolonor.Pqrsonnol coun8olod.W/07n03 Hr 
WOOOARO.JO. MCDONAl0.nP. Alabama f'oww Co 07/11/63 4pp 43360283- 

9nA ' * 


671X76228 SwTvnary of Oporalmg Boaclora Cvonia Mooting 67-36 on 67t 103 tisi of 
altendeos.'riewaphs 4 summary ol roaclor Bcrams QncI 
LANNINO.W. Evema Assoasmonl Qioncli 07/11/05. nOS3l.CE. Division ol Opef- 
afeoaiEverite Assessmor*! (Poet 6704 1 1). 20pp. 43363:216-43365 234 


•7X200040 LER e7-OI0-OO:on 871013, discovoiod IHot drawing ortor oxislod showing 
focaCkjoa or 1A & iQ conlainmonl tiydrogon rocomblnota lA & IB to t>® 
fncor/ect d/awlno Draw/rrg cOfrociodW/S7l 100 Hr. 
wpOOAROJO.. MCDONALO.R.P. Alabama Power Co 87/U/OO 4pp. 434l0:l2&- 
434(0: (29. ' 


V. f^erator Eaaminalloni 

Forwards Exam Rapt 6O-340/OL-67-O3 ol oxoma oOminlalorod on B70824- 
II li ./fit? quOBtJons.Dnawof koy 4 laciliiy commonte also oncl. 

^UANC.A. Region 2. Olq of iha Director. 07/11/03. MCOONALD.R P- AteberRa 

Pbwer Co. 2pp.43360i39-433ef;08l. 

-871X30309 Exam Repl 6O-348/OL-07-O3 on 670824 -27. Exam /a&rllMhroe ol M r»- 
ftew (^orators passod wrliton oxam & all five pasBod opdralina exam All nine 
passed wriiten 4 opotailng oxama 

4M9?241^^Mld»7^”'^"^ 0Y/IO/27. i4?Pf>- 


^ 87loi0.23.VioIaiibn noted: work per- 
inside conirolted area w/o wearii^ protective clolhlng required by RWP 6-67- 

COUlNS,D.M. Re^ 2, Ofc of ihe Orecler. 87/X/I7. Ip. 43444.063-43444:063. 
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OOCKeT 50-362 LIMERICK GENERATING STATION, UNIT X 


K. Utility Final Sataty Analysis Report (FSAR) & amends 


P. Security, medical, emergency A fire protection plans 

8711230173 Porv/aids Rev 9 to “Fire Protection Evaluation Rept.'' 
eRAOLEV.EJ. Philadelphia Electric Co. 87/10/30. MURLEY.T.E. Ollico of Nucloar 
Reactor Regulation, Director (Post 670'! tt). tp. 43<i3S;l90'<t3<l36.t63. 

-8711230224 Rev 0 to “Fire Protoclion Evaluation Rept." 

• Philadelphia Electric Co. 87/l0/3t. 6pp. 43435:203-43435 208. 

671 1 170028 Requests that ret to Rev 7 to fire protection evaluation rcpl In uiU 871030 
Amend 67 to license applicallon be changed lo Rev 9. 

GRAOUEY.E.J. Philadelphia Electric Co. 87/tl/t2. MURLEY.T.E. Ofhco of Nuclear 
Reactor Regulation, Director (Posi 8704t I), tp. 4337S;259-43375:269. 


G. Adjudicatory correspondence 


8711230173 Forwards Rev 50 lo FSAR (or Limerick Gonorating Station, Units I & 2 . 
BRAOtEV.EJ. Philadelphia Electric Co. 87/10/30. MURLEY.T.E. Olfice ol Nuc'ear 
Reactor Regulation, Director (Post 870411) tp. 43435:190-43438:183. 

-871 1230231 Rov SO lo FSAR for Limerick General ng Staiion.unlis 1 S 2. W/two over- 
^aeitds 

' PMlsdelphla Electric Co. 87/t0/3l. 400pp. 43435:209-43436:163. 


P. Operating license stage documents & correspondence 


6711230173 Forwards Amend 87 to OL appIlcaLon.consistng of Rov 60 to facility FSAR 
(laod In PDR Category K> & Rov 6 to ' Fire Protection Evaluation Ropt" (filed in PUR 
Cateoay^ 

8RAOt£Y,e.J. PlUsdolphla Electric Co. 87/10/30. MURLEY.T.E. Olfico of Nucloar 
Reactor Regulellon, DIrecioi (Posi 670411). tp. 43435: 160-43436: 163. 


8711240021 SuppI to petllionor response ot 870702 to Ooaid nol'co ol hoaring 6 order 
ol 870729.* Politloner lists contentions opposing granting of license ementf lo Tech 
Specs lor plan! re matter of radloaclive iodino aplKoa. 

ANTHONY.R L Anthony. R.L. 4886. 67/08/26. Atomic Salsiy and l.lconglng 
Board Panel. 4pp. 43423:105 43423:108. 

871 1040090 Advises thal NRC will not seek tliscovory & Intends to file rasponso to li- 
censee motion for summary disposMIon aa indicated In 871012 Itr to Boatd,pef 671009 
memorandum & order. 

VOGLER.Q.H. Assisient General Counsel for Hearings. #487 4702. 87/10/20. 
WOLFE, 5.J.. COLE.R.F., MORRIS.P.A. Atomic Safoty end Licensing Board Panel Ip 
43265:055-43255.055. 


-6711230218 Amend 87 to OL applicatlon.consisting ol Rev SO to FSAR & Rev 9 lo 
"Fite Prolsctiofi Evaluation Rspt ' 

KEMPER.J.S. Philadolphla Electric Co. 87/10/29. tOpp. 43435:193-43435 202. 

67110S0184 Forwards safoty avalustlon accepting util 870526 proposed turhlno sys 
mamt program to satisty LIconso Condition 2.C.(9) ol License NPF-39. 

CIARK.R.J. Projoci Dlreciorato 1-2. 87/11/03 8AUER.E.G. Philadelphia Electric Co. 
3pp. 43299:160-43299 164. 

-871 1060182 Safety evaluation accepting util turbino sys main! program. 

* Olfice of Nuclear Roaclor Regulelion. O.rscior (Post 670411). 87/11/03. 2pp 
43299:163-43299.164. 


8711040060 Intervenor RL Anthony responso to 871009 momorandum & order.* Author 
has no furthoi requests for Info in eddlllon to Homs recorded In Q7O9I0 Hr Uiii should 
provide listed records. 

ANTHONY, R.L. Anthony. R.L #487 4709. 87/10/26. WOLFE. COLE. MORRIS 
AtQfrtc Safety and Licensing Board Panel, tp 43264'314-43254:3I4. 

6711040106 Memorendum 8 order did 871009 (momorlalulng special ptohoating 
conlerenco:rullng on contentlonsj.* Motion for Board to summarily dispose ubl roqueal 
Insianl emend & for exorcise to discovery. 

nOMANO.F.R. Alt and Water Pollution Patrol #487 4732. 87/10/27. Alomlo Safely 
and Llconsing Board Panel, tp. 43254:1 17-43254:117. 

8711040067 Notice of reconsiltullon ol board * Judge GA Ferguson appofniod h place 
ol Judge PA Morris As reconsiiluied.Soerd comprised ol listed judges Served on 
871020. 

COTTER, 8.P. Atomic Seleiy and Licensing Board Panel. #487 4706. 67/10/28. 2pp 
432S3;O0l-432S3.O02. 

8711040095 Licensee objocllon to inlorvonor Anihony request lor discovery & molion 
for prpiecllvo order.* Cerlificale of Sve oncl. 

WETTERHAHN.M.J. Ph'isdeiphia Electric Co. WETTERHAHN.M.J. Conner & Weller- 
hehn. #487 473l. 67/10/30. Atomic Safoty and Licensing Qoard PanOl. 4pp. 
43256:076-43265:061. 

8711110062 Ucensoo abjecllon to intervenor A'r S Water Pollution Patrol tequosi lor 
qpportuniiy lo file for discovery & motion for protective order.* Cenilicate ol Sve end. 
CONNER, T.B. Philadelphia Elecitic Co. CONNF.n.T.6. Conner & Weiierhahn. #487 
4776 87/11/02. Atomic Safety and Licensing Soerd Panel. 4pp. 43332:l33- 
43332:136. 

871 1 170028 Response of NRC Sled to Air & Wolsr Pollution Patrol Molion ol 871027 
concorning summary dispoaltlon & discovery & hcorisees ob|eciions Iheroio.* MoUon 
should be denied. Cerlificale of Sve end. 

VOGIER.B.H. Asalaiani General Counsel for Hearings #487 4815 87/11/09. Atomic 
Safety and Llconsing Board Panel. 5pp. 43366.134-43368:138. 

8711170048 Response of NRC Stall to RL Anthony discovery requests 6 Scensoe ob- 
(ections Ihorelo.* ASLQ should deny request. but proiocllve order rtol 
opposed.Certllicale of Svd encI.Relalod corresponeance. 

vOQLER.B H. Assistant General Counsol (or Hearings. #487 4819. 87/11/09. Alornic 
Safety and Licensing Board Panel. 6pp. 43367.048-43367:052. 

8711190066 Intervenor RL Anthony objection to Phhadelphle Electric Co objection lo 
Anthony discovery & request (or protective order did 67l030.’ Only essential tnsli lot 
appeal of granling license emend requested. 

ANTHONY.R.L. Anthony, R.L. #487 4865. 87/11/10. Alomlo Safety arsd Licensing 
Board Panel. Ip. 43393:315-43393:316. 

8711190006 Memorendum (memorializing two conference calls).* Served ots871ll6. 
WOLFE.S.J. Atomic Safety end Licensing Board Panel. #407 4052. 87/11/12 2pp 
43392.096-43392.007. 

8711190022 Air & Water Pollution Patrol (AWPP) (Romano] objecllon lo licensee objoc- 
Hon to intervenor AWPP request for opportunity to fife (or discovery & molion (or pro- 
tective order.* Failure to monllor proceeding Inadvertent. 

ROMANO.F.R Air and Water Pollution Patrol. #487 4864. 87/1I/IZ. Alomic Safety 
and Licensing Board Panel. 2pp. 43392:193-43392.194. 


H. General correapondence 


87110S0226 Forwards selsty evaiuahon accepting util proposed "Requnomenls (or Re- 
ducuon ol Risk From ATWS Events <or LIghl-Wator Cooled Nuclear Power Plants '' 
CLARK.RJ. Pfolect OIroctorats 1-2. &7/f1/03. BAUER.E.G. PMladelphis Electric Co. 
3pp. 4330I;097-43301:IOB. 

—8711050236 Saloty evaluation accophng ulll compliance vv/ATWS lulo 10CFRS0.62 re 
atMx’naie rod Injocllon sys.recireulalTon pump trip & standby liqu'd control sys 
* Projoci Direclorsie 1-2. 87/11/03. 9pp. 43301: 100-43301 :10k 

8711100033 Forwards summary ol probletm re mod lo lurbino control logic w/QE luiblns 

K ade p(oqram.NRR should not endorse mod. Plants using mod oxpenoncod severe 
lUonin elacirehydiaulic sys supply pipmg. 

B0QER.6.A. Oivisfon of Roaclor Rofacia • I/ll (Pest 8704ti). 67/11/04. 
THADANI.A.C. Assistant Direclor lor Systoms. 2pp. 43330:348-43338 361. 

-8711100036 Summarizes insp of elecirohydrnuiic control oil aya dua lo 870019 rupture 
causod by GE impiovomani triod.TesI progisms should bo mon-totedUlls sltowd bo 
aiertod to potandsl vibration II luibinrz mooinod lor partial arc emisa'on. 

CLARKRJ- NRC - No Oeisifad Aiiiiiailon Given. 67/10/14. BUTLER, W.R. NRC - No 
OeiaKsd Altillotlon Given. 9pp. 43333:360 43338-356. 

-8711 100040 Discusaes followup irtsp ol plant aiacirohydraullc oH sys lollowing mod lo 
hirbirso logic from lull sro em'eslon lo psrliol arc smlsslon. 

CLARK.R.J. NRC - No Doisllfrd AlliHslion Given. 07/11/03. BUTLER, W.R. NRC • No 
Oelalled Aimiotlon Otvsn. 3pp. 43338.369-43336:381. 

8711100431 Osnaric Lu 87-16 to sH holders Of CPs lor nuclear power pianis to poicy 
siaiwnenion deterred plants Sve list end. 

MIRA0UA,F4. Associaie Dkeclor tor Pcolocta (Post 870411). 87/11/04. ConwHdaidd 
Edison Co. of Now York. Inc. 46pp. 43402.001-43402:048. 

8711100368 Forwards response to NRC S702I9 request for addl mio le 661105 appH- 
. cation for amend lo License NPF-37.Aimanc] wou'd revise trip soipolnls & allowable 
valvee tor LPCI inleci'on valves differential pressure Insirurr.oni loops. 

KEMPER.J S. PhilsdeiphiB EloctMo Co. 87/1 1/05. BUTLER.W.H. Pio|Qcl Oiroctorato I- 
2. lipp, 43343.336-43343;34e. 

8711100393 Frsrwards pleni specillc /esponse lo Hem 4.6.3 of Generic Lir 83'28,lnclud- 
Ing prcp^lary QE repi MDE-93 0465-1. “Tech Spec Improvement Analysis (or Reac- 
tor misctlon ^s for Limerick Qenerailng Station, Units I & 2." 

KEMPER.J.S. PhllBdelphia Electric Co. 67/11/05. VAROA.S.A. DMsIen of Reactor 
Projects • l/il (Post 670411). 7pp. 43335:027-43336 033. 

8711130347 Requesla response lo enci NRC/INEL review comments & questions re 
Rev 6 to pump 6 valve insorvice lesling program submitted In licensee 670721 
Itr Meeting lo discuss end Issues also requested. 

CLARK.R.J. Project Direcioiate 1-2. 87/11/03. BAUER.E.G. Philadelphia Electric Co. 
I6«>. 43380:104-43360:119. 

8711170028 Requests that ref to Rev 7 lo (Ire proiectlon evaluation ropi in uHl 071030 
Amend 87 to license applicallon be charvged lo Rev 9. 

6RAOLEY,E.J. Philadelphia Electric Co. 87/11/12. MURLEY.T.E. OII.ee of Nuclear 
Reactor Regulation, Director (Post 670411). Ip. 43376:269-43375:260. 

6711240208 Forwards General Physics Co/p "Reeclor ConlafnmenI Bldg Iniegraled 
leakage Rale Teal Rnal RepI,*' per Tech Spec SurveHance Requirement 4.6. 1.2 & 
l0CFR60,App J.Rept provides Info re test performance 6 bypass area test. 
ALOEN.W.M. Philadelphia Elocirlo Co. 87/11/16. RUSSELL.W.T. Region 1, Ole ol the 
Okeolor. Ip. 43429:247-4343l}:043. 


6711200347 Forwards application lor amend lo License NPF-39.changlng Tech Specs 
to reflecl changes In licensee onslle & olfsite organization. Fee paid 
BnADLEY.E.J. Philadelphia Electric Co. 67/11/10. MURLEY.T.E. Of/lce ol Nucloar 
Reactor Regulation, Director (Post 070411). Ip. 43413:001-43413:068. 


-871 1200357 Applicallon for amend to License NRF-SS.changlng Tech Specs to rellacl 
organizallonal changes In corporate A onsite mgl of licensee nuclear 
operaiions.engineering.malnl A other support activlHes. 

GALUQHER.J.W. Philadelphia Electric Co. 07/1 1 / 18 . 41pp. 43413.002-43413:042. 


-8711200372 Proposed Tech Spec Pages 6-l,6-2,6-3,6.4,6-6.6-7,6-0,0-9, 6-11,8-12 A 6- 
13,changlng licensee onsHe A offsite organization. 

* Philadelphia Electric Co. 87/1 1/18. 14pp. 43413:043-43413:056. 


—8711240220 “Reactor Contelnmenl Bldg Inlegrated Leakage Rate TosI Final Repi." 
• General Physics Corp. GP-R-312003. 87/08/13. 166pp. 43429:248-43430,043. 

8711200347 Forwards application for amend to License NPF-39.changlng Tech Specs 
(o reflecl changes In licensee onstle A offslie organlzatlon.Fee paid. 

BRADLEY,E.J. Rh'tadetpWa Electric Co. 87/11/18. MURLEY.T.E. OMice ot Nuclear 
Reactor Regulation, Director (Post 670411). ip. 43413:001-43413.056. 

-6711200357 Application for amend to License NPF-39.changlng Tech Specs lo reflecl 
organizational changes In corporate A onsite mgt of licensee nuclear 
operations, engineering, maint A other support aclivlties. 

GALLAGHEfl.J.W. PhTladelphle Electric Co. 07/1 1/18. 41pp. 43413:002-43413:042. 



* Pn.'adalpNa E'ecMc Co. 87/ll/i6. l/pp 43413 043 43413.058. 

S711300001 ForAaids safety c.va1uaiion S tecttnlcai o-v&luatjon lept re oHtitQ Ocse caW 
culaton manual.Pov 4. Typos & problems ro 'iqu'd flows & gaseous ellluopi pathways 
noted. Ofrsiie dose ralculatlon man jal should ho revised by B90401. 

CLARK, ft J. Project Orocloreto 12. 8?/n/a3. BAUEft.E.G. PtiHedetph-a Eleclrtc Co 
5pp 43464:03S'434640&1. 

••6711300003 Safety evstusiion si^poiing Rev 4 to otlsiie dose calculeiion manual. 

' Office or Nuclear neaclor Regblaton, Director (Post 670411). 67/11/23. 2pp. 
43464 040-43464:041. 

-3707160733 "Techr^lcel Cvaluaiion Repi to.' Evaluel.'on of OffSito Dose Caiculatlan 
Manual, Rev 4. ' 

SERRANO.W, BOHN.T.S EG&G fdsho. Inc. (subs. Of EG8G. Inc.). SEflRANO.W. 
Idaho National Engineering Laboratory. FIN 0-6034. EGG-PHY-7712. 67/05/31. NRC 

• No Coiai'ed All iiation Given 30pp. 43464:042.43464;C6t. 


O Inspection repotle, IE Bulletins & correspondence 

6012170482 IE Bulletin 80.25, “Operating Problems W/Tergel Rocii. Salety- fteiial 
VelYOs el QWfis." 

* O'c of Inspeci.on & En'orcemoni, Director (620201-870413). 60/t2/l9. ConsoMai- 
od Edison Co of New York. Inc. 6pp 43226:201 .J3226 205. 

6305110473 IE h'o NoLce 83-39, 'Failure of Salaty/Reiiel Valves lo Opert at BWfts • 
Interim Rmi." 

JORDAN, E.L. Div o1 Emergency Preparodness & Eng'nooring Rosponso.lE(&502i2- 
870413). 93/06/17. Conso'ldaied Ed'son Co. of Now Yoil<. Ine. 2pp. 43226 206- 
43226207. 

6710230213 NRC Into Not-ce 67-055, ‘'Portable Moistura/Oensity Gauges: Roconi Inci- 
denis ol Portable Gauges Going Stolon or Losi" Svc list end. 

CUNN’NGHAM.R.E. Division el Induslrial 8 Medcal Nuclear Saloty (Post 670720). 
67/10/29. Consolidated Ed-sonCo. qI New York, Ire. 69pp. 43324 139-43324.227. 

5710290234 NRC Irtfo Notice 87-058, ' Improper Hydrau'ic Co.'iirol (Jat Installation at 
GYr'R Plants “ Svc lisl and. 

ROSSl.CE OMsIon of Operabonai Events Assessment (Pqsi 670411) 67/it/04 
Conso'idaied Edison Co. of New York, Inc. 1 12pp. 43324:228-43324 339. 

6711100033 Forwaids summary ol problem re mod to luibme cotucol (ogte w/fiE luiDfne 
upgrada program NRR should not or-dorso mod. Plants using mod expo/lancod severe 
vibration In elaclrdhydraijl'e sys supply P'ping 

0OSER.e.A. ONIs'on ol ftescict Pir^ecis - I/ll (Post 670411) 67/11/04. 
THADANI.A.C. Assls'enl Olrocier for SysiOT-s. 2pp 43336 346 43336 38l 

-6711100036 Summatijos ins)> ol elecl'Obydiau'ic comics di sys duo to 670619 rupture 
caused by GE improvornani mod.Tesi programs sHou'd be monilorod-Usis should i)a 
aioded to potoni'ai vibration if luibino mod.fiad for psrtiel arc emissi'ort 
CLAftK,fto. NRC • NoOaiaiied AHiiialion CWon 67/10/14 0OTLER.w.fi. NftC • No 
Oelaifad AlUliallon Given. 0pp. 43336:350 43336.350. 

-671 1 100040 Discusses loJowup ir.sp el plant eieci/ohytfrauric o-> sys toitowng mod lo 
turbine 'og s from fu'l eic emission to pert-ai arc emission. 

CU1RK.R J. NRC • No Datai'od Afli'laUon Q.ven 87/11/03. BVrLEft.W.R. NRC • No 
Oeiaited Adiiiaiion Given 3pp. 43336 3S9'43336;36I. 

6711020017 NRC Inlo Not'cd 57-057, “LOSS Of Emergency Boraiion Cepebuty Duo lo 
N.trogen Gas Inirus'on." Svc lisi encl. 

ROSSI, C£ Division of Oparetionsi Events Assassmani (Posi 3704ii). 87/11/06. 
Conso'idatod Edison Co. of New York. he. 1 16pp. 43355 003-433 55: 1 19. 

6711050040 NRC Compliance Gu'ietln 87-002. “Feiioner Testng to Ooiermhe Con- 
formance W/ Applicable Mail Specs " Svc ilsi onci 

ROSSI.CE. OMsIon ol Oparalional Events Assessment (Post 870411) 87/11/08 
Consolidated Edison Co. of Now York, lac. 1 16pp. 43397:142-43397.257. 

8711190108 Responds to NRC 671009 Ur ro violai.'ons noted in insp Root 50-352/87- 
tO.-Corrective aclions.lu'l compliance yvf roqulremcnis lor mainl of &s-bu4i drawngs 
aebtavad on 87062 1 Four hcensoo vreakrvesses also d'seussed 
GALLAGHER, J.W. Phi'adalpha Eloclnc Co. 57/1 1/09. GAILO.R M Region 1, Ofc Of 
the Director. 6pp. 43398 166-43396.171. 

8711190262 Forwards Safely Insp Repi S0-3S2/87-25 on 670928-I002 & notice of vki- 
lellof). 

JOHuaTON.YI.V. Reglor* 1, Ole ol Ibo Ohodor. a7/l1/12. GAU-AGHERJ.W. PhUa 
delpMa ElecirioCo. 2pp. 43400.170-43400:164. 

-6711190256 Notice ol vlolaiion Irom hsp on 870928*1002.'Y'io1al'an netedrecorOs ol 
maini pclivilios inadequately maitilelned 

' Region 1. Ofc of Iho D-recior. 87/11/12. ip. 43400:172-43400:172. 

-3711190269 Insp Hepi 50-352/87-25 on 670928- 1002 Vio.'ailon nolod.MaJor areas 
Inspecied'Insirumanleiion & control p/ogram.melni request lorms,lrending 

P rogram. Tech Spec-related caf'brs. mainl ecliviiies.sialfing 8 OA/OC Interface. 

RELl.J.. BLLIMBERQ.N J. Region 1, Ofc of lha PTecioi- 87/11/10 12pp- 
43400:173-43400:184. 

6711090140 NRC Info Notice B7-0S6, “Continuous Communicaiions Following Emergen- 
cy Notificai'ons,” Svc list encl 

ROSSI.CE. Division ol Operalional Events AssossmonI {Post 870411). 67/tl/l6. 
Consolidated Edison Co. of New York, Inc. 1 13pp. 43404:1 76-43404:268 

6711120027 NRC Info Nolice 87-039. ' Potentisl RHR Pump Loss." Svc f>sl encL 
ROSSI, C.G. Division Ol Operational Events Assessment (Post 870411). 87/11/17. 
Consolldaled Ed-son Co. of New York. Inc. 12Qpp. 43487.001-43467.121. 

6711130006 SuppI 2 lo NRC Info Notfeo 65-105, "Degradation of HCS Pressure Bound- 
ary ResuHiTig From Boric Add Corfoston." Svc bsi end. 

ROSSI.C E. Division ol Operal'onai Events Assessment (Post 870411). 87/11/19 
Consolidated Edison Co of New York, Ino. 119pp. 43444:195-43444:314. 


87112^)261 “Som'annual Ellluonl Release Repi 6 lor Jen-Juno 1987." W/ 670631 Hr 
CHfllSTINZlANO. WELLS, LA.. ALOEN.W.M. Philadelphia Eloclnc Co. 87/08/39. 
RLfSSELL.W.7. Region t, Old ol the Director. 36pp. 43460:046-43460.080. 

8711200367 Monthly opetaiing rept for Oct 1987.W/B711 16 Ur 
GROff».R.W., ALDEN.W.M. Philadelphia Electric Co. 07/10/31. 6pp. 43410244- 
43410249 

8711120016 Forwards rev (o lacHily monthly operating roots lor Aun & Sepi I987.nepis 
being submitted lo correct calculation orror in determining number of hours reacior 
ctiUcal lor Auy.W/o Sept real 

ALOEN.WM. Philadelphia Electric Co. 87/11/05. Document Control Branch (Docu- 
ment Control Desk). 2pp 433S0.13t-433S0;t37 

— 87t|120023 Rev 1 to monthly operating ropl lor Aug 1087. 

GROPP.fl.W. Philadelphia Electric Co. 87/08/31. 7pp. 43350:132-43350:137. 


S. Rsportabla oecurrsness, LERa 8 related correspondence 

8711040190 I.ER 87-054-00 on B70027, surveillance test of Channel E lor control rod 
blocA far scram discharge vol not perfotmod wlihin required time.Caused by personnel 
etter.Survelllanco performed & tracking list propared.W/871028 Ur. 

MENGERS.CA., LOGUE.R.H. Philadelphia Electric Co. 87/10/20. 6pp. 43290 324- 
43290:328 

6711170226 Summary of Operating Readers Events Meeting 87-38 on 871103. Usi ol 
aHendees.viewgraphs & eumtriarv of tcecloc screms etui. 

LANNiNO.W. Evonis Assessment Branch. 87/ f 1/05. ROSSI.C E. Division of Opor- 
ationai Events Assessmsni (Post 870411). 20pp. 43385:215-43385:234. 

6711190263 LER 67-055-00on 87lOf4.rDaclor encl voniilalion isolal'cn 
occurred Caused by series of evonfs related to auxiliary aleam bollers.Oulsido ass sl- 
am oMraio's repfscad torch tip on auxiliary boiler B.V(/871ll6llr. 

MENGEflS.CA., LOGUE.R.H. Phllsdolphia Electric Co. 87/11/16. 4pp, 43400.075- 
43408 076. 

8711280154 LER 87-057-00:on 871017.panial Isolation ol control room ventilation oc- 
cult^ due lo lalsq Channel A control room high radiation signal. Caused hy load 
oquaid lechrYcian inalrucUon Slg^nal rasol.W/B7ll16 Itr. 

MENGRRS.CA. LOGUE.RH. PhilAdelphla Electric Co. 87/11/18. 4pp. 40402:352- 
43402 356 

8711230419 lER 67-055-00:00 87lOD2,noncpnformanca w/lire sale shutdown roqufto- 
meniA Meniiliod Caused by procedure deficiency-Fiow switch relays romoved A How 
Switch deenergi;od.App R review evaluated W/8/1 1 16 itr. 

MENCEHS.C.A, LOGUE.R.H. Philadelphia Electric Co. 87/11/18. 5pp. 43424:247. 
43424:251. 

8711250219 lEft 67-058-00:00 87101d,ro8Ctor encl ventilation isolation & NSSSS Isola- 
hort occuiiod.Cau%ed by loss oi auviU^ steam in inlet plenum Auxiliary steam rs- 
stored 8 is^stions resei W/87 1119 Ur. 

MENGERS.CA. LiDQuE.R.H. Philadelphia Elocinc Co- 87/11/19. 5pp. 43460'2e6- 
43460 290. 

8711300265 LER 67-060-00 on 871029, iwo reader end laolBlions occurred due to do- 
oeased ptessuio beiwssn onci & ouisida simospheio. Caused by lack of adequate 
vtfve lagging ays.Mod 6561 prepared to correct alt sya deliclericles.W/87l 125 Itr. 
MENOERS.C.A.. LOGUE.R.H. Philedeiphla Electric Co- 87/11/25. epp. 49467:257- 
43467 262. 


DOCKET 60-353 LIMERICK GENERATING STATION, UNIT 2 


A. Applicetlon/conetruclion alage documenta & correspondence 

671i230t?3 Forwaios Amend 67 W OL Bpplioetlot\.ctm5l6iln0 ol Rev 50 to (aclWly FSAR 
^■'od In Ppn Category K) & Rev 9 to ' Rre Protection Evaluation Repi" (Mod in POR 

OTaSl^V.E.J. PhliadeiptilB Eteclrlc Co. 67/19/30. MURLEY.T.E. OUlce ol Mudsar 
Reactor Rogutailoh. Director (Post 870411). lp. 43435:190-43436:163. 

-8711230219 Amend 67 to OL appllceilbn.conslsbng oi Rev 50 to FSAR & Bov d to 
"Fire Protection Evaluation Ropl '' 

KEMPER.J.S. Philadelphia Electric Co. 87/10/29. 10pp. 43435:193-43435:202 

871 1050226 Fprvverds safely ovaluatfon accepting uM proposed "Requirements for He- 
duchor) 0/ Risk From ATWS Events for Lfgm-Waler -Cooled Nuclear Power Plants." 
CLARKJ^J, Prefect Directorale 1-2. 07/11/03. BAUER, E.Q. Philadelphia Electric Co. 
3pp. 43301:097-43081 : 108. 

-6711050235 Safety evaluation accepting util compliance w/ATWS rulo IOCFR50.62 re 
allernaie r^ injection s/s recirculation pump trip & standby liquid control sys. 

* Pro)8Ct Orectorate 1-2 67/11/03. 9pp. 43301:100-4330T:108. 

871 1 100033 Forwards summary of problem ro mod lo turbine control logic w/OE turbine 
upgrade program. NRR should not endorse mod. Plants using mod experienced severe 
inbraSon In oleclrohydraullc sys supply piping. 

80QER.B.A. Division ol Reacior Projects • I/ll (Post 870411). 87/11/04. 
THAOANI.AC. Assistant Director for Systems. 2pp 43338:948-43336:361. 

6711100431 Generlo LIr 87-15 to all holders of CPs for nuclear power plants re policy 
statemeni on delorted plants.Svc list arKl. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/1 1/04. Consol-dated 
ErAson Co. ol New York. Inc. 4epp. 43402:001-43402.046. 

6771100393 Forwards plan! specific response to Item 4.5.3 ol Generic LIr 83-28.lnclud- 
Ing proprislary GE repi MOb-93-0485-1, "Tech Spec Improvement Analysis for Reac- 
tor Ptofecilon Sys lot Umetlck Generabno Station, i & 2." 

KEMP£n.J.& Philadelphia Electric Co. 87/11/06. VARGA.SA. Division ol Reactor 
Pro]e<3s • I/ll (Post 87041 1). 7pp. 43336.027-43336:033. 


DOCKETED ITEMS 115 


8711160007 Ack rocolpt Of planl summary descrfpllon of OA program tor design 
consi.Ghatwos re deleUon of rets lo PSAR eccopiable. 

JOHNSTON, W.V. Region i, Ofc of tPe Director. 87/11/06. KEMPER.J.S. PHt’#dolph‘a 
Eleciric Co. 2pp. 43364:192-13364:193. 

6711160936 Noliticallon of 87111B meeting w/ulil in Bothesda.MO lo discuss app6cenl 
proposed power ascension test program. 

ClARK,R.J. Project Directorate 1-2. 87/11/06. BUTJ.ER,W.n. Prolocl Okocloraie f-2. 
6pp 43369:329-43369:333. 

8711170028 Requests mat rol to Rev 7 to lire protection evaluation ropi In ubi 671030 
Amend 87 to license application be changed to Rov 9. 

BRADLEY, EJ. PWadrilphla ElecWc Co. 67/11/12. MURt.EY,T.E. 0««o o1 Noclofti 
Reactor Regulation, Director (Post 670411). fp. 43376:289-43375-269. 

8711300001 Forwards safety evaluation & technical ovaluAlion rep( re ofistle dose cal- 
culation manual.Rev 4.Typos & problems re I'quid Hows & gflseous einueni paihweye 
noied.Olf&llo dose calculation manual should be revised by 060401. 

CLARK.RJ. Project Directorate 1-2. 87/11/23. BAUER, E.Q. Phliadelph'a Electric Co 
5pp. 43464:035-43464:061. 

-871 1300003 Safety evaluation supporting Rev 4 to otlelte doso eaicutallOA manual. 

’ Oflica of Nuclear Reactor Regulation, Oirecior (Post B7041t). 87/ti/23. 2pp. 
43464:040 43464:041. 


F. Secutity, medical, emergency 8 (Ire protection plana 


8711100033 Forwards summary ot pioblom ro mod to luibino control logic w/GE turbine 
upgrade program.NRR shoo'd not endorse mod. Plants using mod experienced severe 
vttKSdon In elecirohydraul c sys supply piping 

BOGEfl,B.A. Division of Roaclor Prejocis - l/ll (Post 870411). 67/11/04. 
THA£)ANf.A.C. Assistant Director lor Systems. 2pp. 43338 348-43338:361. 

—8711100036 Summaries Insp of elecirohydrnulic control o I sys due to 670919 rupture 
caused by OE improvomeni mod. Tost programs should bo monitored Utils should bo 
tfertod 10 potential vibratiort il turbine modiv.od lot partial atcom.sslon. 

CLARK.RJ. NRC - No Oolailod AlliliaHon Given. 87/10/14 OUTLER.W.R. NRC - No 
Detailed A(/i.'latlon Given, tipp. 43338 350-43338.358. 

—67)1100040 Discusses tollowup insp of plant eleclrohydrau'ic oil sys following mod to 
lurttno logic from full arc emission to partial arc emission. 

CLAnK.n.j. NRC • No Oato lod Alfiliatlon Given. 87/11/03. BUTLER, W.R. NRC - No 
Detailed AtUlaVoit Gwort. 3pp. 43338:359-43338 361 . 

8711020017 NRC Info Noiico 07-057, "Loss of Emergency Boratlon Capability Due to 
Niitoaon Gas Intrusion " Svc list oncl. 

no^.CE Ovislon el Operational Events Assessment (Rost 070411). 67/11/06. 
ConsoMaied Edison Co. of Now yoik. Inc. 1 16pp. 43355:003-43355:1 19. 

87110SCO4D NRC Compttanco Bu'totin 67-002, "Fasionor Testing to Delermino Con- 
lotmanco W/App'icabfe Mall Rpecs " Svc list one'. 

ROSSl.CE Division el Oporatlonoi Events Assessment (PosI 670411} 67/11/06 
Consol-daloiS Edison Co of Now York, Inc l lepp. 43397-142-43397 267 


8711230173 Forwards Rov 0 lo "Fire Prolocllon Evaluation Ropl.'' 

GRAOLEY.E.J. Ph.ledolphia Electric Co. 67/10/30. MURLEY.T.E. Ollico ol Nuclear 
Roaclor Regulation, Director (Post 870411). ip. 43435:190-43436:163 

-8711230224 Rov 9 to "Plio Protection Evaluation Ropt." 

• Philadfilphla Electric Co. 87/10/31. epp. 43436 -. 20 i 434 a 5 . 20 a. 

8711090241 Forwards Safely Insp Repl 60-353/87*13 on 870831-1011 & notice ol vio- 
lalion. 

WEN2INGER,E C. Region I.OIcol the Director. 87/11/03. KEMPER.J.S Philadoiphla 
Electric Co. 2pp. 43320:192-43320:301. 

-8711090260 Insp Rept 60-363/87-13 on 87Q63M01 t.ViqlaHons noiadMa|or arrMia 
Inspociod.work actfvitloa.procodures & rocords ro conlo-nmonl Urtor 6i 
ponetratlona.eiecirical cobles 6 racowaya & fire piolootion sys now swilciios. 
WILLIAMS.J.H. LINVILIE.JC Region 1, Olo of tho Oiroctor. 67/11/02. 107pp. 
43320:195-43320.301. 

8711170028 Requests that ret lo Rov 7 to lire protection evalueiion repl in tnil 071030 
Amend 87 to license application be changed to Rev 9. 

BRADLEY.E.J. Philadelphia Electric Co 87/11/12. MURLEY.T.E. Olfrco of Nudeor 
Reactor Regulation, Director (Post 870411). ip. 4337S;269-43376:269. 


K. Utility Final Safely Analysis Report (F8AR) & amends 

0711230173 Porwarda Rev 60 to FSAR 'or Limerick Generating SlatioA. Units 18 2. 
BRADLEY, E.J. Philadelphia Electrio Co. 67/10/30. MURLEYJ.E. OKico ol Nuclear 
Roaclor Regulation. Director (Poet 87041 1). Ip. 43435:190-43436:163. 

-8711230231 Rev 00 10 FSAR tor UmerlcK Qonoraiing Station, Unts 1 & 2. W/iwoovar* 
aiie encia. 

' Philadelphia Electric Co. 87/10/31. 400pp. 43435:200-43436:163. 


Q. Inapeollon reporte, IE Bulletina 8 correapor^dence 

8012170482 IE Bullelln 60-25, "Operating Problems W/Tergai Rock Saloty- Re-'iel 
Valves at BWRs." 

* Ole of Inspection & Enforcemenl, Oiroctor (620201-870413) 80/12/10 Consotidel- 
ed Edison Co. of New York, Inc. 6pp. 43226:201-43226:205. 

830S110473 IE Into Notice 63-39, "Failure of Sately/Rgllel Valves to Open at BWRs • 
Inierlm R^t." 

JORDAN, E.L. Div ot Emoioency Preparedness S Engineering Ro8ponso.tEt650212- 
670413 . 63/06/17. Consolldalod Edison Co. ol New York, Inc. 2pp 43226.200- 
43226:207. 

8711030362 Responds to NRC 670928 Hr ro violations noted In Insp Ropt 60-353/67. 
1 1.Correclive acllon9:QE provided llsllng of drawings w/o hoving dos’gn vodlicalKin A 
design verlllcatlon performed. 

KOV3alSKI,S.J. Philadelphia Elecirio Co. 87/10/28. Oocumom Corrtiol Branch (Docu- 
ment Control Desk). 4pp. 43250:170-43260:173. 

8710230213 NRC Into Notice 87-055, "Portable MoIsluie/OensHy Gauges: Recent inci- 
dents of Ponable Gauges Being Stolen or Losl." Svo list end. 

CUNNINQHAM.R.E. Division ol Industrial & Medical Nuclear Safety (Post e7l>720). 
87/10/29. Consolidated Edison Co. of New York, Inc. 69pp. 43324:139-43324:227. 

6711090241 Forwards Safety Insp Repl 60-363/67-13 on 670631-1011 & notice ol vio- 
lation. 

WENZINGER.E.C. Region 1, Ole of Ihe Dlreclor. 87/11/03. KEMPER.J.S, Ph ladolphla 
Electric Co. 2pp. 43320:192-43320:301. 

-6711090244 Notice of violation from Insp on 870631-1011. Violation noted wHnowtIhIn 
power generallon control complex lound in configuraUon not specified In conneclion 
diagrams. 

• Region 1, Ole ol the Dlreclor. 87/11/03. Ip. 43320:194-43320:194. 

-8711090260 msp Repl 60-353/67-13 on 670831-1011.Violatton9 no1od Ma)or atesa 
Inspocled-work acilvilles.procedure8 & records re conlainmeni bner & 
peneiraiions,eleolrlcel cables & raceways & lire protection sys now swiicnes. 
WILLIAMSJ.H,, LINVILLE.J.C. Region 1. Ofo ol the Director. 87/11/02. 107pp. 
43320:196 43320:301. 


871 1090140 NRC Inlo Noi'co 67-058, "Conimuous Communications Following Emorgon- 
cy NokllcaUoiis." Svc list end. 

FtoSSi.CE. Division ol Opeiaiional Evonis Assoesmont (Post 870411) 67/11/16 
Conso'KJoied Edison Co. ot Now York. Inc. 113pp. 43404:176-43404:266. 

8711120027 NflC Into NoUca87 059, Poionllal RKftPump Loss ' Svc list oncl. 
ROSSi,C.E Division ol Operational Evonis AssossmonI (Post 670411). 87/11/17. 
ConsobdaleJ Edison Co ol Now York. Inc. I20pp 434Q7:00l-43487:t21 

8711230225 Forwards Saloty Insp Ropl 50-353/87*12 on 870906-16 & notice ol viola- 
tion 

JOHNSTON. W.V. Region 1. Ole of il'o Dirocio/. 87/1 1/|0. KEMPER, JS Ph'ladelphia 
ElocWoCo 2pp 43424.046 43424'.QG7. 

**8711290244 Nol'co Cl viola'ion from insp on 670D09-l6.Vlolaiiqn noted: inspocied & 
accepiod A5ME Class i Wold OLA 2f2-2FW4 ccntainod rojeciabio elongated md'ea- 
Uon met wos not rocoded or disposiHonod 

* Region I.OIC ol IhoDiioclor. 87/t1/16. ip 43424:048 43424:'049. 

-8711230271 inap Rept 80-383/87-12 cn 87O906-i8.Violetfon notedMa|oi areas 
inspociodindepondont visual & NPE of selected saioN-roleied piping sys & piping 
support aiiuciuros, independent moasuiemoriis 8 OA/QC doaumsniailon. 
KEftCH.HW.. HAI^lS.R.H. STflOSNIDER.J.R Region 1. Ole of the O.iector. 87/11/ 
18. lOpp. 43424 049 43424 067. 

8711130008 Su^l 2 10 NRC Into Notice 66-108, "Dogradetion ol PCS Prassu'o Bound 
ary Resuii'hg Horn Bc4it Acid Cenos'on." Svc list oncl. 

r6sS 1.CE. 0.vislon ol Ocerailonol Evonta Asscssmorti (Posi 870411) 87/11/10. 
Corrt^etod Edteon C^. of Now York. Inc. I lOpp. 43444:105-43444:314. 

87I1250166 Forwards SALP Pont 60-353/08-90 on e70Ql0.ComnionIs ro rapt tray be 
discussed at scheduled mooting & wniien commenis should bo provldod within 30 
deys alioi meotlnu 

RlJsS£ 1L.W.T. Region 1, 0«c ol the (inoclor. B7fll/19. KEMPER, J.S. PhKatioiplva 
ElOCirtC Co. 2PP 434e0:168-43460:2l3 

-8711250189 SALP Repl 50-353/86-99 lor 860101-870731 

• Hoglon l.ofc ollho Dlrodor. 07/11/19. 44pp 43480:170-43480:213. 


CKKIKET SO-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. 6«cdrily. macUcai, emergency & (Ire protection plana 

8711050183 Adv/sos that 870904 amends to Rov 0 lo Artificial Is'and security plan & 
training & quabfi’caifon plart consislont w/ provisions of 10CFR60 54(p) & acceptable 
w/excopdon ol miscellaneous emends chorvgos cuitontly under review. 

MARTIN.r.T. nogion I. Ole ol Iho Director 07/10/30 MCNEILL.C.A Pub'ic Service 
Ektclric S Gas Co. ol New Jersey 4pp. 43292:007-43202:100. 

8711090231 Forwards Safoly Insp Ropt 60-354/87-20 on 8709Cie-l0.No vle'etions 
notedUld pertcrmanco lo Implomejil emergency plan & procoduros doomed ado- 
gvaie. 

MARTIN.T.T, Region 1. Ofo ol the Diroclor. 87/11/05. MCNEILL.C.A. Public Service 
Etoclrfc & Gas Co of New Jersey. 2pp. 43322.332*43322:340. 

-97)1090242 Emergency Preparedness Insp Repl 50-354/87-20 on 8708O6-10 No vio- 
lations noted Major areas Inspectodobsorvaiion ot ilcenaoe lull 
partlo'palion.emergency exorcise conducted on 870009 & Insp ol ualn-ng rocords 
AMATO.CG.FOx.E.F, LAZARUS, W.J. Region 1. Ole Of iho Oiroctor. 87/1 1/03. 7pp. 
43322.334-43322 340. 

8711100464 Rev 0 to Emergency Plen Administrative Implementing Procedure EPIP 
1009. "Emorgoncy Response Callout Tost Procedure." Vv/Rev 4 to table oi contents 
BURGIN.O. Publ.c Service Electric & Gas Co. of New Jorsoy. 87/11/06. I5pp. 
4333€:O62-43335:06S. 

8711180228 Rev 2 lo Artificial island Emergoncy Plan Station Procedure EPlP 204H, 
‘'Emerooncy Response Cal'out/Peraonnel Rocall.'' W/ Rev 5 to labfs ol contents. 

* Public Service Electric & Gas Co. of Now Jersey. 67/t|/06. 32pp. 43366:257- 
43366287. 


8710290234 NRC Info Notice 87-056, "Improper Hydraulic Conirol Unit InetaFalion at 


own nym9. ovv rmi biigi. 

HOSSI.c.E. Divlaloh of Operational Events Aeaossment (Posi 07O4tf). 87/11/04. 
Consolidated Edison Co. of New York, Ino. 1 12pp. 43324:228-43324-jJ9. 


8711230322 Rev 4 to Emergency Pfan implementing Procedure EPIP 1013, "Emergency 
Rbspohse Peisonnel Telephone LisV* & revised twe ol contents. 

WlNNER.G.L. Public Service Eleciric & Gas Co. ol New Jersey. 87/11/17. 26pp. 
43419.095*43416:120. 



116 DOCKETED ITEMS 


4711300209 Actvtses that S70903 (errporary cDango lo artir.ciat Island socuniyp.’ancon- 
sisieni w/prorislons of lOCFflSOHtp) & eccep’able. 

MARriNT.T Pagion 1, Ofc of the tractor. 67/11/20. MCNEILl.CA PubflcSorvlce 
Electric 4 Gas Co. ol New Jersey. 4pp. 43467:282-43467:285. 


P. Operalirtg license stage documenis A correspondence 

8711160288 Forwards updated response lo 370923 Mr re ealsty Issues tngl sys.based 
on discussions w/QW Rfvanbark.lnfo contains summery of changes made 3 basis Mu 
each ebange. 

MCNEIC.L.C A Public Service Electric & Gas Co of Kew Jersey. 67/11/03. Document 
Control Branch (Owament Control Desk) 3pp. 43366 336-433«6:337. 

6711100431 Generic Ltr 67-15 lo all holders ol CPa tor nuclaar power plartts re poticy 
siaienent on del erred plenia Sve list end 

MiRAGLIA.F J. Associala O rector lor Projecla (Post 870411) 67/1 1/04. Consolhlaieo 
Edison Co. of New York. Inc. 46pp. 43402:001-43402.046 

8711200093 Appllcatioir for amend to License NPF-S7,rovlaing Toch Spots re sourco 
range monHors & refueling operaliona.Foe paU. 

MCNEILL.CA Public Service Electric & Gas Co ol New Jeisey. 37/11/09. Oocume.ni 
Control Branch (OocumenI Conirol Desk). I3pp 43410:169 43410:194. 

-8711204100 Proposed Tech Specs.ra source range monllora 3 reluaimo operailorts 
' Public Service Electric & Gaa Co. of New Jersey 87/11/09 13pp 434l0:l&2- 
43410:194. 

8711230017 Forwards Amend 11 to License NPP-67 3 safety eva'unnon. Amend In- 
creases mlr> required concentranon 3 mln roqu rod weight ol sodium peniebotaie in 
standby liquid control sye storage lattk 

RIVENBARK.G. Project Oiraciorele 1-2. 67/11/09. MCNEILL.CA pubkc Service Elec- 
tric 3 Gas Co. ol New Jersey. 3pp. 43416 074-43416.089. 

-8711230020 Amend 11 lo Llconso MPF-S7.lnc'aas’ng mh requkod corrconiraUon 3 
mln requ'red wolgfil of sodiurn pentaborala in slandby liquid control sya alorage lentc. 
BUTLEn.VJ.n.PrtriectO.tsciorate 1-2. 67/11/09 tOpp 404\6077-4S4i6<)a6. 

-87I123002S Safely evaluation simponmg Amend 11 to License NPF-S7. 

* Oihce ol Nuclear Reactor Regulaiton. Director (Post 870411) 67/11/09 9pp 
43416:087-43416.089. 

8711230037 Forwards Amend 1 lo Rev 1 lo 'insetvice Tesimg Program iPutrps 3 
Vefvesj. ' Amend deleias Chedt Valve 1EA V4S3 which performs no safety Ajncbonin 
Cither open or closed posuion 

MCNEILL, C.A. PubTlc Service Efeoldc 3 Gas Co. oi New Jersey. 87/1 i/i2. OocumonI 
Contioi Branch (Document Control Desk). 2op. 434i3:l33-434{3.'f33. 

-8711200333 Amend 1 lo Rev t to "Inservico Tesimg Program (Pumps 3 Valves)." 
BIN2.R . OAVES.Q . MALONEY, E. Public Sorvico Efeciric 3 Gaa Co. of New jersoy 
87/09/30. 4pp. 434i3;l35 48413:138. 

8711240081 Buminarljes Sopi 1987 outage senedu'ed In order to compieie vanoiy ol 
Tech Spec aurvei'lance reduireiTienia.Utl confirms that 25 oi 27 vaivos passed local 
leak rats leal requvemonts 3 acoustic monitor rooa.ieo 3 operable. 

MCNEILL, C A. Public Sorvlea Bociilc 3 Gas Co. ol New Jersey. 67/1 i/i3 Oocumem 
Corittoi Branch (Oscumant Coniroi 0esk].3pp 43431 041-43431.043. 


Q. Inapaetion tepona, IC Bullellr^e 6 eorrespoAder^ce 

8012170482 IE Bulletin 60-25, "Operating Protlems VV/Target Rock Safety- Hei-ol 
Valves al BWRs.“ 

* Ole ol InspecKon 3 Enlorcemenl, Director (620201-870413) 60/12/19 CcnsoHdai- 
ed Edison Co. ol New York, Inc Spp. 43226 201-43226'205. 

8308 1 10473 IE Info Notice 83-39, "Fellure of Safety/Reliof Valves to Open el BWHs • 
Interim Rmi.” 

JOROAN.t.L Oiv ol Emorge/tcy Preparedness 3 Engineering Rosponse.lE(6502i2- 
870413) 83/06/17. Consolidaled Edison Co ol New York. Inc 2pp 43226206- 
43226207. 

8710230213 NRC Inlo Notice 07-055, "Portable Molsiure/Oensity Gauges Recent IncF 
denis of Portable Gauges Being Stolen or Lost." Sve list end. 

ClINNlNOMAM.R.E. Division of Industrial 3 Med cal Nuclear Safely {PosI 870729). 
87/10/29. Consolidated Edison Co. ol New York, Inc. 89pp. 43324:139-43324:227 

8710290234 NRC Info Notice 67-056, "improper Hydreu'lc Control Untf Inslanaircn at 
BWR Plants." Sve list oncl. 

ROSSI.C.E. ONIalon o( Opetatlwal Events Assessment (Post 670411) 67/11/04. 
Consoirdaied Edisort Co. o/ New York, inc 1 12pp. 43324:228-43324:330. 

8711090231 Forwaids Safety Itrsp Repl 50-354/67-20 on 67090&-l0No vtotaiions 
noted.Uiil performance lo Implement emergency plan 6 procodures doemod ade- 
quate. 

MARTIN, T.T. Regioit 1, Ole ol the Oiiector. 87/11/05. MCNElLL.C.A Public Service 
Electric A Gas Co. of New Jersey. 2pp. 43322:332 43322 340. 

-8711090342 Emergency Pieperedness Insp Repl 60-354/87-20 on 870908-10. Ho i4o- 
laliona noied.MaJor areas lnspeciod:obseivaiion of licensee lull 
parth^atlon.emergency exercise conducted on 670909 & Insp df (raln'no records. 
AMATO.CG , fOX,E.F.. LAZAflUS.W J Region 1. 0!c of Iho Oiroclor. 87/11/03. 7pp. 
43322:334-43322:340. 

8711020017 NRC Inlo Notice 67-057, "Loss ol Emergency Borailon CapstHiity Due lo 
Niirogen Gas Intrusion.’' Svo list end. 

ROSsl.C.E. Division ol Operational Events Assessmeni (Post 670411). 07/11/06. 
Consolidaled Edson Co. of New York, (nc. 1 lepp. 43355. 003-43355;l 19 

8711060040 NRC Compliance Bulletin 87-002. "Fastener Testing to Determtno Cori- 
formanca W/Appllcabie Mail Specs. ” Sve Hat end 

ROSSI.C.E Division ol Operaiional Events Assessment (Post 670411). 87/11/06. 
Consolidated Edison Co. ot Now York, Inc. l t6pp. 4339?:t42-43397.257. 

8711090140 NRC Inlo Notice 87-058, "Continuous Communications Following Emergeiv 
cy NoUlicsUons." Svo Hat ervcl. 

ROSSI.C E Division ol Opeiallonal Events Assessmeni (PosI 870411). 87/11/16. 


8711 120027 NRC Info Noilce 67-059, "Poiontisl RHR Pump LOSS." SvC list end. 
R^Sl.C.E. D.vislon of Operational Events Assessmeni (Post 670411). 87/11/17. 
ConscHldatad Edison Co. ol New York, Inc. I20pp. 434B7.001-43467;121. 

6711130008 SuQ^pl 2 to NRC Into Noilco 66-t06. "Oogradallon ol RCS Pressure Bound- 
ary Rasulung From Boric Acid Corrosion." Sve list ancl. 

TOSSl.C.E, Division of Oporanonal Events Assessmeni (Post 070411). 87/11/18 
Consolde'.ed Ed.son Co. of New York, inc. t I9pp. 43444:195-43444.314. 


R. Periodic operating reporie & related correspondence 


6711300239 Monthly operating ropt lor Ocl ia87.'N/071t 13 Hr. 

JGNSEN.lf LADRUNA.S Publ'C Service Elociric & Gas Co. of Now Jorsoy. 67/10/31. 
22pp. 43413315 43413:337. 

8711200220 Fonvards Bailey 862 solid state logic modulo bimonthly lalluro repLcovenno 
Doth lE & non-IE modules & summanrlng inservice failures per month by class i 
assembly S failure typo. 

MCNEILL.CA. Public Sorvico Electric & Gaa Co. ot Now Jersoy. 87/11/12. Oocumeni 
Control Branch (Documont Control Oosk] 9pp 43413'349-43413 357 


S. Reportable occurrences, LERe 8 related correspondence 


8711020290 LER 87-044 00 on S70925,lsolation ol RHR sye occurred during perform- 
ance ol Insfrumani & conirol surveillance losi on reactor vossel Jiressure 
uarisn9iiot Causod by possible loose connsclion on cal hr card or wlro.W/87l026 Hr 
COVA.ES.R.B . LABRUNA.S. Public Service Eloctilc & Gas Co. ol New Jersey. 67/10/ 
28 4pp 43236 063 43238:066 

871ID5D069 Spaciai Rapt 87-006-00:on 070730.FfPCI sys ln|ocllon raactor scram 
occurred Caused by low reactor vossel wator level excursion. Plant In Inllial stages ol 
impiemerMinQ iheimai cycle tracking program. 

LAanuNA.S. COWLES.R B Public Sorvico Eisciric & Gas Co. of New Jersey. 87/10/ 
30 Documont Control Branch (Documoni Control Desk). 2pp. 43302 032-43302 033. 

8711050153 Special Repi 67-007-00 on 67i00i.deiorminod that alecincai configuraiio.n 
ol iwo RWCU ays valves not m compliance w/ FSAR App 9A Caused by maaoquaie 
review of cornmlimenls essocieioit w/FSAR Amend i5.Procadu<es revised. 
LABRUNA.s.. COWLES.R B. Public Service Elaciric & Gas Co. el New Jaraoy. 87/1 1/ 
02. OocumonI Conirol Branch (Oocumeni Control Desk). 4pp. 4329l'242-4329l:945. 

87111 10030 Special Ropi 87-006-00 on 870816.HPCI In'ection occurred as result ol lo# 
teacfor vossel waio' levpi excui6ion.Csu8e not siaied.HPCI ln[ecl.'on noizla usags 
factor not calculated duo lo onrly l,fo oi ptani. 

LABRUNA.S, COWLES.R. 0. Pubi-'C Sorvica Electric A Gas Co. of New Jeiaev. 07/11/ 
04. OocumonI Control Stench (Document Control Desk). 2pp. 43346'276'4334S 276. 

8711100908 l£R 07-045'00.on 871 007, primary conlainmeni isolation sys inliiaHon when 
tesionng power lo logic cabinst.Causad by spurious logic module inpuls.No epecHtc 
corrocirve dct ons oss'unod W/671 106 ltr. 

COWlES.RB. UVORUNA.S. Public Sorvica Electric & Gaa Co. of New Jersoy. 87/11/ 
06. 4pp. 43344 234-43344 237. 

8711050148 LER 87'047-00:on 87l010.sele(y relief valve felled lo close on 
signal ^usod by sand bfasimg grit in solenoid valve. Malfunctioning Target Rocli 
valva replaced & soiunorde ol olner eefoiy relief valves inspeciod.W/87i039 ltr. 
EHVIN.A.M.. lABRtjNA,S. Publ'C Service ElecWc 6. Gas Co. ol Now Jersey. 87/11/ 
09 6pp 43293 227-43293:232. 

8711199201 lER e7-0-16-00;on e71016.inilietion Ol primary conlainmeni iso'allon sys 0 
occurreid whie swapping roaclor protccilon sys from normal lo allernato bus 
powor.Caused by lack of mdicalion Riorting oporaiors ol Ifrsi trlp.W/B71 1 13 Hr. 
COWLES.R B.. LABRUNA.S. Public Service Electric A Gas Co. of Now Jersey. 67/11/ 
16 5pp 43400:112-43400:116 


DOCKET 60-358 WILLIAM H. ZIMMER NUCLEAR STATION. UNIT 1 


A. AppUcatlon/conalrucllort stage documenis & correspondence 

8711100431 Generio Lir 87-15 lo all holders of CPs for nuclear power plants re policy 
sialemenl on deterred plems Sve Hel encl 

MIRAGIIA.F.J. Associate Oireclor lor Projects (Post 870411). 67/11/04. Consolidated 
Edison Co. of New York, Inc. 46pp. 43402 001-43402.046. 


O. Inspection reports, IE Bulletins A correepondanca 

6012170482 IF. Bulletin 60-25, "Operaling Problems W/Targol Rock Safety- Relief 
Valves al BWRs " 

* Ofc of inspecllon 6 Entorcomenl, Oireclor (820201-870413). 80/12/19. Consofidet- 
od Edison Co. ol New York. Inc. Spp. 43226:201-43226:205. 

830S1 19473 IE Inlo Notice 83-39. "Failure ol Safely/Relinl valves to Open at BWRs - 
(nle«n Root " 

JOROAN.E.l.. Ofv of Emergency Preparedness & Engineering Response.lE(e502l2- 
870413). 83/06/17. Consolidated Edison Co. of New York. Inc. 2pp. 43226 206- 
43228.207. 

8710230213 NRC Inlo Notice 87-055, "Portable Moisiure/Oensity Gauges: Recent Inci- 
dents ol Portable Gauges Being Slofen or Lost." Sve list end. 

CUNNiNGHAM.R.E. Division of Industrial 8 Medical Nucloar Safety (Post 870729). 
87/10/28. Consolidaled Edison Co. ol Now York. Inc. 89pp. 43324:139-43324:227. 

8710290234 NRC Info Nolfce 87-056, "Improper Hydraulic Conirol Unit Installation el 
BWR Piafils." Sve list encl. 

R(^^C.£. Division of Operational Events Assessment (Posl 870411). 87/11/04. 
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6711030017 NRC Info Nolice 87-057, "Loss o( Emergortcy Boialion CapabLIly Duo to 
Nitrogen Gas Inlruslon." Svc list end. 

ROSSI.C.E. Division of Operational Evonls Assessment (Post 670411). 07/11/06. 
Consolidated Edison Co. ol New York. Inc. 1 16pp. 43355.003-43355:1 16. 

6711060040 NRC Compliance Dulleim 67-002. "Fastenor Testing to Ooteimino Con- 
tormance W/Appllcable Matl Specs." Svc I'St encl. 

ROSSI, C.E Oiwslon ol Operalional Evonls AssessmonI (Post 670411), 87/11/06 
Consolldaled Edison Co. of New York, Inc. 1 16pp. 43397.142-43397:2S7. 

8711090140 NRC Info Notice 87-058, "Continuous Communlcallons Following Emoigen- 
cy Nolificatlons." Svc Hat end. 

ROSSI.C.E. Otvlaion of Operational Evet\1s Aaaosamenl {Post 870411). 87/11/18. 
Consolidated Edison Co. of New York, Inc. 1 13pp. 43404:178 43404:288. 

8711120027 NRC Info Notice 87-050. "Polenllal RHR Pump Loas." Svc lisiancl. 
ROSSI.C.E. Division of Operational Events Assossment (Post 670411). 67/11/17. 
Consolldaled Edison Co. of Now York. Inc. 120pp. 43487:001-43487:121. 

6711130668 Suppt 2 to NRC tnlo NoOco 86 106, "Degtadation ol RCS Piossuta Dounil- 
ary Resulting From Borlo Add Corrosion." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post B7041I). 67/11/16. 
Consolidated Edison Co. of Now York. Inc. 1 19pp. 43444:195-43444:314. 


DOCKET 60-361 SAN ONOFRE NUCLEAR STATION. UNIT 2 


F. Securlly, medical, emergency & fire prolecllon plana 

6711170292 Change 1 to "County of Orango Incident Rosponae Plan lor San Onoiro 
Nuclear Genoratfng Slation." 

• Orange County. CA. 87/11/04 552pp. 43301 098-43302 260 

8711110064 Summary of 871020 & 21 meetings w/ulil & Tonora In Betheada. MO to 
discuss questions In conjunction w/llcensoo Appendix R rosppraisal oflorilisi ot 
meeiing allendeos encl. 

ROOD.H. Project DIreclorale V. 87/11/05. Projocl Dlrecloreie V. 4pp. 43347.302- 
43347:305. 

6711250010 Re^onda lo NRC 871016 Hr re concurns noted during Sept Insp ol 
870831 event Corrective aellons:lralning programs will bo revised & Heatih Physics 
Procedure SOt23-VII-9.9 will he revised. 

RAY,H B. Southern California Edison Co. 87/ 1 1 /oe. MARTiN.d.Q. Reg'on 6. Oic of iho 
Director, epp 43459.087-43458:074. 

8711190278 NoltHoailon of 871124 meeting w/util in Solhesda.MO to discues tire pro- 
teciion. 

ROOO.H. Project Oireclorale V. 67/11/09. KNIQHTON.Q.W. Project Oirecioreie V. 
2pp. 43404:312-43404:313. 

871 1240009 Informs that review o( 67061 1 transmiiiai of most roceni rev to omergorKy 
plan compfeie.Based on util Implementation of changes described in 671014 llr a 
listed changes discussed in 87t028 tetcon.emergency ^an acceptable. 

PISH.RF. Region 6, Ole ol the Director. 87/tl/i6. BASKtN.K.P. Southern Caiilorriia 
Edison Co. 2pp. 43437:361-43437:357. 

-6711240017 Responds to NRC 670730 lelcon quosiiona re 870616 Rev 2 lo plant 
emergency pienRequYemeni that NRC be notified immod'aiely alter slate 8 local 
agencies will be incorporated Into next rev. 

MEOFORD.M.O. Southern Cailfornie Edison Co. 87/10/14. PRENO£RQA$T.K. 
Region 6, Ole of the OIroclor. 6pp. 43437:363-43437:387. 

8711260032 Revised emergency plan Implemeni/ng procoduros.indocfirtg Temporary 
Change Nolice 2-6 to Rev 2 to S0123-VIII-0.30I, "OllElto/OnsIlc ComnuricaUone 
Test" & Temporary Change Notice 0-6 lo Rev 0 to SO 1 23-Vlll 0 303 W/671 1 1 7 Hr. 

‘ Southern Calllornia Edison Co. 67/11/17. 200pp 43457.078-43467 295 

8711240087 Clarlllos ulN 870531 submiUal re App R compliance assessment repLpef 
8710^ & 21 meetings. Revs lo Oct 1666 request for addi Info. App R compliance as- 
sessment rept & addl backup Inlo lo suppori NRC review o( rept end. 

MEOFORO.M.O. Southern California Edison Co. 87/ 1 1 /20. Document Control Branch 
(Document Control Desk). 200pp. 43434:21 1-43435:081. 


—871 1050169 Safely evaluation denying utH 870731 request lo amend LIconsos NPF-10 
A NPF-IS.consluingol Proposed Change PCN 26,lo dolelo Tech Spec roquiiement lo 
rept fordo ga's cargo iraffic on Intersteto 5 US spi'l averse has no basis. 

* Office of NucToar Reactor Regulaiion. Director (Post 870411) 87/10/30. Ip. 
43300:348-43300:348. 

—8711050178 Notice ol dental of amends lo LIconsos NPF-tO & NPF-15 & opportunity 
for hearing on util roquest lo delete Tech Speo requirement to monitor & rept loxic 
gas cargo uafl c on Infersiale 6 

ROOO.R. Projeci Diractorale V. 87/10/30. 4pp. 43300:349-43300 352. 

8711030339 Partial response lo FOIA requost.Foriivards documents Istod In App 
A.Oocumonie also avsiabfe >n PDR. 

GRIMSLEY.O.H. Dfvislon of Ruioa i Records (Post 870413). 87/11/02. CONNOR.L 
Ooc-Search Associates. 2pp 43250:339-43258:346 

—8608080190 Forwards performance Info for C-E supplied nuclear fuel for CY8S on 
plant-by-plant basis,pai NRC 860618 request. Info Includes numbor ol fuel assembi es 
& fuaf rods Irrad'atod &/or dischargod & batch average burnups 
SCHERER.AE. Combustion Enginoorlng, Inc. 96/08/01 BERLiNGEfl.C.H. Reactor 
Sysisma Branch (PWR-A). 6pp. 4^3268 34 7.43258:392. 

871 1040285 Responds to appoai re denial of FOlA request (or documents concerning 
Individual alogal.'ons from 1083 lo prssoni re San Onofro seismic dos’gn. Throe docu- 
monis withhold (rei FOIA Exampiion £). 

STELLO.V Ofc of Iho Executive Director for Oporatlons 67/1 1 /03. BAUMAN.L. Gov- 
ornmonl Accountability Project 2pp, 43270 085-43270:096. 

8711068301 Applicailon lor amends to Licenses NPF-10 8 NPF-15, corrsising of Pro- 

C >sed ChanM PCN 239,cbrroclino error In Tech Specs re USIV rosponse times Error 
vadveneniiy created when Amends 60 & 40 Issued on fi708l4.Foe paid. 
MEOfORD.M-O. Southern Calllornia Edison Co 87/1 f/04. Document Control Branch 
(Oocument Control Desk) 5pp. 43304:001-43X4:013. 

—6711060303 Proposed Tech Space, correcting error re MSli/ rosponse times inadvor. 
loniycraaiod whan Amorufs 60 & 49 Issued on 870814. 

’ Southern Ca’ilornia Edison Co 87/11/04. 8pp. 43304:008-43304:013. 

8711100431 Gsnatfc Llr 87-15 lo all holders of CPs for nuclear power plants re policy 
aieiement on deterred plants Svo fist onci. 

MlRAGlIA.F.J. Associaio Director for Projecls (Post 870411). 87/11/04 Consolidated 
EdisoriCo of Now York, Inc. 4Spp. 43402 001-43402.846. 

8711090217 Fo/weids application to modify NPDES permits for plant. Proposed change 
will establish across beach discharge point common lo both units for d'verting coo'ing 
water during perlodio main! of seitwaior cooflng sys. 

ME0FOR0A4O Southern Caiilom’s Edison Co 67/11/05. Document Control Branch 
(Document Control Desk). 27pp. 43323:023-43323:040. 

0711090370 Requests lea for 870825 applicailon lor approval of corporate rosiructunng 
wh'^wlli result in cisaiionof holding company for plani. 

OIOOS.RM. License Fee Monagomont branch. 97/11/05. BASKIN,K.T. Souihorn 
CaUotrda Edison Co. Ip. 43324 066 43324.060. 

8711300116 Forv/orde addl info re Oonanc LU 03.20, ' Roquiiod Aclipns Doeod on Qo- 
neric impficstiona of Salem ATWS Evonls," por 670723 requesiResponso discusses 
reasons for doiolion of "sHor’' trip snail torque veluoa fiom malm proesdurs. 
MEOFORO.M O. Southern Calllornia Edison Co. 07/11/26. Ooeumani Control Branch 
(Oocumeni Control Desk). Spp 43467.001-43487.003. 


O. Inspection reports, IE Bulletins & correspondence 

8012170482 IE Dullelin 80-25, ''Opoietlng Problems W/Targot Rpck Solely- nollaf 
Valves at BWRs ’’ 

* Ofoof Inspection & Enforcernent, Director (620201-870413). 80/12/10- Consolidat- 
ed Etteon Co. of New York. Ino. 6pp. 43226.201-43228:205. 

8305110473 IE Info Notice 83-39, "Failure of Safoly/Roliof Valves lo Open at BWRs • 
Interim Rept." 

JOROAN.E.L. Dnr ol Emergoncy Preparedness & Engmoeting Rosponso,lE{6502l2- 
870413). 83/86/17. Consolldaled Edison Co of New York, Inc. 2pp. 43226:206- 
43226207. 


Q. Adjudicatory correspondenca 

5711040106 Requests to be Informed ol dale FEMA expools to submit more specilic 
evaluation.per 870919 Itr.Servod on 671028. 

WOLFE, S.J. Atomic Safely and Licensing Board Panel. #487 4698. 87/10/27. 
VOGLER.B.H. Olfice ol Ihe General Counsel 1p. 43254:138-43254:138. 


P. Operating llcenst staga documents & correspondence 


6711030379 Forwards SER aupporting util response lo Part 2 of Generic Lir 83-20.ltem 
2.t ce vendor Interlace progteme (reaclor trip sysj.AcUon on TACs 62879 5 52880 
complete. 

ROOO.H. Profecl OIrecloralo V. 87/10/26. BASKIN, K.P. Southern Calrfornls E<Mon 
Co. Ip 43258:22e-43268;231. 

-8711030386 Safety evaluation supporting ulll response lo Part 2 of Genertc Ltr 83- 
28.ltam 2.1 re vendor Interface programs (reactor trip sya components). 

* Otlice ot Nuciear Reactoi Regulation, Dlrectot tPoat 670411). 87/10/28. 3pp. 
43258:229-43258:231. 


8711040031 Requests addl juslllfcallon or clarification rs review of 870031 Change 
Nolice 21 to OA Program SCE-l-A,fnciuding organizations responsible for review « 
approval of plana & procedures if not OA. 

KIRSCH.D.R Region 6, Ofo of the Director. 87/10/30. BASKIN.K.P. Southern CaWor- 
nia Edison Co. 2pp. 43290:168-43290:167. 

8711050180 Forwards safety evaluation denying util 870731 application lor emends lo 
Licenses NPF-10 & NPF-ISponsJsting of Proposed Change PCN-236,lo delete Tech 
Spec requirement lo rept toxlo gas cargo & tratfio.Ffl notice also end. 

ROODH. Prelect DIreclorale V. 87/10/30. BASKiN.KP. Southern California Edison 
Co. h6lCOMBE,J.C. San Diego Qaa & Elecirlo Co. 3pp. 43300:346-43300:352. 


6711040239 FOIA request for documents & all records generated In connection w/all 
NRC l(W7» Of InvestigBlIons on allegations raised by LiPenzes from 1983 lo present 
le San Onofie seismic dosigrr. 

BAUMAN.L. Government Accountablllly Projocl. 87/07/09. NRC • No Oelsilsd Alfl-'l- 
ailon GIvon. 3pp. 43279.067-43279:069. 

8711030261 Forwards SALP performance eummaiY.reriocimg Improved performance fn 
some aress.especlally plant operations & malnl.Raductlon in number of plant irlpa A 
other occurrencea noted. 

BASKtN.K.P. Southern California Edison Co. 87/10/28. MARTIN, J.6. Region 6. Ole ot 
the (Erector. Bpp. 43251:949-43262.004. 

871O2302T3 NRC Info Nolice 87-055, "Portable Mofature/Dsnsily Gauges: Reconi Incl- 
deniBol Portsble Gauges Being Stolen or Lost." Svo list encl. 

CUNNINGHAM. R E. Division of Industrial & Medical Nuclear Safety (Post 670729). 
87/10/29. Consolidated Edison Co. ol New York, Ino. eopp. 43324:139 43324:237. 

8711020428 Responds to NRC request lor Info re ulll plans for future insp ol GEC low 

S reaaure turbine discs.Turblno mfg recommended addl Insps el 10-yr inlorval during 
le ot machines. Insp will be implemonlod during refueling outages. 

MEI^ORD.M.O. Southern California Edison Co. 67/10^0. Oocumeni Control Branch 
(Document Control Desk). Ip. 43234.095. 43234:095. 

8710290234 NRC Ittfo Notice B7-0S6, "Improper Hydraulic Control Unit Inslaratlon at 
BWR PlarilB." Svc list encl. 

ROSSI.C.E. Division ol Operatlor^ Events Assessment (Post 670411). 87/ti/04. 
Corwiltdaled Edison Co. of New York, Inc. 1 t2pp. 43324:228-43324:339. 

8711190318 Forwards Insp Repis 50-206/fi7-24.50-36t/67-23 & 50-362/67-28 on 
e70e23-l003.No violations noted. 

2IMMERMAN.R.P. Region 5, Ofo of the Direclor. 67/11/05. BASKIN, K.P. Southern 
Catffornla Edison Co. 2pp. 43401:341-43401:357. 
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“8711190326 Insp Repts 50 206/87-24, 50-381/37-23 & 50-362/ar-2S on 870823- 
1003.No violalions or deviations noted Major areas Inspected oporations 

E roaram including operaConal safety venlication plant inps & events s LERs. 

uir, F.n.. TATt/i^je, HOM,A.t Region 5, Ofc of ffia Oireclor 87/11/03. iSpp. 
43401:343-4340l;357- 

8711020017 NflC (nio Notice 87-057. "Loss Of Emergency SoraWon Capeb'ny Dae to 
Ni'jogen Qas Ininision." Svc I'St end 

BOSsi.C.E. Division ol Operatonal Events Assessment (Post 870411). 87/11/00. 
Consol.daled Edison Co. of New York. Inc f I6pp. 43355:003-43355.1 19. 


8711170174 LEO BT QSO OO.on 870831. discovered unisolabla RCS teak mrougn shuf- 
down cooing sys Isolation valve packing gland. Caused by failure to fol'ow redielion 
evposue permit procedures Procoduios wiH be rovisod.W/871 1 1 1 Itr. 

MCRQAN.He. Soolbern Cahlo/nia Edison Co. 87/1 »/l ». 8pp. 43381 050-43381 057 

87113001S9 PNO-V'S7-076;on 87li23.24,two moderate oarthquakos centered near 
Wesimorete/xl.CA occurred, uiggering seismic alarms ai San Onofre.Unusal sveni 
declared Plant sys & components not adversely affected. Effects on other locations 
noted 

JOUNSO 1 N.P. R^ion 5. Ofc of itie Director. 87/11/24 2pp. 43466 294.43468295. 


6711060040 NRC Compl'ance Bulletin 87 002, ''Fastener Teslmg to DoloirrJne Con- 
Jcrmance W/AppHcath Mail Specs." Svc ksl end. 

ROSSI.C.E. Division ot Operational Events Assessment (Post 870411) 87/11/06 
Consolidated Edison Co. of New York, Inc. Il6pp. 43397. t42-43397-257- 

8711190089 Forwards Insp Repis 50.208/87-25,50-361/87 25 A 50-362/87-27 on 
870914-18 & 1005-08 8 notice ol violation. 

WENSLAWSKLF A. Region 5. Ofc of lHo Oireclor. 87/11/06. BASKIN.K.P. SooWiem 
California Edison Co. 2pp. 43396: 195-43398 208. 

“8711190098 Nolce of violation from Insp on 870914-18 & t005-08. VK/ai-on 
noted.radiallon area approx 16 ft by 25 tt within radweate bldg Room 33SB'C w/ 
measurable dose rates not posted w/slgn bearing radlairon caution symbol & toquired 
words. 

W£NSLAWSKI,F.A. Region 5, Ole ol the Directof. 87/11/06. ip. 43396.197- 
43306:197. 

“8711190107 Insp Ropis 60-206/87-25, 50-361/87-25 & SO 362/87-27 on 670914-18 A 
tOOS'OS.ViolaVon noted. Ma]or areas inspected: llconsoe action on Homs ol 
noncompi ance unresolved A opon ilems,ai:Qgation followup A I sled insp procedures. 
RUSSELL J-E., ClCOnE,G.H , YUHAS,Q.P. Region S, Ofc o( Ihe Oirecfot. 87/H/05 
t1pp. 43396:198-43396:208. 

8711190116 Forwards Insp Repl S0-36f/87-27on 87 i013-19.Nq violations noted 
Pate R J Region 5. Ofc of tho Director. 8?/l 1/06. BASKIN.K P. Southern Cairfotma 
Edison Co. 2pp. 43398.023 43398:029. 

“8711190126 Insp Rapt 50-3ei/e7-27 on e7i0t3-t9.No vio'alions noted Mater press 
Inspccted.lnservice Insp actnrltjes.lnclud ng Insp Procedures 73052,73753 A 73755. 
CtARK.C. RICHARO 4 S Regtor? 5. Ofc of the Director 87/11/06. 5pp. 43398025- 
43398 029. 

8711260010 Rounds to NftC 871016 «/ re concerns noted during Sepi insp ol 
670S31 evoni-Corroctive aclions.tra'ning programs will bo revised A Hoaiih Piy^cs 
Procedure S0123-VII-9.9 wiH be revised 

RAY,H,8. Soinnam Celito/Ne Edisort Co- 87/ 1 1/06 maRTin.J.B flog on 5. Die ol me 
Director App. 43459:087-43459.074 

871 1090140 NRC Inf© Notice 87-058. "Conimuous Comrnun'-cairons following Emergen- 
cy Notificauona." Svo l<'st enci. 

RDSSi.CE. Division ol Operaiienai Events Assessment (Post 8704ii). 87/ii/i6. 
Conaoiidalod Edison Co. oINewYork. inc. ii3pp 43404 176 43404-286. 

87 1 1 1S0037 NRC Info Notice 87-059, "Potential RHR Pump Loss " Svc bsi oncl. 
nOSSiCE. Division ol Operalionai Events Assessment (Post 870411). 87/ii/i7. 
Consoiidaiod Edison Co. ol New York, inc i28pp 43487.001-43487 t2i- 

8711130006 Suppi 2 lo NRC Info Notice 86-106. "Degradation ol RC3 Pressure Bound- 
ary Rasu'-t ng From Bode Add Corrosion " Svc list end 

ROS 81 C.S. OMsfon of Operational Events Assessment (Post 0704ii). 87/ii/i9 
Consolidated Edison Co. Ol New York, Inc. lidpp. 43444 195-43444:314. 


DOCKET 50-362 SAN DNOFRE NUCLEAR STATION, UNIT 3 


F. Seeuflly, medical, amargency A fire protection plana 

6711170292 Change 1 to "County ol Orange incident Roaponso Plan lor San Onolro 
Nuclear OorteraTing Station " 

• Orango County. CA. 67/1 1 /04. 652pp. 43301 :096-40392:260. 

8711110064 Summary ot 871020 A 2! mgeUngs w/ulll A Tenora in Beiheada. MO to 
discuss questions in con;unction w/licensoo Appendix R reappraisal ellort.Llsi ol 
meetmg a(ter\dess oned. 

nOOD.H. Projrxt Diroclorale V. 87/11/05. Ptojecl Di/eclorate V. 4pp 43347.302- 
43347 305. 

8711190275 Nol’Bcallon ol 671 124 mealing w/vn in Oolhosdo.MO to d,scuss lire pro 
locoon 

ROOO.H. Protect Oiroclorate V. 87/11/00. KNIGHTON.G.W. Pio|ecl Dlroclorate V. 
2pp 43404 312-43404 313 

6711240009 Iniorms ihal review ol 870811 transmillal ot mosi rocont lov to omorgoncy 

e ten corr^eioBoaocI on uiil Implomonlaiion ol changes doaenbed In 071014 Hr A 
lied changes dlscussod in 871026 lolcon.omergoncy plan accoptoble. 

FiSH.n.F. Region 6. Ofc of the Director. 87/1 1/18. BASKIN.K.P. Southern Ca'ifornia 
EdiSonCo ^ 43437:351-43437:357. 

-8711240017 Responds lo NRC 870730 tolcon quoslona re B70S1S Rev 2 to piai\t 
emergoncy pisnRoquirement that NRC he nolitied Immediately alter slate A local 
agencies wdf bo incorporated Into nexl rev. 

ii^OFORO.MO Souihern California Edison Co. 67/10/14 PRENDERQAST.K. 
Region 5.01c ol Iho Diioctor. Spp. 43437:353-43437:357. 

8711250032 Rovised omargoncy plan implemeniing proceduros, including Tomporary 
Change Nonce 2-5 10 Rov 2 to S0123-VIII-0.30I, "Oileiio/Onsrle Communlcsliona 
Test" A Totnpoiarv Change Nonce 0-8 to Rev 0 lo SOt23-Viil-0.302.W/B7ii I7 Itr, 

* Soulhorn Ca'itomia Edison Co. 87/1 1/17. 200pp. 43457:078-43457:295. 

8711240087 Clarilles uM 870531 submittal ro App R complianco eseosemont ropLpar 
671020 A 2l moeimgs Rovs lo Oct 1068 roquaet lor adol Info, App R compliance aa- 
aessment ropi A addl backup into to support NRC review ol rapt encl. 

MEOFOnO.MO. Souiham California Edison Co. 87/11/20. Oocumoni Control Branch 
(Oocumonl Control Desk). 200pp. 43434:211-43435:001. 


0. Adludlcatory correspondence 

8711040108 Ronuosis 10 bo iniotmed ol deto FEMA oxpects to submit moro spoclliC 
evahi8i>on.t>er 070916 llr.Served on 871028. 

WOLFE.Sd. Atomic Safely and Liconslng Board Panel. jy487 4698. 87/10/27. 
VOOLER.OH. Olllce ol Iho Gonorel Counsol. ip. 43264:l38.43254:l3e. 


R. Periodic operating reports A related correspondence 

8711190084 Monthly operating repIs forOcI t9d7.W/871f 13 Ur. 

SIACOR.E R, MORGAN.tfE. Southern California Ed.son Co. 87/10/31 I2pp. 
43400.348-43400.359. 


S. Reportable ocourrencea, LERs A related correspondence 

871f050273 Foftewup rapt 0 / Tech Spec fire doors lound Inoperable during /ovSna $i.r- 
velllancos in Sept 1987.Caijssd by 13 latching mechanism A six closure mechanism 
failurss.Fira watches established A remain In efioci until doors fixed. 

MOnCAN.H E. Souihern Caljlor/ila Edison Co 87/10/16. MARTiN.J.B. Region 5 . Ole 
ol Ihe Diroclor. 4pp 43292:119-43292:122. 

6711020502 LER 87.014-0t:on e70e3l,fa.lure of alloy sieel packing gland lodowor 
studs during manual operation of molar operator shutdown cooling sys suction tsofa- 
lipn valve resulted in leakage.Caused by packing leaksge.W/671028 tv. 
MORQAN.H.E. Southern California Edison Co. 87/10/26. 13pp. 43237:356.43238008 

8711130063 LER 86-022-02:00 880812.raactor trip occurred when RCS pressure 
reached core proleclion calculator auxiliary trip saipolnl of 2375 psia Caused by Ia4ure 
of de power supply finer cspacitor.Power supply output checked.W/e71 106 Ur. 
MORGAN, H E. Southern California Edison Co. 87/11/06. 4pp. 43354:214-43354:217. 

8711130205 LER 67-0f9'00:on 67i006.conialnment purged while conletement purge 
Isolellon sys area radlelion monitors Inoperable. Cause unknown. Racleifon momlot 
2RT-78S7 returned to svc following troubleshooting. W/671 1 O 6 Ur. 

MORGAN.H E. Southern California Edison Co. 87/1 1/06. 6pp. 43355:314.43355:310. 

8711130216 LER 87-016.00:on 871007 A 17,spurlous acluallons ol Train B conte'nmonl 
urge Isolation sys initiated from containmom area radiation monitor 2RT- 
B^.Cauaed by induced noise from welding.Welders Inslruclod re routing loeds.W/ 
871108 lir. 

MORGAN.H.E. Southern California Edison Co. 87/1 t/OB. 6pp. 43359:3f 7-43359.322. 

8711170098 Supplemental special repi on 670821, exam ol steam generator E 086 re- 
vealed two metal pieces lodged between lubes In periphery.Ob|ecfs appear (0 have 
been in geneialor since constMeiai pieces removed A lubes examined. 

MORGAN.H.E. Southern Ctelilornia Edison Co 87/11/09. Document Conlioi Branch 
(Document Control Desk). Spp. 43375.-O8O-43375.O0f. 


P. OperaUng license stage dooumente A correspondence 

8711030379 forwaris SER auppiyting uhl response IP Part 2 of Generic Ltr 83'28,ltem 
2.1 ro vendor (niorface programs (reaclor trip sys).Acllon on TACs 52879 A 62800 
corr^Ote 

ROOO.H Protect DvecioiBlo V. 67/10/28 DASKIN.KP. Southern Ca'Uorn-a Edison 
Co ip 432S8226.432S8-231. 

■^711030368 Salety evaluation supporting util rosponso lo Part 2 ol Qonorlc Ltr 03- 
2 e.lleni 2.1 re vendor inlorlaco programs (roaciot trip sys compononls). 

’ OfiiCQ of Nuclear Reactor Rogulallon, Director (Post 670411). 87/10/28. Spp. 
43250-229 43258 231. 

8711040031 Requests addl [uBllUcBllon or clarlllceilon re rovlow of B70831 Change 
Notice 21 to OA Program SCE-1-A.including organirallons lospons'bte lor rovlow A 
approval of mans A procedures if nol OA 

KIR$CH.OF. Region 5, Ole of the Director. 67/10/30. BASKIN.K.P. Souihern Celilor- 
me Edison Co 2pp. 43290:186-43290:167 

87I10S0180 Forwards safety ovaluatlon donying util 870731 application lor amends to 
llconsos NPF'10 A NPF-l5,conslsllng ol Proposed Change PCN.236,lo delete Tech 
Spec requirement to rept loxio gas cargo A tralllc.FR notice also encl. 

ROOO.H. Prry.oct Directorate v. 87/10/30. BASKIN.K.P. Southern Calilornia Edison 
Co. H0LCOM8E.J.C. Son Diego Gas A Electric Co. Spp. 43300:345-43300:362. 

“8711050169 Safety evaluation denying util 870731 roquest to amend Licenses NPF-10 
A NPF-IS.consisling of Proposed Change PCN-26,lo delete Tech Spoc requirement lo 
rept tone gas cargo traffio on Interstate 5. C/S spill evorago has no basis. 

• OHice of Nuclear Reaclor Regulation, Oiroctor (Post 870411). 67/10/30. Ip. 
43300:348-43300:348. 

-6711050176 Notice of denial of amends lo Licenses NPF-10 A NPF-15 A opportunity 
(or haaring on util requesl to delete Tech Speo requiromoni to monllor A rept loxic 
gas cs^ traffic on fnterstate 5. 

ROOD.H. Project Directerale V. 87/10/30. 4pp. 43300:349-43300.352. 

6711030390 Padfal resoonse to FOfA request.Forwards documenis llsied fn App 
/LDocumenis also available in POR. 

GRIMSLEY.O.H. Division ol Rulos A Records (Post 870413). 87/11/02. CONNOR.L. 
Ooc-Search Associates. 2pp. 43250:330-43258:346. 



-8608060190 Fofwerds perlortnanco Info for C*E supplied nuclear fuel for CY85 on 
plant'byplsni basis.por NRC 660618 request. Info Includes number of fuel aesetnbles 
& luel rods Irradiated &/or discharged & batch average burnups. 

SCHERER, A.E. Combustion Engineering. Inc. 86/08/01. BERLINGER.C.H. Roacior 
Systems Branch (PWR-A). 6pp 4326e:347-432S8;35?. 

8711040265 Responds lo appeal re denial of FOIA request for documents concerning 
Individual ettogatlons from 1983 lo present re San Onoiro seismic desrgrt. Three <focc^ 
ments withheld (ref FQIA Exemption 5). 

STEllO.V. Ofo of the Executive Director lor Operations. 87/1 1/03. BAUMAN.L. Oov* 
ornment Accountability Project. ?pp- 43279:065-43279.066. 

8711060301 Application for amends to Licenses NPF-10 & NPF-1S, consisting of Pro- 
posed Change PCN-236.corrocting error in Tech Specs re MSIV response limes.Error 
Invadvehentry created when Amends 60 A 49 issued on 670814. Foe pakt. 

MEDFORD, M O Southern Calilornia Edison Co. 87/11/04. Document Conlrol Branch 
(Document Control Desk). 5pp. 43304:001-43304 013. 

-6711060303 Proposed Tech Specs, correcting error re MSIV response limes Inadver- 
lenty created when Amends 60 & 46 Issued on 870814. 

* Southern California Edison Co. 87/11/04. 8pp. 43304:006-43304.013. 

6711100431 Conerfo Ltr 67>I5 to all holders of CPs for nuclear power p'anta re poCcy 
statement on deterred plants. Svc list end. 

MIRAQLIA.F.J. Associate Director for Projects (Post 870411). 87/11/04. Consoidalod 
Edison Co. ol New York, Ino. 46pp. 43402.001-43402:046. 

8711090217 Forwards application lo modify NPOES permits for plant Propoaad chaitge 
will establish across beach discharge point common to both units for dtvorting cooling 
water during periodic maint of saltwater cooling ays. 

MEDFORDiM.O. Southern California Edison Co. 87/1 l/OS. Documanl Conlrol Brartch 
(Document Control Desk). 27pp. 43323:023-43323:046. 

8711090370 Renuesis fee for 670825 application lot approval of cotporaio lesltuciurlno 
which will result in creation ol holding company lor plant. 

DIGGS. RM. License Fee Managomoni Branch. 67/ 1 1/05. BASKIN.K.T. Soutlioin 
California Edison Co. Ip. 43324:066 43324:066. 

8711300116 Forwards addi Info re Qonarlc Ltr 83-28, "Required Actions Based on Go- 
nerlc Implications ol Salem ATWS Events." per 870723 requost.Responsa discusses 
reasons for deletion of "aUer" trip shaft torque values from main! precoduro. 
MEDFORD, M.O Southern California Edison Co 67/11/25. Document Control Branch 
(Document Conlrol Desk). 3pp. 43467:001-43467:003. 


0. Inspection reporls, IE Bulletina & correspondence 


8711190089 Forwards Ingp Repts 50-206/87-25,50-361/87-25 6 60-362/87-27 on 
870914*I8 & 1005-08 & notice ol violation 

WENSLAWSKI.F.A. Region 5, Ofc ol (he Direcior- 87/11/06. BASKIN.K.P, Southern 
CaUorn’a Edison Co. 2pp. 43396:195-43366:209. 

-8711190107 Insp Ropis 60-206/87-25,50 361/87-25 & &0-362/e7-27 on e700t4-l0 & 
lOOS'OS.Vlolatlon noted Major areas inspected: licensee action on items ol 
nencompliance.unresolvod S open Items, allegation followup S listed Insp procedures. 
RUSSELL.J.E.. C[COrrE,G.R.. YUHAS.G.P. Region 6. Ole ol the O.roclof. 87/11/05. 
1 ipp. 43396:198 43396 208. 

8711090140 NRC Into Notice 67-058. "Conilnuous Communications Following Emergen- 
cy Notifications." Svc list encl. 

ROSSI.C.E. Division ol Operational Evonis Assessment (Post 070411). 87/11/16. 
Consolidated Ed-son (3o. of Now York, Inc. 113pp. 43404:176-43404:268. 

8711120027 NRC Into Notice 67-056, "Potential RHR Pump Loss." Svc list and. 
HOSSt.CE. Division of OperaUonal Events Assessment (Post 870411). 67/11/17. 
Consolidated Edison Co. of New York, Inc. 120pp. 43467.001-43487:121. 

8711130008 SuppI 2 to NRC Into Notice 86-108, "Oogiadaiion ol RCS Prossuro Bound- 
ary Resulting From Boric Acid Corrosion." Svc list encl. 

ROSSI.C.E. Division of Operational Evonis Assossmoni (Post 870411). Q7/11/19. 
ConsoHdalod Edison Co. of New York, Inc. ItSpp. 43444:195-43444:314. 


R. Parlodio opsraltng reports & related correspondence 

87I119(M84 Monthly oporatlng repts for Oci 1987.W/B7I1 13 ltr. 

SIACOR.E.R., MORGAN.H.E. Southern California Edison Co 07/10/31. I2pp. 
43400:348-43400:359. 


S. Reportable occurrences, LERs & relsied correspondence 

871 1050273 Followup root ol Tech Spec lira doors found inoperable dur,ng roulino sur- 
voiVartcee In Sopi l6S7.Caused by 13 latching mechanism & s<x closure mochanism 
feiuies Fks watches established & remain in eifecl until doors fixed 
MORQAN.HE. Southorn California Edison Co. 87/10/16. MARTIM.J.B. Rog on S. OIc 
ol the Director 4pp. 43292.119 43292.122 

8711040044 LER 87-0l4-0i:on 870725, sofoty injoctlon tank T-009 lovol narrow-range 
cnartrtol read nos detorminod that min vol lequiroment ol limiling condition lor opor- 
aUon not mat. Cavted by inadequate procedure guid3rKO.W/B7W2d Ur. 

MORGAN.HE. Southorn California Edison Co. 87/10/26. 6pp. 43200:167-43290:162 


8012170462 IE Bulletin 60-25. "Opoialing Problems w/Targa( Rock Seroiy- RaHot 
Valves at BWRs." 

* Ofc ot Inspection & Enforcemenl. Director (820201-870413] 80/12/19- ConsoHdel- 
ed Edison Co. o( New York. Inc. Spp. 43226-201-43226:205. 


8711170241 lER 87.0l7-00.on 671011, reactor Irippod duo to lurbfno trip on low 
vacuumCaused by leroo amounis ol seawood slopping circulatfn pump & insdequaio 
opotailng Instructions.wator boxos cleaned & ineiructione BmendoaW/B71 1 io Hr. 
MORGAN.H.E. Soulhom Celilornis Edieon Co. 87/tl/10. 7pp 43361'226-43364-231. 


8305110473 IE Info Notice 83-39, "Faiiuro of Salety/Roiief Valves lo Open el BWRs • 
interim Reel." 

JORDAN.E L. Div of Emorgency Preparedness & Engineering Rospon$e.lE(9502i2- 
670413). 83/05/17. Consolidated Edison Co of Now York. tnc. 2pp 43226-206- 
43226:207. 


8711300159 PNO-V-87-076on 87tl23-24,two moderate oailhquekes coniorod noat 
Wosimoroisnd.CA occurred, triggering seismic alarms ai San Onofre Unusal ovenl 
declared Plant ays & components not edveiseiy efioctod Edocis on other locolions 
noted 

JOHNSON.P. Region 5. Olool Iho Dlroclot. 57/11/24. 2pp. 434e6.204-43466'20S. 


6711040239 FOIA roQuosl lor documents A ell records generated in connecuon w/eli 
NRC Inees or irtvesflgallons on alfegadons raised by L Ren:es from 1983 to pteseni DOCKET 60-364 JOSEPH M. PARLEY Nf/CLEAR PLANT, UNIT 2 
re Sen Onofre seismic design. 

BAUMAN.L Oovemmem Accouniabiiiiy Project. 87/07/09. NRC • No Oetaiied AffiS- 

allon Gh/an. 3pp. 43279.007*43276:069. A. Applioellon/conetruoilon elage documenie A correepondence 


8711030261 Forwards SALP performance summaiy.reiieciing improved perfotmanco In 
somo araas.eepecieily plant operations A maini.Roduciion in number ol pieni trips A 
other occurrences noted. 

BASKIN.K.P. Southern California Edison Co. 87/10/28. MARTIN.J.B. Region 5. Ofc of 
thO Director. Spp. 43261:349-43252:004. 

8710230213 NRC Into Notice 67-055, "Portable Moisture/Density Gauges. Recent IrKi- 
dents of Portable Gauges Being Stolen or Lost " Svc list end. 

CUNNINOHAM.R.E. (jivislon Ol Induslrlal A Medical Nuclear Safety (Post 870729). 
87/10/29. Consolidated Edison Co. ol New York, Inc. 89pp. 43324:139-43324:227. 

6711020428 Responds to NRC request for Info ro util plans lor future insp of GEC low 
pressure turbine discs Turbine mig recommended addI Insps a( 10-yr Intotval during 
Ue ot machines. Insp will be Implemented during refueling outages 
MEDFORD, M.O. Southern Calltornia Edison Co. 87/10/30. Documeni Control Branch 
(Document Conlrol Desk). Ip. 43234:095-43234:095. 

6710290234 NRC In/0 Notice 87-056. "Improper Hydraulic Conlrol Unit Insleielion el 
BWR Plants." Svo list oncl. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 87/11/04 
Consolidated Edison Co. of New York, Inc. 1 12pp. 49324-22B-43324:339. 

8711190318 Forwards Insp Repts 50-206/e7-24.60-3ei/87-23 A 50-362/87-26 on 
870823-1003. No violations noted 

2IMMEnMAN,R.P. Region 5. Ofc ol the Director. 87/11/05. BASKIN.K.P. Southern 
California Edison Co. 2pp. 43401:341.43401:357. 

-8711190328 Insp Repts 50-206/87-24, 50-361/87-23 A 50-362/87-28 on 670823- 
1003. No violailons or deviations noled. Major areas lnspecled:0|>erallon8 

H ram, Including operational safely verlflcalioaplant trips A events a LERs. 

Y.F.R.. TATtjM.J.E., HON.A.L. Region 6. OIc of the Director. 07/11/03. I6pp- 
43401:343-43401:357. 

6711020017 NRC Info Notice 67-057. "Loss of Emergency Borellon Capability Due lo 
Nitrogen Gas Intrusion." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 67/11/06. 
Consolidated Edison Co. ol New York. Inc. 116pp. 43355:003-43355:1 19. 

8711050040 NRC Compliance Bulletin 87-002, "Fastener Testing lo Determine Coit- 
formence W//^Ucab/e Mail Specs " Svo list end. 

ROSSI, C.E. DNislon of Operational Events Assessment (Post 870411). 87/11/06. 
Corisolldaled Edison Co. ot New York, Inc. 1 16pp. 43397;142-43397:257. 


8711200113 Requests uiil provide analysis ol poioniiel for 8 consaousneos of boron di- 
Mion eccideniB.Perfotnnance A submittal ol analysis results wiih-n 90 days ol Hr rS' 
cefpl requested. 

STOLZ.J.F. Light Water Reactors Branch 1. 77/09/20. BARTON, A R. Alabama Power 
Co. 2pp. 43464-064-43464.065. 

8711230050 Requesis revlow ol alarm circuitry A diesel gonerotor conlrol circuitry for 
diesel Doneralors.Responso requested per listed criteria within 45 days ol Hr reco pt. 
ST0 LZTj.F. Light Water Reactors Branch 1. 77/10/31. BARTON,A.n. Alabama Power 
Ca 2pp. 43464;0e2'434e4:063. 


F. Security, medical, emergency A lire protection plans 


8711130266 Forwards Insp Repls 60'34e/87-24 A 50-364/67-24 on 670910-1009 A 
notice of vidatlon. 

VEBRElll.aM. Region 2, Ofc of the Oreclor. 87/10/28 MCOONALD.n P. Alabama 
Power Co. 2pp 43356:31 1-43356:321. 

-8711130290 Notice Of violation from Insp on 070910-1009.Vlolaiion noted continuous 
lire watch assigned to rool of auxllla^ bldg to monitor open flame operat-ons ossocl- 
sled w/iooT.ng repairs not alert lo duties 

VERRELll.DM. Region 2, OIc of the Director. 87/10/28. 2pp. 43356:313-43356:314. 

-8711130294 Insp Repls 60-34B/B7-24 A 60-364/87-24 on 670910-1008. Vio'alfons 
noled Major areas tnspecled:prevlous enforcemenl malleia.surve.llanco 
<A»ofvatlon, monthly maint observation A operational safety verification 
8RAOFORO,W.H. Region 2, Ofo ol the Director. 8^10/28. 7pp 4335e-3t6- 


8711250241 Ack receipt of 670900 ltr (ranamitling Rev 13 to physical security plan.Mocf 
A reeubmitlal of plan.per end commenis, requested fn order to mafnmin o'en 
conUnuHv.Commenla withheld (ref 10CFR73.21). 

C11N6,W.E. Region 2, Olo ol the Direcior. 87/11/06. MCDONALDRP Alabama 
Power Co. 3pp. 43460.024-43460:026. 

871 1230293 Responds lo NRC 871002 Hr re violations noted In Insp Repls 50-340/87- 
20 A 60-3e4/B7-20.Correclive 8Cllon8:FNP-0-EIP-26 A FNP-O-EIP-8 revised re notlti- 
caUw) of events ExcepllDr> lo item i re quality of exercise scenario noted 
MaX)NALD,fl.P. Alabama Power Co. 87/11/13. STOHRJ.P. Heglon 2, Ole ol tho Di- 
rector. 4pp. 43421:059-43421:062. 
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4 Personnel Accoirniabiltty" & Rev 13 to "Emergency Plan." W/87Hl4Rr. 
HUOSPETH.J.B. Alabama Power Co. 87nui«. 35pp. 434Oft.24y.434O0275 

6711340046 Rev 63 to Emergency Plan Implementing Procedure FNP'0*£IP-B. “Emer- 

^ Communications.” Wr07Ill7 lir. 

>LAND.J.. HUOSPETH.J B Alabama Power Co 67/11/17. 41pp. 43442:326- 
434433&8. 

6711260039 Forwards revised rea^nse & new Pago 45 to 670016 diatl Rev M lo 
physical secutiiy plan.per NRC 6/0813 request Revised page clarifes componenis Ot 
secoundary power supply ays that will be protected as vital equipment Page iMtnheld. 
MCOONAlD.R-P. Alabama Power Co 87/11/17 Document Cwtrol Brandt (Oocu- 
menl Control Desk), ip. 43457:33e-43457.'3S6. 

6711300135 Responds lo NRC Itr re violations noted in Insp Repts 50-348/07-24 4 50- 
364/67-24. Corrective acdonsiindlvidual Involved disciplined lor Inadequate perform- 
ance 6 roirtstrucled re firewaich rosponsib-litles. 

MCOONALO.R P. Alabama Power Co 67/tl/30 Document Connol Brandt (Docu- 
ment Control Desk). 2pp. 43467:331 43467 323. 


P. Operating llcenie stage documents 4 correspondence 

6711350163 Summary of 961130 meeting w/ulil re proposed Tech Spec changes to 
snubber surveii'ance Insp Intervals. 

REEVES.E. PWR Project Oirecioralo 3. 66/12/30. PWR Project Dtrecioiale 2. 16pp 
43461.319-43461:336. 

87110 300 26 Forwards Amends 73 4 65 to licenses NPF-2 4 NPF-6. respoc^iively 4 
safely evaluation Amends change Tech Specs lo Increase steam gerMuaior iuIm plug- 
gii>g from 6% to tOS 4 lo slightly Increase heal flux hoi channel lactor coelUcteni 
REEVES.E.A. Project Orectoraie IM. 87/10/36. MC00NAL0,R.P. Alabama Power 
Co. 2pp. 43340.336-43340.349. 

-8711030030 Amends 73 4 65 to Licenses NPF-3 4 NPF-8.respeciivoiy. changing Tech 
Specs to Increase steam generator lube plugging from 5K> to 10% 4 to ncrease 
slightly increase heal (lux hoi channel lactor codfidenl. 

ADENSAM.E.Q Project Direcloralo IM 87/10/26 12pp. 43340330 43240341. 

-8711030035 Safety evaluation aupponing Amends 73 4 6S to Ltconsea NPF-2 4 NPF- 
S.respecllvely 

’ Oltice ol Nuclear Reactor Regulation, Director (Post 670411). 67/10/26. 6pp 
43240 342-43340 340. 

6711130361 Forwards listed documonia re program lor environ (hraiiDcAiion ol elocirical 
equ'pmeni at (asility.per NRC 871009 roqueal W/o end 

MCDONALD, R P, Alabama Power Co 87/10/30. QRACE.J N flogton 3. Ole ol the 
Oiraclor. 3pp. 43357.'306-433S7;308. 

8711100431 Generic Llr 87-15 to alt holders ol CPa lor nuclear powor plants re policy 
siaiemar^l on deterred pianis.Svc list onci. 

MIRAGLIA,F.3 Associate Otector lorPre'ecis (Post 670411} 87/11/04. ConeoMaiod 
Edison Co. ol New York, inc. 46pp. 43403001-43403.046. 

87U100344 Summary ol 670934 meeting w/uW,6«htot 4 ftl Goug Asaoo re problems 
concerning qua'ificaiion ol V-Type electrical splices at laciiity.Aitendance fcsi end 
R£EVE^E.A Project Oireciorate IM. 67/ii/05. Project Okecforale ll-i. I2pp. 
43342;162>43342;iB3. 

8711360004 Forwards Amends 74 4 66 to Licenses NPF-2 4 NPF-6. tespecbveiy 4 
satecy evaluation Amende tevtse Umitiiu condit-on lor operation 4 aetton 4 eutvel- 
tence requiremems o( Tech Spec 3.6.1./ re containment ventilation $y$. 

REEVES.E. A. Project Directorate IM. 67/ii/i6. MCOONALO.R.P. Alabama Power 
Co. 2pp. 434ie:0<i^6-434ie0e7. 

-6711230009 Amends 74 4 66 lo Licenses NPF S 4 NPF-6, respectively, revising Krni- 
mg condition lot operaUois 4 action 4 surreuiance tequlteTTienls ol Toon spoc 3.6.1.7 
re containmoni veniilaiion ays. 

A0ENSAM,E.O Project Directorale ll-t. 67/11/16. tepp 434i6.048-434ie.0$3. 

-6711230016 Safety evaluation supporting Amends 74 A 66 lo Licenses NPF-2 4 NPF- 
8.reapecUvsly. 

' 01^6 of Nucloar Reactor Regulation, Onsclot iPost 670411). 67/11716. 4pp. 
43416:064-43416.067. 

8711300224 Requests approval lo utilize ASME Code Section xi 1983 Edition ihtough 
Summer 1863 Addenda as code ol record lor remainder of first 10-yt tniervel Inaennce 
ln» 4 lesilngprogram 

MCOONALDfl.P. Alabama Power Co. 67/11/20 Oocurnem Conltd Branch (Docu- 
ment Control Desk). 4pp. 43471:349-43471:352. 


Q. Inipeotlon reports, IE Butlellna 4 eorreapondence 

6012170482 IE Bulletin 60-25. "Operating Problems W/Terget Rock Selety- Rekel 
Valves al eWRs.” 

* Olo ol Inspection 4 Enlorcement, Director (620201-670413). 60/12/19. ConsoiKlst- 
ed Edison Co- of New York, Inc. 6pp. 43336:201-43236:305. 

B36S11IM73 IE Into Notice 63-39, “Failure of Salety/Rellel Valves to Open at BWRs • 
Interim Rept." 

JOROAN.E.L Onr of Emergency Preparedness 4 Engineering Respon8e.lE(650212- 
670413). 83/06/17. Conaolidated Edison Co. of New York, Inc. 2pp. 43226306- 
43236 207. 

6711130386 Forwards Insp Repts 60-346/67-24 4 60-364/87-24 on 870010-1009 4 
notice of violation. 

VERRELLl.O.M. Region 2, Ole ol the OIreclor. 67/10/28. MCOONALO.R.P. Aiaberrta 
Power Co. 2pp. 43356:31 1-433S6r321. 

— 671113029<l Notice of violation Irom Insp on 870910-l009 Vtolaik)n noled-contlnuous 
(Ire watch assigned to tool of auxiliary bldg to moniloi open (lame operelions assod- 
aled w/rooling repairs no( alert lo duties. 

VERRELLLO.M. Region 2. Ole ol the Director. 67/10/28. 2pp. 43366:313-43356:314. 


tHneu.Majul areas iiispocieo previous eniorcomeni maneta.survei.iance 
disorvatlon. monthly mafnt observation 4 operational saioty verification. 

BRADFORD, W.H . MILLER, W.H.. OANCE.H.C. Region 2, Oic ol the Director. 87/10/ 
26- 7pp. 43356:315-43356-321. 

9710230313 NRC Into Notice 87-055, "Portable Moislure/Oensity Gauges: RocenI Inci- 
dents ol Portable Gauges Being Stolen or Lost.’’ Sve llsl onci. 

CUNNINGHAM, R.E. Division ol Industrial 4 Modicel Nucloar Safety (Post 870729). 
87/10/29. Consolidaierl Edison Co. ol New YorX. tnc. 89pp. 43324:139-43324.227. 

87110S0124 EN-67-093:on 671 103, notice of violation 4 proposed imposition ol civil pen- 
altios In amount ol $50,000 will bo issued.AclIon based on violations In areas of pro- 
curemont 4 vendor Interface program. 

LUeHMAN,J., LIEBERMAN.J. Ole Ol Enforcemont (Post 870413). 87/10/20. Ip 
43293 243-43293:243. 

6711130362 Confirms dates ol 871102-06 4 16-20 (or NRC equ.pmont qualification (EO) 
insp 4 revises 871009 Hr on subj. Requests prosonleilon ol EO program & slalus ol 
program implemonlatlon for entrance meeting on 871 116. 

VERRELLl.O.M. Region 2. Oic ol Iho Diroctor. 87/10/29. MCOONALO.R.P. Alabama 
Power Co. 3pp 43359 351-43359:353. 

8711030533 Provrdos addi response to notice of violation issued on 870126.Utll maln- 
la'ns ihet NRC should withdraw notice ol violations duo lo circumstances surrounding 
use ol two ponetrallons al Issue. 

MCDONALD, R.P. Alabema Powor Co. 87/10/30. Document Control Branch (Oocu- 
rrtenl Control Desk). lOpp. 43255-221-43255:230. 

871 1100313 Responds to NRC Itr ro violations noted In Insp Ropls 50-346/87-23 4 SO- 
3d4/87-23.Correctivo actions. sotpoints on pressure ectuatod switches corrected & 
personnel refnstrucled. 

MCOONALO.R.P. Alabama Power Co 07/11/02. Document Control Branch (Oocu- 
mem Control Desk). 2pp 43344-254 43344:255. 

8711130367 Discusses ln» RepIS 50-340/87-11.50 384/67-11 & 50-348/67-14 4 50- 
364/67-14 on 870511-0710 4 forwards notice of violation 4 proposed Imposition ol 
civil penallos Enforcamanl conlorenca ro violations hold on 870903. 

QRACEJ.N. Rsgion 2, Ole ol Iho Director. 87/11/03. MCDONALD, R.P. Alabama 
Power Co. 3pp. 43361:066-43361:095. 

*■6711130366 Notice ol violation 4 proposod ImposlHon ol civil penally In amount ol 
$50,000 NoTKOmpIlanca notod inaaaauelo control 4 Insiallalion ol purchased equip- 
menl 4 inadequate corroctiva acliona 4 insps 

QRACE.J.N. Region 2, Ofc of the Difflclor. 87/11/03. 5pp. 43361:091-43361:095. 

8710200234 NRC Info NoHce 87-056, "Improper Hydraulic Conirol Unit Installation al 
BWR Plants " Sve list end. 

ROSSl.CE- Division o( Oparalionai Evems Assessment (Post 67041 1). 87/ii/04. 
Consolidaied Edrson Co. ol New York. Inc. 1 1 2pp. 43324:226-43324:339. 

8711020017 NHC inlo Notice 67-057, “Loss ol Emergency Boratlon Capabiiriy Due to 
Nitrooen Gas intrusion.’’ Sve list anci. 

ROSSI, C.E Division ol Operational Events Assessment (Poet 670411). 87/11/06. 
Consokdaied Edison Co. of Now York. Inc. ii5pp. 43359.003-43355:118. 

8711050040 NRC Compiisnce BuHoim 67-002, "Fastener Tosimg to Oolormine Con* 
loimance V// Applicable Mail Specs.’’ Sve ust end. 

ROSSl.C E. O.vision cl Operational Evonie Assessment (Post 670411). 87/11/06, 
Ccmsoiidaied Edison Co. of New York. Inc. 1 16pp. 43397:142-43367:257. 

8711190170 Forwards Insp Repts 60-346/87-27 4 50-364/87.27 On 67IOI6-23.No vlo* 
leitons or devfaiions noted. 

HERDT.A.R. Region 2, Oic oi the Director. 87/11/13. MCDONALO.R.P. Alabama 
Power dlo. 2pp. 43386.632-43396:045. 

-8711190172 Insp Repts 50-346/87*27 4 50-384/87-27 on e7l019-23 No violations or 
deviaHons noted Mejor areas inspected: documentation 4 observation ol NDE aeiivl* 
ties 4 Independent veriHcalion ol selocted inservIce insp ultrasonic results. 
NEWSOME.R.W, BLAKE.J.J. Roglon 2, Ofc of the Director. 87/11/12. 12pp. 
43396 034.43386 045. 

8711230293 Responds to NRC 671002 Hr re violalions noted In Insp Repts 50-348/87- 
20 4 60 364/67-20 Corrective actionsiFNP-O ElP-26 4 FNP O EIP^-S revised re noWi- 
cation ol events ExcepHon to Item t ro quality ol exercise scenario noted. 
MCOONALO.R.P. Alabama Power Co. 87/1 1/13. STOHR.J.P. Region 2, Ofc of Iho Di- 
rector. 4pp 43421;059'4342l:062. 

6711090148 NRC Inlo Nolice 67. 056, "Continuous Communications Following Emergen- 
cy NoKflcetions.'' Sve list end. 

ROSSl.CE. Division ol Operalionat Events Assessment (Post 670411). 87/1t/16. 
Crnisolidated Edison Co. of New York, Inc. 1 13pp. 43404:1 76-43404:288. 

8711120027 NRC Inlo Notice 87. 059, "Potonllal RHR Pump Lose." Sve list end. 
ROSSLCE Division ol Operational Events Assessment (Post 8704t1). 67/11/17. 
Corrsolldeled Edison Co. of New York, Inc. 120pp. 43487:001-43487:121. 

8711230226 Ack recelpl ol 871102 llr Informing NRC of steps taken lo correct violations 
noted In Insp Repts 50-346/67-23 4 50-364/37-23. 

VERRELLI.D.M. Region 2. Ofc of the Director. 67/11/17. MCDONALO.R.P. Alabama 
Power Co. ip 43416:278 43419.279. 

8711240052 Forwards Insp Repts S0*34e/87 28 4 50 364/87-28 on 871019-23 & notice 
of violation. 

COLLINS.D-M. Roglon 2, Ofc of Iho Director. 87/11/17. MCDONALO.R.P. Alabama 
Povrer Co. 2pp 43444:061-43444.072. 

-8711240053 Notice of violation from Insp on 67iOl9-23.Vlolalion noled: work per- 
formed Inside controlled area w/o woedng protective clothing required by RWP 0-67* 

COLllNS,O.M. Region 2, Ofc of the OIreclor. 87/11/17. lp. 43444:063-43444.063. 

-8711240060 Insp Repts 50-348/67-28 4 50-364/67-28 on 671019-23. Violailona 
noted Major areas lnspeclod:radiaNon protection aclivitles.including external 4 internal 
exposure control. surveys.soUd radwasle & followup on IE Inlo notices. 

COLLINS,r.P.. HOSEY.C.M. Region 2. Ofc of the OIreclor. 67/11/16. 9pp. 43444:064- 
43444.-072. 
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8711130006 SuppI 2 (0 NBC Into Nol co 66-106, "Dogrsdaiipn ol RCS Biossu'e Boitful- 
ary Resuiling From Boric Aciil Corrosion ” Svc iiSt enci 

ROSSI, CE Division of Oporaimnal Evonis Assossmont (Post &704ii). 67/11/19. 
Ccnso'.flaieO EOison Co of Now Yoik, Iric ifOpp 43444. 


-8711300351 Partially wUhtield Pbyslcal Socunty Insp Ropis SO 32I/&7-26 50'3B6/87- 
28 on 871026 30 (rof 10CFR2.790 & 73 31} No violations noted Major areas 
irspectod security organlzation.test.'ng & mami & physical barriers 
ENNtSj.O. Rag on 2, Ole Ol lha OireclW fl7ni/lO. ip. 43413.121 •43413;121. 


671 1300135 Rosponds to NRC lir re violations noted in insp Repts SO-348/87-24 & SO- 
3&1/87-24 Corrective actions individual Involved disc p'irod for rnaderpste perlot<n> 
anco & re'nsiructud ro fiiowatch responsibiMloa 

MCDONALD, R.P. Alabama Power Co. 87/11/20 Document Conitol Branch (Oocu* 
mont Control DosK). 2pp. 43467:321-43'167:322. 

8711300217 Confrms ariangomonis lor 671125 mgi mooting In Regiort II ole lo dscuss 
Issues ol equipment qja'incalion donvod Irom recent insps & corrective acHons lo be 
laKen before Un.l 2 lostan.por 671120 0x4 me®inn 

GRACE JN. Region 2, Otc Of the Director. 87/11/30. MCDONAlD.R.P. Alabama 
Power Co. ip 43467 377-43467 277. 

6711300234 Roquosls approval to uti'iio ASME Code Section XI 1063 Ediiion ihrough 
Su.mmer 1003 Addonde as code of record for romalndor of first tO-yr Inlorvol inservee 
insp & testing piogiam. 

M(;OONALD,fI P. Alabama Power Co 67/11/20. Document Conuoi Branch (Oocu- 
meni Control Desk) 4pp 43471-340-43471.3S2. 

8711300064 Requests 14'day extension fur response lo vtofettons noted In MRC 
671103 Ur from Insps on 670511-22.0601-05 & 061 1- 07l0.Responso wH beprov.'rfod 
by 871217. 

MCCONAlORP Alabama Power Co. 67/11/24. Documeni Control Branch (Oocu- 
meni Control Desk), ip. 43460:335-43460 325. 


R. Periodic operating reports & reloled correapondepce 

671 1 160333 Monthly operating ropt (Or Oct 1087.W/071 1 12 Mr. 

WOODARO.JD. MCDONALD.flP. Alabama FYiwer Co 67/10/31. 5pp 43400333- 
43400 326. 


8. Reportable occurrences, LERs 8 related correepondonce 

6711060243 SummafV Of Opcraiing Rooctor Events Moet'ng 07-37 on 871027. View- 
giephs & summary of reaclor scrams end. 

Canning. W. Events Assessment Branch. 87/10/26. ROSSl.CE Division ol Opor- 
ationai Events Assessment (Post 070411). 20pn 43340 268-43340 266. 

8711100612 Forvrhrds Summary o( NPOES noncompLancos (or Tliird Ouener I067.pef 
Tech Spoc8./^p e.Seciion 3 i. 

MroONMD.(4 P Alabama Power Co. 67/10/30 Oocumoni Conuoi Branch iOocu- 
msnt Control Desk). 2pp. 43335.317-43335:316 

6TU170226 SummeN Ol Operating ReacWis Evnnte Mcaung 67-36 on 671i03Usl ol 
siiandoos.viowuiepns & summery ol reactor scrams end 

LANNiNG.W Events Assessment Branch. 67/ii/OS. ROSSl.C.E. Oiv.sion oi Ops'- 
ai-pnal Evanis Assossmont (Post Q704i i). 20pp 43365 2(5-43365 234. 


87(1260214 Forwards propiieiary amend to phys'eal secunty p'an revis'np previously 
eubm ttod piovlticns (of lempotacy unescorted access of outage porsonnof lo prolecl- 
o<1 Vila) areas End withheld pot 1IJCFR2.780 & 73 21). 

GUCWA.lt. Georgia Power Co. 67/11/20 Oocumerri Control Branch (Documoni 
Control Desk) 2pp. 43460:201. 43460 292 


P. Operallng license slage documerns 8 correspondence 

6704060264 Forwards aafoiy ovaluai on & Franklin Rosoarch Cir Ropt TER C5506-329, 
"Sirucuiiai Evaljollon ql Vacuum Oroakers (Mark I Comairmoni Program)." per uM 
830609 & 6C0313 responses lo Generic LIr 63-06 

RIVENGAnK.Q.W- BWfl Project DiroclDralO 2. 07/04/01. O'REll.LY.J P. Georgia 
Power Co 3pp 43236 226-43239 253 

-8711020336 Saloty eva'iietlan re enalyi'cal method used by licensee to evaluate cnii- 
csl sliessea ro Mark I containment prop'am vacuum breakers adequate. Max stress In 
breakers (ess than 30% ot coda o lowa&e.Ex'Sting das on siruciuaHy adeojato. 

* OiNce oi Nuclear Reactor Regulsiien, Oracloi (65ri2S'6704l{}. 67^4/01. 2pp. 
43230229-43230 253 

6711130271 Conlirms thol onlorcemeni discretion granted lo permit openi-ng ot Inboard 
C MSVI (Of ponod n( 3 h w/reacior power level at or below 75%. in order To complote 
quartorly seivoClanco of testing ol remaining MSIVs. 

(jR/VCE.j.N Roglon 2. Ofc ol the Diteclor. 07/10/26. O'REILLY.J.P. Georgia Power 
Co. 2pp 43357 078-43357:079 

8711130160 Documents that util veiboiiy granted ono*limo rol el lo Tech Specs 3 6.3. a 
& 3.4 7 on 87iO22.Rol'0( allows unit to open inboard MSlV C for 3 h w/roador power 
lovol el ot bdow 75% to compleie surveillance testing of roms ning MSIVs. 
GftACE.JN. Ron on 2. 0(c of itio Okociot. 67r 10/29. MURLEY.T.E. Olfxo ol Nuctoar 
Roacior Regi.leiion, Diiocioi (Post 670-11 1) TAYLOR.J M. Oopuly Exocuive D.'iodor 
lor RoQionel OpeiaUons. EDO (Pest 870413). LIEBERMAN.J. Ole of Enloicemont 
(Post 870413J. 2oP 43357 271 43357-277. 

-0711130240 Conlirms that en'oresmont disciaUon re Tech Specs 3.5.3a & 34.7 
gtaniod.per 671022 tolcon.lo ol'Pw opening ol mboo'd MSlV C lor 3 h w/rsactor 
ggvw levd ai PI bo'ow 76% to complete quarlorly suiveliiance lesUrig ol roma-nlng 

QfUCE.J.N. Region 2. Ole of the 0.roder. 67/10/28. O'REILLY.J.P. Occrgia Power 
Co. ip 43367:274-43357 274. 

-8711130254 Submits loi'owup ol 'diof luquesi 10 Tech Specs 363.e & 3.4 7,gramed 
on 67l022.p>Civ:d4vg iirmUng coridiilori Id oporst'On (ot leiluto ol MSIVS to meoi clo- 
sure (Lme reiqaiemenis. 

OUCWA.l t. Gco'Qie Power Co 67/10/23. Region 2, Ole of the Oi'ecior. 3pp. 
43357 27S 43357 27? 


6711160119 NPDES npncomplranco noiiltcation on 07I020.TSS iimii exceeded Caused 
by dro'n'ng ol porlions ol unit ciiciilaung wafer sys causing TSS value ol <87 mg/ 
h Ro'oase lomporarv condilion ot short cluroilon.lmpaci nogug>blo on onwon. 
MCDONALD.flP. Alaboma Power Co 07/11/09. Oocumom Conitof Branch (Doeo- 
moni Control Desk). 5pp. 43305:052-43395:056 

6711190139 lER 67-003-a0.on 07lOl7,conllnuou3 lodmo 8 parlicufaie sampling ol plant 
vent Slack by fl-30A mturruplod duO to lagging error Auxiliary semplmg noi 
mit'eiod Caused by personnel error Personnel counseiod W/07 1 109 lu. 
WOOOAflD.JO., MCDONALD.R.P. A'abama Power Co. 67/11/09. 4pp. 43397:347- 
43397:350, 
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F. Security, medical, emergency & lire protection plans 


6711038160 Noiilicniicin ol 671105 mooung w/uiil in Bolhesda.MO to discuss design 
bases tor orrorgcncy diesel genoraiers,per iiconsse request for oxompLon to Tech 
304 concerning aveitsbT'ity of standby svc water sys. 

CROCKER.LP. Project Dirocioiaio 11-3- 67/10/30. Projod Dirocloralo 11-3. 3pp. 
43284 251-43264 263. 

6711 100431 Generic Lir 67-15 lo B'l holdors ol CPs lor nuclear power plants re policy 
slaiomonl on dolerrod p'ams.Svc l-sl oncl. 

MiRAOLiA.F.j Assbciaio Oiibciot lei Ptojecis (Posi 670411). 6T/iU04.Cbtisoi'daiod 
EdSonCo ol New York. Inc. 46pp. 43402 001 43402:046 

6711138275 Forwards rev.vod Tech Spec pages lo Amends 144 & 145 lo License OPR- 
57 8 Amend 60 to License NPF-5.Chengos oflociivo as ol Ur dale & will be Implo- 
tnonlod within 60 days ol Issuance. 

CnOCKEn.lP. Proloci Drectorolo ll-O. 87/11/08. O'REILLY.J.P. Gborgla Power Co. 
3pp- 43356029-43356 036. 


8005060061 Forwards request (or eddi Inlo ro salaguards conungency pfen Request Iqr 
addi tnlo withhold (rol tOCFR2 700). 

IPPOLITO.T.A. Oporailng Reaciota Branch 3 (Pro 800420). 60/04/16. WHITMER.C.F. 
Georgia Powar Co. 2pp. 43355:00 1 -43355 002. 

6711300239 ''Emotgency Preparedness Dross Rehoaraal Exorclse.Sopi 0.1083 for 
Edwin I.Halch Nuclear Planl.'' 

* Ooorgia Power Co. 63/09/00. 425pp. 43405:134-43460 280. 

6711130180 Ack rocolpl Of 871021 sconarlo/controllor package lor plant exercise 
schedu'od lot Q7l2QS.Annuel exorcise will bo obsotved to assist In evaluation ol capa- 
bility ol omorgoncy response lacllrlios lo supporl emergency matters. 

COLLINS.D M. Region 2. Ole of the Olioclor. 67/10/29. O'REILLY J.P. Georgia Power 
Co. Ip. 43356-208-43355:206. 

6711090037 Advises that facl'ity annual emergency preparedness oxerose will bo con- 
ducted on 681109. 

GUCWA.LT. Georg-a Power Co. 87/11/02. Oocumoni Corrtrol Branch (Documeni 
Control Desk). 2pp. 43316:067-43315;088. 


6711190176 Ack receipt ol 671002 response to 670902 notice ol violation re vIolaUons 
noted In Insp Repts 60-321/07-18 & 6O-366/67-10.NRC concludes Ihel VJolaNon A 
(07-1 6-05) appropriately classified as Severity Level IV. 

QRACE.J.N Region 2. Ole of the Director. 87/11/10. O'REILLY.J.P. Georgia Power 
Co. 2pp. 43400:140-43400:147. 


6711160169 flev 0 to Emergency Implemonling Procedure e3EP-6lP-069-OS. "Secutib 
Alert • Security Force.'* canceling 8 replacing proceduie W/33SS-SEC-044-SS 4 
33SS-Sec.046 5S.W/871 1 13 Ur. 

GUCWA.L T. Georgia Power Co. 87/11/13. 3pp. 43366:233-43366:235. 


-8711130262 Errata to Amends 144 6 HS to License OPR-57 & Amend 80 lo License 
NPF-S.iO'ns’ng Tech Spoc pages 

* Pro)Ocl Olrocioraio 11-3 07/11/06 6pp 43356:032-43356 038. 

8711160106 Forwards updated I'sting ot ilema ol coirospondenco w/NRC roqu ring writ- 
ten tosponao.includ-ng iioms toady lor closure & pnorill^a1lo^ ot six most outstanding 
submituus In trums ot value lo util. 

QUCWA.L.T. Goorg'a Power Co. 87/tUlO. Document Coniiol Bianch (Oocumeni 
Conirol Oosk). 6pp 43369 01 1-43369:010. 

6711200016 Forwards summary ol NRC 071021. 22 meetings w/util al plant site re 
questions raised during NRC preliminary review ol proposed Insorvlce testing 
program.Enct Ideniillos NRC quoslions & commonts & uM responses. 

CflOCK6R.L.P. Pioloct DireciorolO 11-3. 87/11/12. O’REILLY.J.P. Georgia Power Co. 
44pp. 43406:347.43407.020. 


Q. inspection reports, )E Bulletins 5 correspondence 

8012170462 lE BuiloUn 60-25. "Opatoling Problems W/Target Rock Saleiy- Reflof 
Valves al BWRs . ' 

* QIC ol InspocNon & Enlorcomeni. Oiroclor (620201-670413). 80/12/19 Consol'dal- 
od Edison Co. ol New York, Inc. 6pp. 43226.201-43226-205. 

8305110473 lE Into Nolice 63-39. "Fai.'uro Ol Saleiy/neltol Valves to Open at BWRs - 
Interim Rapt " 

JOROAN.E.L. Dh o! Emergency Preparedness & Engineering RespenBe.lE(6502l2- 
870413). 63/06/17. Consoi'dated Edison Co. of New York. Inc. 2pp. 43226 206- 
43226:207. 


8711200345 Forwards Insp Hoots 50-321/87-28 & 6O-366/87-20 on 87I026-30-No i4o- 
laUons Of deviations Idenlifleo. _ ^ „ 

CUNEWE Region 2. Ole Ql Ihe Director. 87/11/13. OREILLY.J.P. Georgia Power 
Co. 2pp. 43413;119-43413:121. 


8710230213 NRC Info Notice 87-055. "Portable Moislure/Oensity Gauges: floconi Inci- 
dents ol Portable Gauges Being Stolen or Lost " Svc list end. 

CUNNINGHAM.R.E. Division ol Industrial & Medical Nudear Safety (Post 870729). 
87/10/20. Consolidalod Edison Co. of New York, Inc. 69pp. 43324:139-43324 227. 
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ft7l 1030174 Advises lhal util 6501(0 request lor rescission ol 630708 eonlinnatory 
order inapproptial© doe to continuing uncertain'. os w/6WB piping.Oidet may be re- 
sdr^ded after issirance of Rev 2 lo NUBEG-0313. 

CROCKER, L.P Pro;ect Oirectorafe 11-3. 87/(0/29. O'REILLY.J.R Georgia Power Co. 
4pp. 43264:267.43284:270. 

6711060260 forwards response to 871006 Itr [ransm itlng nonce of violation from tnsp 
Repis 60-321/67-22 & 50 366/67.22 on 870831 ■0904.vTolaiion re Inadequate spoc for 
pleasure svritch den 'ad 

GUCWALT. Goorga Power Co. 87/10/30. Docutnoni Control firancti (Document 
Conirol Desk) 5pp. 43303.090-43303.094. 

871 1090011 Responds to NRC 671007 Itr re violations nolod In fnsp Ropt 50066/87- 
23.CorrecHve acllons:Temporary Change 07.1 178 incorporated Inlo Procafcjre 67SV- 
01 1.016-2S to include Toch Spec Amend 71 losi'ng roqu'rerrtonts & rotays tested. 
GUCWAU.T. Gsorg'a Power Co. 87/10/30. Document Control 8tancr> (Document 
Control Desft). 5pp. 43314:338-43314:342 

6711130064 Acli receipt of 871013 Itr infartn'ng NRC of ©tops taken to correct Eolations 
noted in msp Repis S0-32l/87-2t & 50-366/67 2l.Respon9a moots reqii'iemonla of 
I0CFA2 201. 

SPOWNIEB.V.L Region 2. Ofe ol the Diieclor. 07/11/03. O'REILLY^.R Qeorg'a 
Power Co Ip. 43354 216-433 54 218 

8710290234 NRC Info NoFco 67-056, "Improper HydrauHo Control Un4 Inslailallon al 
B'//n Plants. " Sve tat onc(. 

ROSSI.C.E Division ol Operat'onal Events Assossmeni (Poat 870411). 67/11/04 
Consol dated Eef son Co. of New York. (nc. 1 12pp. 43324.P2a-43324.339. 

871 1020017 NRC Info Nol’ce 87 057, "Loss of Emergency Boration Capab-kly Duo to 
Nitrogen Gas Intrusion " Sve list onef. 

ROSSl.C E. Oivlslen ol Operailonel Evenia Assossmeni (Post 670411). 07/11/06. 
Conspr-daied Eriison Co. of New York, Inc. 1 t6pp 4335&;0Ci3-43355.tt&. 

67tt05l)040 NRC Compliance Bulletin 07-002, "Paslenar Tost.ng to Oetermlne Con- 
formance W/Appllcab(e Mail Specs " Sve list end. 

ROSSi.CE Unr^lon of Operational Events Assessrr-ent (Post 3?04f|>. 87/11/06 
Conso'idaied Edison Co. of New York, Inc. 1 18pp. 43397:142-43397:267. 

8711190178 Ack rocc'pt of 87(002 reaponae to 670902 notice of vioiaifori re vtolat-ons 
noled in Insp Pepts 50-321/67-18 6 50-366/87-16. NRC concludes that Violation A 
67-18-05) eppropneteiy classified as Sevonry Level IV. 

GRACE.JN. Reglpri 2, Qlc «1 the Director. 87/tt/tO. 0'nE(Lt.Y.JP. Georgia Power 
C0.2pp 43400:146 43400:147. 

67t(t9()234 Ack recelptol 67(030 IV Irdqrminn NRC Q( stops taken (o correct violations 
noted In hap Repis 60'32l/67-23 A 50-36e^7-23 

0ROWNLEE,V.L. Region 2. Ole of ho O-'racior. 67/11/12. 0'R£ILLY.dP. Georgia 
Power Co. ip. 43400329-43400.329. 

8711200346 Forwards Insp Roots SO-321/87-26 & 60-368/87-28 on e7t028-30No vio- 
lailons or davfaiions idanilf-ed. 

CLlNE.W.6. Region 2, Ole ol the Okeotor. 67/tl/t3. 0'HEil.LY,dP Gooigia Power 
Co 2pp. 434l3;11d-4;3413:l2l. 

-87(1200351 Pariieily wiVthold Physical Soeunty Insc Repts 50421/87-26 60-366/87- 
28 on 871026-30 (ref 10CFR2.790 & 73.21) No violations noted.Ma|or areas 

a ieied.socurity organi2aii'on,le9iing A meint A physical barriers. 

IS.J.O. UCQI/IRE.O.R. Region 2, OfO ol me Ulreclor. 87/t1/l0. Ip. 43413:121- 
434t3:12t. 

8711090140 NRC fnlo Notice 87-058, "Conlinuous Commun'cations Fonowing Emeigen- 
M Notificeliotts." Sve list oncl 

ROSSI.CE. Division of Operafional Events Assessment jPosi 870411). 67/11/16. 
Consolidated Edison Co. of New York, ho. I13pp 43404:176-43404-268- 

8711120027 NRC Info NoVee 87-059, "Poienilal RHfl Pump Loss " Sve lisl o«wl- 
ROSSI.C.E. Division of Operational Events Assessmont (Post 670411). 87/11/17. 
Consolidated Edison Co. of New York, Inc. I20pp. 43467:001-43487.121. 

8711230210 Forwards Insp Repis 50-321/87-27 A 60-36e/87-27 On 67 1026-30 A notice 
ot violation 

COLLlNS,O.M. Region 2, Ofo of the Director. 07/t U18. O'RElLLVJ.P. Georgia Power 
Co. 2pp. 43444:093-43444:1 1 1. 

-8711230238 Notice of violation from insp on 87t02e-30.Vioiations noted laSure to 
take suitable measurements lo dolect A evaluate oirborne radioacUvity haierds A la>- 
uro 10 maintain control A account for SNM. 

COLLINS.O.M. Region 2, Ofo of Ihe OIroclor. fl7/H/10. 3pp. 43444 095-43444:097. 

--8711230253 Insp Repts 80-321/97-27 A 50-366/67-27 on 871026-30 Violallons 
noted-Ma(or areas Inspeclediradfallon prolecilon acilvilios.organfzation A rrtgi 
controls, training A qua-'illcaUorta A Internal exposure control. 

KUZO.G B., HOSEY.C.M Region 2, Ofe of the Oireclor. 87/11/16. 14pp. 43444d)06- 
43444:111. 

8711130008 SuppI 2 to NRC Info Notice 66-106, "Dogradaiion ol RCS Ptosaure Boum)- 
ety Resulting From Boric Acid Corrosion." Sve list encl. 

ROSSI.CE. Division ol Operational Events Assessment (Foal 870411). 87/11/19. 
ConsoHdated Edison Co. ol New York, Inc. U9pp. 43444:195-43444:314. 


R. Periodic operating reports A related correspondence 

8711160074 Monihly opereUng repts for Oci ig67.W/871l06 Itr. 

RJCHARDSON,J.H.. GUCVA.L.T. Georgia Power Co. 87/10/31. 13pp. 43365X127- 
43365:039. 


S. Reportable oecurrencea, LERs A related corraapondence 

8711120137 Special Repl e7-00l:on 860916 A 870922.nre tsied assembly Inoperable 
tor longar than 14 days.Caused by uvit A Bechtel personnel ettor.Fue walcn eaiab- 
llshad A Design Change Request 87-H20-I63 Initialed to correci deficiency. 
QUCWA,L.T. Georgia Power Co. 87/10/30. Document Conlrol Branch (Oocumenl 
Control Desk). 8pp. 43349.073-43349.080. 


8711230177 LER e7 013-00 on 671010 A 1112,RCIC primary containment Isolation sys 
log'c isolated Causod by Increase in sensed torus chamber area differontlal 
lemp.Sieem leaks chocked. Second event under lnvosligailon.W/67l 1 18 Itr. 

BAKER, R.D., GUCWA.L.T. Georgia Power Co. B7/H/18. I4pp. 43424:027-43424:040. 


V. Operator Examinations 


8711190171 Advises util that end ref mail must bo furnished by 671104 In order lo 
meal wrIKen A oral reactor operator A sen'ot operator licensing exams scheduled for 
wk of 880208 

JUUAN.CA. Region 2. Oic of the Dkociot. 87/11/16. O'REILLY.J.P. Georgia Power 
Co. 10pp. 43400.209 43400:218. 
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F. Seeurfty, medical, emergency A fire protection plana 


8711020217 Forwards sxompiion request re Secilon III G.2 ol App R for level transm.t- 
tars (or new safety-grade condensaia slorago. 

ENOS,J.T. Arkansas Power A Light Co. 87/10/29. CALVO.J A. Proleci Dirocioiate IV. 
5pp. 43234: 1 30 43234: 134 


8711050186 Forwards Rev 12 to Arkansas Nuclear One Industrial security olan. Changes 
da rtot decrease safeguards elloctivoness of plan Encl withheld (ref i0CFR73.2iy 
ENOS,J.T. Atkensaa Power A Light Co 67/11/02. Document Control Branch (Dotu- 
flienl Conlrol Desk) 2pp 43261:240-43291:241 

8711(90282 Rev 5 to Emoigency Plan lmp'.eme(\U(xg Procedure (903.13, "Notitication 
of Lillie Rock Corporals Ofiicisl." 

* Arhensas Power A Light Co. 87/11/09. Spp. 43400 045-43400:049. 

8711200363 Advises lhat 670930 changes lo physical security plan consistent w/piovl- 
s.'ons of iOCFR50.64(q) A App E A acceptable. 

CALLAN.L.J Region 4, Ofe or Iha Director. 87/1 l/l6. CAMPBELL, Q. Arkansas Power 
A light (ia 2pp. 43416.335-43416:336. 

87I12S0300 Forwards "Final Radiological Emergency Pr^aredness Exercise Repl," of 
670316 exercise A remedial drill conducted on 670611.DellclutKy re unsuccesslul ec- 
twatton of Pope County emergency operaiions ctr identified Emergency plan adequafe. 
KRiMM R W. Federal Emnrgency Management Agency. 67/1 1/18. CONQEL,F.j. Divi- 
sion oJ Radiahon Protection A Emergency Preparedness (Post 070411) ip. 
43459:276-43459:355. 


-8711250202 "Final Radiological Emergency Propaiednsss Exercise Repl," of 870318 
exercise A romodiel drill conducted on 670611. 

* Federal Emergency Manegemenl Agency. 87/09/15. 76pp. 43458;277-434S6 3S5. 

8711230380 Forwards insp Reels 5l}-3f3/67’3f 6 50-366/67-31 on 670921- 26 & 
nolicoof vieialion.Noiice of vioieiion withheld Jrof 10CFR73.2I). 

CALLAN.L J. Region 4. (3fc ol the D-tsclor. 67^/11/19. CAMP8ELL.G. Arkansas Power 
AUgtilCo. 2pp. 434 19:009-43419.011. 


-8711230402 Perllally withhold Insp Repts 60-313/87-31 A 50-368/67/31 on 670921-26 
(ref lOCf R73.2i).Violaliona noted.MsIor areas inepeclod:6ecunty plan A implomeniing 
procoduras.seeurity orgenizaiion A security piogram. 

CALOWELl.RA. Region 4, OfC 01 the Director. 67/11/09. Ip. 434l9.011-43419.01l. 


P. Operallng license stage documants A correspondence 

8711020506 Advises tnal.olfecilve on 871025.JL Pellet wlD assume position A duties of 
section chlol ol Operator Licensing Section, DN of Reactor Safoiy.replacing R Cooley. 
CAILAN.L.J. Region 4, Ole ol the Director. 87/10/28. CAMPBELL.G. Arkansas Power 
A Light Co. 2pp. 43236 036-43236.037. 

8711030462 Applicalion for emend to License NPF-e,changlng Tech Specs to Increase 
refVoKng water boron concentration A corresponding concorrtratlons in refueling water 
tank A salaly Inlection tank. Fee paid. 

CAMPBELL.T.G. Arkansas Power A Light Co. 87/10/26. CALVO.J. Pro)ect Oirectoraie 
IV. lipp 43251:106-43251:134. 

—8711030460 Proposed Tech Specs, Increasing refueling water boron concentration 6 
corresponding concentrations In ratueling water tank A safety Injection tanks 

• ArKansas Powei A Light Co. 87/10/26. 18pp. 4325V.117-43261-.134. 

6711030490 Application for amend to License NPF-e.changlng Tech Spec to decrease 
(kfok concentration requited Ir bidtic acid rnakeup tank. Review A ^proval of encl 
mall In order to Issue amend prior to next refueling outage on 880212 requeslod.Fee 

SmpBELL.T.G. Arkansas Power A LIghI Co. 87/10/28. CALVO.J. Project Dlreclorale 
IV. Spp. 43251:228-43251:260. 

-8711030494 Proposed Tech Specs decreasing boron concentration required In borlo 
acfrl makeup tanks. 

* Arkansas Power A Light Co. 87/10/28. 14pp. 43251:237-43251:260. 

67(1060003 Applicalion for amend lo License NPf-6,changl(rg Tech Specs lo deaeese 
requksd diHerentlaf pressure produced by HPSI pumps cluring surveillance testing. Fee 

^PaELL,J.G. Arkansas Power A Light Co. 87/10/28. CALVO.J. Project Dlreclorale 
IV. lOpp. 43302;143.43302;163. 

-8711060005 Proposed Tech Spec Page 3/4 6-S.decreasing required diflerenllal pres- 
sure produced by HPSI pumps during sun/eillance testing. 

' Arkansas Power A LIgM Co. 87/10/28. Ip. 43302:153-43302:153. 

67((040343 Application for arrvend to License NPF -6, changing expiration date of license 
(tom 121206 to 180717.Fee paid- 

CAMPBELL,J,G. Arkansas Power A Light Co. 87/10/30. CALVO.J.A Project Director- 
ate fV. 4pp. 43290:026-43290:085. 
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•■8711040346 Pioposod Toch Spec Page I3.changlng expiration data ot Rcanso from 
121200 to ie07l7.Sa1etv ovaluaiion, environ asaosemenl.occupatiooal exposure 
evaluation, needs assessment & NSHC enct. 

• Arkansas Power & Light Co. 87/10/30. 26pp. 43290.030-43290.056. 

8711030339 Parilal response to FOIA request. Forwards documonis ksted In App 
A Docunionts also avol.able in PDH. 

GRlMSLEY.O.H. Division ol Rules a Records (Post 670413). 67/11/02. CONNORL 
OoC'Seaich Associates 2pp. 43250:330-43256:346. 

-8606060190 Forwards performance Into for C-E suppred nucloar (uei lor CY85 on 

S lant by-plant basis, per NRC 660618 roquosl.lnfo includoa numbor ol luel aasombkes 
fuol rods irradiaiod a/or dlschargod a batch average buinups. 

SCHERER.AE. Combustion Engineering. Inc 66/08/01. GERLINGERCH Reactor 
Systems Branch (PWR A). 6pp. 4^3260.347-43258:352. 

8711100431 Generic Ulr 87-16 to all holders ot CPa for nuefoar powor ptania re policy 
staioment on deterred plants Sve list end. 

MlRAGUA.F.j. Assqctato Director tor Prdocta (Post 670411). 67/11/04. ConsolidaiiMl 
Ed.SOn Co. of New Yoik, Inc 46pp. 43402 001 •43402 046. 

8711300223 Nollflcailoh of 671201 rngi meeting w/ut<l in Arlmglon.TX lo discuss licens- 
ee initiatives 

JAUDON.J.P. Region 4. Ofc ol Iho Director. 87/11/23, Roolon 4. Ole ol the Dirocior. 
ip. 43460 360-43469:360 


0. Inspection reports, IE Bulletins a correspondence 

8012170462 IE Ruiieiin 60-26. •'Qpoiatmg PtoWoma 'N/Tatoel Rock Saloty- Raiol 
Valves ai BWRs.” 

’ Ofc ol Inspection a Enlorcomeni, Oirocior (B202Q1-0704I3). 60/12/10. ConsoHdai- 
od Edison Co. of Now York, Inc. 5pp. 43228 201 -43226:205 

8306110473 IE Info Notico 63-39, "Falluro Of Saloly/Ro'iof Valves lo Open ai OWRs - 
Interim Rrml " 

JORDAN, tL. Div of Emergency Preparodnoss a Enginooring Rospor>8O.IE(8502l2- 
870413). 03/08/17, Consoildalod Edison Co. ol Now York. Inc. 2pp 43226206- 
43226 207 

8711020329 Forwoids ln$p Repta SO'313/67-34 a 50-366/07-34 on 670926-1002 No 
violations or deviation noted 

CALLAN.L J Region 4, Ofc of tho Director. 87/10/28. CAMPBELL.O Arkanaas Powor 
a Light Co. 2pp. 43233:325-43233:335. 

-8711020433 Insp Roots 50-3I3/87-34 a 60-360/07-34 on 870926- 1002.No vhjiaiions 
(M deilat'Ohs noted.MsIor areas inspecloQ'. vetillcatiori ol Rag Gtide v97 conto'm- 
anee for Linii 2 a followup of previously identifiod noma. 

PICK,Q,A.. SEIDLE.W.C. Region 4. Ofc of tho Director. 87/10/26. 7pp. 43233:327- 
43233:335. 

6710230213 NRC Into Notice 87-095, "Porlebfe Moisturo/Oens.ly Gauoos: Recent KKl- 
denis ol Portable Gauges Being Stolon or Lost." Sve list ertci 
CUNNINGHAM, R E. Division of industrial a Medical NuCloer Safely (Post 670729). 
67/10/29. Consolidated Edison Co. of Now York, Inc 09pp. 43324:139-43324:227. 

871 103001 1 Forwards Insp Ropis SO-313/87.30 a 50-366/67-30 on 670901-30 a r>ol>co 
of viotaiion 

CALLAN.L J Region 4, Ofc of ihe Oirocior. 67/10/20. CAMPBELL.O. Arkansas Powor 
a Light Co 2pp. 43262: 1 73-432S2. 1 96, 

-871 1030013 Notico Of violation from Insp on Q7090l-30.vioisiion noted. ie4uto lo have 
adequate lubrication schodulos for aefoly-roleled pump couplings. 

• Region 4, OtC el thoOireolOi. 87/10/29. 2pp. 43262.176.43262:176. 

-8711030016 Insp Repta 60-313/67-30 a 50 360/86-30 on 670901-30. VtolaiKins 
noiod.Malor areas Inspociod oporalional safely vorilication.malni.survelUance.followup 
on previously Idoniifioa Items a fottowup on allogailon. 

JOHNSON, W.D , HAR0UCK.C.C., JAUDON.J.P. Region 4, Ofc of tho Weclot. 87/10/ 
19. 20pp. 43252:177-43252:106. 

6710290234 NRC Info Notice 67-056, "Improper Hydraulic Conirol Unit insieiiaiion si 
8WR Plants." Sve list end. 

ROSSI.C.E Division ot Operailonal Events Assessmoni (Post 870411). 67/11/04. 
Consol'daiod Eason Co. of Now York, Inc. 1 12pp. 43324:228 43324.339. 

8711060179 Forwards Insp flepls 60-313/87.23 & 6O-360/87-23 or» 870810- 21. No vio- 
lations noted Allenllon to Idonliliod areas of concern requested. 

CRUTCHFlELD.D Division of Roacior Pro(ocls • III.IV.V a Special Piolecls (Post 
870411). 87/11/05. CAMPBELL.O- Arkansas Power a Light Co. 3pp. 43300.346- 
43309:360. 

-8711060184 Insp Repts 50-313/87-23 a 60-36a/87.23 on 8706t0.2l.No violations 
noted. Major areas lnspectod:plant mods ol sys a componenis.maint.piant operations 
a corroctivo actions. 

CORREIA.R P. Office of Nuclear Reactor Regulation, OVoctor (Post 870411). 
BOAflOMAN.J. Region 4, Ofc ol the Dirocior. HAAG.R. Region 3, Ofc o* Iho Olrecior- 
87/10/20. 14pp. 43309;35t.43310.004. 

8711020017 NRC Info Notice 87.057, "Loss ol Emergency Boratlon Capabkly Ck>e lo 
Nitrogon Gas Inlrusion." Sve list oncl. 

ROSSI.C.E. Division ol Opotallonat Events Assessment (Post 870411). 87/11/06 
Ccnsolldeied Edison Co. of New York. Inc. 1 iGpp. 43355:003-43355:119. 

87110S0040 NRC Compllanco BulloUn 87-002, "Fastener Tosling to Determine Con- 
formance W/Appllcable Mall Specs." Sve list end. 

ROSSLC.E. Division of Operational Events Assessmoni (Post 870411). 87/11/06. 
Consoildalod Edison Co. of New York, Inc. 1 16pp 43397:142-43397:257. 

8711170260 Ack receipt of 87f0t9 Hr Informing NRC ol slops taken lo correct Wolallons 
noted in Insp flepls S0-3l3/a7-16 a 50-360/87-15. 

CALUN.L J. Region 4, Ofc of Ihe Director. 07/11/13. CAMPBELL.O. Arkansas Power 
a Light Co tp. 433e4.095-43384-.096. 

-8711170273 Responds to NRC B70615 Hr re violations In Insp Repis 50'313/67-l5 A 
50-368/87-16. Corrective actlons project structured to reconcile salety-rststed piping 
isomelric a hangor drawings w/as buill plani conditions Implomsnied. 

LEVINE.J.M. Arkansas Power a Light Co. 87/10/19. CALLAN.L.J. Region 4, Ofo ol 
Ihe Director. 3pp. 43384:096-43384:008. 


871 1090140 NRC Into Notice 67-056. "Continuous Communications Following Emergen- 
cy Noblicaiions." Sve Hsi end. 

ROSSI, CE. Orvision ol Operational Events Assessment (Post 670411). 87/11/16 
Consolidated Edison Co. of New York, Inc. 1 13pp 43404:176-43404:288 

671 1230342 Ack rocoipl of 871030 Hr Informing NRC ol steps teken lo correci violations 
a deviations noted in Inap Repts 6a-3i3/67.U a 5O-360/e7-l4 Deviation B lespon- 
sfvo lo concerns raised 

CALLAN.L J. Region 4, Ofc ol the Director. 87/11/16. CAMPBELL.O. Arkansas Power 
a Light Co. 2pp. 43419:065-43419.072. 

-871 1230363 Responds to NRC 670930 Hr re violations a deviations nolod in Insp 
nt^ts 50-313/87-14 a 6O 368/07-14. Corroctivo aciion9:rostrlciion8 will be placed on 
live load capacitlos ol elevations 372 a 366 It 

LEVINJ.M Arkansas Power & Light Co. 07/10/30. CALLAN.L.J. Region 4. Ofc of the 
Oirocior. Spp. 43419 087-43419 072. “ 

e711i«0027 NRC tniD Nbttce 87 059, "Poienlial RHR Pump loss." Svc list end. 
ROSSI.C.E. Division ol Operailonal Events Assessment (Post 870411) 07/ii/i7 
Consohdaled Edison Co. of New York, Inc. I20pp. 43407:001-43487:121. 

9711130008 Suppl2 to NRC Into Notice 08-108, "Oegradailon of RCS Pressure Bound- 
ary RosuHIng From Boric AcldCotiosion." Svc ksl end. 

ROSSI.CE. Dwlslon of Operational Events Assessment (Post 870411) 87/11/19 
Consoildalod Edson Co. of New York. Inc IlDpp. 43444:105-43444:314 

8711230380 Forwards Insp Repts 50-313/87-31 a 50-368/07-31 on 870921- 25 a 
noMce ol violsiion.NotIco ol violation withhold (ral 10CFn73 21). 

CMLAN.L J. Reg, on 4. Ofc ol lha D-rector. 87/11/19. CAMPBELL.O. Arkansas Power 
a Llgni Co. 2pp. 43419:009-43419:01 1. 

-6711230402 Pailiaily withhold Insp Ropis SO-313/07-31 a 60-360/87-31 on 870921-25 
(rot lOCTfl73 2l).\/)olallons noted Major areas Inspected socurity plan a Implemontmo 
pioceduiesAOtuiiiy oioanlzailon a socuilty piogram. 

CALDWEU.RA., YANDELL.L.A, flog-pn 4, Ofc ol tho Oireclof. 87/11/09 In 
43419:011-43419 01 1 

6711260238 Forwards Insp Repts 50-313/87-20 A 50 368/07-20 on 870720-24 No vio 
latfons Of dovisilofts nolad.Two uwesalved Hems idenMiod le co(ied»o action pro- 
oram. 

WLLAN.t J- Region 4, Ofc el the Diredof. 87/11/20, CAMP3£LL,G. Arkansas Power 
a LIghiCe- 2pp. 43460:160-43480:165. 

J70720-24 No vfo'allona or 
acliOn program. 

Oirocior. 87/11/20. 4pp. 


-6711260243 Insp Reois 60-313/87-20 8 50-388/87-20 on I 
deviations noiod Major areas inspected: liconsoo conoclive 
80AflOMAN,jn.. $ElDL6,W.C. RoglOh 4, OfC Of Iho 
434^.ie2'43460;165. 


8. ReporlBble oocurrences, lERs a related correspondence 

8711080243 tnlorms Ihol suppi lo LER 67-003 00 wlH be delayed unirl 680501 duo 10 
pieiiminety naiuie of some aspects of pernianem repair plan of unil oroeeurlror.Der 
871028 moeling. 

LEViME.j.M. Atkensae Power a iiohi Co. 67/10/28. Oocumeni Conirol Branch (Docu- 
mom Control Desk), ip. 43308:286-43308 206. 

8711090027 Suppiemeniai Pan 2i a deficiency ropi ro poicniiai dogradedon in C-E 
prweurirer healer sheaths furnished by WaPow Electric Mig Co.inHiaily reported on 
8^6 1 1 .Welled or swelled mMnesium oxide deove could cause itaciuie. 
SCHEREfl.AE. Compuslloh Engineering, inc 87/10/30. MURLEY.T.G. OHiCe ol Nu- 
doat Roeclor Regulation, Dirocior (Post 670411). Spp. 43314:026-43314 028. 


V. Operator Examlnatlone 


•711090216 Advises that operator roquaiillcation program evalualion will not bo per- 
■wmod during FyeS.due lo EDO 870911 suspension ol requal fication program 
evakiatfons Addi feclote aflecimg decision listed. 

GAGllARDO,J E. Region 4, Ofc of ihe Director. 87/11/05. HANNON J N Operator Li- 
censir^ Branch, ip. 43313:206-43313:206. 
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f. Beourliy, medical, emergency 6 fire protection plans 

8711130196 Forwards SALP Board Ropis 50-269/e7-33.60-270/87-33, 50-287/07- 
33.«)-389/e7.29.6O-37O/07-20,5O-413/87-26 a 60-414/87-26.Oconee 8 McGuire 
evaluated for Mar 1666 - Jul l687.Calawba ova'uated for Oct f985 • Jul 1987. 
QRACE.J.N. Region 2, Ofc ol Ihe Oireclor. 07/10/20. TUCKER, H.B. Duke Power Co 
7pp. 43357:093-43357:214. 

-8711130163 6ALP Repts 50 369/67-20 a 60-970/07'2g for Mar 1986 ■ Jul 1987 
’ Region 2. Olo ol the Director. 87/10/20. 39pp, 43357:176-43057:214. 


P- Operating license stage documents A correspondence 


9711030295 Ach that rav to util Topical Rept DPC-NF-2010A, "Nuclear Physics Melhod- 
otegy for Reload Design," contains minor stallsdcal error.por 871016 Hr.Hevised docu- 
ment scheduled to be submitted by 670129. 

TUCKEfi.H.B. Duke Power Co. 87/10/22. MURLEY.T.E. Ollico ol Nue’ear Reactor 
R^atlon, Director (Post 870411). HOOO.O.S. Project Oireciorole 113 ip 
43i52:l01-4325&101. 

8711030285 Forwards requests lor relief from ASME Code Secllon XI 
taoulrement6.lncluding request for relief from hydrostalic lesiing of groundwater moni- 
toring piping being modified A from hydroelalic testing requirements for listed welds. 
TL/CKER.HiB- Duke Power Co. 07/10/26. DocomenI Control Branch (Documenl Con- 
trol Desk). 22pp. 43262-264-43252:305. 



87 1 1020364 Notl'icatlon of 67110G meoting w/uM & Weslinghouse in PhliacIe<pMa,PA to 
discuss tesulls of Fianhlm Ftosaarch Cir exam ol crecKs In pois Shalt welds ol reactor 
(np breaker. 

HOOD.D.S. PfOloct Directorate 11-3. B7/10/27. CROCKER, L.P. Proioct Otfeciorate 11-3. 
4pp. 43239.2a5'4323g:2B8. 

0711000008 Forwards shipping schodu'a to inform of util intern to continue sIMpmenis of 
spent luol (lom Oconee to McQvlra Nuc'ear Station Mode ol transit wil be truck-lralar 
& earner by McOII End withhald (ref I0CFR73 80) 

HUDSON, F Q Ouko Power Co 87/10/27. MCGUIRE.O. fleolon 2, Ofc of tho DItoclor. 
Ip 43324 051-43324 051. 

8711020331 Forwards summary ol changes made to laDiity.lndudlng Class F bypass 
pping D/ound Valves 2NM424.425.428 a 427 being replaced w/Class B ppmg. 
TUCKER, H.Q Duke Power Co. 87/10/28. Document control Brandt {Document Con- 
trol Desk). 6pp 43237:3t3-43237 320 

8711030168 Summarizes findittgs on backlit determination le conlainmeru Iniegraied 
look raid tcsling.lncluding slarf reluctance to allow short-duration lasts usirtg Mass- 
Plot rrelhod.ROQuosC re as lound laakago rale denied. 

VARGA, S.A Ovislon of Reactor Prolecls - I/ll (Post 870411). 67/10/29 
TUCKER.II.D. Duko Power Co. 7pp. 43263:145 43283:181. 

871 1 100383 Forwards addi lest data of VO valves for faciit es in support ol utl eppUca- 
llorv for amends lc» Licenses NPF-3S & NPF-52.changlng Tech Spec Survellertco fta- 
i/'romonl 4.6.1 04. Previous amend requested lo be granted. 

UCKER.fl.B. Duke Power Co. Q7/I1/02. Document Control Branch fDocumertl Con- 
irof Desk). 4pp. 43343:317-43343:320. 

0711100431 Generic LW 87-16 to all holders ol CPs lor nuclear power plants re pcKcy 
slelomenl on dalerrod plants Sve list end 

M<RAGLIA,F J. Associate Director lot Projects (Post 870411) 67/11/04. Consoldaied 
Ed son Co. of New York, Inc. 4&pp 4340l00 1-43402 046. 


O. Inspecllon reports. IE Bulletins 8 correspondence 

8012170482 IE Gu'leiin 80-25, "Operating Problems W/Targel Rock Safoty- Re''al 
Vaivoa at BWRs." 

* Ofc of Inspecllon & Enforcomenl. Director (620201-870413] 60/12/19. Consolidat- 
ed Edison Co. of New York. Inc. 5pp 43226 201-43226:205. 

8305110473 fE Info Notice 83-39, "Failure ol Salety/Relief Valves lo Open at BWRs • 
Inienm Rqpl." 

JORDAN, EL. Dw Of Emergency Preparedness & Engineering Response, IE(6S02I2- 
970413). 83/08/17. Consolidated Edison Co. of New York, Inc 2pp. 43226206- 
43226 207. 

8711130138 Forwards SW.P Board Repta 50 269/87-33, 50-2T0/87-33, 60-237/67- 
33.50-389/87-20.50 370/e7-29,50-4l3/87-26 8 50-414/87-26.Oconee & McGura 
ovaluated for Mar 1986 - Jul 1967.C8iawba evaluated lor Ocl 1985 - Jul 1987. 
GflACEJ.N. Region 2. Ofc of the Director. 87/10/20. TUCKER, H.B. Duke Power Co. 
2pp 43357 093-43357:214 

-871 f 1301S3 SALP Ropls 60-369/87-29 8 50-370/87-29 lor Mar 1986 - Jul 1987. 

• Region 2, Ofc ol the Director. 87/10/20. 39pp. 43357:176 43357 214. 

8711130089 Discusses Insp Ropt 50-369/87-26 on 070603-07 8 forwards noiico of vlo- 
lat.en 8 proposed Imposition ol civil penalty in amount ol $lOO.OOO.Pcna1ty based on 
tnoperab^ify ol Train A emergency diosol generator on 870726 8 30. 

GflACe.J.N. Region 2, Ofc ol the D-rector. 87/10/28. TUCKER, H B. Duke Power Co 
4pp 43354 210-43354:225 

-8711130077 Nolica of violation 8 proposed Imposition of civil penalty In amount ol 
SlOO.OOO.Violations noted.dlssel generator inoperable lor more than allowed Tech 
Spec limil & operations mgt ptoccouro noi properly implemented. 

QnA£E.J.N Region 2. Ofc of the Director. 87no/28. 3pp 43354:223-43354 225. 


8711100458 Forwards Amends 77 & SB lo Licenses NPF-9 8 NPF-t7. respeciivaty & 
safely ova’ualioaAmonds change Tech Spec 3/4. 1.3 "Moveable Control /^sembkes" 
& bases to piovklQ longet opatailon w/mopeiable but trippabis control tods. 

HOOD.D Proioct DIteciorota 11-3 87/11/05 TUCKER.H B. Duko Powot Co. 2pp 
43342:269-43342271. 

-8711100466 Amends 77 8 58 lo Licenses NPF-9 8 NPF-l7.respoctMety. cKarvging 
Toch Spec 3/4. 1.3, "Moveablo Control Assombliea" 8 bases to provido longer opet- 
allanw/inopereblo bul tnppable control rods 

CnOCKEfl,L.P.Pto:oci Oiraclorala 11-3. 87/11/05, 10pp. 43342 256-43342:267. 

-8711 100468 Safety ovalualion euppoding Amends 77 8 58 to Uconses NPF-8 & NPF- 

' Cwiic^ol Nuclear Reaclot Regulation. Oitocior (Post 870411) 87/li/OS. 4pp 
43342 268 43342:271. 


8710239213 NRC Into Notice 87-055, "Portable Moisturo/Density Gauges: Recent Inci- 
dents of Portable Gauges Being Sloien or Lost." Sve list end. 

CUNNINGHAM. R E Division ol Industrial & Medical Nuclear Safety (Post 870720) 
87/10/29. Consohdaled Edison Co. ol New York. Inc. sgpp. 43324;i39-43324:227. 

8711130137 Forwards Insp Repts 50-369/67-39 8 60-370/87-39 on B70921-1020.No 
violations or dovlalions noted. Unresolved iiam identified. 

anOWNLEE.V.L. Region 2, Ofc ol the Oireclor. 87/11/03. TUCKER.H B. Duke Power 
Co. 2pp 40354 172 43354:163. 

-8711130146 map Repis 60-369/87-39 8 50-370/87-39 on 670g21-1020.No violslions 
or devisiions rioted Msjoj ereas Inspected operations safety vorificailon.8urvoil'arce 
testiftamalnt actlvines a followup of previous snforcemeni actions. 

ORC^S.W . GUENTHER.5.. PEEBLES.T.A. Region 2. Ofc of the DIreclor. 87/i I /03 
lOpp. 4 3354:174-43354 1 83. 


8711100362 Nolillcaiion ol 671123 meoiing w/uills.LASL.ANL 8 V/esiiMhouse In 
Oothosda.MO lo discuss LASL comments on Westinghouse revised LOTlC-3 drain 
flow hoel liensfor models lor main stesm i<ne break analysis inside containmortL 
A(JLUCK.n. Ofc ol special Prolocts. 67/11/06 2IA/0LINSKI.JA. Oic Of Special 
Prolecls 7pp. 43342:197-43342:203 

6711130338 Forwards SER accopUng uM proposed ATWS mitigating ays eciueiiot^ dr- 
cuilry for fsci'KlOS.por iOCFRS9.62(ej(1) 8 pand-ng (Inal rosdluflon of Tocb Speo 
Issue Uut (oconunondod to proceed w/instaiiallon as scheduled 
HOOD,O.S ProjftCl Oraciorelo 11-3. 87/11/06 TUCKEn.H 3. Duke Power Co 2pp. 
433ea;l2l-43360:l33. 


-8711 130352 Safety ovaluation acoepUng ubi proposed ATWS mitigating ays aciueiion 
clrcuTiy for fac-lilioa.por l0CFfl60.M(cKi) 4 pondmg final raaoiuHon of Tech Speo 
ld6UO 

• Oll-CO of Nudoar RoaclOf Rogolailon. Direclor (Post 870411). 67/11/09 Hpp. 
43360:123-43360:133. 


671 1 180086 Forwards rcquosi lor oddI into lo RTD bypass ays removal discussod In wM 
870526 07220631,1001 & 651029 lirs. Response cequosled within 16 days ol l(r date. 
JAOBOUn.K.M Prolecl Dlrecloraie 11-3 87/11/06. TUCKER.H 6 Duke Power Co. 
6pp. 43362:168-43362.161. 

67III60078 fleduests corroclivo acllon p'ans & schedule lo bring design into compii- 
anco w/Comrnl8Slon 840615 order re SuppI 1 lo NUflEQ 0737, "Rec^lromenis lor 
Emoffloncy Roaponsa Capability." ^ „ .... 

HOOuDS Pro'ecl Dreclorato 11-3. 87/11/09. TUCKER.H. 8. Ouko Power Co. 3pp. 
433e3.b20-433M 030. 

8711190347 OiscussoG 870824 Ilf Iransmilling Amend 11 of ulil topical QA repLper 
I0CFR60 e4(a).W/addilion ol listed slaiemcnf.OA program conllnuos le meet f«(|uko- 

monis of lOCpnSO.App a 4 acceptable ^ 

JUL1ANC A Region 2, Ofc of Ihe Direclor. 67/11/12. TUCKER.H. B. Duke Power Co. 
2pp. 43401:317-43401:318. 

8711180122 Notification of 871202 meeting w/B&W.BNl.BNWL 4 Duke Power ^ In 
Beihesda MD to discuss B4W lop:cai repis on reload msihodoioglos lo be used tor 
roluekng Duke Powot Co tedrcufalng sleam generator PWRs MeelIng agenrfa eiKl 
t?3M Y Rwclor Syslems Branch 87/11/16 HODGES.M.W. Reaclor Systems Branch. 
3pp. 43394:316 43394:317. 

8711230363 Clarifies ulil B7IO20 Hr suminarizing 10CFR50.59 changes to facBiN In 
1988 Containment hydrogen monitor wi'l oonlmue to be Tech 

Specs Commiiment msd^n 840329 Hr vrfll be revised re operaiion of ^ 

TUCKER H B Duke Power Co. 67/11/19. Docunient Cooirol Brench (Document Coiv 
Itol DeskJ. 2pp. 43419.007-43419.008. 

6711240100 Revised application lor amend to Licenses NPF-9 & 

Tech Soecs lo add note lo assure meint of auiomalo isolalion Mpabili^ of coniritr- 
mani ouroe svs w/o Inepproprlelely adding Monitor EMF-39 to ESFm fable. 
TUCkIr^ Duka Power 87/11/19. Document Control Branch (Document Con- 
liOl Oeski, 3pp. 43431:324 -43431:354. 

-8711240104 Proposed Tech Specs adding note lo wwie 
cwabiliN of cmilainment purge sys w/o inappropriately addmg Monitor EMF-39 to 

^Out?&erCo. 87/11/19. 28pp 43431:327-43431:354. 


8710290234 NRC Into Nohee 87-056, "Improper Hydraulic Control Unil Inslallallon at 
eWR Fianis " Sve ksloncl. 

ROSSICE. Division ol Operational Evenis Assessmenl (Post 870411). 87/11/04. 
CoASOii’daiod Eason Co. of New York, inc. Il2pp. 43324:226-43324:339. 


8711100300 Responds Id violallon noierf In Insp Repis 50-369/88-20 & 50-370/86- 
20 Corrective eciions:LimitoiQue mcior-operaleo valve grease caps specific Insfrue- 
Uons added lo Limiiorquo insiruction/instailation manual lo require dust cap removal 
TUCKER H a. Duke Power Co 87/U/04. Documoni Control Branch (Document Cen- 
UolOesk). 4pp 43335 008 43335 011. 

8711160126 Forwards revised responses lo NRC Hr re violations noted in insp Repis 
50-366/87-26 & 50-370/87-26 Corrective actions: overtimo requirements bonsmillod 
to euper^sion & staff personnel in 870923 staff meeilngs. 

TUCKER.H. D. Duke Power Co 87/11/05. Documenl Control Branch (Documenl Cen- 
ItolOosk) 4pp. 43364 028 43364:031. 

8711620017 NRC Info NoHce B7 0S7. "LOSS Of Emorgoncy Borallon Capability Due to 
Nitrogon Gas Iniruslon " Sve list end. 

ROSSi.CE. Division of Operational Evenis Assessment (Post 670411). 87/11/06 
Consmkfaied Edison Co. of New York, Inc. 1 t6pp. 43355.003-43355: 119. 

8711050040 NRC Compliancs Bulletin 87-002, "Fasiener Testing lo Determine Con- 
formance W/Applicablo Mall Specs " Sve lisl end. 

ROSSI.CE. Division ol Operational Events Assessmenl (Post 870411). 67/11/C8. 
Consoiidaied Edison Co. of New York, Inc. 1 16pp. 43397:142-43397:257. 


8711100303 Responds lo violallon noted In Insp Repts 60-369/87-36 & 50-370/d7- 
36.Coirective actlona.slave relay lesl procedures changed to require opposite train of 
VC/YC sys to be in operation during lesl. 

TUCKER H B. Duke Power Co. 67/11/06 Documenl Conlrol Branch (Documenl Con 
trol OeNt). 3pp. 43334:359 43334:381. 


871 1090140 NRC Info Notice 67-058, "Continuous Communications Following Emergen- 
cy Nobfceiions." Svo lisl end. 

ROSSICE. Division of Operational Events Assessmenl (Posi 670411). 87/11/16 
(}onsol'ida1ed Edison Co. of New York, Inc. 11 3pp. 43404:l76-43404-29e. 


8711120027 NRC info Notice 87-059, "Poienilal RHR Pump Loss." Sve lisl end. 
ROSSiCE Division of Operstlonal Evenis Assessmenl (Posl 870411). 87/11/17. 
Consolidated Edison Co. of Now York. Inc 120pp. 43407:001-43487:121. 


1711230429 Ack faceipt ol 871 106 Hr inlorminq NRC ol steps taken to corrocl vlolaton 
rtoted in Irtsp Roots 50-369/87-36 & 50-370/87-36. 

REYES L A Region 2, Ofc of the Direclor. 87/11/18. TUCK£fl,H.B. Duke Power Co. 
lo 43423 057-43423.057. 


8711130008 SuppI 2 to NRC Info Notice 66-108, "Degradation of RCS Pressure Bound 
ary Resulllng From Boric Acid Corrosion." Sve list end. 

ROSSI C.E. Drvislon ol Operational Events Assessment (Post 870411). 87/11/19 
Consoiidaied Edison Co. of New York, Inc 119pp. 43444:195-43444:314. 


871123Q324 Forwards Insp Repts 60-369/87-40 & 50-370/87-40 on 6710)9-23. No vio- 
lations or deviations noted. 

HERDTA R. Region 2. Ole of the Director. 87/11/19. TUCKER.H.B. Duke Power Co 
434l9:061-434t9;094. 
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-8711230338 Insp Flepis SO-369/’67-40 & 50 370/87-40 on 871010 23.^0 v.-olai-ons or 
Oeufallons noled Major areas Inspecied.powoi oporated toUaf valve tnod9.fiiainl & in- 
spector followup itenis. 

QIRARO.E.H., BLAKE, JJ. Region 2. Otc Of tPO Director. 87/11/17. 1?pp. 43410:083- 
43410.094. 

8711300034 Responds to notice of violation & proposed irrposition of civil por«aliy fn 
amount of $50,000, per Enfoicernoiit Action EA-Q7'i63.CorrQciiVQ eciionsioperelors 
d.scipl.ned & si^ervisor counseled Escalation of penalw unwarranted 
7UCi<ER,H B DuKo Power Co. 87/11/25. Document Control Branch (Docu-Tiertl Con- 
trol Desk). 17pp 43473:056 43473.073 


8711030168 Summarizes f.ndings on backf.i doiermination ro containrr.ont integrated 
leak rote iirsling.lnclud'ng staff reluctance to allow sdo.d-duration tesis us.ng Mass- 
Pkil rrteihoJReciuasl re as found loaksgo rate domed 

VARGA.S.A. O.vision ot RoaCor Projects - f/ll (Post 870411) 87/10/29 
TUCKEH.HB Duke Power Co 7po 43263:145 <l3263.t51. 

8711100383 Forwards eddi lost data of VO valves lor laci'itles In support of ut l appl'ca- 
lon (Of amet'ds to Licenses NPF 35 A NPF-52,char.gi.ng Tech Spec Sa-vcilianco Re 
uroment 4 6.1.0 4 Previous amend roQuOsiod to bo g,'anied. 

UCKER.M 8. Duke Power Co. 67/ 1 1/02. Document (jontrol Rranch (Document Con- 
IrolDesk). 4pp 43343 317-43343 320 


R. Periodic operating reports & related correspondence 

8711230024 Monthly qporeting ropis lor Oc( 1907.W/Q71 1 13 Hr. 

REAVIS,J.A, TUCKER.H.B Ouko Power Co. 87/10/31. 12pp. 43418:158-43418:169 


8. Reportable occurrences. LERa & related correspondence 

871 1020396 LER 87 020-00.on B7090S,RHR pump Q declared Inopotabfe duo to Isda- 
li'on o1 How instrunieni. Caused by personnel (ail ng to assure tnstrumoni piopeily re- 
turrred to sve eltoi 870828 ropair or (oak. Instrument uniSQlaied.W/07i027 Hr. 
LEROY.S.E , TUCKER.H.B. Duko Power Co. 87/10/27 Opp. 43235 228-43235:237 

8711090012 lER 07-02l-00:on O7Q0l6,laGiliiy blackout occurrod duo to relays ertotgiz- 
mg during lasting Caused by personnol error. Qusl'no 1 B stabilized Evaiuahort of com- 
pressor alignmonis VI & design toviow of power supply ln,iio|od.W/87t029 Hr. 
LeROY.SE, TUCK£n,H0. Duke PowOi Co 07/10/29. 10pp 43315082-43315.091 

671 1030526 Noncomp'ianco noiilicallomon Q7l007.dally max GOO limit of 45.0 mg/l ux 
caoded at saatary waslo Iroaimoni syS (outfall 003). Analyse rusuH 51.0 mg/l Cause 
siinbuled lo cooler wcaibor Coiroclivo action aoiaiion pauorns cbengod 
HALLER,W.A Ouko Power Co. 87/10/30 RAM&EY,0 North CarCKma. State ot ip. 
43260.222-43260 222 

6711060180 LER 87-023-00:on 871001. control room vonlilatlon/chllod waior Trans A 8 
B ch I'ors doda'od inoperebio Tro-'n A tup caused by blown tuso TraVi 0 inp caused by 
la-lvxeof acwalot rmcioswAOvFusoroplacedWf 871102 Ui. 
lEROY.S E , TUCKER.H.B. Ouko Power Co. 87/11/02. 7pp 43303:177 43303 183 

8711100488 LER 67-02<l-00.on 871002,060 6f<wivJ log seolmg surface ot roscler bklo 
equipmoni hatch- discovorod.Causod by inadequate procedural tnsiruchons & insufir 
deni adminishailvo conuols. Procedures to bo (ovl80d.w/07i i 02 hr. 

LEROY ,SE,TUCKen,H.a OuVe Power Co 87/11/02 Opp 43338.040 43336.047 

8711160211 NPOES noncornpllanco nolificailon:on d7i0l8.soiui>on bogan laaklng 
through chock valvo,durlnQ process of lillmg steam generator w/wator conlainng 
hydrazino.Causod by dogged floor dra'n in structure Hoieaso posod no throat to 

B irbl'C 

ALlER.W.A. Duke Power Co. 07/11/09. GLEASON.n.R North Catoina. State of. 
2pp. 433e8.300-'13368:30l. 

8711160216 Special ropt:on 8708l6,iiialtunc(lon of main lurthno gono.*olor confre^s 
caused rapidly decreasing main steam line pressure irigguring snfafy In.'ociio-Vroacior 
U'p Saloiy ihieciion & unusual ovoni letm'naled S repnirs completed on O7O02t 
TUCKER.fl.e Ouko Power Co. 07/11/13. Oocumeni Control Bronen (Oocumoni Con- 
trol Desk). 2pp. 43400:283-43400:264. 


V- Operator Examinations 

6711300034 Responds 10 notico of vco.'aflon & proposed Imposition ot ciwl ponslly m 
amount of $5d,000,por Enlorcomenf Action EA-87-i63.CortocUvo achorksopotaiors 
d scipl'nsd & supervisor caunsolod.Escolaflon of penalty unwarranted 
TUCnER.H B Duke Puwor Co 07/t 1/36 Oocumeni Control GiarKh (Document Con- 
trol Dosk). 17pp. 43473:058-43473 073. 
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P. Security, medical, emergency & tire protection plana 

8711130138 Forwards SALP Board Repis 60-269/07-33,60 270/87-33. 60-287/87- 
33.50-369/67-20,60-370/67-29, e0-413/87-3e & 50-41 4/87-26 Oconoo & McOuro 
evaluated for Mar 1086 - Jul l907.Calawba ovelualed for Oci 1805 - Jul 1687. 
GRACE.J.N. Region 2. Ofe of tho Olroctor. 87/10/20. TUCKER, KB. Ouko Powor C^. 
2pp. 43357:093-43357;214. 

-6711130153 SALP Repis 60-369/87-29 & 60-370/07-29 for Mar 1086 - -Jul 1967. 

* Hog'on 2, Ole of the Difodor. 87/10/20. 39pp. 43357:176-43357 214. 


P. Operallng license stage documents & correspondence 

871 1030295 Ack that rev lo util Topical Repl OPC-NF-2010A. "Nucloar P7w8ii» MeUiod- 
ology for Reload Design," contains minor statistical orror.per 671016 lir.Rovisod docu- 
menl scheduled to bo submitted by 670129. 

TUCKER.H.B. Duko Power Co. 67/10/22. MUHLEY.T.E. Office of Nudoar Reacior 
flagulailon, Diroclor (Post 870411). HOOO.D.S. Pro|ocl Diroclorate K-S. ip. 
43252:101-43252:101. 

6711020354 Notrllcalion of 071 103 meeting w/util & Wostinghouse In Pt)itadelpliia.PA to 
discuss results of Franklin Research Ctr exam of cracks In polo shall welrfs of roacior 
trip breaker. 

HOOD.D.S. Prelect Directorate H-3, 87/10/27. CROCKER, L.P. Prqect Olroctorale n-3. 
4pp. 43239:265-43239 288. 

8711020331 Forwards summeiy of changes made lo faeWHy, Including Class F bypass 
p-^lng around Valves 2NM424, 426.426 i 427 being replaced w/Class B pIp-Ttg. 
TUCRER.H.B. Duko Powor Co. 87/10/28. Document Conirol Branch (Document Con- 
trol Desk). 8pp. 43237:313-43237:320. 


8711100431 Generic Ltr 87-15 to all holders 01 CPs for nuclear power p'anis ro policy 
statemont o» deterred plants Sve Ust oncL 

MIRAGlia.FJ Associate D rector tor Prelects (Post 870411) 07/11/04 Consolidaird 
EdispnCk) et Now York, Inc. 46pp 4340100I-43402 046. 

0711100459 Forwards Amends 77 A 68 to Licenses NPF-9 S NPF i/, rospociwoly S 
aatoiy evaluation Amends char'.go Tech Spec 3/4.1 3 "Moveable Control Asscmbl'os" 
A bases io jvovide lorgor ope,'ation w/inoporable but irippahie control rods 
HOOO.O PfOteci D-recioraio 11-3 67/11/05. TUCKER,HB. Duko Power Co. 2pp 
43342 256 43342 271 

-8711100465 Amends 77 & 50 to Licenses NPF-9 & NPF-i7,fespoctively, changing 
Tech Spec 3/4. 1 3, "Mavoablo Co-nirol Asso,Tbiies'' & bases to provide longer oper- 
ation w/itv)pcrabk) bul irrppabto control rods 

CflOCKER.LP Projecl D rectcralo ll-3 87/11/05. lOpp. 43342 258-43342 267. 

-8711100460 Safely nva'uation suppoiting Amends 77 & 58 lo Licenses NPF-0 & NPF- 
i7.rospocbveV 

• Olflco of Nuctoai RoaciOf nogulni'cn, O.tocioi (Post 870411), 87/ii/0S. 4Dy 
43342208-43342271 

8711100382 NoWitaiion o1 671123 moelr.g w/uIi1s,LASL,ANL & Wosinchouso In 
Dothusda.MO to discuss LASL comments on Woslinghousu revised LOTiC-3 dru'n 
liow neat iraeslor medals ter main steam lino break analysis hside conlammori 
AULUCK.R, Ole Ot Special Prolotla 67/ 1 1/06 ZWOLINSkLJ.A. OIc d Special 
ProjOCiS 7pp 43342.107 43342:203 

8711130336 Forwards S£R occepllno ulii proposed ATWS ta(,gjii(w gys BCluawon c-i- 
cuHry (Of tocLcespcr lOCFRsO 65(cl{l) & pendng iinal rospluron ol Tech Spec 
issue um foco-mmendod to proceed w/insiaiiation os scheduled. 

H(X)O.OS freloci DirocW'ata II-3 87/l1/00. TLICK£R,H.O. Ouk-O Power CO. Zpp 
43360:121 43360.1.33. 

-8711130352 Safely evaluation accepting ut>i proposed aTWS mLgaang sys aduaiion 
ckciriuy lot tacl.iilo9,pat loCmso 82(c)(1) S ponding l-nal resolution ol Tech Spec 
Issue 

• Oiiice Of Nuidoor Roacior Regu'oiion, Director (Post 070411) 87/ti/06 Hop 
43360123 43360.133 

871 1160088 Forwards roquesi for Oddi Into ro RTO bypass sys removal discussed in uUi 
870520.0722.0831,1001 A 051029 Mrs. Rospo.nso roquosiod wilh'n 16 days of Hr dale. 
JAOOOURKM ProfOCI DirOCloralO 11-3. 87/11/08. TUCKER.H.B. Duko Power Co. 
6pp 43362.150 43302 161 

6711160078 Requests conociivo action plane A schodu'e lo bring design l.nfo compli- 
ance w/Commissien 840016 order ro Suppi i to NUnEO-0737, "Roqui'ome.nis for 
Emoioon^ Response Capabii ly." 

liOOO.D& Ptpioci Oirecioraia 11-3. 87/11/00. TUCKER-FIB. Duke Power Co 3pp 
43363020 43363 030 

8711190347 Otscussos 870824 Hr iransmill'ng Amend 11 ol uM topical OA ropi.por 
iOCFR3054i[^W/ertdiion of I'Siod slolomonl.QA program continues to meet requlro- 
monie of lOCFRSO.App D A accopiablo. 

JUIIAN.CA. flogion 2, OIc of the Dkoclor, D7/11/12. TUCKER, MB. Duke Power Co. 
2pp 43401.3I7-4340I.318 

67III80122 NotitiCQtlon ol 671202 mooting w/BAW.DNL.BNWL A Ouko Power Co m 
Oulhosda.MD to discuss BAW topical repis on reload molhedologies to be used lor 
roluolirtg Duke Power Co recircu aiing slnam generaior PWRs Meeting agenda end. 
HSIl.Y. Hoaclof Systems Branch, 87/11/18. HoDGES.M.W Reactor Sysloms Branch. 
3pp 43394:315-43394:317 

8711230383 Ctonlies util 671028 Mr summarizing 10CFR50 59 changes to faciHly in 
l880C(^latnmoni hydrogen monitor will continue to bo operated. per Tech 
Specs-Commlimeni made In 040329 t'.i wiH be revised re oporei-on ol Insirumoni. 
TUCKER.H.B. Duko Powor Co. 87/11/19. Document Control Branch (Document Con- 
trtf Desk). 2pp 43418:007-43419.000 

8711340100 Revised eppl'coiien for amend lo Licenses NPF-9 A NPP-17, changing 
Toch Specs lo odd noie to assure malnl of aulomailc isolation copabil.ly ol conlaln- 
ment putgo sysw/o ihappibpriaioly adding Mor.nor EMF-39 lo ESFAS lob’s. 
TUCKERJTB Duke Powor Co 87/11/10. Document Conirol Branch (Oocumoni Con- 
fral Desk) 3pp 43431:324-43431 354 

-8711240104 Proposed Tech Specs adding note to assure maml ol automaii' Isolation 
capatxlity of contoinmenl purge sys w/o Inappropriately add.ng Mon tor CMF-39 to 
ESFAS table. 

• Ouko Power Co. 07/11/10. 28pp. 43431:327-43431:354. 


O. Inspection reports, IE Bulletins A correspondence 

8912170482 IE Gu'lolln 80-25, "Operating Problems W/Targei Rock Saloty- Rellel 
Valves at BWRs " 

* Ofc of Inspection A Enforcomeni, Oireclor (820201-870413). 80/12/19. ConsoLdal- 
ed Edison Co. ol Now Yoth, int. Spp. 43228.201 -43228:205. 

8305110473 IE Info Notice 63-39, "Failure of Salely/Reliel Valves lo Open ai BWRs - 
Inietim 

JOROAN,€.L. Oiv ol Emergency Preparedness A Engineering ne9pen8e,IE(6502t2- 
870413). 03/06/17. Consolidated Edison Co. ol New York, Inc. 2pp. 43226.208- 
43228:207 
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8711130138 Forwacds SALP Board Ropts 50 269/87-33.50-270/87-33. SO-287/B7- 
33.50-369/d7-29.S0-37<}/37-2S, 60413/87-26 & S0-4l4/87-26Oconoo S McGure 
eva'uated iorMar 1985 - Ju) 1987 Catawba ovaluaiod lor Oct 1985 • Jui 1987. 
<3RACE,J.N. Region 2, Ofc of iho Direclof- 87/10/20. TUCKER, H.B. DuXe Power Ca 
2pp. 43357.093-43357:214. 

-8711130163 SALP Ropls 60-369/87-29 & 60-370/87.29 tor Mar 1986 • JuJ 1987. 

• Region 2. Ofool the Director. 87/10/20. 39pp. 43357:176-43357 214 

6710230213 NRC Info Notice 6/-055, "Porteblo Ucisture/Oonsity Gaugos: Recent Irtcl- 
dents of Porteblo Gauges Being Stolen or Losl." Svc I st oncl. 

CUNNi'NGHAM.R.E Division of Industrial & Medical Nuclear Safety {Poai 8707281. 
87/10/29. Consolidalod Ed.son Co. of New York, Inc. S9pp 43324;l39-43324:227- 

8711130137 Forwards Insp Repls 50-359/87-39 8 50-370/07-39 on 870921-1020-Nd 
tf;ol8iions 01 deviations noled.Unresolved Item Identified. 

BROWNLEE.V L Region 2, Ofc ol Iho Dlieclor. 87/11/03 TUCKER.H Q Duke Power 
Co. 2pp. 43354:172-43354:183. 

-6711130146 insp Repls 60-369fd7.30 & SQ-37f>/a7-39 on 870921 -1020 No violelions 
or deviations noled.MeJor areas Inspected' operations safety venficatiorwsurveillattce 
lestnn.malnt activities & followup of previous enforcement ecficns. 

ORDERS.W., QUENTHER-S , PEEBLES.? A Region 2, Ofc ol the Oirecloi. 87/11/03. 
lOpp 43354:174-43364:183. 

8710290234 NRC Info Notico 87-056, "Improper Hydraul'C Control Unit inslaiiaUon ai 
ewfl Plants.” Svc list encl- 

ROSSl.C E. Division of Operational Events Assessment (Post 870411) 07/11/04 
ConsoLdeled Edison Co. or New York. Inc. 1l2pp 43324 226-43324:339. 

8711100300 Responds lo vio’aiion noted in Insp Repta 50 369/86-20 -8 S0<i70/66- 
20.CorreclNe BCt'ons;Llmltorgue molor-opejaled valve greaso caps spocilic Insiruc- 
tlons added to Llmitoique Inslnjctlon/fnstailaiion manual to require dual cap tomovaL 
TUCKER, H.B. Duke Power Co. 87/11/04. Document Control Branclt (Docu^nt Con- 
trol Desk). 4pp. 43335:008-43335:011. 

6711160126 fotwards revised responses to NRC lit re violalions noted in Insp Rcpte 
50-369/87-26 & 50-370/87-26.Gorreclivo actions: Ovort.me lequromenis transimil^ 
to Supervision & staff peraonnol In 870923 stall rr.aennga 

TUCKER H.B. Duka Power Co. 87/1 1/05. □ocumeni Control Branctt (Oocumenl Con- 
trol nesk) 4pp. 43364.028-43364:031. 

8711020017 NRC Into Notice 67-057. "Loss ot Emergency Gorai'on Capab-Irty Duo lo 
Nitrogen Qaa IniniSion.'' Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessmonl (Post 870411). 87/ii/06. 
Consoi'dated EdiaonCo. ot Now York. inc. nepp. 43356003 43355110. 

8711060040 NRC Compllanoa Bulletin 67-002. "fastener Testing to Oniermine Con- 
loimenceW/Appl'cable Mail Specs.*' Svc list end 

ROSSI.C.E Division «l Operatfonal Events Assessment (Post 070411) 87/ii/oe. 
Consolidated Edison Cq. qi New York. inc. tlOpp. 43397:142-43397.257. 

8711100303 Responds to violation noted In Insp Hapte SO-369/87-38 i SO-370/87- 
38 Cotraetive aobons slave re'ay teal procedures cKangad to requite opposiie iiain o( 
VC/YC sya lo be In qperai^n during test. 

TUCKER. H.6. Duke Power Co. 87/1 1/06. Document Control Brand) (Oocumenl Con- 
trol Desk) 3pp. 43334'366-43334;3ei. 

8711080140 NRC Info Notice 87-058. ‘'Continuous Communications Following Emergon 
cy Noliiiceliona.'* Svc list and. 

ROSSI.C.E Division of Operational Events Assessment (Post 8704ti). 67/ii/i6. 
Consolidaied Edison Co. of New York, inc. f i3op. 43404 176-43404 288. 

8711138027 NRC Info Notice 87-059, "Potenilal RHR Pump loss." Svc list ond. 
ROSSl.CE. Division of Operallonal Evenis Assessment (Post 670411) 87/11/17. 
Consolidated Edisori Co. of New York, Inc. 120pp. 43487 00 1-43487:121. 

871 1230429 Ack recelpl of 871106 Itr Informing NRC of steps taken to correct vtoialion 
noted In Insp Repls 60-389/87-38 & 50-370/87-36. 

REYES.L A. Region 2. Ofc of Ibe Director 87/11/18. TUCKEn.HB Duke Power Co. 
Ip 43423.057-43423:057. 

8711130008 SuppI 2 lo NRC Info Notice 88-108, "Degradation of RCS Pressure Bound- 
ary Resulting From Boric Acid Corrosion." Svo list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 87/ii/t9. 
Conso'idaled Edison Co. of New York, he. t I9pp. 43444:195-43444.314. 

8711230324 Forwards Insp Ropts 50-369/87-40 5 50-370/87-40 on 87tOl9-23No vto- 
lalions or deviations noted. 

HEROT.A.R. Region 2, Otc of the Director. 87/1 1/19. TUCKER, M.B. Duke Power Co. 
2pp 43419:081-43419.094. 

-8711230338 Insp Repls 50 369/87-40 & 50-370/67-40 on R7 1019-23 No violations or 
deviations naied.Mafor areas lnspaeled;power operated reiiof valve mods.mstnl ft In- 
spector followup Hems. 

GIRARO.E.H., BLAKE.J.J. Region 2, Ofc ol the Director. 87/11/17. 12pp. 43419:083- 
43419.094 

8711300034 Responds to notice of violation ft proposed Impoaitlon of cM penally In 
amouni of S50.000.per Enforcement Action EA-67-163.Coriecllva actions opersfors 
disciplined ft supervisor counseled. Escalation of penalty unwarranled. 

TUCKER.H B. Duke Power Co 87/11/25. Oocumenl Contiol Branch (Oocumenl Con- 
trol Desk). 17pp. 43473 056-43473:073. 


R. Periodic operating reporla ft related correepondenea 

8711230024 Monihly operating repts (or Oct 1967.W/S71113 Hr. 

REAViS.JA . TUCKER.H.B. Duke Power Co. 87/(0/31. 12pp. 43416:158-43416:169. 


8. Reportable occurrencea, LERs ft related correspondence 

671 1030526 NoncompHance notllicatlon:on 671007,daily max 800 Umlt ol 45.0 mg/l ex- 
ceeded at aannaty waste traaimeni ays (outlati 003]. Analysis result 51.0 mg/I.Cause 
attributed lo cooler waalher.Correcitve actlon:aeratlon patterns changed. 

HALLER, W.A. Duke Power Co. 87/10/30. RAMSEY.O. North Carolina, Slate of. ip. 
43260:222-43260:222. 


8711250054 RO:on B70004,diesol generators 2A ft 2B exceeded 11 a allowable time to 
achieve 4160 volts ac.R^t to be submitted on 871 112 will qo submitted on 871125 to 
mdude doleyod into, per Regulatory Position c.S b.ot Reg Gludo l .lOS.Rov l. 
TUCKER.H.B Duke Power Co. 87/ 11/12. Document Control Branch (Document Con- 
trol Desk). Ip 43457:072-43457:072. 


V. OparatDi Esamlnations 


6711300034 Rospor^ds lo notice of violation ft proposad imposition of civil penalty In 
amount ol SSO.OOO.par Enforcement Action EA-B7-i63.Correclivo actlor)S:operabr8 
discip*ln^ ft s^orvisor counseled. Escalation of penalty unwarranted. 
fUCkCR.ll.S. Ouko Power Co. 87/11/25. Oocurnent Control Branch (Oocumenl Con- 
trol Oask) 17pp 43473:056-43473.073. 


DOCKET 60-373 LASALLE COUNTY STATION, UNIT 1 


F. Securily, medical, emergency ft fire protection plans 

8711170243 Notifies that combined response to requests for addi info re util 661126 
socunty plan amends In response to changes in 10CPR73.55 ft 10CFR73.70 wlH be 
sent by 671211. per 871027 telcon agreement. 

ALLEN.C.M Commonwealth Edison Co. 87/11/09. Documeni Control Branch (Docu- 
ment Control Desk). Ip. 43303;3S7-433B3.3S7. 

67(1200286 Forwards Saiaiy Insp Repts 50-373/87-30 & 50-374/67-29 on 670922- 
1103 & noiico ol violatifin. 

fORNEY.W.L Reg'on 3, Ofc ol the Director. 67/11/17. REED.C. Commonwealih 
Edison Co. 2pp. 43410:204 43410:218. 

-0711200307 map Repts 50-373/67-30 ft SO-374/67-29 on 870922-1103. Violations 
noted.Personnaf ft procedural errors also noted Major areas Inspeclod LERs.cold 
waathor preparation.general sHo emergency plan drill & recelpl of now fuel. 
niNO,M A Region 3. Ofc of the Diroclor, 87ni/12. 12pp. 43410 207-43410 218. 


P. Operating licanse stage documents ft correspondanee 

8711030095 Forwards response re compliance w/regulromenis of f0CFR50.e2 con- 
cern ng ATV/5 Response includes doscripHon of proposed allemote rod in|eclion (ARI) 
aye deaign for feciiiiy ft evaluation of ATWS recirculation pump trip ays. 

AlLEN.c.M. Cemmonwaaiih Edison Co. 87/10/23. Document Control Branch (Ooeu- 
mam Conltol Desk). 17pp 43252;t97-43252:213 

871IC90326 Forwards most recent long-term teat delo from Sietic 0 Ring dlKeidnilai 
pressure switches.Model t03A5-B2l2.hoid at pressure on test rig at SDH,lnc,cuirant 
as ot 67i005.Next selpomt readings will be taken in 1 month. 

ALLEN.CM. Commonwealth Edison Co. 67/11/02 Oocumani Cotiuol Branch (Ooeu 
mart! Control Desk). 2pp 43322 036-43322 037. 

0711100481 Generic Lir 87-16 to ell holders of CPs for nuclear power planis ro policy 
ataiamoflt on delerrod plariis.Svc list and. 

MIHAOIIA.FJ Associate Director for Projects (Pest 870411). 87/11/04. Consolldeted 
EdiSOrt Co. 01 New York. tnc. 46pp. 43A02;{lOl-43402:048 

0711170299 Application lor emends to Licenses NPF-li ft NPF-18,revlsIng Tech Spec 
6-I.G.I.7 to cnanga language from "ROs requiring 24 h notification lo NRC” to ^‘all 
teponeble events. Foe pelo. 

ALLEN.CM. Commonwealih Ed-eon Co. 87/11/09. Oocumenl Conwol Btench (Oecu- 
montCorrUol Desk] 2pp. 43364:041-43364:048. 

-8711170300 Proposed Tech Spec 6.1. Q. 1.7, changing language from "ROe requiring 
24 h not'ftcation to NRC” to "ell roporiablo events. 

• CommonwosUh Edison Co- 87/ 1 1 /09. 4pp. 43364:043-43364:046. 

87112600(7 Foiwerds tovised 870625 eppHcalion for amend to Lfeenst) NPF-il re shut- 
down cookng fsolaiion valve, correcllng errors on cover & Allachment B. 

ALLEN.C.M. Commonwealth Edison Co. 87/11/17. Document Control Branch (Docu- 
meni Ctxtlroi Desk) ip 43457:356-43457:358. 

-8711260022 Revised application (or emend to License NPF-11. changing idonliilcailon 
of compartment where normal & emergency supply breakers lot Snufdown Cooling 
Isoteton Valve IE 12 FOD09 localod. 

* Ck>mini}nwoallh Edison Co. 87/08/26. Documeni Control Branch ((document Control 
Oesig. 2pp. 43457:357-43457:358. 


Q. inepecllon reports, IE Bulletins ft correspondence 

N12 1 70462 IE Bulletin 80 25, "Operating Problems W/Targel Rock Safety- Relief 
Valves at BWRs" 

* Ofc of Inspection ft Enlorcemont, Director (620201-870413). 80/i2/19. Consohdal- 
od Edison Co. of New York, Inc. 5pp. 43226:201-43226:205. 

8305110473 IE Info Notice 63-39, "Failure ol Safety/Rollef Valves to Open at BWRs - 
tniertm Repl." 

JOROAN.E.L. Oiv of Bmorgency Preparedness ft Engineering Response, iE(8602 12- 
870413). 63/06/17. Consolidated Edison Co. of New York, Inc. 2pp. 43226:206- 
43226:207. 

871 1030093 Responds to NRC 670620 & 0918 Itrs re vlolaUons noted In Insp Repls 50- 
237/87-28, 50-249/87-27,50-466/87-26, 60-457/87-26.50-373/87-25 ft 60-374/87- 
2S.Corrective actions: clerical personnel sent to finish filing procedures 
TUR8AK,M.S. Commonwealih Edison Co. 87/10/01 DAVIS.A.B. Region 3. Ofc of the 
Dtroctor. 2pp. 43252 216-43252 217. 

8710230213 NRC Into Notice 87-055, "Portable Molsture/Oensity Gauges: Receni Inci- 
dents of Portable Gauges Being Stolen or Lost." Svc list end. 

CUNNINGHAM.R.E. Olvislon oT Industrial ft Medical Nuclear Safely (Post 670729). 
87/10/29. Consolidated Edison Co. of New York, Inc e9pp. 43324:139-43324:227. 
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S710290234 NRC Inro Nollco 87-056, "Improper Hydraulic Conlrol Urat tnsiaNaUon al 
BWR Plama." $><0 list ef\cl- 

ROSSI.C.E. Division ot Operational Events Assessment (Post 870411). 87/11/04. 
Consolidated Edison Co. oi New York, tnc. 1 12pp 43324:228-43324:339. 

8711020017 NRC Into Notice 87-057, "Loss of Emorgoncy Qoralion Capab.Kty Due to 
Nitrogen Gas Intrusion." Sve list oncl. 

ROBSt.C.E. Onision ot Operational Events Assessment (Post B70411). 87/11/06. 
Consolidated Edison Co. ot New York, Inc. 1 l6pp. 433S5:003-433&5:1 19. 

8711080040 NRC Compliance Bulletin 67 002. "Fastener Testing to OoteciMrto Con- 
formance W/Applicable Mall Specs." Sve list oncl. 

ROSSI, C.E. Division of Operational Evonts Assessment (Post 870411). 87/11/06 
Consolidated Edison Go. ot New York. Inc. 1 16pp. 43397.142.43397.267. 

8711190142 Forwards Safety Insp Ftopis SO-373/07-31 & 50-374/87-30 on 871013- 
16,21 & 22.N0 violations noted. 

SHAFER.W.O. Region 3, Ole of the Director 87/11/13 REED,C. Coflimonvuoalin 
Edison Co. 2pp. 43397:005 43397:014. 

-8711190163 Insp Repis 50-373/87-31 & 50-374/87-30 00 871013-16.21 & 22 No Vio- 
lations or dovlattons noted Major areas lnsp<3Cled:OA & confirmatory moasuremenis 
(Of In-plant cechochemlcal analyais & action on (tem identified during previous msp. 
JANUSKA,A 0., eOCANEGRA.R.. SCHUMACHER.M.C Region 3. Ole o1 the Director. 
87/11/13. 8pp. 43397:007-43397:014. 

6711090140 NRC Info Nollco 87-058, "Conilnuoua Communlcailons FollowinQ Emeigen- 
cy Nolllicallons " SvC list end. 

ROSSl,C.E. Oivislon ot Qporatlorwt Gvertts Aasesamanl (Post. 8704U). 67/11/16. 
Consolidated Edison Co. oi New York, Inc. 1 l3pp. 43404:176-43404:288 

671112002? NRC lr\(o Notice 87-059, “Palenllal RHR Pump Loss." SvcRst ertd 
ROSSI, C E. Orvislon of Operational Events Assessment (Post 870411). 07/11/17. 
Consolidated Edison Co. of New York, Inc. 120pp. 43407:001-43407.121 

8711200286 Forwards Safety Inap Ropis 50-373/87-30 8 50-374/07-29 on 070022- 
1 103 & nollco of violation. 

FQRNEY.W.L. Region 3. Olo ot the OIreclor. 87/11/17 REEO.C. Commonwealih 
Edison Co. 2pp. 43410:204.43410:218. 

-8711200299 Notice of violation from Insp on 670922 I tQS.Vlpiaiion npiddfailwra lo 
follow proceduros re use of electrical achomelics Instead ol aloclrtcaf wfnno to romovo 
failed relay In RHR eya. 

FQRNEY.W.L, Region 3, Olo ot ttwi Qlraclor. 87/i i /17. ip. 434 lO 206 43410 206. 

-8711200307 Insp Repte 60-373/87-30 & SO-374/87-20 on 870922-1103. Viofalkme 
noted Personnel 6 procedural errors piao noted. Ma|or areas inspected LF.ns.cold 
weather preparaiien.genorai site emerooricy plan drill i receipt of now fuel 
RINQ,M.A. Region 3, Ofe Of Ihe0iroclor.87/t1/l2. I2pp 43410 207-43410 21$. 

6711130008 SuppI 2 to NRC Info NoUce 86-108, "Oogradalion of RCS Prossuro Oowid* 
ary Resulting From Sorlo Acid Corrosion." Sve list oncl. 

RQSSiAS. Olvision of Operational Events Assessment (Post 8704ii). 87/(1/10. 
Consolldaied Edison Co. of Now York, Inc. i I9pp. 43444:igs 43444:314. 


R. periodic operating reporta 6 related correspondence 

8711130101 Monthly operaiing repts lot Gel 1987.W/671 1 to Hi. 

KlRCHNER.Q.J, OiBOEniCH,OJ. Commonwealiti Edison Co 87/io/3i. 36pp. 
43354:126-43354:163. 


S. Reportable occurrenoea, LERa 6 related correepondence 

8711030610 LER 87-002-01 :on 870115.dlesel generator O output breaker failed lo ctoso 
onto bus 241Y.Cauae unknown Emergoncy diesel genoralor (EDO) surveillance pro- 
gram updaiod to reflect Incresed testing froquency oi facility EDOs W/67fQ23 hr. 
VINYARO.H.T., DIEOERICH.Q.J. Commonwealth Edison Co. 87/10/23. 6pp. 
43261:262-43261:256. 

8711200322 LER 67-034-00:on 87l017,Conlrol Room A HVAC (VC) Intake Rartab'on 
Monitor 1018-K76I0 spuriously tripped (Spiked high) causing auto start of VC emer- 
gency makeup Train A. Possibly caused by random noise In olecironk:s.W/6VIII6 lb. 
WATFORO.P.S, OIEDERICH,Q.3. Commonwealth Edison Co. 67/11/16 4pp. 
43413:129 43413:132. 
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F. Security, medical, emergency & fire protection plane 

8711170243 Notifies lhal combined response to requesis for eddi Info re uW 661126 
security Qian amends in rosponae to changes In 10CFR73.65 8 10CFR73.7O will be 
sent by 87121 1, per 871027 lelcon agreement. 

ALLEN, C.M. Commonwealth Edison Co. 87/11/09. Document Control Branch (Docu- 
ment Conifol desk), tp. 43383:357-43363:357. 

8711200288 Forwards Safety Insp Repts 60-373/67-30 8 60-374/67-29 on 870922- 
1 103 & notice of violation. 

FORNEY.W.L Region 3, Olo of the Dlreclor. 87/11/17. REED.C. Commonweahh 
Edison Co. 2pp. 43410:204-43410:218. 

-8711200307 Insp Repts 50-373/87*30 & 50-374/87-29 on 870922-1103. VfolallOns 
noted.Peraonnef & procedural errors also noted. Major areas lnspected:LERs.coltf 
weather prepa(atIon,genecal site emetgenoy plan dnii & tecelpt of new fuel. 

RINQ,M.A. Region 3, Ofo of Ihe Director. 8^11/12. 12pp. 43410:207-43410:218. 


P. Operating llcenaa stage dooumenta 8 correspondence 

8711030096 Forwards response re compliance w/requiromonts ot 10CFflSOA2 con- 
cerning ATWS.Response Includes description of proposed alternate rod in)ecnon (ARI) 
ays design for facility & evaluation of ATWS recirculation pump trip sys. 

AlLEN.C.M. Commonwealth Edison Co. 87/10723. Document Control Branch (Docu- 
ment Conlrol Desk). 17pp. 43252:197*43262:213. 


871 1090326 Forwards mosi recent long term test data from Static O-R.'ng dilferenlral 
pfessme swtchos.Model 103AS.B212>etd St piossute on tost tig el 8(3R,lnc,cunent 
as of 671005. Na>t setpoint readings will be taken In 1 monih. 

ALLEN.C.M. Commonwealth Edison Co. 87/11/02. Document Conlrol Branch (Oocu- 
meot CotHiol Desk). 2pp. 43322,036-43322.037. 

87(1100431 Qenarfc Llr 87-15 to all holders of CPs tor nucloar power plants re policy 
siafomonl on daterred planis.Svc list enct. 

MIRAGLIA.FJ. Associala Director for Projects (Post 870411). 87/11/04. Consolidated 
Edison Co. ol New York. Inc. 46pp. 43402:001-43402:046. 

8711100443 Forwards list Of addi NRC questions discussed in 871016 tolcon re review 
of proposed amends lo License NPF-t8. Responses lo quesllons wl'l be provided 
wi&nn 2 wks. 

ALLEN.C.M. Commonwealth Edison Co. 87/11/05. Oocumeni Control Branch (Docu- 
ment Control Desk). 2pp. 43344:320-43344:330. 

8711170299 Appilealfon for amends to Licenses NPF-11 8 NPF-l6,roviSing Tech Spec 
6.1.G.1.7 to cnaneo language from "flOa requiting 24 h notification to NRC" to "aU 
repodebie events Foo psia. 

ALLEN.C.M. Commonwealth Edison Co. 87/it/09. Document Control Branch (Docu- 
menlConbol Desk] 2pp 43384 041-43384 048 

-8711170300 Proposed Tech Speo 6.1.G.l.7,changing language from "ROs requiring 
24 h notUlcatlot^ lo NRC" lo "wl lepetiabie e'/ents^' 

* Commonwealth Edison Co. 87/1 UOO. 4pp. 43384.043-43304.046. 

8711190355 Forwards notice ol consideration ol Issuance ol amend to License NPF- 
I6,fnc/easing eHewable storage amount for spent fuel pool.Nature ol aci'on too com- 

G ax (or NRC lo reach no slgn-ficanl hazards determination w/o technical review. 

ULL£n.D.R. Prelect Directorate 111-2. 87/11/09. BUTTF.nFiElO.L (Commonwealth 
EtNson Co. 2pp. 43416031-43416 038. 

-8711190365 Notice ol consideration ol Issuance ol amend to License NPF-18 & op- 
(XKiuniiy (or prior hearing re util 660919 request lo increase spam tuel pool storage 
capacity from 1.060 lo 4.1 (8 storage cells 

MULL£n.D.R Project Diraclorala l7l-2. 87/11/00. 6pp. 43418 033-43416 038. 

8711240072 Forwerds response to 871016 request for aildl Info re 860919 proposed 
amer^d to License NPF- (8, allowing use of hign density spent luel racks.Orswlng sent 
under s^eraie cover. 

AtlEN.C.M Commonwealth Edison Co 87/ii/t7. Document Control Otanch (Docu- 
ment Control Desk). 4pp. 43431:063-43431:066 


0. tnapectlon reports, lE Bulieilna 8 eorreapondance 


8012170462 IE Buiieiin 60-26, "Operating Problems W/Targel Rock Safety- Rollcf 
Valves at BWRs." 

* Oic of inspection i Enlorcemem, Oireeto' (620201-870413). 60/12/19. Consolldel- 
ed Edisorr Co. ol New York. Inc. 5pp. 43226:201-43226:205. 

8306110473 IE Into Notice 83-39, "Failure ol Salety/Rellel Valves to Open at BWRs • 
Interim ftepl." 

JOROAN.E.L Dhr of Emergency Preparedness 6 Engineering Re8pon$o,lE(8502l2- 
870413). 63/06/17. Con^idaiod Edison Co. ot New Yotk. Inc. app. 43228.206- 
43226^7. 

8711030093 Responds lo nIiC 870620 & 0916 His to vioteiiohS npied In insp Repts 50- 
237/87-26.60-249/e7-27,60 458/e7-26. 60 467/e7-86,60-3?3/67-25 6 60-374/87. 
25.Co/recilve actions; clerical personnel sent lo finish filing procedures. 

1UHBAK,M.5. Comrnonwoailh Edison Co 87/10/01. DAVis.A.B. Region 3. Ole ol Ihe 
Ofeocior. 2pp. 43252 216 43252:217. 

8710230213 NRC Info Notice 67-055, "Portable Molslura/Denslly Gauges: Recent inci- 
dents ol Portable Gaimes Being Stolen or Lost.'' Sve list end. 

CUNNINQHAM.R E. (^vision ol Indusirlal & Medical Nuclear Safely (Post 670729). 
87/10/29. Consolidated Edison Co. ol New York, Inc- 09pp. 43324:139-43324:227. 

6710290234 NRC Into NoUce 87-058, "Improper Hydraulic Control Unit insiallailon at 
BWR Plants ” Sve Hsi end. 

ROSSI, C.E. OMsIon of Operational Events Assessment (Post 670411). 67/11/04. 
Consolidated Edison Co. of New York, Inc. 1 1 2pp. 43324:228-43324:339. 

9711020017 NRC Info Notice 87-057, "Loss of Emergency Boratlon Capab lily Duo lo 
NUtooen Gas Intrualon." Sve flat end. 

ROmI,C.E DMalon of Operaltonal Events Assessment (Post 870411). 67/11/06. 
ComoHdaled Edison Co. of New York, Inc. 1 16pp. 43355.003-43355:1 19. 

6711060040 NRC Compirance BirHelln 67-002, "Fastener Tastirrg lo Determine Con- 
formance W/Appllcabfe Mall Specs." Sve list end. 

ROSSI, CE. DMalon ol Opetalional Events Assessment (Post 870411). 87/tt/06. 
Consolidated Edison Co. of New York. Inc. 1 16pp. 43397:142-43397:267. 

8711190142 Fonvards Sataly Insp RapIS 60-373/67-31 a 60-374/67-30 on 671013- 
16,21 a 22.No violations noted. 

WAFER, W.O. Region 3, Ofe of ihe Director. 67/1 1/13. REED.C. Commonwealth 
Eckson Co. ?pp 43397:00543397:014. 

'-8711190163 Insp Repts 60-373/87-91 a 60-974/87-30 on 871013-16.21 a 22. No vlo- 
laUons ot devialiona noted. Major areas Inspecled.OA a confirmatory measurements 
(or tn-plant radiochemical analysis a action on iiem Identified during previous Insp 
JANU8KA.A.O.. BOCANECRA.R., SCHUMACHER.M.C. Region 3. Ole ol the Director. 
87/11/13. epp. 43397:007-43397;014. 

6711090140 NRC Info Notice 67-058, "Continuous Communicatiens Following Emergen- 
cy Notifications.'' Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 87/ti/t6. 
CqnsoUdated Edison Co. ot New York, Ino. 113pp. 43404:176-43404.288. 

8711120027 NRC Info Notice 87-059, "Polenlial RHR Pump Loss." Sve list end. 
ROSSLC.E. DMsIon ol C^ialional Events Assessment [Post 8704)1). 67/lt/17. 
Consolidated Edison Co. of New York, me. 120pp. 43467:001-43487:121. 
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B71 1200286 Forv.ards Safety map Ropta S0-37a/67-30 & 50 374/67-26 on 670922- 
1 103 & nodes of violation. 

FORNE'i'.W.L. Region 3, Ole of tlie Oi'scior. 67/11/17. REEO.C. Coniinon«eallh 
Edison Co 2pp. 4j4l0.204-434t0.2t6. 

-8711200299 Notice of violation f(om insp on a70!}22-ll03.V<olalion noted.laituts to 
follow ptoceduras ra use ol elscirical scMomatics Instead of elacirlcal wiring to lamova 
lai'ed relay in RKR a/s 

FORNEY.WL Region 3, Ofc of tha Difocior. 87/1 1/17. Ip. 43410 206-43410:206- 

-8711200J07 msp RepO 50-373/67-30 & 50 374/87-29 on 870922-1103 Vtolanorts 
noted Personnel & procedural errors also noted We|or areas mspecied:LERs.cold 
weather preparailon, general sue emergency plan drill & rece pi of new tuol 
RiNO.U A. Region 3. Ofc ot Ihe Oirecior. 67/tl/l2. 12pp. 43410207-43410 2IB 

6711130006 SuppI 2 (o NRC Info Nodes 86-108, "Degtedeilon of PCS Pressuro Bourxl- 
ary Resulting From Boric Acid Corrosion." Sve list ancl. 

ROSSI, C E. Division ol Operational Events Aaseasrnem (Post 870411) 87/11/19 
Cotiso'idaied Edison Co. of New Voik. Inc. 1 19pp. 43444.105-43444:314. 


R. Periodic operating reports & related corraapondanee 

8711130101 Uonlhly opeiai.ng reals for Ocl f987.W/a7l I io Hr. 

KIRCHNER.Q.J., 0ltOERI(/H,Q J. Comrnonwoallh Edison Co. 87/10/31. 36pp 
43364:128-43354:183. 


S. Reportable occurrenoas, LERa & related eorreapondenca 

8711060141 LER B7-0O2-0t:on 87Q1l7.conialnmanl loekaoe lirrhi of 06 Ca eiccoodod 
on local leak rate leafing of leodwaiot check valvos.Lial ol failed vafves.cauaea 6 cor- 
reciiva actions provldodlw/871029 lir. 

PETERS, J.P.. DIEOERICH.G J. Commonwealth Edison Co. 67/10/29- lOpp. 
43203 233-43293 248. 

8711160180 LER 65-0lt-01:on 850226,reactor wall drain valves 2rC06€ & 2ECII5 
fai'od local leak rate (esl.Caused by foreign mailer on aeai & seat irroguiarifies Valves 
disassembled & seal surfaces lapped.Vtf/sT 1104 iir. 

WATFORD, P.S.. DIEOERICH.O J. Coinnionwealih Edison Co. 87/11/04 7pp 
43364:3S0-43364;3S9. 

6711230031 LER 87-Ol800.on 871017. fVV#CU ouiboaid iiolsilon tecelvod during re- 
moval of RHR area & difforaniial lomp rolay lor ropa'r.Caused by makii personnel nai- 
taniron to detail. Personnel insiruoiadon use oiv^ng dlagram8.w/87iii3lit. 
PETERS, J P.. 0IE0ERICH.Q J. Commonwoalih Edison Co. 67/i t/t3 6pp 43416 170- 
434ie;1V4, 

671 1240190 LER 87-019 OO.on 871021. RCiC sieam lino high How isolation switctt fovrvd 
to have leakago across diaphragm.Causad by defect in diaphragm of awncii New dil- 
farantiel ptosaura switch InaieiiMW/eTliSO t«. 

ROHfl£R,Rj„ OiEDEniCH,Q.J. Commonweafih Edison Co 67/11/20- 6pp. 
43430.291-43430:296. 


DOCKET 50-362 WATERFORD QENERATINQ mnON, UNIT 3 


F. Security, medical, emergency & lire protection plans 

9711020301 Fonvards cerreciod Tech Spec Page 3/4 3-5l Io Amend 24 lo License 
NPF-30.revlslno description of lire detectors In compononi cooling water pump Room 
A & impierneniir^ certain noma changea.Page 3/4 3-52 kWvenenUy issued wr 
Amend 24. 

WILSON.J H. project Oiraclorale IV. 87/10/19. OEWEASE.J.Q LoUs'ens Power S 
Light Co. 3pp. 43239:214-43239:216. 

-871 1020207 Co/recled Tech Spec Page 3/4 3-51 to Amend 24 fo ucense NPF-36 re 
lire deiacHon Instruments. 

* Oltice of Nuclear Reactor Rogolailon. Oirecior (Poel 870411). 87/io/i9 2pp 
43239.216-43239:216. 

6711160239 Forwards draft B&W coniraci.replacing ORNL coniraci to posl-accident 
sampling analysis progiem.New coniraci conslllulea emergency plan change Ihel wiR 
be Incorporated into Rev 12 to plan. 

COOK.R.W. Louisiana Power & Ughl Co. 87/11/10. Oocumenl Conirol Branch (Docu- 
ment Conirol Desk). 38pp. 43368 316 -43388:350. 

6711160124 Forwards Insp RepI &0-362/67-23 on e71013-l6.No violations or devi- 
aliens noted Four dericiencles noted in ornergency preparedness program. 
CALLAN.L.J. Region 4. Ole of Ihe Director. 67/11/12 DEWEASE.J.G Louisiana 
Power 8 Ughl Co, 3pp- 43364:017-43364:027. 

-8T11160130 Insp Repl 50-382/87-23 on 8710l3-16.No violaLons or deviallons 
noled.MaJor areas inspectedrperlormaftce & capabilities during annual exercise ol 
emergen^ plan & procadures.Fovr deficiencies laentifled. 

BAIRD, J.0-, FISHER.W.L. Region 4. Ofc of the Oirecior. 87/11/05. 8pp, 43384;02tV 
43364 027. 

8711260205 Forwards Insp RepI 50-382/67-22 on 670916-1015 6 notice ol 
violation. Violation described In repl Involve several examples ol procedures ihal were 
not being followed as written. 

CALLAN.L.J Region 4. 0(0 ol the Director. 67/11/23. OEWEASE.J6. Louisiana 
Power A Light Co. 3pp. 43460:227-43460.246. 

—8711260206 Notice ol violation from insp on 670916-1015 Violation noledlsFure to 
lo'low listed procedures, failure to rneet Tech Spec action sialemenis & fire p^ecUon 
problems. 

^ Region 4. Ole ol the Dlreclor. 67/ 1 1 /23. 3pp. 43460:230-43460:232. 

-8711250215 Insp Repl 50-362/67-22 on 870916-l015.Vlolallons noted. Major areas 
Inspecied (ollowm of prei,4oualy Identillad llems.LER followup, pfant status,lse 
proleclIon.Tech Speo adherence A procedural adherence lo altenilon lo dotai. 

SMITH, W.F., STAKER.T.R, JAUDON.J.P. Region 4, Ole ol the Director. 87/10/27. 


P. Operating license stage documents & correspondence 


8711020201 Forwards correciod Tech Spec Page 3/4 3-51 lo Amend 24 to License 
NPF-38/eviSing description of I ro deiocto/s in component cooling water pump Room 
A & |ni|lomentlng certain namo changes Page 3/4 3-52 Inac/vertenily issued w/ 

WILSONj'm. Protect O.'rectorale IV. 87/10/10. OEWEASE.JG LoulS'ana Power & 
Light Co. 2pp 43236:214-43239:216 

-4711030207 Corrected Tech Spoc Page 3/4 3-51 lO Amend 24 lo Ucense NPF-3S re 
(Ire detection Inslrumenls. 

* Offleo of Nuclear Reactor Regulation, Director (Post 870411). 07/10/19. 2pp. 
43239 216-43239 216 


8711020443 Advlses Ihal efiectivo 871025.JL Pellei will assume position 6 duties of 
secbon ch.el of Oporator Liconslng Section in Div of Reactor Safety.repladng R 
Cooley. 

CAllAN.LJ. Rogion 4, Ofc of the D:roctor. 87/10/26. DEWEASE.J.G. Louisiana 
Power & Light Co 2pp 43262 243-43252 244. 

67 1 1020278 Forwards salaty ovaluation suppchlrxg ulU survoil'ance program & resulls ol 
confitmaiory analyses. Util has sallsHed reguiiementa of License Condition 2.C 17 by 
eslebneiyng accepiablo surveillance program for plant. 

WILSON.JH. ProjBCl Direclorala IV. 67/10/27. DEWEASE.J.G. Louisiana Power & 
Ughl Co 2pp 43239:255-43239 260 

-8711020266 Safety eva'uatlon supporting util B70B26 & 0701 surveillance program & 
rasuiis ol contiimaiory analysoa prograrn.Uiil saiisfactonly completed conhrnialoiy 
arxaiysos program demotxsttatma adequacy ol basomai.BNL evaluation lopi end. 

* Otiico ol Nuclear Reactor Megulellon, DJeclor (Post 870411). 87/10/27. 3pp. 
43230 257 43239:280 


-6711020296 '•SVtuMural Adequacy ol Waterlord 3 Oasemal," lechnlcal ovaluation repl. 
MILLER.C.A. COSTANTiNO.C.J., REICH, M. Btookhaven National Laboratory. FIN A- 
3037. A-3837-3-9/87. 07/09/30. Office Ol Nuclear Reactor Regulation, O.'roclor (Post 
870411) 2lpp 43239 260-43230 280, 

8711040007 Applicailon for amend lo License NPF-30, consisting of Tech Spoc Change 
Roqueai NPF-36 69.Amond revises low pressure turbine disc insp interval lo aecom* 
modaie insiaiiauon ol new disc.Fee paid. 

CEWEASE.J.O. LOuisisnB Power & light Co. 87/10/27. Oocumem Comrot Branch 
(Oocumenl Control Desk). 8pp. 43290'i73-43260:te2. 

-871 1040009 Proposed Tech Specs revising low pressure turbine disc Insp fnieival lo 
accommodate insisiiaiion ot now disc design. 

’ Lousiane Power & Light Co. 07/10/27. 4pp. 43290:179-43290:182. 

8711030339 Pertial response lo FOIA raqueslForwards documents llsied in App 
A.Oocufnoflis also avaiiebio in PDR. 

CRIMSLEV.O.H. Division ol Rules & Records (Post 870413). 67/11/02. CONNOR, L. 
Ooc-SeO'cn Associates 2pp. 43258:339-43256:346. 

-8608060190 Forwards performance Info for 0-E auppllod nuclear fuel lor CY0S on 
pieni by-piam besls.por NRC 860618 requast.info Includes number ol fuel assemblies 
& fuel tods Irradiated 6/or discharged 6 batch average burnups. 

SCH€nER.A.E Combusifon Enolneoring, inc. 88/08/01. BERLINGEfl.C.H, Reactor 
Systems Branch (PWR-A). 6pp. 4^3256:347-43256 352. 

8711100431 Generic Llr 87-15 lo all holders Of CPa for nuclear power plants re policy 
siatamom on deterred plants Sve hat ervd 

MIRAGUA.F J Associate Oirecior lor Projects (Post B7041 1). 87/11/04. Consolidated 
Edison Co ol New York, Inc. 46pp. 43402001-43402:046. 

6711150091 SuppI lo 870726 appUcallon lot amend lo Ucense NPF-36. cons>slina ol 
Tech Spec Change Request NPF-36-62, revising Tech Spec 3. 6. 1.4, "ContainmenlSys 
fnietn^ Pressure” lo include I peig max containmeni Internal pressure. 

COOK,K.W. Louisiana Power & Ughl Co. 87/11/05. Document Control Branch (Pocu- 
menl Conlioi Desk) 4pp. 43384;2T3-43364 227 

-0711160171 Proposed Tech Specs, revising allowable conlalnmenl pressure range 
based on reenalysfs of Nmiting main steam Ihe break peak conlalnmenl pressure 
eveni 

* Louslana Power & Light Co. B7/11/05. tipp. 43364:217-43364 227. 

8711090159 Oocumonis 67 1 103 meeting w/uHls at Region IV ole re oiganizatlon, plans 
tor 108B spring raluoling outage & Region IV perceptions ol lacili^ In cctreclion & 
prompi resolulion ol known problems.Atrendee llsl end. 

MM^TIN.R.D. Region 4. oic ol the Director. 87/11/06. DEWEASE.J.G. Louisiana 
Power & LighlCo. 3pp. 43321:297-43321:299 

871 1 190295 Summary of 671027 meeting w/uiil In Beihesda.MO re util plans lor second 
rolueting oulsge, scheduled for late Mar - early Apr 1988. List of atlendees & presenia- 
Uon mall end. 

WlLSOH.J.H, ProlBCl Olteclorele IV. 87/11/09. Pioied Okecioraie IV. 27pp- 
43404314-43404:340 


8711160209 RequosiB regisiraiion as user ol Model CNS 14-1 95H. 

COOK.X.W. Louisiana Power & Ughl Co. 87/11/10. THOMPSON.H.L. Office ol Nucle- 
ar Maierlal Safety & Safeguards.Oireclot. ip. 43365:013-43365:013. 

8711330159 Ack receipt of uiH 871001 llr transmitting updated OA program lor plant 
operallora Uiil will receive Itr from ofc al completion ol review. 

CALLAN.LJ. Region 4, Ofc of the Director. 87/11/19. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 43419:139-43419:140- 

8711240047 Ack receipt ol 871019 Itr re OA program change. AddI Info, Including evi- 
dence that ulil have approved procedure lor transferring records to permanoni slorage 
which addresses lime limiis requested. 

CALLAN.LJ. Region 4, Ofc of the Dirocior. 87/11/19. DEWEASE.JO. Louisiana 
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0. Inspection reports, IE Biillellne A correspondence 


8. Reportable occurrences, LERs A related correspondence 


S0121704A2 IE Bullelin 60 25. "Operating Problems W/Tergei Rock Safety- Relief 
Valves al BWRs." 

' Ole ol Inspecllon A EnlorcomonI, Director (820201*870<113j. 80/12/19. Consondai* 
ed Edison Co. of New York. Ino. 5pp. 43226:201-4322e;20S. 

83051 10473 IE Info Notice Bd*39, "Failure ol Sefety/Reliel Valves to Open at BWRs ■ 
Interim R^l " 

JOROAN.E.L. Oiv ol Emergency Preparedness A Engineering Responae.lEiBSOStS* 
8704131. 83/06/17. Cons^ldaled Edison Co. of New York, Inc. ^p. 43?26;206- 
43226:207. 

8711100265 Forwards Rev 3 lo "fO-Yr Insorvice Insp Program Waterford Steem Electric 
Station Unll 3." ReHel from ASME Section XI cmq & approval ol revised ptogrant 
requesled.Summary of changes end. Fee pald- 

CwK.K.W. Louisiana Power A Light Co. 67/10/16, Documenl Control Branch (Oocu- 
meni Control Desk). 3pp. 43329;lT7-43330;1dS. 

-8711100288 Rev 3 to "lO-Yr Inservice Insp Program Waterford Staam Electrio Station 
Unit 3." 

' Louisiana Power A Light Co. 87/10/IS. 40epp. 43329:120-43330; 165. 

8710230213 NRC Info Notice 87-055, "Porlabla MolsturG/Oonsily Cauges- RocenI Ind- 
dertls ot Portable Qaugea Qeirtg Stolen or Lost." Svo list oncl. 

CUNNINGHAM, R E Division ol Industrial A Medical Nuclear Salely (Post 870720). 
87/10/29. Consolldaiod Edison Co. of New York, Inc. 89pp 43324:tM-43324:227. 

8710290234 NRC info Nolica 67-056, "Improper Hydraulic Control Unit fnslaHatton al 
eWR Plants " Svo lisl end 

ROSSI.CE Division of Operallonal Evenia Assassmonl (Post 670411). 87/11/04. 
Consolidated Edison Co. of New York, Inc. 1 12pp. 43324:226-43324:339. 

8711020017 NRC Info Notice 87-057, "Loss ol Emergency fioration CapabWly Due to 
Niirogen Qss Inlnjslon." Sve list end. 

ROSSI.CE Division ol Operallonal Events Assessmenl (Post 670411). 87/11/06 
Consolldaiod Edison Co. of New York, ino. 1 16pp. 433SS.'003-4335S:t 19. 

8711050040 NRC Complieneo Bulletin 87-002, "Fastener Tasling lo Oolermirte Con- 
formance W/Appllcable Matl Specs." Svo Hal end. 

ROSSI.CE. OMsion of Operational Events Assessmenl (Post 070411). 07/11/08. 
Consolidated Edison C^. or New York, Ino. 1l6pp 43397; 1 42-43397.257. 

8711160117 Responds (0 NRC Inlo Notice 87-043 re gaps in borailex of spent fuel stor- 
age racks Safety concern described in notice nol applicable to fadiity.Lftii recom- 
mends boreflex Surveillance program as documented in util 670916 ilr. 

COOKjK w. Louisiana Power Alight Co. 67/i i/io. Oocumani Control Branch (Oocu- 
manl Conlrot Oesk). 2pp. 43364. oT6-43364;Ot6. 

8711180184 Forwards Insp Repl 50362/87-23 on 87l0l3-l6.No vKilalfona or dovl- 
efione noted Four deliclandos noted in emergency preparedness program. 

CALLAN.LJ Region 4, Ofa of the Director. 67/11/12. OEWEASE.J.Q. Loidsiena 
Power A Light Co. 3pp. 43364;0i?.43364;027. 

'•6711180130 Inap Rept 60-362/67-23 on 0710l3-f6.NO violations or devlatlona 
noted.Ma)or areas Inspeded.perlormanca A capabiHiies during annual exerdse ol 
emergency plan A procedures.Four deliclenciee laeniHied. 

BAIRDJB., FISHER.W.L. Region 4, Ole of the OIredor. 67/11/06. 6pp 43384-020- 
43364:027. 


87110901*0 NRC Info Notice 87-066, "Contlnuoua Communications Following Emeioen- 
cy Notificallona " Svo lisl end. 

ROSSI, C.E. Division of Operallonal Evenis Asaesement (Peel 870411). 67/11/16. 
Consolldaled Edison Co. of New York. Ino. I13pp. 43404:176-43404:260. 

6711120027 NBC tnlo Notice 87-069. "Potential RHR Pump Loss." Sve ttst and. 
ROSSI.CE. Division of Operational Events Assessmenl (Post 070411) 67/11/17. 
Consolldaled Edison Co. of New York, Inc. 120pp. 43487:001-43487:121. 


671 1200168 Ack receipt of 871019 response lo concerns re reliability of plsnl procasa 
radiation monitoring sye notad In Inap Rapt &0-362/67-16 Reeponse suKidant 
CALLAN.L.J. Region 4. Ofo of the Direclor. 67/11/18. OEWEASE.J.Q. Loulaiana 
Power A Light Co. 2pp. 43402:357.43402:361. 

8711190008 SuppI 2 lo NRC Info Notice 66-106, "Degradation of RCS Preaaure Bound- 
ary ResufUng prom Borlo Add Cortaalon." Sve Uat en^ 

ROSSI.CE. DMsIon of Operational Events Asseaamem (Post 670411). 67/11/19. 
Consolidated Edison Co. ot New York, Ino. 110pp. 43444: t95-43444;314. 

8711280205 Forwards Inap Repl 60-382/87-22 on 870916-1018 A noUca ot 
vIoiallon.Vlolallon deacrlbed In rept Involve several examples of procedures lhal were 
nol being followed as wrlilen. 

CALLAI^L J. Region 4, Ofo ol the Direclor. 87/11/23. OEWEASE.J.Q. Lotisiene 
Povrer A Ll^l Co. 3pp. *3460-.227-*3A6O,246. 


-8711260206 Nollce of violation from Insp on 670916-10l6.Vlolatlon noled.laUure lo 
follow listed procedures, lailure to meet Tech Spec action statements A fire protection 
problems. 

‘ Region 4. Ofo of the Otreclor. 87/t W23, 3pp. 43460:230-43460:232. 


-8711260216 Insp Rept 60-362/87-22 on 6709l6-10l6.Vlolallon6 noted. Ma]or arses 
Inspecleditollowim ol previously identified items, LER lonowup.p1anl ilaius.tke 
protection, Tech Spec adherence & procedural adhererue to attention to delali. 
SMITH.W.F.. STAKER.T.R., JAUOON.J.P. Region 4. Ofo o( the Director. 87/10/27. 
14pp. 43480:233-43460:246. 


R. Periodic operallng reporle A related oorreapondenoe 


6711020277 "Rapt ol Facility Change8,Te8ls A Experlmenis for Mid-Yr 1967 Per 
10CFR60.59." W/871027 Itr. 

COOK,K.W. Louisiana Power A Light Co. 67/08/18. 52pp. 43237:033-43237:084. 


8711160142 Monthly ooereting rept (or Oot tea?.W/a7111t Itr. 

MILLER, Q.. COOK.lfw. Louisiana Power A Llghl Co. 87/10/31. 7pp. 43366;iee- 
43365:199. 


8711130930 LER 67-0?S-O0 on 671003-16, four Instances of missed Tech Specs (TS) 
sampling ragutemenis noled.Caused by breakdown In admlnlslrallvo controls Meihods 
ol backing TS required sampling re\4sed.W/e7i 1 04 Hr. 

/U.LEN.R.E. CARNS.N.S. Louisiana Power A Light Co. 67/11/04. 10pp. 43361:112- 
43361:12V 

8711190277 Special Rept SR-074)0S OOort 87tt03.Tach Specs 333.1 A 6.62 
vlolaied Caused by inoperability of elfluonl accident wide-range gas monitor for more 
than 7 days due lo damaged connectors New monitor shoulo be Installed by 871 1 25. 
CARNS.N.S. Lodstsna Power A Light Co 87/11/13. Document Control Branch (Docu- 
mml Control Desk). 4pp. 43400:050-43400.053. 

8711190186 Special Rept SR-87-006’00:on S7l028.pnmary moioorologlcal tower upper 
wind speed A wind direction instrument out-of- sve In excess of 7 dsys.Caused by 
laVed mnal converter. Pans replaced A instrument relumed lo sve on 871 104. 
CARNSlN S. Loulaiana Power A Light Co. 67/11/16. Oocumeni Control Branch (Docu- 
ment Control Desk). 4pp 43400 256 43400-262. 


V. Operator Examinations 


8711090224 Advisss that raquaiification program evaluation for facility will not bo per- 
formed Binco requallficallon exams conducted In Nov.per EfX) 87091 1 suspension ol 
ave>ue(lans.Fo6Ux»«ment o( evaluation suggested. 

(3AOLIARDO.J.E. Region 4, Olcol the Director. 87/11/05. HANNON, J.N. Operator Li- 
censing Branch. Ip. 43322.346-43322:346. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emerganoy A fire protection plena 


9711020169 Rev 2 lo Emergency Plan Implementing Procedure EP'IP-052, "Backup 
Emergency OperaHons Faciliiy Activation. Rev 1 29 lo table of conienia also encLW/ 
87)020 Hr. 

KEISER.H.W. Pennsylvania Power A Light Co. 87/10/20. 33pp 4323e:141-43?36:173. 

871 1060043 Advises ihsi 870604 A 14 Change Z 10 physical security plan consistent w/ 
pro^ions ot t0CFR50.64(p) A ecceplable. 

MARliN.T.T. Region 1. Ole ol ihe Director. 87/10/29. KEISER.aw. Pennsylvania 
Power A light Co. 3pp. 43302.047-43302 049. 

9711050176 Cnenge 1-87-1008 to Rev 5 to Emergency Plan Irnplemenllno Procedure 
Manual EP-iP-035, "Emergency Veni Monitor Sampling " W/tevised table ol contenta- 
* Pennsylvania Power A iTghlCo. 67/10/28. 6pp 43293:193-43263:168. 

8711D90281 Advises lhal insisnaHon ol new moioorologlcal instrumenlallon on primary 
A backup lowers expected tpi completion w/iirst sethlannuel caiibr in 1968, per Oovi- 
adon 387-3e0/e8-i0-07.AiternQte method compiles w/FSAR. 

KEISER.H.W. Pennsylvania Power A Llghl Co. 87/11/02. MARTIN, T.T. Region i. Ofc 
of the (Xrector. Ip 43322 187-43322.1^. 

9711120098 Revised emergency plan implementing procedurea.lncludlng Change 1-87- 
1029 to Rov 2 to EP-lP-052. "Backup Emergency Operatlorje Facility (EOFJ Acliva- 
Uoo" A Change 1-B7-1028 lo EP-IP-042 "In-Planl A EOF Chomisiry Lab ..." W/871 104 
Hr. 

KEI8ER.M.W. Pennsylvsnia Power A llghl Co. 87/11/04. 28pp. 43340.32&-43349.355. 

6711230*47 Forwards Salely Inap Repla &0-367/B7-16 A 50-368/67-16 ot\ 670816- 
0930 A notice ol ylolallon.Concarn re repelltion ol violation concerning violation ol 
eecondery conialnmenl inrough cross-Ha ol two open dampers expresseJ. 
WlGQlNS,J.T. Region 1, Olo ol the Director. B7/n/i8. KEISER.H.W. Pennsylvania 
Power A Light Co 2pp. 43421:253-43421:278. 

-9711230483 Inep Rapls 50-387/87-18 A 60-38e/e7-16 on 870616-0930. Violation 
noled.Malor areae inspacledplanl operations, physical securlty.planl evenis.pisvious 
Insp findi^s, survsHiance.malni.ESF waikdown A open item followup. 

BLWQH.AR. Region 1, Ofc ol the Director. 87/11/16. 23pp. 43421:256-43421:278. 


H. Qeneral correspondence 

8711090372 Comments re proposed SRP Section 3.6.3, "Leak-Before-Break Evaluation 
Procedure." 

KEISER.H.W. Pennsylvania Power A Light Co. 67/10/19. MEYER, O.L. Rules A Proco- 
duiea Branch. 2pp. 43265:266-43255:267. 


P. Operating license stage dooumanti A correapondanea 

9711020043 Oiacusses E Chabioz A P Laug ol Swiss Federal Ole of Energy 871103 
vWi to plant RequIrements of 10CFR73.57 waived, except unescorted access, on basis 
ol end ''AiranDsmenl Between US NRC A Swiss Federal OlHce ol Energy lot...." 
PARTLOW.J.d! OMsion of Reactor Inspection A Safeguards (Post 870411). 87/10/ 
27. KEISER.H.W. Pennsylvania Power A Llghl Co. 15pp. 43241:004-43241.016. 

9711020417 Advises lhat based on evaluation ol info provided by util re effects ol plant 
operaUon on archeological sites found within boundary ol plant slle.NRC has found 
finding ol no adverse erlaci appropriate per seFRSOO. 

BUTLER, W.R. Projeol Direclorale 1-2. 67/10/26. 8U8H.R.O. Advisory Council on His- 
lodo Preaervallon. 16pp. 43239:289-43239:304. 

9711030400 NoDllcalton of 871105 meeting w/uTi) In Beihesda.MD to clarity NRC ques- 
Uona re let Impingement Impact due to pipe breaks.Nolas that meeting dale A lime 
changed. 

THAMNI,M.C. Prolacl Directorate 1-2. 67/10/28. MURlEY.T., SNIEZEK.J.. 
MIRAQUA.F. NRC • No Detailed Afliliallon Given. 3pp. 43258:223-43266:224. 
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#711040003 Submi'4 addl m-o 10 071015 appl-caWn lor a.-ne^s to '-Iconses NPF-14 & 
NPF-32 Safety anafys-s lO applicabofi cotKanvaied 

ifiad aeouervarw Both meal reouiremenls of SER (MJREO OZ/oj. 
Se^ERHW PennsyNdfua Power 4 LfOltt C o 67/10/30. Butler, W. fl Project Direc- 
Uxatal j. ?pp 43209 35M3209.357. 

8711100431 Generic Ltr 87-15 10 afl holders of CPs for nuclear power plants re policy 

as? “rtSSS.” W IPO., mmy 67,n,04. coMdattS 
Ecfisoo Co. of New Yorf'. Inc. 46pp 43402.001-43402.046 

6711090319 forwards Rev 0 to Test Procedure TP-157.003. • PMR 85-3037 Slaridt/y 
Liquid Control Vessel lnf«t>on'' & Calculation M SLC-004 Calcu atlon determines ma* 

siaodbvliqiiid control SYS pressure lor Injection during ATV/Saveni. 

KEISERHW Pennsylvama Power 4 Ugni Co. 87/11/05. 0UTLER.W.R Project Dlrec- 
loraie 1-2. app. 43321 346 43322.032. 

-8711090366 Rev 0 10 Test Procedure TP-153-007. "PMR 85-3097 Standby Liquid 
Control Vessel Iniecbon." 

' Pennsylvania Power a Light Co 87/09/10 35pp 43321;356-43322.032. 


8711200013 Forwards Amend 73 lo Ucense NPF-14 4 satety evalual-on. Amend revises 
Tech Sp^ lo include tour nevr circuit breakers in surveniance laWe lot oveicunenl 
pfoiecton devices. „ . 

BUTlERWR. Project Ouedoraie 1-2. 87/11/06. KEISER.H.W. Pennsylvania Power 4 
UghtCo. 3pp 43406333-43406343. 

-8711200019 Amend 73 to license NPF-U.revising Tech Specs to include lour new 
orcul breakers m suivoii'ance table lor overcurrent protection devices. 

BUTtEaw R. Project Orectoraie 1-2. 87/11/06. 6pp. 43406 336-43406 340. 


-8711200024 Safety evaluation supporting Amend 73 to Licenso NPF-14. 

■ Office ol Nuclear Reactor fl^uiatlon, Oireclot (Post 870411). 87/11/06. 3pp. 
43406341-43406 343. 


871I23033I Forwards Amends 74 4 40 lo Licenses NPF-14 4 NPF-22, 
respecUvcIyA.'nends change Tech Specs to modity load proliles lor Battsrios 
10612.10622,10632 4 l0642.Safety evaluation also encl. 

BUTIER.WR Project Directorate 1-2. 67/11/06. KEISER.HW. Pennsylvania Power 4 
UghiCo 3pp. 43426161-43426.176. 

-8Tt123Q24t Amends 74 & 40 to Licenses NPF.t4 4 22,resoect(vely.chanQ;ng Tech 
Specs lo moddy load proliles for Batienes 10612, 10622,10632 4 10642. 
BUTlEn.WR. Piojeci Oirocloraia 1-2. 87/11/06. 11pp. 43426;164-43426’173. 

-8711230351 Safety evaluation aupport’ng Amends 74 4 40 to Ucensos NPF-14 4 
NPF-22.ieepectNeIy. 

' Olilce 01 Nuclear Reactor Regulation, Director (Poai B704II). 87/11/06 3pp 
43426,174-43426:176. 


8711350141 Coricura w/NRC determination thsi operation 4 maini aciiviiies of plant 
would not effect Archeological Siies SES-3,6,6 4 11, considered eligible tor Inclusion In 
Natl Register of Htaioric Pisces, 

KLiMA,DL. Advisory CMneil on Histone PreserveSon 67/11/19 BUTLER, W.R. Office 
ol Nudoar Reactor Regulation, Oirecior (Post 67041 1). Ip, 43456.164-43456,164, 


0. inepeetion reports, IE Suliitini & correspondence 


6012170482 16 Bulletin 60-29, "Operating Problems W/Targei Rock Safety- Reiiel 
VeNes at BWRa." 

' Ole ol Inspectwn 4 Enlorcement, Director (S20201-d704l3) 80/12/18. Consolidat- 
ed EcTiSOn Co of New York, Inc. 5pp. 43226.201 -43226 205. 

83051 10473 IE Into Notice 63-39, "Failure of Safety/Relief Valves to Open at BWRs - 
Interim RepL" 

JOROAM.E.L. Oiv ol Emergency Preparedness 4 Engineering Bespons0,IE(85O2i2- 
870413) 83/06/17. Consolidaled Edison Co- ol New Ycrk, Inc. 2pp. 43226:206- 
43226 207. 


6710230213 NRC Info Notice 87-055, ■'Portable Moisloie/Oensity Gauges; Recent Inci- 
dents of Portable Gauges Being Stolen or Lost." Sve list encl. 

CUNNINGHAM.R E. lesion ol indusinal 4 Medical Nuclear Safely (Post 870729] 
67/10/29. Consolidaled Edison Co. ol New York. Inc. e9pp. 43324:139-43324:227. 

8711060381 Advises that installation ol new metaorological instrumentaUon on primary 
4 backup towers expected lor completion w/firsi semiannual calibr in I988.per Dovi- 
adoft 367 -368/06-10-07 Aliemsie method complies w/FSAR, 

KEJSER,HW, Pennsylvania Power 4 Ughl Co. 87/1 1/02. MARTIN.T.T. Region 1 Ofc 
ol the Oirecior. Ip 43322.167-43322.167- 

8710390234 NRC Info Notice 67-056. "Improper Hydraulic Control Unit Installation el 
BWR ^nls." Sve list encl. 

RO&St.C.E. Division ol Operational Events Assessmem (Post 870411). 67/11/04 
ConsoBdaied Edison Co. o( New York. Inc. 1 12pp. 43324 228-43324:339. 

8711020017 NRC Into Notice 87-057. "Loss of Emergency Boratlon Capability Duo to 
AfilroMn Gas Intrusion." Sve lisl encl. 

FIQ^.CE. Omsion ot OpetaiionaS Everts Assessmort (Post 870411). 87/11/06- 
Consofidaled Edison Co. ol New York, inc tl6pp. 43355.003-43355:119. 

87110S0040 NRC CompHancB Butielin 87-003. "Fastener Testing to Determine Con- 
formance W/App1icab(a Mali Specs " Sve hst encl. 

ROSSl.CE OMSion of Operational Events Assessment (Post 670411) 87/11/06 
ConsofKlaied Edison Co. ol New York, inc. 1 lepp. 43397:142-43397:257. 


8711090140 NRC Info Notice 07-058. "Continuous Communications Following Emergen- 
cy Nolificaliorw." Sve list end. 

ROSSLCE. Division Ol Operationai Events Assessment (Post 870411). 87/11/18 
ConsoOdaled Edison Co. of New York, Inc. Il3pp. 43404-.176-43404:288. 


671 11MM7 NRC Info Notice 67-059, "Potential RHR Pomp Loss." Sve list encl. 
ROSSl.GE. Owtswi of Opetstjonal Everts Assessment (f^sl 870411). 87/11/1; 
Conso6daled Edison Co. of New York, Inc. I20pp 43487:001-43487:121. 

871U3W5 Fcjwarts Exam flepts 50-387/67-1501 4 5O-308/e7-l5OL of exam admir 
istered on 870911. 

GALLO^ M^RMlon 1. ore of the Oirecior. 87/11/17. KEISER.H.W. Pennsylvani 
Power 4 Ughl Co 2pp. 43424:330-43424:334 ’ 


-8711230406 Exam Rapla 60-367/8M50L 4 6O-300/B7O6OL on 870911. Exam 
resuIi8;ona senior reactor operator candidate passed exam Weaknesses noted 
LANGE, D.J.. QALLO.R-M. Region 1, Ole ol the Oirecior- 87/11/17. 3pp. 43424,332- 
43424.034. 

0711230447 Forwards Safety Insp Repls 50-3e7/07-16 A SO-308/87-16 on 870016- 
0930 4 notice of violallon’concern re repetition ol idolallon concerning vloiailon ol 
secondary conlainmenl through cross-tle of hvo Oonno i 

WlGQlNS.JT Region ' O(o of the Oirecior. 87/11/10. KEISER.H.W. Pennsylvans 
Power 4 Light Co. 2pp. 43421:263-43421:278. 

-8711330449 Notice of violation from Insp on 07O8l8-OB3p.Vlo)aiion noled.secondary 
conlainmenl penetrallons not closed or capable of being closed by auiomsilc Isolation 

'^Region t, Ofc of Ihe Director. 87/11/18. Ip. 43421:266-43421:266. 

-8711230463 Insp Repls 60-307/87-16 4 60-38B/87-16 on 870816-0030. Violation 
noted.Major areas ln8pectod:plenl operalfons. physical security, plant ovonls, previous 
insp findings. surveillancs.maint.ESF waikdown A open Horn follojwfx 
8LOUQH,/rfl, Region 1, Ofo of the Dlreclor. 67/11/16. 23pp. 43421.256'43421:270. 

6711130000 SuppI 2 loNRC Into Notice B0-1OO, ''OGgradatlon ol RCS Ptossure Bound- 
ary fleaulling From Boric Acid Corrosion." Sve list encl. 

ROSSl.CE. Division of Operational Evenis Assessment (Post 070411). 67/11/19, 
Consolidated Edison Co. of New York. Inc. 110pp. 43444:1 95-43444:314. 

8711300270 Forwards Insp Repi 60-387/87-17 on 67l005-08.No vloiaiions noted. 
JOHNSTON.W.V. Region 1, Ole ol tho Director. 87/11/23. KEISER.H.W. Pennsylva- 
nia Power 4 Light Co. 2pp. 43471 ;09S-43471;109. 

-8711300276 Insp Rapt 6O-307/87.17 on 07IOO5-O9.No violallona noted. Major areas 
Inspecled.posl mod lest piootam to be performed during refueling oulago.lncluding 

K -mod request packages 4 post-mod test procedures 4 results. 

KESSEl.H.F^, MLIFPHY,K.G. Region 1, Ofo ol tho Oirecior. 87/11/20. 10pp. 
43471:101-4347l;109. 


R. Periodic operating reports 4 related correepondence 


8711120086 "Bacierlological or Turbidity Summary Analysis Input for Oct 1987," W/ 

lAyfoNlcH. Pennsylvania Power & Ughl Co. 87/10/31. HULL,P, CRCP-Slerling 
Sysleme, Ino. 3pp. 43360:122-49360:184. 


8711170161 Month 
HIRT,J.A. KEISE 
43383.039. 


ly operating repls for Oct 1687.W/e7l111 Hr. 

R.RW- Penneylvanie Power 4 Light Co. 87/10/31. 0pp. 43363:031- 


8. Reportable eeeurrenoee, LERe & related eorreepondenoe 

871110040S LER se-OIS'Ohon 880416,05/ I LOCA leolellon 4 hall scram occurred 
when A reactor protection aye bus power losl. Caused ^ lest lead dislocaisd during 
investlutlon of Olv II leolatlan.Affeotod sys restored-W/B/l 105 Hr. 

WEHRyR.R., BYRAM.fl.G, Pennsylvanis Power & Llghl Co. 07/11/05. 3pp. 
43344:398-43344:380. 


V. Operator Cxamlnatlona 

8711240111 Advises that reactor operator 4 senior reactor operator wrilton 4 ^erattng 
licensing exams scheduled for wk of 660201 .End listed ref mall required by 871130 to 
avoid any delay In administering exams. 

IANOE.6.J. Region 1. Ofc 0? the Oirecior 87/11/13. KEISER.H.W. Pennsylvama 
Power 4 Light Co. 10pp. 43432.009-43432.018. 

8711230385 Forwards Exam Repls 50-387/e7-150L 4 60-388/87-1501 of exam adrnin- 
Istered on 6709 1 1 . 

GALLO.R M. Redon 1. Ofo of the Director. 07/11/17. KEISER.H.W. Ponnsylvanla 
Power 4 Llghl Co. 2pp. 43424:330-43424:334. 

•^711230406 Exam Repte 80-387/87-ISOL & 60.3&8/87-16OL On 6709ilExam 
resulia.one senior reactor operator candidate passed exam. Weaknesses noted. 
LANGE.D J., GALLO, fl.M. Region 1. Ofc of the Oirecior. 87/11/17. Opp- 43424:332- 
43424:334. 


DOCKET 50-3e8 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency 4 fir* protection plana 

6711020169 Rev 2 lo Emergency Plan Implementing Procedure EP-IP-062, "Backup 
Emergency Operations Facility Activation.'' Rev 129 10 table of conlenis also encl.W/ 
871010 Hr. 

K£IS£R,H.W. Pennsylvania Power 4 Light Co. 07/10/20. 33pp. 43236:141-43236:173 

6711050043 Advises that 870604 4 14 Change Z lo physical security plan conslslenl w/ 
provisions ol 10CFR50.S4to) 4 acceptable. 

MARTIN.T.T. Region 1, Oto ol the Director. 87/10/29. KEISER.H.W. Pennsylvania 
Power 4 Light Co. 3pp. 43302:047-43302:049. 

87110S0176 Change 1-87-1008 to Rev S to Emergency Plan Implemenling Procedure 
Manual EP-IP-035, "Emergency Vent Monitor Sampling." W/revued table of contents 
• Pennsylvafila Powei & Ughl Co. 87/10/28. 8pp. 43rt3:ie3-43293:198. 

8711090281 Advises thal Installation of new meteorological lixstrurnenletion on primary 
4 backup towers expected for completion w/first sernlannual oallbr In 1988,per Devi- 
ation 3e7-3e8/B8-l0-07.Aliemate method compiles w/PSAR 
KEISER.H.W. PennsylvafOa Power & LtahlCo. 87/11/02, MARTIN.T.T. Region 1. Ole 
of Ihe Director. Ip. 43322:167-43322:167. 
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B711120099 ne^f)scc) emergericv plan implementinQ procd<3uTes,lf>clud)ng Cl%anfld ^•BT* 
1029 lo Rev 2 to EP'lP-052. "Backup Emergoncy Oporatlons Facility (EOFfAcliva* 
lion" & Change I -87-1028 lo EP-IP-042 "In Plant & BOF Chemistry Lab ..." W/871 104 
lit. 

KBISER.H.W. Pennsylvania Power 4 Light Co. 87/11/04. 29pp. •13349:328-43349:355- 

8711200276 Summary of 870929 meeting w/ulil In Belhoscla.UO lo discuss request to 
substiluto actions lor 870715 steam generator tube rupture events lor reguirod annual 
exercise ol emergency plan. List ol allendess end. 

ENGLE, L. Proleci Directorate 11-2. R7/ti/06. Project Oirectoraie 11-2. 3pp 43414.327- 
43414:329. 

8711230447 Forwards Safety insp Ropts 50-3B7/B7-ie & 50 388/87-16 on 870816- 
0930 & notice ol vtolalion.Concetn ta repetition o( vldation concerning viotation ol 
secondary conlamment through cross-tie ol two open dampers oxpressoa 
WIGGINSJT. Region 1, Olo ol the Director. 87/tl/ie. KElSER.H.W. Pennsylvania 
Power & Light Co. 2pp. 43421;a53-43421;a78 

-87112304S3 insp Ropts 50-387/87-16 & 50-388/87-16 on 870816-0930. Violaiion 
noted Major areas inspecled:planl operations, phyalcel seeurlty.plant evonis.provlous 
Insp findings. survel.'lance.malnt.ESF waikdown & open Item lollovnip. 

BLOUGRAR. Region 1, Ole of me Direclor. 87/11/10 23pp. 43421.266-43421.270 


6365110473 IE Into Notice 03-39. "Failure ol Salety/Rellol VeNas to Open a1 BWRa - 
Interim Ropt." 

JOnOAN.E L. DIv ol Emergency Preparedness 4 Engineering Rospor)8e.lE(e502l2- 
870413). 83/06/17. Consdfdaled Edison Co. ol New York. Inc. 2pp. 43228206- 
43220-207. 


8710230213 NRC InlQ Notice 87-055, "Portable MolsUiro/Oenaity Gauges- Recent Inci- 
dents ol Portable Gauges Being Stolon or Lost." Sve list end 
CUNNINGHAM, R.E. OMsion ol Industrial 4 Medical Nuclear Saloty (Post 670729). 
87/10/29. Consol.dated Edison Co. ol New York. Inc. e9pp. 43324:139-43324:227. 

8711090261 Advises lhat Inslallalion ol new meteorological instrumeniaPon on primary 
4 bedtup lowers expected for completion w/lirst sonvannual calibr in 1988.per Devi- 
ation 387-306/86-10 07.Ailernale method complies w/FSAR. 

KElS£fl,H.W. Pennsylvania Power 4 Light Co. 87/11/02. MAHTiN.T.T. Region l. Ofc 
oi the (Sector, ip 43322:167 43322:1^. 

6710290334 NRC Into Notice 87-056, "improper Hydraulic Control Unit Inslallalion at 
Plants." Sve list snci 

noSSi.CE. Division ol Operstional Events Assessment (Post 870411). 67/11/04. 
Censdldated Edison Co. ol New York, Inc 1 12pp. 43324.228-43324:339. 


p. Operating license stage documents 4 eorreapondence 

8711020043 Discusses E Chabioz 4 P Laug ol Swiss Federal Ofc ol Energy 67M03 
visit to plant. RoquYomonIs ol tOCFR73.S7 waived except unescorted acceas.on basts 
ol end "Arrangement Salween US NRC 4 Swiss federal Olllce ol Errergy lor...." 
PAR1LOW.J.G. Division ol Reactor Inspocllon 4 Saleguatds (Posi 870411). 87/10/ 
27. KF.ISER.HW. Pennsylvania Power 4 Light Co. t5pp. 43241:004-43241:016. 

8711020417 Adviaoa that baaed on evaluation ot Into provided by util re eileciaol plant 
operaiion on archeological sites found wiihin boundary ol plant slte.NRC has found 
finding ol no adverse ellect appropriate per 3€FReOO. 

BUTLER, W.R, Project Directorate 1-2. 87/10/28. BUSH.R 0. Advisory Coundl on Hls- 
lorlc Preserval'on. tepp. 43239:269-43239.304. 


6711020017 NRC Into Notice 67-057, "Loss of Emergency Boration Capabilily Due lo 
NHtooen Gas Intrusion." Sve list encl. 

ROSSi.CE. Divtslon of Operational Evems Assessment (Post 870411). 37/tl/OS. 
ConadKtated Ed.son Co. m New Votk, Inc. 116pp. 43355.003-43355.110. 


6711050040 NRC Compliance Bulletin 87-002. "Fastener Testing lo Determine Con- 


lormance W/ Applicable Mt>il Specs." Sve list end 
ROSSi.CE Division ol Operational 


Events Assessment (Post 670411). 87/11/06. 
ConsoUdaiod Ed'son Co. of Now York. Inc. 1 1Spp 43397:142-43397:257. 


87I10M140 NRC Inip Notice 87-058, "Conrnuous Communlcaiions FoTowing Emergen- 
cy Noiilicauons " Sve list cnci 

ROSSt.CE 0.vlsion ol Opaiational Events Assessment (Post 6704it). 87/11/18. 
Consdidaied Edison Co of Now York, inc- I13pp. 43404:I78-43404-200. 


8711030400 Noiilicaiion ol 871 105 meeting w/uiil in eeihesda,MO lo clariiy NRC ({ues- 
tlons ro jet Impingement Impact due to pipe breaks.Noies that meeting date 4 umo 

ThaSaNI.M.C. Projocl o-'rodorale 1-2. 87/10/28. MUflLEY.T.. SNIEZEK.J.. 
MIRAGUA.F. NRC • No DolsHad Alliliallon Given. 3pp. 43258:223-43268:324. 

9711030455 Clarities inlo presented fn XN-NF-66-146. "Susquehanna Unit 2 Singio 
Loop Operaiion Anelyele.' re Advanced Nuctear Fuels Corp eneiysisol idle loop siart- 
up irensiont.pteeeniod In Section 3.4 ol rapt 4 shown grepnicaily in Figure 3.1. 
ffilSER.H.w! Pennsylvania Power 4 Light Co. 87/10/30. BUTLER.W.R. Project Diroc- 
lotota ( 2. 2pp. 43251:135-43251:136 

6711040003 Submits addi Inlo re 871016 application for amends lo Licensee NPF-14 4 
NPP-22 Safely analysis in application concentrated on ECCS rewonso time 4 dieeel 
gonoraior load sequencing Both meet requiromonis ol SER (NLlREQ-0776). 
KeiSER.M.W. Pennsylvanra Power 4 Ught CO. 07/10/30, BUTLER.W.R. Project Oiroc- 
loraio 1-2. 2pp. 43289:356-43289:357. 

8711100431 Generic Llr 87-16 lo all holders of CPs lor nuclear power plants to pokey 
slalemonl on deferred plants Sve list encl. 

MiFIAOLlA.F.O Associate Director lot Prcjocie (Post 870411). 87/11/04. ConsoUdaiod 
Edison Co ol New York, Inc. 46pp. 43402:00l-43403:046. 

8711090319 Forwards Row Q to Test Procedure TP-167-003, "PMR 05-3097 Standby 
Liquid Conliol Vessel InJocNon" 4 Calculailon M-SLC-004.Celculailon delermlnos max 
standby liquid conlrol eys pressure for Injection during ATWS event. 

KEISEH.HW. Pennsylvania Power 4 Light Co. 07/11/05. BUTLER.W.R. Project O-rec- 
torate 1-2. 8pp. 43321:348 49322.032. 

-8711090366 Rev 0 to Tost Procedure TP-ie3007, "PMR 85-3097 Standby UquW 
l^ntrol Vessel injection." 

• Pennsylvania Power 4 Light Co. 87/09/10. 36pp. 43321:368-43322:032. 

8711230331 Forwards Amends 74 & 40 lo Llconsos NPF-14 4 NPF-22. 
respoctively.Amends change Tech Specs to modify load profiles lor Batlerios 
lD6l2.lD622,lDe32 4 10642.Salely evaluaHon also oncl. 

BUTLER.W.R. Project Oitectoralo 1-2. 87/11/06. KElSER.H.W. Peorwyh/enla Power 4 
Light Co. 3pp. 43426:161-43426:176. 

-8711230341 Amends 74 4 40 to Licenses NPF-14 4 22,re8peclfvelv.chanQing Tech 
Specs to modify load profiles lor Batteries 1D612, 10622,10632 4 10642. 
BUTLER.W.R. Project Directorate 1-2. 07/11/00. 1 fpp. 43426;164-43426;173. 

-8711230361 Safety evaluation supporting Amends 74 4 40 lo Licenses NPF-)4 4 
NPF-22,ro5poctively. 

• Olfice of Nuclear Reactor Regulation, Director (Post 670411). 07/11/06. 3pp. 
43426 174.43426;176. 


8711120027 NRC Inlo Notice 87-069, "Potential RHR Pump Less" Sve list end. 
RO^i.CE. Division ol Opeieiional Evenis Assossmont (PoH S7041I). 87/11/17. 
ConscHtdalod Edison Co. o) New York, Inc 120pp. 43487:001-43467:121 

9711230366 Forwards Exam Repis 60-3B7/07-160L & 50-308/07-1501 ol exsm edmin- 
Islored on 670011. 

OALLO.RM Region t. Ole of the D>tecioc. 67/11/17. KEISER,H.W. PennsyWena 
Power 4 LIghI Co. 2pp 43424:330 43424:334. 

-9711230408 Exsm Rspis 50-38T/57-180L 4 60-308/07-180L on 870eu.Exem 
rosuiiS’One senior reactor oporaior candidate passed exam. Weaknesses noted. 
LANQE.0.3. Region I. Ole el Ihe Olrecior. 87/11/17. 3pp. 43424 332-43424:334. 

9711230447 Fofwaids Safety Insp RepIs 00-307/87-16 4 50-369/8M6 on 670016- 
0930 & notice ol vioiaiien.Concern re repetition ol violation concern nu violation ol 
6ecor>^ contairunem througn cross-Ue ol two open dampers oxpressoo 
WtOOlNS,J.T. Region 1, QIC ol ihe Director. 87/11/18. KElSER.H.W. Pennsylvania 
Power 4 Light Co. 2pp. 43421:263-43421:276. 

-6711230453 Insp Repis 59'307/87-t6 4 S0-3B6/07-I6 On 670816-0930. Violation 
noted Majoi areas Inspecied.plant operations, phyalcel sccuniy, plant evonis.prevlous 
Inm firvTings, surveillance.mainl.ESF waikdown 4 open item followup. 

BlCH/GH.A n. Region 1, Ofc ol the Director. 87/11/16. 23pp. 4342l:250-4342i:278. 

8711130006 SuppI 2 lo NRC Inlo Notice 86-108. “Oegiadation ol RCS Prossuro Bound- 
ary Resulting From Boric Acid Corrosion." Sve llsl oncl. 

ROSSI.CE Division ol Operational Events Assessment (Post 870411). 87/11/19. 
Consolidated Edison Co. ol New York, Inc. 1 19pp. 43444:195-43444:314. 


n. Periodic operating reports & related correspondence 


9711120096 "Oacierlologlcal or Turbidity Summary Analysis Input lor Oct 1987." W/ 
871104 te. 

SAXTW.C.H. Pennsylvania Power 4 Light Co. 87/10/31. HULL.P. CRCP-Siatlmg 
Systems. Ina 3pp. 43350:122-43350:124. 

9711170161 Monthly Operating reptslorOct 1967.W/8711 11 Itr. 

HIRT J.A.. KEISER.H-W. Pennsylvania Power 4 LIghI Co. 67/10/3t. Opp 43383:031- 
43383.039 


V. Operator Examlnattons 


9711250141 Concurs w/NRC determination lhat operation 4 malnl activities ol plant 
would not attect Archeotoglcat Sites SE8-3,6,e & 1 1 .considered elig-ble tot Inckislon In 
Natl Roglslor ol Historic Pfaces. 

KLIMA.D.L. Advisory Council on Historic Preservation. 67/11/19, BUTLER.W.R. OWce 
of Nuclear (Teactor Regulation. Director (Post 07041 1). Ip. 43459:104.43469:164. 

8711260260 Forwards request for addI Info re Tech Spec changes to permH IndeHnlte 
operation w/single operating recirculation loop.Response requested within 30 days ol 
receipt. 

THADANI.M.C Project DIrectorale 1-2. 87/11/20. KElSER.H.W. Pennsylvania Pow«4 
LIghI Co. 5pp. 43462:350-43462:362. 


O. inspection reports, IE Bulletins 4 eorreapondence 

0012170462 IE Bulletin 80-26, ‘'Operating Problems W/Targel Rock Safety- Renal 


9711240111 Advises that roaclor operator 4 senior reactor operator written 4 r^eraling 
fleensing exams scheduled lor wK ot 880201. EncUIsled rel mall toquirod by 871130 lo 
awM any delay in administering exams. 

L/d4GE.D.J. Region 1, Olo ol the Director. 87/11/13. KElSER.H.W. Pennsylvania 
Powet & Light Co. lOpp- 43432.009-43432.0t8. 

8711230306 Forwards Exam Repts 50-387/87-1SOL 4 60-380/87-16OL ol exam admin- 
Istwed on 87091V 

GALLO,fl.M. Region 1, Olo of Ihe Direclor. 87/11/17. KElSER.H.W. Pennsylvania 
Power 4 Light Co. 2pp 43424 330-43424:334. 

•4711230406 Exam Repis S0-367/67-16OL & 50-388/87-1&OL on 87091f.Exam 
results one senior reactor operator candidate passed exam. Weaknesses noted. 
LW4Q6.0.J., GALLO, R.M. Region 1. Ofc ot the Qitoclot. 87/tUt7. 3op. 43424332- 
43424:334. 
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F. Security, rfiedfcel, emergency & lire protection plane 

671 t0403S5 FonArards firai monihly statue repi ol plans doscribad in ulil 670824 lir End 
tndthheld (ref 1 0CFR73 2 1 ). 

WOODY, C O. Flortda Power i LiflftI Co. 87/10/20. Document ConVol Brandt (Do«l- 
menc Control OeskJ. ip. 43290 OfO 43290.019. 

8711200329 Forwards "St Lucie Plant Site- Specific Ollsile Radiological Emergency Pre- 
paredness Alert & Notification Sys OA Vefiilcalion.'’ Recornmenda Ireoueitcy of Mi- 
cycle lasts be increased 6> addi lost be podormed. 

WCLOUGHUN.D Federal Emergency Manaoemenl Agency 87/10/29. S7ELLOV 
Otc ol the Erecuttva Olfeciot (or Operations, fp. 43412 035-43412 27S. 

-8711200331 "St Lucie plant Siio-Specific OltsJia Rad.‘ologicai Eraeroency Preparod- 
rtess Alert S Notrlicalion Sys OA Venlicalion.'' 

• Federal Emergency Management Agency. 07/10/13. 238pp 434l2.036-434t2.275. 


8711060289 Forwards EPA floglon IV 070930 Hr to uUI providing final Issuance ol 
NPOES Permit FL0002208 & includes state ceftillcallon ofutit appHcatlort by Slate ot 

WOODYC.O. Florida Power a Light Co. 87/11/02. Document Control Branch (Docu- 
ment Cofttrol Desk). 52pp. 43304:017-43304:060. 

8711090376 Submits addI Info to suppl otil 861230 response to NRC safety evaluation 
wrWcfi assessed conformance of plant to Reg Guide t.97.Ulil does not Intend to iirtple- 
mofll any chanoas to Insirumeniallon monitoring variable during Jul 1000 ouiaoe 
WOOOYC-O. Rorida Power 4 Llghl Co. 87/11/04. Document Control Branch (Oocu- 
in»it Control Desk). Ip. 43321:141-43321 I4i 


8711100431 Getterlc Ltr 07-16 to all holders of CPs for nuclear power plants re pollcv 
statement on deferred plents.Svc list end. 

MlflAQLIA.F.J. Associate Diractor for Prelects (Post 670411). 87/tt/04. Consolidated 
Edison Co. of Now York. Inc. 46pp. 43402:001 -43402.046. 


6711190290 Forwards proprietary response to NRC 670930 hr re proposed lev to plant 
plwsical socuriN plan Withheld (ret 10CFR73.21} 

WOODY, C.O. Florida Power S Ligni Co. 67/1 1/05. Document Control Branch lOocu- 
ment Control Desk). Ip. 43399 299'4339g.299. 

8711130232 Responds to NRC Hr re exercise weaknesses noted In Insp Repls 50-335/ 
67-19 & 50-309/07' 10.Correcilve acifan$;tnoeiing planned w/stale offidals re possible 
lime saving measures 4 erriergoncy plan fmelemerittM procedures vnK be revised 
WOOOY.CiO Florida Power 4 Light Co 67/ 1 1 /06. D^ocumenl Control Bisrten fOocu- 
menl Control Desk). 2pp. 43359 261-43359 282. 


8711230157 Forwards Insp fleple 50-335/67-21 4 50 369/87-20 on 870908-1031 4 
notice ol violation 

VERRELLl.DM Regfon 2, Ofe of the Oireclor. 87/11/17. WOOOY.CO Flotida Power 
4 Li^tCo 2pp. 434a3.020-43423 037. 


-8711230182 insp Ropis 50-335/87-21 4 S0-3B9/e7.20 On 070900-1031, VIofatiorts 
noted.Majof wsm lnspecied:Tech Spec compliance, operator pertorimance.overaV 
plant operalions.OA practices, alto secunty procedures 4 radiation control acUviUes 
CFLENJAK.RV. Region 2. Ole of the Kreclor 87/11/17. 14pp. 43423 024- 
43423,037. 


871 1230288 Forwards Insp Repla 60-335/87-27 4 60 389/07 26 on 671028-30 4 notice 
of violaiion. 

COLLINS, O.M Reclon 2. Olo ol Ihe DlreeiOf. 87/11/18 WOOOY.C.O Ftoride Power 
4 UghI Co 2pp. 41421:070-43421:083. 


-6711230297 NcHts ol violatlori from Insp Oh 87i026-30.Vioiation noted: isliure to 
adhere to fa(lio.ogleal coni/ol procedures lof personnel contaminaticn moniforirw 4 lor 

S ioperly wearing protective clothing aa required ^ 

OLLINS,D.M Region 9, Olo ol me Ol/ecto/. 87/11/18. 2pp 4342.1;072-49421 073 


-8711230304 li>sp Repts 50 335/87-27 4 60-3Q9/87-28 on 071026-30. Vlolallons 
noieaMaior areas Inspected radiation protection, inciudi'ne exlemel exposure 
t*Po«ure conifoi 4 control ol fad'oactive mail 4 coniamwailoA. 
6ASS£TT.CH Region 2, Otc of (ho Director. 07/1 1/10. lOpp 4342l:074-4342l:083 

8711804176 forwards Physical Security Plan Change ll -5,reiuming egu'pment doslgna- 
equ'pmeni list, per NRC 870909 reouest Change withheld (rel 

1vCFR2> 790}. 

WOODY ,C.O. fiottda Power 4 LighiCo 07/11/23. Oocument Control Brentf) lOocu- 
menl Cdnirol Desk], ip. 43467.094-43487.064. ' 


8711100346 Forwards rnarked-up satgty Issues mgi sys plant data, In response to 
870941 ltr requesting asslslance in providing Info re implomenlatlon of approved reau- 
UM^itiatives “ 

WOOOY.CO. Florida Power 4 Light Co. 87/ f 1/06. Document Control Branch (Oocu 
mont Crmtiot Desk). 2Bpp. 43333310 43333:337. 

Responds to NRC 070810 request for addi Info re TMI Item ll.D I ol 
NUflEG-0737. • Performance Teailng of Rellel 4 Sately Valves." RemaWno Questions 
will be addressed by B80205. ^ ^ 

WOODY.C.O. Florida Power 4 Light Co. 87/11/06. Document Conirol Branch (Oocu- 
monl Control Desk). 8pp. 43334:348-43334:353. 

Informs that response to Ham 6 ol Generic LIr 87-12. "Loss ol RHR Wh le 
nCS PemaJiy Filled," will be submitted by 880229. 

WOOOY.C.O Florida Power & Ught Co. 87/11/09. Document Conirol Branch (Docu- 
ment Control Desk). Ip. 43356:284-43356:264. 

8711200147 Forwards safety evaluation re large break LOCA E(XS 
facility In compliance w/criterla ol 10CFR50.46 4 App K 10 
lOCrRoO 4 lhal largo break LOCA reanalyals acceptable 

TOlWiGNY.E.G. Project Olrectoralo 11-2. 87/11/12, WOODY.C.O. Florida Power 4 
Light Co. 3pp. 43400.200-43406:204. 

-8711200151 Safely evaluation re large break LOCA ECCS reanalyals. Concludes that 
letlSty In tompJianco w/cfiiena ol 10CFRS0.46 4 App K to 10CFR60 4 that large 
break LOCA reanalyals acceptable. 

4340^ bf Nuclear Reacior Regulation, Dlreclor (Post 070411). 87/ti/i2, 2pp. 


8711230358 Appiiealion lor amend 10 License NPF-16, revising Tech Specs on survalf- 
idQuiiemenis for MSiVe 4 main ieedwaier Isolation v8ives.Fea paid 
'^'OOOY.CO. Florida Power 4 Llghl Co. 07/11/16 Document Control Branch (Ooeu- 
mohi Control Desk) 3pp. 43423 061-43423:070 


~W112303?3 Proposed Tech Specs re surveillance requirements (or MSiVa & main 
ieedwatei isolation vaivea. 

• Plorida Power 4 Light Co. B7/n/16. 7pp. 43423:064-43420:070. 

8711260069 Requests remitlance ol required fee (or review of 870829 
eppifcallon Appiication submitted revised large break LOCA analysis supporting In- 
crease In steam generator tube plugging limit Tor unit 

OIGGS.R.M. License Foe Menegemeni Branch. 87/11/19 WOOOY.C.O. Florida 
Power 4 Light Co. ip. 43448 316-43446 318. 


P. Operating llcenae aiage doeumenla A correspondence 

8711060274 Forwards Amends 86 4 26 to Ucarwea 0PR-6r 4 NPF-t6, respecUvoiy 4 
salety evaluaiton.Amer)ds change unit ol reactlvity.deleie obsolete requ/rements 4 
corteci rypoa 4 administrative data. 

TOURIGNY.EG. Projecl Olrectoralo 11-2. 87/10/23. WOOOY.CO- Florida Power 4 
light Co. 3pp. 43300:123-43300:235. 


Q. Inepectlen reports, IE Bulletins A correapondence 

6012170482 ig Bulletin 80-25, "Operating Problems W/Taroet Rock Safety- Relief 
Valves at BWRb.” •• v « r 

• Ofc ol Inspeciron A Enlorcement. Oireclor (820201-8704 13). 80/12/10. Consolidat- 
ed Edsot^ Co. ol New York, Inc. 6pp. 43226.201-43226:205. 


-8711050277 Amends 88 4 26 to Licenses DPflB7 4 NPF-IO.respectlvefy, chanoinQ 
urtl\ ol reacllvlty.deleling obsolete requitemenls, correcting typos 4 orovIdirKi edmmis- 
ualiva data. 

BERXOW.H N. Project OIreclorale 11-2. 07/10/23. 105pp. 43300:126-43300 230 


830S110473 IE Info Notice 83-30, "Failure ol Salety/PcHaf Valves to Dpen al BWRs - 
Interim Repi" 


JOROAN,E.L. DIv of Emerg 
870413). 83/06/17. 
43228:207. 


4 Engineering Response.lE(6502l2- 
Edlson Co. o( New York, Inc. 2pp. 43226 206- 


-071IOSO276 Salety evaluation supporting Amends 86 4 25 to Ucensos OPR-67 4 
NPF.ie,respectlvely. 

• Office of Nuclear Reactor Regulation, Oireclor (Post 870411). 87/10/23 5pp. 


8711050238 Forwards Amends 87 4 20 lo Licenses DPR-67 4 NPF-16. reapecUveiy 4 
salety eveiuatlon.Amends change surveillance requirement dealing w/apoctai test ex- 
ertion on shutdown margin. 

TOURIGNY.EG. Project Dlrectorale 11-2. 67/10/28. WOOOY.CO. Florida Powar 4 
Ughl Co. 2pp 433QV.109-43301-.121. 


-8711050248 Amends 67 4 26 lo Licenses OPR-67 4 NPF-ie.respecUvely. chartgfng 
surveillattce requirement dealing w/speclai teat exception on shuldowrt ma/gii^ 
BERKOW.H N Project OIreclorale 11-2. 67/10/28. 8pp. 43301:111-43301:118. 


8710230213 NRC Info NoUce 87-056, "Portable Molsture/Oenslty Gauges: Recent Inci- 
dents ol Poneble Qaugss Being Stolen or Lost " Sve list end 
CUNNINGHAM.R.E, ONlsIon ol Indusirial A Medical Nuclear Safely (Post 870729). 
87/10/29. Consolidated Edison Co. ol New York, Inc. 89pp. 43324:139-43324:227. 

8711060290 Inlorms lhal 8 tubes In Steam Generatoi A A 10 lubes In Steam Gonetavor 
e plugged due lo Insp durlrrg Oct 1 087. 

WOOOY.C O. Flonda Power A Light Co 87/11/02. Documem Control Branch (Docu- 
menl Control Desk), ip 43304:016-43304;0ie. 

8710280234 NRC Info Notice 87-066. "Improper Hydraulic Control Unit Inslallallon al 
BWfl Planis." Sve Hal oncl. 

ROSSI, CE. Division ol OperaUonal Events Assessment (Post 870411). 87/11/04. 
ConsolWaled Edison Co. of New York, Inc. 1 12pp, 43324:226-43324:339. 


-67110S02S4 Safety evaluation supporting Amends 87 4 26 lo Licenses OPR-87 4 

NPF-ie.respeclively- 

' Office of Nuclear Reactor RegulaHon, Director (Post 070411). 87/10/28 3 dd 
43301:11943301:121. ; 1 uw 


8711020017 NRC info Notice 87-067. "Losa ol Emergency Borallon Capability Due to 
Nlirogen Gas Intrusion." Sve list end. 

ROSSIC.E. Division of Operational Events Assessment (Post 870411). 87/11/06 
ConsolWeled Edison Co. of Now York, Ino. 116pp. 43355:003-43355:119. 


0711030339 Partial response lo FOIA requesl.Forwards documents listed In App 
A.Oocumenis siso available In POR. 

QRIM8LEYJ3 H, Division ol Rules 4 Records (Post 870413). 87/11/02. CONNOR 1. 
Doc-Search Associates. 2pp. 43258:339-43258.348 


8711050040 NRC Compliance Bulletin 87-002, "Fastener Testing to Determine Con- 
formance W/Appiicabla Mail Specs." Sve list end. 

ROSSi.C.E. Dl^on ol Operational Events Assessment (Post 870411). 87/11/06 
ConsoWeted Edison Co. of New York. Ino. 1 IBpp. 43397:142-43397:267. 


—6608060190 Forwards performance Inlo for C-E supplied nuclear fuel tor CY85 on 
pfant-by-plan| basis, per NRC 660618 request.lnfo IrKludes number ol fuel assemblies 
4 fuel rods Irradiated 4/or discharged 4 batch average burnups. 

SCHERER, A.E. Combustion Engineering. Inc. 86/08/01. SERLINGERCH. Reactor 
Systems Branch (PWR-A). 6pp. 43256:347-43258:362 


8711130232 Responds to NFIC re eyerciae weaknesses noted In Insp Repts 60 336/ 
87-19 4 50-369/67.l6.Correctlve actlonsimeetlrtg pfanned W/state offlclaia re possible 
Urrie saving measures 4 emergency plan' IniplemenUrig procedures will be revised. 
WOODY, 0.0, Florida Power A Ughl Co, 87/11/06. (TocumenI Control Branch (Oocu- 
mem Control Desk). 2pp. 43359:281-43369;282, 
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671 1090140 NRC Info Notice 67 OSQ, "Continuous Communications FoltowttiQ Emwgen* 
cy Notifications. ” Svc list enci 

ROSSI. C E. Oii/lslon of Operational Events Assossmoni (Post 870411). 67/11/16. 
Consollcfaied Edison Co of New York, Inc. 1 l3pp. 43404:1 70-43404:208. 

8711200180 Informs NRC tfiai motor-opoiatod valve testing scheduled complelion dole 
of 871 114, not met. Valves will bo tested when conditions can be eatabl.shod during 
sisrlup from Cycle 3/4 refueling outagp. 

WOODY, C.O. Florida Power & Light Co. 87/11/16. Document Control Branch (Oocu> 
ment Control Desk), ip 43417:102-43417:102. 

8711120027 NRC Into Notice 87-059, "Potential RHR Pump Loss." Svct&l end. 
ROSSf.C.E. Division ol Operational Events Assessment (Post 670411). 67/11/17. 
Consolidated Edison Co- of New York. Inc. 120pp. 434B7:001-434B7;I21. 

6711230167 Forivards Insp Repts 50.G36/B7-21 & 60-389/67-20 on 870806-1031 & 
notice ol violation. 

VERREUl.O.U. Rog.on 2. Ole of the Oirocior 87/11/17 WOOOY.C.O Plorfda Power 
& Light Co. 2pp. 43423.020-43423:037. 

-8711230169 Notice of violation from Insp on 070906-103I. Violation noted Proceefuta 
2-M 0036. "Raaclot Vossot Matnl-Soouenco ot Operattona" no\ piopetty trrftlentbi^led 
In that load cell not utilised in performing lift ol Uni 2 Instrumonlaiionplele 
VEnnEI.Ul.O.M. Region 2, Ole 0( the 0“roclor. 87/i 1/I7. 2pp. 43423.022-43423,023 

-87ft230l62 Insp Repts 50-335/87-21 & 60-380/Q7-20 on 870008-1031 Violailons 
noted. Major areas Inspoclod.TocIi Spec cemplianco, ^orator potiormance.ovoiali 
plartt operaifons.QA practices, silo security procedures & radiation control actnib'os 
CRLENJAK.n.V., OIBO.HE., WILSON.Q. Region 2, Ole ot ihe Oirocior 87/11/17. 
t4pp. 43423.024-43423.037. 

8711230266 Forwards It^sp Repts 60-335/07-27 & 60 309/07-28 on 871026-30 Atvsltco 
of violation. 

COLLINS.D.M Region 2, Ole of the Director 87/11/10. WOOOY.CO. ftoriJa Power 
& Light Co. 2pp. 43421:070 43421:083. 

-8711230297 Nol'co of violation tram Insp on Q7102G-30 Violation noted. leVuto to 
ecfnora to radiological control procoduros for personnol contamination moniiDrir>o & lor 

^ 011/ wearing protoclrvo doihlng as required 

CINS,0.M. Region 2, Ofc of ino Director. 07/11/18. 2pp, 43421:072-43421:073- 

-6711230304 Insp Roots 00-335/87-27 & 50 309/87-26 on 67IQ26 30 ViolaiiOns 
notod.Major areas Inspectodradioilon proioclion, Including oxtemel exposure 
eoniroMntarnol oxposuta control & control of radioactive rnaii 6 caniamfneuon 
BASSETT.C H., ’ HOSEY.C M, Rog.on 2. Ofc ol ttio Dlroclor. 87/11/16. tOpp. 
43421:074-43421:083. 

6711130008 Suppi 2 to NRC Info Nolico 06-I0Q. "Oegrpdaiion of RCS Pressure Bovrsd- 
ary Rosulitng ^rom Qoilc Acid Conosion.'' Svc list and. 

ROSSI, C.E. Division of Oporelionai Events Aasessmoni (Post 070411). 67/11/18. 
Consolldaiod Edison Co. of Now York, Inc. i I9pp. 43444:105-43444.314. 


6711100431 Gonoric Lir 87-15 to all holders of CPs for nuclear power plants le pollc) 
staloment on deferred plants Svc list end. 

MinAGLlA;F.J. Associate Oirocior for Projocts (Pest 870411). 67/11/04. CongoJidaloc 
EdisonCo. of New York. Inc 46pp. 43402.001-43402:046. 

B7tl2401S6 Forwards TVA Employee Concerns Special Program Ropls 241.3(0) 
"C^le Termination & Splicing" & 22400, "Raceway Support Design " 

RUSSELL.J.R. Tennassee VaBay Authority. 67/11/05. Document Control Brancf 
(Oocumant Control Desk). 2pp. 43444:f40-43444:l94. 

-6711240213 Rav 1 to TVA Employoe Concorns Spoctal Program Sequoyah Elomon' 
R^t 241.3(B). "Cable Termination & SpUcing.No Moggrsr Test on Low Voltage 
** 

* Tennessaa Valiey Authority. 241.3(6) R01. 67/10/20. Cpp 43444:I43-43444'1S0. 

-6711240225 Rov 2 to TVA Employee Concoms Special Program Subcatogory for Ervgl- 
neerfngR^I 22400, "Raceway Support Ossign " 

MCNUTT ,0. Tennessee Valloy Authority. 22400 R02. 87/10/20. 35pp 43444:151- 
43444:f04. 


6711100382 Nolificairon ol 671123 meeting w/uMs.LASL.ANL & Weatinghouse Ir 
Beinestla.MD to d-scusa LASL cornmenls on Wustinghouso revised LOTTC-3 drain 
flow heal t/anslor motfola for main steam hne break analysis inside conieinmonl. 
AULUCK.n. Ofc ot Special Prolocls. 87/1 t/OB. ZWOUNSKl.J.A. Otc ot Spoc'ol 
Prelects 7pp 43342:107-43342263 

6711170097 Requosts that plani be permitted to d.schargo boron w/o any monlortng 
requtromsnls ft ellluani limitaUons.Plans to tost boric add evaporator ft discharge 
boron to Tennessee Rivor ft potential sourcos of boron to liquKi radwasto eye oncl. 
BROOkSIT.H. TcntwBSOQ Valley Authority. 67/11/10 STEWART.P.L Tonnotsoe, 
State ol. 7pp. 43376:073-43375 078. 

6711230329 Responds to violations rtoied in compOanco ovaluat'on Insp ropipot 
NPOES Pormit TN0020t68.Conecilva actions socHons el piping loading to dillusor 
fines bo-Yig leplacod ft mods made to sodium hypochlorite 8ys.W/two ovors/ze draw- 
ings 

BROOKS.R H. Tennessee Vafley Authority 87/11/17, STEWART. P.L. Tonnossoo. 
Stator^. I3pp 43424:295-43424:306. 

8711240163 ForwBids listing ol engineering subcategorv ropts addrosslng concerns lor 
emplqyeo coAcsins special program ft frvo ong-noering subcatogory repl8.inciuc1ing 
TVA EmpiOYse Concerns SpociarPiogram Ropi 20800 re human factors. 
ftU$$EU..JR Tenriessee Vatitw Authonty. 87/ii/i7. Dccumonl Control Btofich 
(OOMmeni (^nlrol Desk). 6pp. 43443:027-43444:033- 

-6711240159 Rev 3 to TVA Employee Concorne Spoclal Piogranv Subcategory Rapt lor 
Engineering 20800, "Human Factors.'’ 

*1V>nossao Vpiloy Authorfty. 20000 R03. 67/11/10. 05pp. 43443:032-43443:126. 


R. ParlodIo operating reports ft related correepondenee 

8711980444 Monthly operating repia for Oct 1007.W/871 1 16 Hr. 

GRANT, N.W. Florfda Power ft Light Co. 67/10/31. lOpp. 43421:202-43421.310. 

8711060102 Quarterly lurlio activities lept lor Jul-3op\ 1d87.W/NRC 671107 ft Stale ot 
FL 871006 Ilia. 

MARTIN, R.E. Florida Powor ft Light Co. 87/09/30. MAHTlM.n.E. Fteddo. State of 
7pp. 43305.081-43305.067. 


S. Reportable oceurrences, LERs ft related correspondence 

87(1130206 Spoclal repl on 871005, omergoncy diosol genoraior 20 look groater that* 
1 7 8 to start up ft load onto bus.Csusad by lailuro of govornor of engines Mechanicsl 
secilori of governor roplacod. 

WOODY.C.O. Florida Power ft Light Co 87/1f/0B. Document Control Branch (Docu- 
ment Conlrol Desk). 2pp. 43359:323 43359:324. 


-6711240189 Rov 3 to TVA Employee Concorns Special Program Suboaiogory Ropl for 
Eno-Aoeitno 21000, "Environ OuaiificsHon." 

’ lVir>efSeeVa'layAulhorlly 21000 R03. 87/1 t/lO. 40pp. 43443:126-43443:1 74. 

-8711240178 Rov 2 lo TVA Employee Coneorrts Spociai Program Subcatogory Ropl for 
Englnoodng 21300. "Elocrilcal Teelmd ft Piann ng." 

JOYCEJ.W. Tennessee Valley Authority. 21300 R02. 67/11/10. 69pp. 43443.176- 
43443:243. 

—6711240186 Rev 9 to TVA Employee Concorns Special Program Subcaiogoiy Ropl lot 
EngYieoflng 22600. "Seismic Interecifon Design " 

jOYCe,JW. Tennessee Velley Aulhority. 22500 R03. 67/11/10. 8lp|), 43443 244. 
40443 324 . 

-8711240194 Rev 3 lo TVA Employoe Concerns Special Frogiem Subcatogory Ropl for 
En^enng 23000, "HVAC Design." 

JOYCE.m Tennessee Valley Authority. 23000 n03. 67/11/10 70pp 43443:325- 
43444:033 


DOCKET 60-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Applfcallon/consirucllon stage documents ft correepondenee 


8711260196 Informs NRC that schedule for providing cornmenls on LASL ropl wiif bo 
sulKniUed effsr 671 123 maeiing.per JA ZwolmsKI 870627 roquost. 

ORtOLfY.R. TevMWSsee VaBley Aulhortly. 67/11/20. Oocumont Control Branch (Docu- 
moni Control Desk). 2pp. 43459:166-43468:167. 


8710060441 Forwards response lo Gonoric LIr 67-13, "Loss ol RHR While RCS Partioly 
Fi'lod." Rosponso providos discussion on operolion or planned operatkm of plants 
during partially filled RCS condition. 

ORI[^EY,R. lennesseo Valley Authority. 87/10/02. Oocumonl Control Branch (Docu- 
merit Control Dosk). 35pp. 43277:017-43277:070. 

6711030267 Forwards lour englnsertrig subcaiegory repts eddreselog ompiovee coh- 
carns special program.Ropls comploled linal review by senior review panel ft employ- 
ee concern task group mgl. 

RUSSELLJR. Tennessee Valloy Aulhonly. 07/10/28. Oocumonl Control BrarxUi 
(Document Control Desk). 5pp. 43247:01 1-43247:282. 

-8711030273 Rev 3 to TVA Ernployee Concerns Special Program Subcalegory Repi lor 
Engineering 80600. "As-Buill Jieconclllalion." 

TRANEJ.T Tennessee Valley Aulhority. 87/10/26. 64pp. 43247:016-43Z47;O68. 

-671-(030283 Rev 3 to TVA Employee Concerns Special Program Subcatogory flepl tor 
Engineering. "Support Design General.” __ _ . 

PANG, A. Tennessee Valley Authority. 07/10/26. 54pp. 43247:070-43247:162. 


-671 1030289 Rev 2 to TVA Employee Concerns Spociai Program Subcalegory Rept lor 
Engineering 24200, "Electrical Sopsraiion " 

RufesELL.J.R. Tennessee Valley Authority. 87/10/26. 62pp. 43247:153-43247:205. 


F. Security, medleal, emergency ft fire protection plans 


•711030046 Revfsod emergency plan imptemonting procedures,mcluding Rev 8 lo IP-2. 
"Operations Duty Specialist Ftocodure for Notification of unusual Event" ft Rev 6 to 
IP -3, "C^ations Duty Speclaliel Procedure for Alert.. .." W/&7 1026 Itr. 

GBtfaLEV,BL. TetineSBoe VaUeV Aulhorlly. 87/10/26. 78pp. 43248 279-43245366. 

8711240189 Revised central emergoncy control ctr Implomenling procodures.Inc'uding 
ftev 9 to IP-2, •■Opetaltons Duty Spoclaiisi Ptpcadute (or NoWiceilon ol Unusual 
Event" ft Rev 8 10 IP-3, "Operations Duty.. W/671 1 10 Hr. 

ADKINS, T.E. Tennessee Valley Authority. 87/1 1/IO. 26pp. 43430:297-43430:321. 


Q. Adjudicatory correspondence 


8711260107 Responds lo 670831 Hr re security at national ft local level at lacl'illos.NRC 
concluded that no substanlial healih ft satety Issues that would warrant suspension or 
te-rocatlonol any license or permH lor (acuities. 

ZECH.L.VV. Commissioners. 67/10/27. CLINTON, B. Arkansas. Stale ol. 6pp. 
4346l;356-43462.0O2. 


-67t 1090293 Rov 2 to TVA Employee Coticerns Special Program Subcatogory Rapt for 
Engineering 26000, "CIvll/Siructufal Design (21500) & Pipe Whip Reafrainl Oe^n 
(2^00)." 

RUSSELL, J.R. Tennessee Valley Authority. 97/10/26. 77pp. 43247:206 43247:282. 


-8711860144 Addresses serious problems re erosion of public confidonco In ability ol 
NRG to safeguard publlo adequately from dangers of nuclear power plant accidents. 
CUNTON.B. AlaSks. State of. 87/03/31. LANDO.L.W. CommfsslonQrs. 2pp. 
43462.001-43462:002. 


134 DOCKETED ITEMS 


Q. Inspeeilo;) reports, IE Bulletins & correspondence 

6013170432 IE Builetin 80-25, "Opemi-ng Prob-'cms W/Targel Rock Ssfely- Rekel 
Valves at QWfls " a j 

• Ole ol Ir.spec'Jon & Enforcemeni, Dvector t820201-8704l3). 00/12/18. Consolfdat- 
ed Ed'son Co of New 'I'oik, Inc Spp 43228 201-<13226 205 

8305110473 IE Info Notice 93-39, "Faluie of Safety/flelel Valves to Open at BWRs - 
inlonm FtMt." 

JOROAN.E.L. Div ol Emeraancy Preparedness & Enginoeffig Resportse.lEfeS0212- 
8704131. 63108/17. ConsoWatcd Eo'son Co oi New Votk. inc. 2pp. 43226208’ 
43226 287. 


8710230213 NflC ir.fo Noiico &7-055. ‘ Poftab.'e Molslure/Density Gauges- Recent Inel- 
tfenis ol Portab’e Gauges Being Sio'en or Lost '■ Sve kst end 
CUNt-llMGHAM.n £. Division ol Industrial & Medicel Ntcloar Safety (Post 07O72B). 
87/10/29. Cor.sol.dated Edison Co. ol New York, Inc. 89pp. 43324;I39 43324 227 


87lt04005S Responds to 671016 Ur & loilows i.p 880805 Ur io A2 Parmer ptovUng 
rosponso 8 commitment lor resolving violalions noied In como.'ianca ovakiaton ii«ao 
rept re NPDS Perm I TN002168.Addl inlo to be sent when ava table 
BROOKS.n.H. Tennessee Valley Aulhorlty. 87/10/30. STEWART.P.L. Tennessee. 
Slate ol. 15pp. 43290. 138 43290.150. 


8710290234 NRC Info No'-ca 97.0Se, "impiopot Hydraulic Conitol Unit Iretalaiion et 
0WR Planls.” Sve list end. 

flOSSI.CE. Division of Operational Events Assessmani <Poal 8704111 87/11/04. 
Consolidated Edison Co. of New York, fnc 1 12pp. 43324 228 43324!339 


8711020617 NRC info Notice a7-0S7. "Uoss oi Emergonev Qoration Cnpabuity Due to 
Nitrogen Gas iniruston." Sve list end. 

ROSSl.C.E. Division of Operational Events Astesstnent (Post 670411) 87/11/06 
Conso'idafed Edison Co. of Now York, me. Il6pp 43355 003 43355: 1 19 


8711050040 NRC Compl.'anco Quliel.n 07-002, "Fasionei Testing to Determine Con- 
lormance W/Applicabio Mail Specs " Sve lisl end 

ROSSl.CE. Otv-sioft ol OporaVonai Evoma Assessmani (Post 670411) 87/11/06 
ConsoikJaied Edison Co. of New York. me. Iiepp 43397 142-43397 267 

8711 190273 Ack receipt ol 671026 l|r informing NRC Of aieps laken to correct vidaNons 
noted In Insp Repis 50-390/87-I4 6 50'39l/67-t4. Based on responsd.addi response 
oimeeled to be forwarded by 880215. 

ZECH.QQ. Ole Ol special M«ls. 07/ii/t2. WHIT6.S A Tennessee Vawy Amnor- 
ity 2pp. 43401 036-43401.037. 


8711098140 NRC Info No'i'ca 07-O50. "ConVnijQrji Commumcations PofiowmciEmstgan- 
cy NoHlcatlons Sve Usi end ^ ^ 

TOSSI,C.E Di-vlsicn ol Operaiional Cvonis Assessment (Post 8704ii) 87/ii/id 
Consolidated Ed'son Co. of New York, inc. i i3pp. 43404. 1 76-43404:288. 

871 1190137 AeV tecfriplol 87i0i6 Ur Itr'ormmg NRC of steps taken to correct violations 
noiod In mspRepls 50'390/87>f t £ S0-39I/87-I1 

?eCff,Q.O. Ofe of Special Prolecis. 87/1 1/16 WHITE, S A. Tonoessce Vaiiey Author- 
ity, 2pp 43397:55l-43397.352 


Notice 87-059, "Poientiai RHfl Pump Loss " Sve Lst end. 
n0S5i.CE. D.vislon ol Operational Eve-iia Assossmoni (Post 6704III 97/11/17 
Consolidated Edison Co. of New Yofk, fnc. I20pp 43487 001-43487 121 


8711130008 SuppI 2 to NRC Info Nolico 88-108. •Oogradation of RCS Piessuro Bouftd- 
ay Rasultlng Rom Bone Acid Corrosfon," Sve list end. 

ROSSl.C.E Orvison of Operaiional Events Assessmeni (Post 8704tf) 87/11/19. 
Consd-'oeiod Edison Co of Now York, me 1 19pp. 43444:195 43444 3t4. 


R. Periodic operating reports 8 related correspondence 

6711030408 Siibm'fs woeKly scfisdule ol TVA eciiviUes for whs of 871102 8 Od.Sched- 
ule Will be updated £ issued each Pnday Staff input should be recoiworj botorq noon 
on Thursday. 

KElly,J.L. Ofc Of Special Projocis. 87/10/30, ZWOLlNSKi.JA Ofp of Soeciel 
Projecis. 4pp. 43258 248 43258 251. 


8711050155 Advises that revised final repi re cable bend radios deflciency.lncluding re- 
sponse 10 alt 11 NRC quesilons.vvlll be submitted on 881115.lltii 871102 submilUJ 
snoiid bo disregarded. 

GBIOLEY^. Tennessee Valley Aulhorlty. 67/11/04. Documarvl Conliol Branch iDotu- 
ment Conitol Desk] 2pp. 43292:1 1 1-43292:112 

87(1180129 Second irtterim deficient rept re deficient welds for hanger lugs on ASME 
Code plpino.lniiially reported on 870127, Stated corrective actions will be completed 
before luelioading on both unlls.Next repI to bo submitted on or about 681201. 
Qfil(M.£Y,R. Tennessee Valley Authority. 87/11/09. Document Conirol Branch (Docu- 
ment Control Desk) 4pp. 433eS:017-43M5.020. 

8711250223 Second interim deficiency rept re radiation monitoring eys. initially reported 
on 870402.UIII developing assessment ol £ action plan lor radialton monitoring sys 
dekckincies.Final rept willlie eubmllled by 660930. 

GniOLEY,R. Tennessee Valley Authority. 87/11/23. Document Control Branch (Oocu- 
monl Control Desk). 4pp. 43460:282'43460’2e5 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT. UNIT 2 


A. Appileallon/conBlriretlon alage documents & correspondence 

8710080441 Forwards response lo Generic LIr 87-12, "Loss of RHR While RCS Partia'ly 
riled." Response provides d'scusslon on operation or planned operation of plants 
dutinQ MriiBify Wleo RCS contfiUon. 

QfllOlEY.n. Tennessee Valley Aulhonty. 07/10/02. Documeni Control Branch (Docu- 
ment ConlroJ Desk).3Spp 43277017-43277852. 

871 1030257 Forwards four engineering subcaiegory repis addresslrig employee con- 
cerns special program.flopis completed final review by senior review panel £ omptoy- 
ae concern task group mgt 

RUSSeLL.JR. iMinessee Valley Aulhonty. 87/10/28. Documeni Conirol Branch 
(Documeni Conirol Desk). 6pp 43247:011-43247:282 

-*^111X30273 Rev 3 to TVA Employee Concerns Special Program Subestegory Repi for 
En(Uneertng 20600. "As-Duilt Reconci/iallon." 

TRANE.J.T Tennessee Vafiey Aulhonty, 87/10/28. 54pp. 43247.016 43247.069. 

-Ml 1030283 Rev 3 lo TVA Emp^loyee Concerns Special Program Subcaiegory Repi lor 
Enaneen^. "Support Design Doneral." 

PANG.A Tennessee Valley Authority. 87/10/28. 54pp. 43247:070-43247M5Z. 

-8711030289 Rev 2 to TVA Employee Concerns Special Proorsm Subcaieflorv Repi lor 
Bnofneering 24200, "Elecirlcal Separation." 

ftUSSEtl.Jft. Tennessee Valley Aolhenry. 87/10/26. 62pp. 43247;f63-43247:206 

-8711030293 Rev 2 to TVA Employee Concerns Speciei Proorsm Subcaiegory Repi lor 
&^ewirig 25000. "Ctvil/Situctufel Design (21800) A Pips Whip Rssitsinl Oesgi 

HUSSSil.J R Tennessee Velley Aulhonfy. 07/10/26. 77pp. 43247:208-43247:282. 

8711100431 Generic Lir 87-16 to ell holders ol CPs for nuclear power plants re policy 
slaiemem on ooisiisd pianis.Svc list end. 

MiRAGUA.F.j. Associate Dlrecior for Prolecis (Post 070411). 87/i f/04. Consolidated 
EdiSOrt Co of New York. me. 46pp. 43402 001-43402:048. 

9711240186 Foiweids TVA Employee Concerns Special Program flepts 241.3(0), 

• Cable Termlnallon & Splicing" & 82400, "Raceway Support Design." 
nuSSEll.JR. Tennessee Velloy Authority. 87/11/05. Documeni Control Branch 
(Oocum^ Control Desk) 2pp. 43444:140-43444 194. 

-8711240213 Rev 1 lo TVA Employee Concerns Special Program Sequoyah Elomenl 
Repi 241.3(6}, "Cable Termination £ Splicing, No Megger Test on Low Voliago 
Cables. 

* Tennessee Valley Authority. 241.3(B) ROf. 67/10/28. Bpp. 43444:143-43444:150. 

-87112*0226 Rev 2 lo TVA Employee Concerns Specie! Program Subcategory lor Engi- 
neent w R eel 22400, "Raceway Support Design.'' 

MCNl/rr.Q, Terwessee Valley Aulhonty. 22*00 R02 67/10/28 36po 43444:151- 
43444:194. 


S. Reportable occurrences, LERs £ related corresponderice 

8711030123 Inienm Part 2i 4 rier.cioncy rept re lailuro ol Worrlson- Knudsen high-vott- 
ege cable Insulation on d'osel generators fnliislfy reported orr 870O28Cebio wiM be 
repfacod using proper msuiaiion £/or lerminalions.Flnal repi by 660529 
GRIOLEY.R. Tennessee Valley Aulhonty. 87/ 10/28. Document Comrof Branch (Docu- 
mom Control Desk). 4pp. *3252:023-43252:028. 

8711040335 Revised fmel Oeficiervey Repta NCR WBN 6306 & CAQfl WBP 870901 te 
incorrect door check on fire £ pressure confining doors. Initially roportod on 
851 1 12. TVA drawing revised lo specify door closure roqu.'remenis 
GfllDLEY,fl. Tennessee Val.'oy Authonty. 87/(0/20. Document Conirol Branch (Docu- 
ment Control Desk). 4pp. 43290 057-43290.060. 

87(10402(3 Revised Final Deficiency Repis NCR WBN 6172 £ NCR WAN 8359 re in- 
adequate slope on irxsUumant sarxsa (mas Initially reported on &510C6.Cotts1 A insp 
procedures revised lo Incorporale engineering rcq^ulremenis spec requiromerrts 
GRIDLEY.ft. Tennessee Valley Authorrty. 67/10/30. Documont Conirol Branch (Docu- 
ment Conirol Desk). Spp. 43277 200-43277:284. 

87118*8317 Oeiiciancy Repi NRC WBN 4194R re cable bend radius deirclency.lnitiany 
reported on e20729.Kevlsod Onal rept expected by 881 1 15. Response lo Ouestons 1 
4 2 of GQ Eech 880815 Itr co doticer>cy ^icl. 

QflIDLEY.fl. Tennessee Valley Aulhonty. 87/1 1/02. Document Conbcl Branch ((3ocu- 
mom Conirol Desk). 4pp. 43290.074-43290.077. 

8711048332 Third interim Deficiency 4 Part 21 Repis CAQR W0P 870995 4 CAOR 
WBP 870998 le Jailed molot pinion keya & shaft m Umilorque operator Inititfly report- 
ed on 661009 AddI failed keys 4 shafts ideniiffed.Next repi expected by 8605(& 
GRIOLEY.R. Tennessee Valley Aulhonty. 07/i 1/02. Occument Control Brerrcli (Docu- 
ment Control Desk). 7pp. 43290:061-43290.067. 


8711100382 NblificaiJon Of 871123 meeting w/ullls,LA8L,ANL 4 Wesunghouse In 
Bolhesda.MO to discuss LASL comments on Wostinghouse revised LOtTc- 3 drain 
ikw heal Uarvslaf models for main steam line break analysis inside coniainmenl. 
AULUCK.fl. Ofc ol Special Projects- 87/11/06. ZWOLINSKI.J.A. Ofc ol Special 
Projocis 7pp. 43342:197-43342:203. 

9711170097 Requesis that plant bo permitted to discharge boron w/o any moniloring 
reQvlramenls 4 effluent limllallons.PIsns lo test boric acid evaporator 4 d'seharge 
boron to Tennessee River 4 poienllal sources of boron lo liquid radwaste sys end. 
BROOKS, R.H. TennesseB Valley Auttiortty. 87/11/10. STEWART.P.L. Tennessee, 
Siateof 7pp. 43376:073-43375:079. 

871(230329 Responds to violellons noted In compliance evelualion insp repi, par 
NPDES Permit TN0020166.Corroctive action8:seciion8 ol piping leading lo diffuser 
mas being replaced 4 mods made to sodium hypochlorite sys.w/two oversize draw- 
kms. 

eftOOKS.R.H. Tennessae VaHey Aulhonty. 87/11/17. STEWARTP.L. Tennessee, 
Stale of. 13pp. 43424:295-43424:308. 

97(1240153 Forwards listing of engineering subcaiegory repta addressing concerns lor 
employee concerns special program 4 five engineering subcategory repis Including 
TVA bmptoyee Concerns Speclaf Program Repi 20800 re human factors. 

RUSSELL, J.R. Tennessee Valley Aulhonty. 87/11/17. Document Control Branch 
(Oocumeni Conirol Desk). Spp. *3*43 027-43*** 033, 

-8711240159 Rav 3 to TVA Employee Concerns Special Program Subcetegoty Rept for 
Ertgfneerfrig 20800, "Human Factors.” 

* Tennessee Valley Authority. 20800 R03. 87/1 1/10. 95pp. 43443:032-43443:125. 

—8711240169 Rev 3 to TVA Envloyee Concerns Special Program Subcaiegory RopI lor 
Engineering 21000, "Environ OualrtlcaUon.” 

* Tennessee Valley Authority. 21000 R03. 87/11/10 40pp. 43443:1 26-43443:174. 
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—8711240176 Rov 2 to TVA Emptoyea Concorns Special Program Subcalegory Rept for 
Ef>glnoorlna 21300. "Electrical Testing S Planning." 

JOrCE.J.W. Tennessee Valley Aelhonty. 21300 R02. 87/l1/tO. eOpp. 434'»3;175- 
43443 243 

—6711240166 Row 3 to TVA Employee Concotr\s Special Program Subcelegory Rept foe 
Engineering 22600. "Seismic Inioractlon Design." 

JOYCE.J.W. Tennessee Valley Authority. 22600 R03. 87/11/10. Step. 43443;?44- 
43443:324. 

-671124Q1S4 Rev 3 to TVA Employon Concerns Special Program Subcalogory Ropi for 
Eog-nooring 23000. "HVAC Design." 

JOYCE.J.V3. Tonnesse© VsKoy Authority. 23000 R03. 87/1U10. 70pp. 43443.325- 
43444.033. 

87112S0136 Infojms NRC that schodplo lor providing corTuhonls on LASL rapt «mII be 
submiliod eller 871123 meeting, per JA ZwollnskI 870827 request. 

GniOLEY.R. Tennessee Valley Authority. &7/1 1/20. Oocumenl Coniiot Branch (Oocu- 
mont Control Desk). 2pp. 43459:106-4 34.'i9:l07. 


F. Security, medical, emergency & fire proiecllon plane 

8711030045 Revised emergency plan Implementing procedutes.mcluding Rev 8 lo IP-2. 
"Operations Duly Spoclallsl Procedure for Notification of Unusual Evonr & Rev 6 to 
IP-3. "Operations Duty Specialist Procedure tor Alert . ." W/Q7I026 Ur. 

GRIDLEY.R.L. Tennessee Valley Aulhority. 87/10/28. 70pp. 43246:279-43248.356 

6711240169 Revised central emergency control cir Imptemanimg proi:edurea,ir>clucNne 
Rev 9 to IP-2. "Oporaiions Duty Specialist Proceduro lor Nolilicaiion el Unusu^ 
Event" & Rov 9 to lP-3, "Operai'ons Duly ..." W/071 1 10 llr. 

ADKiNS.T.E. Tonnessoe Valley Authority. Q7/1 1/10. 25pp. 43430;2S7-43430'32l 


0. Adjudlcalory correspondence 

8711250107 Responds lo 870031 llr to security at national 6 local level at fac-iiilas NRC 
concluded lhal no Subslanllal health & aeloly issues that would warrani suSpensKin or 
revocaiion ol any license or peimit for feciiiiios. 

ZECH.LVy. Commissioners 67/10/27. CLINTON, 0. Arkansas. State oL Spp 
43461:356-43462.002. 

-871 12B0144 Addresses sotlous problems re erosion of pub'ic coniidonco In ab-fciy ol 
NRC to safogunrd public adoqustoly (ram dangers of nuclear power piatti acekfenls. 
CLINTON.Q. Alaska. State ol 07/08/31. LANOO.LW. Commissionora. 2pp 
43469:00l-43462.002 


Q. Inapeetien reports, IE eulisllns & correspondsnoe 

6012170462 IE Bui'elln 80-25, "Oporailng Problems W/Targei Rock Safely- Railoi 
Vaivos el BWRs " 

‘ Olc ol Inspoellon & Entorcemoni, Oirecloi 1820201-870413). 80/12/19. ConsOklat- 
ad Edieon Co. ol Now York, Inc. €pp. 43228:201 -43228 205. 

8306110473 IE Info Notice 83-30. ‘'Failure ol Safoty/Rol'of Valves to Open ai OWRa • 
Iniarim fieol.*' 

JORDAN.E L. Olv of Emorgancy Proparadnass A Engineering R«$ponse.lE(0502l2- 
870413). 83/06/17. Cons^ldatod Edison of New York, Inc 2pp. 43226-208- 
43228207. 

8710230213 NRO Inlo Notice 07-055, "Portable Moislure/Oonsny Qauges Roceni inci- 
dents of Porleblo Caines Being Stolon or Lost." Sve Hsl onci 
CUNNINGHAM, n.E. Division ol indusitlal A Medical Nuclear Saloty (Post 670729). 
07/10/29. Consolidated Edison Co. of Now York. Inc. 89pp. 43324:139-43324-227. 

871 1040056 Responds 10 871016 llr & follows up 000805 Hr lo AZ Farmer piOvUrtg 
response & commllmoni for resolving vlolallons noied In compHenco evaluation Insp 
rapt re NPDS PormH TNOOZtes AddI Info lo be sent when available 
BROOKS, R.H. Tennessee Valley Authority. 67/10/30. STEWART.P.L. Tennessee. 
State ol. I5pp. 4326O:136-432eO;1G0. 

8710290234 NRC Inlo Notice 67-056, "Improper Hydraulic Cantrol Un.1 inatefatlon at 
QWfl Planis." Sve Hsi end. 

ROSSI, C.E. Division of Operational Events Assessment (PosI 870411). 87/11/04. 
Consolidated Edison Co. ol Now York, Inc. 1 12pp. 43324:220'43324;338. 

6711020017 NRC Inlo Notice 67-057, "Loss of Emorgoncy BoraHon Capability Due lo 
Nilrogon Gas Inlruslon." Sve list oncl. 

ROS&l.C.E Oivlstoh ol Opotalton©' Events Assassment IPosI 670411). 87/11/06. 
Consolidated Edison Co. of New York, Inc. 1 16pp. 43355.003-43395:119. 

8711050040 NRC Compliance Bulletin 67-002, "Fastener Testing lo Oeiermino Corv 
formance W/ Applicable Mail Specs." Sve Hal encl. 

ROSS1.C.E. Division of Operational Evenis Assessment (Post 8704ft). $7/11/06. 
Consolidated Edison Co. of New York, Inc. 1 16pp. 43397: 14?-43397:257. 

8711190273 Ack receipt of 871026 Hr Informing NRC of steps taken to correct vlolallons 
noted In Insp Repts 50-390/67-14 & 50-391/67-14. Based on response, add! response 
expected to be forwarded by 860215. 

ZECH.G.G. Ofe ol Special Ptolecis. 87/11/12. WHITE.SA. Tennessee Valley Aulhor- 
ity. 2pp. 43401:036-43401:037. 

0711090140 NRC Info Notice 67-056. "Continuous Communications Following Emergen- 
cy Notlfloations." Svc list encl. 

ROSSI. C.E. Division of Operational Events Assessment JPosI 870411). 67/ll/f6. 
Consolidated Edison Co. or New York, Ino 1 13pp. 43404:176-43404:266. 

6711 190137 Ack receipt ot 871016 llr Informing NRC of steps taken to correct vlolallons 
noted In Insp Repts 50-390/87-1 1 & 50-391/87-1 1. 

ZECH.G.Q. Olc of Special Prolocts. 87/11/16. WHITE.SA. Tennessee Valley Author- 
ity- 2pp- 43397:351-43397:352. 

8711120027 NRC Info Notice 67-059. "Polantial RHR Pump Loss." Svc list erwf. 

ROSSI, C.E. Division ol Operational Evenis Assessment (Post 870411). 87/11/17. 
Consolidated Edison Co- of Now York. Inc. 120pp. 43487.001-43487:121. 


8711130005 Suppi 2 lo NRC Info NoHco 66-108. "Dogradsilon ol PCS Pressure Bound- 
ary Resulting F^rom Boric Acid Corrosion." Svc llsi oncl. 

nOSSI.C.E. Division ol Operational Evenis Assessment (Post 670411). 67/11/19. 
Consolidaiad Edison Co of Now York. Inc. 110pp. 43444:195-43444.314 


R. Periodic operating reports A related correspondence 

671 1030405 Submits weekly schedule of TVA activities lor wks of 87f 102 A OO.Schod- 
iMo Mil be updated A issued each Frlday.Slsfl Inpul should be received before noon 
on Thu^day. 

KeLLY.J.1. Olc Ot Special Prolecis 97/10/30. ZWOLINSKIJ.A. Olc ol Spoclal 
Projocls 4pp 43266 246-43258:251. 


S. Reportable oceurrencee, LERs A related correspondence 

8711030123 Intorim Part 21 A dellcloncy ropt re failuro of Morrison- Knudsen high-voH- 
age cable insulation on diesel generators. Initially raponod on 070928.Cabla will be 
riwlacod using proper Insu'etion A/or lerminalians.Flnai ropl by 680529. 

OnlDLEY.n. Tennessee Valley Aulhority. 87/10/28. Document Control Branch (Docu- 
ment Control Desk). 4pp. 43252.023-43252.026. 

8711040336 Revised final Deflcioncy Repts NCR WBN 6306 & CAQR WBP 670901 re 
btcorrect door check on tl/a A pressure confining doors Iniiially reported on 
651 1 12. TVA drawing revised lo speciry door closure requirements 
GniOl£y.R. Tennossoo Valley Authority. 87/10/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 43200:057-43290.06l> 

6711040213 Revised Final Dellcloncy Repts NCR WBN 6172 & NCR WBN 5359 re in- 
adequate slops on Instrument sense Imss.lnltially roponod on 65l008.Consi A insp 
procedures rovised lo Incorporata angoeering tocurocnonts spec roqutomants. 
QRlOtEY.n Tennessee Velioy AulhorMy. 87/10/30. Documont Control Branch (Oocu- 
menl Conuol Desk). 6pp. 43277:200-43277:284. 

8711040317 Doliciency RepI NRC WQN 4194R ro cablo bond radius del'c>oncy.lnlilally 
roponed on 620729 itavlsod final rept expoctod by 061 1 15. Response lo Questions 1 
A 2 of GO Zoch 660615 Ur re doficency oncl. 

QRtOLEY.R Tennessoe Vall&y AulhoiiW- 67flU02. Oocumenl Co«iOl Branch iDocu- 
moni Control Desk) 4pp 43290:074-43290:077. 

6711040332 Third Interim Deliclency A Part 21 Repts CAQR WBP 870995 A CAQR 
WBP 670996 ro felled motor pinion keys A shall In Uimitorgue oporotor.ln lislly report- 
od on 661009 Addi failed keys A ehails idahlitled.Next rept oxpociod by B80S02. 
GfliOLEY.fl Tonnessoo Volley Auihoniy. 67/1 1 /02. Documont Control Branch (Decu- 
meni Conuel Desk) 7pp. 43Mt) 061-43290.087. 

6711060166 Advises that rovisecr 5nai rept re cable bend radius dolielchcy, including re- 
sponso to all 11 NRC quesilons.w'il be submfilod on CBiliSUiil 671102 submiltsi 
should be dsrogarded. 

ORKKEY.R. Tennessee valley Authority 87/11/04. Document Control Branch (Oocu- 
mani Control Doek). 2pp. 43292:1 it 43202:112. 

6711 160129 Second Interim dellcion» ropi re doficloni welds lor hanger lugs on ASME 
Coda piping Iniiially reported on e7^0l2r.Siaiotf coiiociivo acuona will be comploiod 
beloto fuel loading on both uniis.Nexi rapt to bo eubmiltod on or eheui 881201. 
GRiOLEY.R. Tonnosseo Valley Aulhority. 67/11/09. Oocumeni Control Branch (Oocu- 
mont CoAirOl Desk) 4pp 43065 017 43365:020 

8711260323 Second Inietim dellcloncy ropt ro rad,oiion monitoring sys Iniiially reported 
on 670402.Uilt developing assessmeni of A action plan for radialon monlioiing sys 
ckifIcloncios.Final repl will ee submilloU by 880030. 

QRlOlEY.R. Tennessee Volioy Aulhorriy. 07/11/23. Oocumenl Control Branch (Oocu- 
mom ConifOl Desk) 4pp 43400 262-43460:285 


DOCKET 60-395 VIROIL C. SUMMER NUCLEAR STATION, UNIT I 


F. Seourliy, medical, emergency A lira protection plans 

8711090309 Advisee Ihst 670924 Amond 18 to physical securily plan consistont w/pro- 
vi'sions of 10CFR50 64(p) A accoploble. 

CLINE.W.E. Reolon 2, (Jlc ol Iho Diroclor. 87/00/24. NAUMAN.OA. Soulh Carolina 
Etectiio AGas Co. 3pp. 43313 246-43313-250 

6711060147 Raquosla ihst Info re safeguards mailers be openly d'seussed belwoon 
membme of util slalf A Chsbloz A Lau 0 .per oncl agrooment between NRC A Swiss 
Fodoi^ Olc ot Energy tor exchaiYge of technical Into A coopecetton in safely matters. 
PARTLOW.J.O. Division of Reactor Inspection A Safeguards (Post 07041 iV 07/10/ 
27. NAUMAN.D.A Southern Calilornla Edison Co. 16pp. 43301:165 43301:176. 

6711100371 Forwards reissued Amend 19 to physical socunty plan Amend reissued w/ 
doUile-sIded page priming to match previous amends.No changes to plan 
mads. Amend wilhneld (ret lOCFR 73.21). 

NAUMAN.D.A South Carolina Electric A Gas Co. 87/11/08. Documoni Cenltol 
^arwh (Document Control Desk). Ip. 43334:354-43334:354. 

6711160126 Informs that response A emend request to Generic Llr 86-10. "Implemon- 
lab'OT ot Fire Protection Roquiremanis," does not comply w/ltr.NRC commenis dotS’l- 
fng Inlo necessary lo respond adequately oncl. 

HOPK1NSJ.B. Prelect Oitocloraie ll-I. 87/11/09. NAUMAN.D.A. South Carolina Elec- 
tric A Oas Co. 3pp. 43370.DB6-43370.0BO. 

8711170193 Revs lo emergency plan pioceduroa.consisling of Rov 8 to EPP-015, "Nat- 
ural Emergency (Eedhquake.tornadq)," Rev 6 lo EPP-021, "Acllvation ol Early Warn- 
ing Siren &s (bwSSl" A Rev 8 lo EPP-022, "Vorificallon...." W/871 1 13 Itr. 
NAUMAN.Ij.A. South Carolina Eleotric & Gas Co. 67/11/13. 46pp. 43385116- 
43365:183. 

871 1 170266 Forwards ravlsad Page 13-3 lo 671014 proposed amend lo physical securi- 
ty plan, per 871105 telcon PhysIcal barrier upgrades can be completed by end ol 
fourth refueling outage. Revised page witnhelcf (ref t0CFR2.790). 

NAUMAN,D.A. South Carolina Eleclrio A Gas Co. 67/ 1 1 /13. HOPKINS, J.B (Documeni 
Control Branch (Document Conirol Desk). 2pp. 43384:090-43384:100. 



8/1 1260079 Rev 16 (o EntaroanCY Plan procedure EPP 003. "Communication & NoirfI* 
cations." W/671 1 19 Hr A laole ol contents. 

NAUMAN.OA. South Carolina Eiectnc & Gas Co 87/11/19 39po 43459219- 
43459267. 


H. Oanaral eorratpondonc* 

8711060139 informs lhal aflocttve 67t 123,JJ Hay os will bo NPR project manager as- 
signed to plan). Trip lo silo lor Hayes to meet util staff will be sel In near hjiure. 
HOPKINS.J.B. Project Directorate 11-1. 87/11/04. NAUMAN.O.A South Cetol'iu Elec- 
Ufc&GasCa 2i)p. 43300032-43300 033 


P. OpetBt<n 9 llcenee etige documenli & correspondence 

6711020089 Forwards Amend 68 to License NPF-12 & safety evaluaiion. Amend revteee 
rediologlcal' environ monitoring program. Notice of Issuartce will bo included in navi 

HOPKINS.JB. ProiMt Olroctorate 11-1. 87/10/23 MAUMANJ3A South Carolina Elec- 
tric 6 Gas Co. 3pp. 43239.316-43239.331. 

-6711030091 Amend 66 to Llcenee NPF-l 2 ,tQ'(ielng(sdlol 03 icel envuon monttoring pro- 
gram. 

A0ENSAM,E.G. Project Oireclorale ll-t 87/10/23 9pp 43239 319 43239:327. 

-8711020097 Ssleiy evaluation si^porting Amend 68 to License NPF't2. 

' Olflce ol Nuclear Reactor Regulalon, Oiioctor (Post 870411) 87/10/23 4pp 
43239:326-43239.331. 

8711040232 Summary ol 67080S meeting w/util re 6>to tour A discussion ol lochi9cal 
Issues List of attendees, egeoda A viewgraphs end. 

HOPKiNS.JB. Project Oirectoreie ll-l. 67/11/02. Project Directorate ll-l 16pp 
43278 112-43278 t27. 

6711040273 Summary of 870929 meeting vr/u'il In Allanie.GA re status ot current A 
future licensing ilems.Llst ol atiendeea A eteiua Us) artel 

HOPKINS.JB. Project Oireetorale IM. 87/11/02. Pto'eci Oireclorale il-i 9pe. 
43276:299 43278:307. 

8711100431 Ganoric Ltr 67-16 10 a'l holders ot CPa for nuclear power plants re pokey 
sislamerki on deferred planlsSvc list end, 

MIRAGLIA,F.J. Associate Oreclor lor Projects (Post 870411). 87/11/04. Consoddeted 
Ed'son Co. ol New VorS. Inc. 46pp 4340^00 1-43402 046 

8711090341 Forwards SER accepting ubl 831104 A 870401 rosponses lo Hem 2.2.1 ol 
Generic Ltr 83-28 re equipment classification programs 

HOPKINS.J.B Preset OifeclctsLe 11 1, 67/11/05 NAUMAN.O.A. South CeroL-na Elec- 
tricAGasCo 2pp 43323:31 t-433?3:3ie. 

•>8711090349 S&R accepting uLi 831104 & 870401 responses to Hem 22.1 ol Oenieic 
Ltr 83-28 re equipment ciaesiHcailon programs. 

’ Office ol Nuclear Reactor Regulation. Oirecior (Post 870411). 87711/06. 6pp. 
43323:313.43323:318 

8711100079 Reoueeis eddi Info on uiil 831208 response to Qoneric L(/ e3 28.item 43 
re reactor mp breakers 

HOPKINS, J Project Oireclorale IM. 87/1I70S NAUMAN.OA South Cstoi-na Electric 
A Gas Co. 8pp 43340-.0l6.43340-.0t6 

9711110103 Reguesie Idenijlled addi info beforo 66I206 proposed diesel genetaior 
emend may be approved. 

HOPKiNS.J B. Project Oirectoreie il-f. 67/11/09. NAUMAN.O.A. South Cerokrta Elec- 
tric A Gas Co. 4pp. 43346:076 43346:078. 

9711190112 Forwards Rev 1 to "Sile OrlenlaHon Training" videotape lor use in piienie- 
llon training for NRC Inspectors requiring unescorted access al (aciHty.Mendouis used 
for on-si8iton i/alning of now employees also encl.W/o stated ends 
NALfMAN,O.A. South Carolina Efeolric A Gas Co 87/1 t/tt. GRACE.J.N Reg^n 2. 
Ofe of tha Director. Ip. 43396;0gS-43396:0gS. 

9711230145 Forwards SER accepting plant SPDS lor operation white open Issues 
resolved.UUI requested to submit rapt re ecUons to be taken to comply w/tequue- 
manla ol SuppI 1 to NUREG-0737. Audit Rapt SAlC-86/3097 also encL 
HOPKINS.JB. Project Directorate ll-l. 87/11713. NAUMAN.OA. Sothh Ceroima Eloc- 
Iric A Ces Co. 2pp. 4342&:052-43426:161. 

-6711230147 SER accepting plant SPDS for operation while open items to SuppI I lo 
NUREO-0737 resolved. 

* Office of Nuclear Reactor Reguiallon. Director (Post 870411) 87/11713. epp 
43426.06'1-43426.061. 

—9703300283 "PosMmplemeniaUon Audil Rapt for South Carolina Electric 8 Oas Co 
Virgu C Summer Nuclear Station SPDS " 

* Science ^plications Inlernatlonal Corp. (formerly Science AppticaKons. Ino). NRC- 
03 82 096. ^IC-86/3097. 67703/10. Commissioners. 90pp. 43426.062-43426:161. 

8711230259 Forwards SER accepting Rag Gu'de 1 . 97 , Rev 3 except tor accumulator 
lank level A pressure, containment almosphoie temp A atmospheric dump valvesA-ddi 
Into need to close open Issues ouirined In SER. Technical ovatuation rapt also enci. 
HOPKfNS.J B. Project Directorate ll-l 8771 f 713. NAUMAN.D A. South Caroina Elec- 
tric A Gas Co 2pp. 43426:164-43426 225. 

-871 1230262 Safely evaluation supporting conformance lo Reg Guide 1.97, Rev 3. 

’ Projecl Directorate ll-l. 67/11/13 4pp. 43426:196-43426 225 

0711250039 Summary of 671 105 A 06 meatings w/ulil.Weetlnghouse A Comex al ptani 
A fiucleer vaIrMng ctr re audit ot SPOS.AIterme ksi A ptesenladon matt enci. 
HOPKINS.J.B. mjecl Directorate 11-1. 37/11/23. Project Oireetorale 11-1. 25i)p 
43449:040-43449.064. 


Q. Inspection reporte, IE Bulletins A correspondence 

8012170482 IE Bulletin 60-26, “Operellng Problems W/Targel Rock Safely- Rellet 
Valves al eWRs. " 

* Ofo of Inspeclfon A Enforcement, Director (820201-870413). 80/12/19. Consolldet- 
ed Edison Co. of New York, Ino. 6pp. 43226:2O1.4322e;205. 


8305110473 IE Info NoNce 63-39, "Failure of Safety/Relief Valves lo Open at BWRs • 
Interim Ropl." 

JORDAN, E.L. DIv of Emergency Preparedness A Engineering Response.lE(6S0212- 
870413). 63/06/17, ConsotWaled Edison Co. ol New York, Inc. 2pp. 43226:206- 
43228-207. 

8710330213 NRC Info Notice 87-055, “Portable Molslure/Oensity Gauges: Recerti Ind- 
efants of Portable Gaines Going Stolen or Lost." Sve list end. 

Cunningham, R E. Chvisfon of industrial a Medical Nuclear Safety (Post 670729). 
87/10/26. (^nsolidalod Edison Co. of New Voik, Ino. 89pp. 43324:139 43324:227. 

8711230121 Forwards 870827 L6R 87-010 00 which responds to violation addfossfld in 
End I.Kem A of Insp Rept 50-395/87.24. LER addresses reason for violation & cor- 
rective actions taken lo prevent recurrence. 

MAUMAN.O.A. South Carolina Electric A Gas Co. 87/n/02. GRACE.J.N. Region 2, 
iwcoflha DireclOf. Ip. 43417:302-43417:307. 

8710290234 NRC Info Notice 87-056, "Improper Hydraulic Control Unit Insiallalion at 
fiWR Plants " Sve list end. 

ROSS4.C.E. Division of Operational Events Assessment (Post 870411). 87/lt/04. 
Consoiidaled Edison Co. of Now York, Inc. 1 12pp. 43324:228-43324:339. 

8711020017 NRC Info Notice 67-067, "Loss of Emergency Botatfon Capability Due to 
Nftmgen Gas Intrusion." Svc list end. 

ROSsl.C.E. Division of Operallonal Evenis AssessmonI (Post 870411). 87/11/06. 
Consolidated Edison Co. oi New York, Inc. Il6pp. 43355:003 43355:116. 

8711060040 NRC Compliance Bulletin 87-002, "Faslener Testing lo Determine Con- 
formance W/Appiicable Matl Specs." Svc Hsl end. 

ROSSI.C.E. OMsIon of Operational Events Assessment (Posl 6704ft) 87/1t/06. 
Cortsdidated Edlaorr Co of New York. Inc. t l6pp. 43307:142-43397.257 

8711130242 Forwards Insp Rept 50-395/e7-28 on 871001-31.No vidaiions or devi- 
allone noted 

VERRELLl.D.M. Region 2, Ole of Ihe Director, 87/1 f/06. NAUMAN.O.A. South Caroli- 
na Electric A Gas Co 2pp 43357:068-43357.077. 

-8711130248 Inap RepI 50-395/87-28 on 67lOOt-31.Np violations or deviations 
noted Major areas lnspected:on8ite followup of evenis A subsequonl written 
r^ts.montniy surveillance observations, ESF sys waikdown A monthly mainl observa- 
tion. 

PREVATTE.R L., HOPKINS.PC., DANCE, H.C. Region 2, Ofc of ihe Okectof. 67/11/ 
OS. 8pp. 43357:070-43357.077. 

871113D230 Ack receipt ol 871021 Hr Informing NRC ot sleps lakon to correct violation 
rtoted irt Insp Rapi 50-395/67-2O.Re8ponsa meats requiramenis of 10CFR2.201. 
JULIAN, C A. Region 2, Ofc Ol the Director. 87/11/09. NAUMAN.O.A. Soulh Csro'lne 
Elod/lc & Gas Co. Ip. 43356:360 43356:360. 

8711M0140 NRC inlo NoUca 87-058, "Continuoo# Communications Fotlowlng Emstgon- 
cy Noiificaiions." Svc list enci 

ROSSI.C.E. Division ol Opa'SHonsI Events Assessment (Post 870411). 87/11/16. 
CortsoHdaled Edison Co- bi New Yotk. ine 1 13pp. 43404:1 76-43404:268. 

8711230264 Porweids Insp Rept 60-395/67-30 on 871020-30 A notice Of 
Nidation Anention invited to unresolved item identined In repl. 

H£ROT,A.R. Region 2 . Ofc pi the Director. 87/11/16. NAUMAN.O.A. South Carolina 
Electric A Gee Co- 2pp 434i9:i73-434l9:l84. 

-8711230267 Notice of violaUen from insp on e71020-23.Vioietlon noled: Improper In- 
staVsbon of Raychem spuces/steeves & V-siub taped slices rtol onvlTonmenlalty 
qualified pet NUREO-OSeS. 

HEROT.A.R. Region 2, Ofc of the Director. 87/11/16. 3pp. 43419:1 76-43416;l77. 

-9711230296 insp Rept 50396/67-30 on 671020-30.Vlolatlon3 noledMajor areas 
mspected.toiiowup on environ quailPcatlon deficiencies involving V-slub taped splices 
used for vetlous components. 

SMITH.C., PAULK, C., CONLON.T.E. Region 2, Ofc of the Director. 87/11/12 7pp. 
43419:176-43419.184. 

8711120027 NRC Info NoHoe 87-059, "Poienl'Sl RHR Pump Loss." Svc list end. 

ROSSI, CE. Division of OpeisHonsl Evenis Assessment (Post 670411). 87/11/17. 
Consolidated Edison Co of New York, Inc. I20pp. 43467:001-43487:121. 

87I113D008 Su^i 2 lo NRC Info NollCB 66-108, "Degradation of RCS Pressure Bound- 
ary Resulltng From Boric Acid Corrosion " Svo Hsl end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 87041t). 87/11/19- 
ConaoNdaiod Edison Co. of New York, Inc. 1l8pp. 43444;195-43444:314. 


R. Periodic operaling reports A related correspondence 

8711170091 Monthly operating rept for Oct 1987.W/B71112 Hr. 

HALIIWANOER,J., NAUMAN.D.A South Carolina Electric A Gas Co- 87/tO/3l. 
SARRY.LW. Document Control Branch (Oocument Control Oedil. 6pp- 43375067- 
43375:072 


S. Reportable oecurreneea, LERe A related eorreepondenee 

8711020265 Forwards LER 87-OI9-01.ScheduIe for completion of mod updated lo 
87l 127 due to lata arrival of matl for mod. 

NAUMAN.O.A. South Carolina Electric A Gas Co. 67/10/26. Documeni Control 
Branch (Document Control Desk). Ip. 43236:070-43236:078. 

-8711030280 LER &7-010-D1:on 870730, dlsiKivered design deficiency In Instrument air 
sys, possibly causing failure of control room ventilation. Caused by misapplication ol 
check valves. Justification lor operation approved based on temporary mod 
HKjQfNS.W.R. South Carolina EleoNo A Gas Co. 87/10/28. 8pp. 43236071- 
43238.078. 

8711260180 LER e7-02S-00:on 671014,avaluallon ol environ qualification of 600 volt 
taped wiring splices concluded problem may exisl at facllity.Caused by installation of 

£ 60 ulIKzIng KeiHe taped back lo b$ck.W/87l 120 Hr. 

jINS.W.R., NAUMAN,0.A. South Carolina Eleolrio A Oas Co. 67/11/20. Spp. 
43460:006-43460012. 



V. Operator Examinations 

ft7ril60143 Adulsos that ollociive 671027 liconsod oporaior CE Kollend, License OP- 
20401. losignod from position of reactor operator at laci'ity.Access to plant susp^ed. 
NAUMAN.O.A. South Carol’na Electric & Gas Co B7/tl/0& Document Control 
Oranch (Document Control Doslr) Ip. 43365:180-43365:160. 
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F. Security, medical, emergency & fire protection plana 

67(1130191 Fonverds Insp Ropi S0'397/Q7-20 on 07083 1-0904. No doficionpos or vio- 
lations noted. 

WENSLAWSKl.F.A, Region 5, Ofc ol tho O.recior. 67/10/30. SORENSEN.O.C. Wash- 
ington Public Power Supply System. 2pp. 43357.344-43357.350. 

-6711130212 Insp Ropt 50-397/07-20 on 87083l-0904.Na viQiallone or doDclonctes 
notod-Mejor oroas inspected:Gniorgoncy preparednuss exercise & 83900*8(06 crlli()ue 
& followup on open Items IdonliHea during 1906 (ixorclsu 

GOOO.Q.M , BROWN.G.A.. PRENOERGAST.K. Region 5. Qtc ol the Oitecior. 87/tO/ 
20. 14pp. 43357.346 43357.359. 

6711100422 Revised omorgoncy plan Implementing pracedure3,consistlno of Rev 7 lo 
13.14 2, "Piocoss lor Ootormmmg Protective Action flocommandBl'ons A ProtectWo 
Action Decisions" S Rev 8 lo 13 14.7, ''emorgency Training." 

* Washington Puhlip Power Supply System. 87/11/03. 3Qpp. 43335 003-43335129. 

8711160106 Forwards corrected Page 16 ot Rev 7 lo Procedure 13 14.2. "Process lot 
Ootorm'ning Proieclive Action Recommendations & Proloclive Action Oocislona." 
PETERS.J.F. Washington Public Power Supply System. 87/11/06 Oocumenl Conliot 
Orancli (Docuntonl Control Desk). 2pp. 433€4;00‘f-433G4 007. 

-6711160110 Corroded Page 16 of Rev 7 lo Procedure 13.142. “Procoaa lor Ooior- 
m ning Proloclive Action Rocommondationa & Prolecifvn Action Decisions " 

• Waehinglort PubUc Power Supply Syslom 07/ 1 1/06. 2pp. 43364:006-43364 007 

6711160031 Forwards SEH re Amend 37 to PSAR concerning organuatbn & rev of fuo 
rolQCi-'On progrem Proposorf moihods selisfy cnleria of A lo Branch Technical 
OS.Von APCSB 9.5-1 & lloma Ill.G & lil t, ot App P to tOCFRSO 
KNIGHTON, G W. Pro.'ocl D.'rocloraio V. 67/11/11. SORENSEN.GC. Washmglon 
Public Power Supply System. 3pp. 43362 003-43362 039. 

-6711160033 Safely ovaluoilon supporting Amend 37 to FSAR ro Ive pioleclion pro- 
gram. 

' NRC - No Detailed AlliHation O;von. 07/11/11. 34pp 43362 006-43362.039. 


P. Operating license stage documente A correspondence 


a711100433 Oenertc Lit 07-19 Hi all holders of CPe foi nudoar perwor plants re poHcy 
alalomont on delerrod p'anis Svo list oncl. 

MIRAQLIA F.j Assodaio Olrocltjr for Prolocis (Post 070411) 07/t i/04. Consoidalod 
Edison Go. of Now York. Inc. 46pp. 43402:001-43402.046 

6711160031 Forwords SEK re Amend 37 to FSAR concerning organdatlon & rev oi firo 
protocHOn program Proposed meihoda artiisfy criteria oi A to Oranch Tochnicol 
Position APCSB O.S 1 & Homs Ill.G & III.L of App R to 10CFR50. 

KNIGHTON,QW. Project Dlrecloraie V. 07/ti/t1. SORENSEN.G.C. Washmoton 
Putillo Power Supply Syslom. 3pp. 43362:003-43362.030 

-8711160033 Safety evaluation supporilng Amend 37 to FSAR re fire protection pro- 
gram. 

^ NRC - No Oeia-'led Afflliallan Given. 67/11/11. 34pp. 43362:006 43362.039. 

6711230021 Advises that State ol WA Energy Facility Site Evaluation Council reviewed 
& adopted motion Indicating that Council has no comntenis re uLl 87(013 request lo 
emeno License NPF-21 on 871109. 

ESCHEUS.C. Washlngiort, Slate of. 87/11/17. KNIGHTON.Q W. Pro(ecl Diroclorale V. 
ip. 43416-.157-4341B-.167 

6711260196 Final response to FOlA reguosl lor documonia No records eubj to roquesi 
located. 

ORIMSLEY.D. Division ot Rules & Records IPosI 870413). 87/11/24. CONNOR.L 
Ooc-Seerch Associates, ip. 43461:336 43461:338. 

6711260194 FOIA roguost for documonis ro PSAR Amend 4 for plani. 

CONNOR, L Doc-Soaich Assoclales. 67/11/25. Division ol Rules & Ftecords (PosI 
070413). Ip. 43461:337-43401:337. 


-B711D60123 insp Rept 50-397/67-26 on 870031-0930. Violat'Ons noted Ma.oi areas 
■nspecledconirol room operations. ESF sialus. sa-vollanco prog.'am.maini 

S ram, LERs, special Insp lop-ca & l-consoe action on previous insp fmcA^gs. 

TEO.CJ, jOHNSOfj.PH. Reg-on 5, Ole ol Hie Dlrcciof 87/10/22. 9pp 
43303.250-43303 258. 

8710230213 NRC into NoHco 07.Q55, "Poriable Uo'ature/OGnsity Gauges Rocont incl- 
donis el Portable Gaugos Be'ng Stolen o.' Lost." Sve list end 
CUNNINGHAM.n.E. Div.sion of industrial & Modcel Nuclea' Safety (Post 670729). 
67/10/29. Conso'idoiod Ed.son Co of Now York, inc. Q9pp 43324.139-43324.227. 

6711030S20 Revises sebodLio provided In fisted ref based o.-i discovery, during 1987 
Insp.df cra^ fn Lew Prossu-o Tu'b no i. 

SCMEN5EN,G C Washnglon Pubic Power Supply System 07/tO/29. Documont 
Contret Branch (Documont Control Dusk). 3pp. 43251:280-43251.282. 

67llt30l9t Forwards Insp Ropt 50-397/87. 20 on 87063t-0604.No deficloncios or vio- 
(alions noted. 

weNSlAWSKI.F A Regio'i 5, Ole Ol U-e Director. 07/10/30 SORENSEN GC Wash- 
Itigion PuD'fc Power Supply Syslom. ?pp 43357.344-43357:359. 

—9711130212 Insp Ropt SO’397/07-20 on 670031-0904 No violaiio.ns or dcfic-enclcs 
notod.Maier areas ir.spectedemergar^cy pteparodnoss onctdso & essociateri critique 
&(o.Towupon open items Iders: fiod during 19B6 exorcise 

GOOO.G M , OriOWN.G.A . PRENDERGAST.K. Region 5, Olc of ino O.roctor. 87/10/ 
20 14pp 433S7 346 43357 359 

6710290234 NRC Info Noilce 07-050. "Improper Hydraulic Control Uni Instefiaiion at 
BWR Plants." Sve Hsi oncl. 

nOSSl.C.E Oivis-on ol Ooeraiional Evonts Assessment (Post 870411) 87/11/04 
ConsoHdalad Edison Co ol New VoiK, inc. Il2pp 43324 220 43324.339. 

87li02Mf7 NRC Into Notice 87 057, "Loss ol Emergency BoraDon Capablity Due lo 
Ndrogon Gas irMtuslon." Sve list one) 

ROSSl.CE Dhrl^pn pi Oporetional Evonis Assessment (Post 87D41I). 07/11/06. 
Censoddaiod Edison Co ot Now York. |nc IlSpp. 433S5 003 43355 119. 

6711050040 Nnc ConipManca Bu'loiin O7.C02. "Fasinnor Tosing to Doiorm'ne Con 
(ormanco W/App!icabio Mail Specs " Sve list end. 

ROSSI.C.E Division of Oporalionsl Evonts Aasossmont (Post 870411). 87/lt/G6 
Consoltdaiod Edison Co of Now York. Inc. liepp 43397:142-43367.257. 

6711000140 NRC Info Notice 87-056. "Continuous Commumraiions Follow.ng Emergen- 
cy Noilficaiions ” Sve fist end. 

ROSSI.C.E Chvision ol Opomtiorral Evenis Aasossmont (PosI 0/0411) 87/11/16. 
Consoldatod Edison Co of New York. inc. HSpp 43404:176 43404 206 

6711120027 NRC Info Nol ce 87-ObO, "Pplonlisl RHR Pump Loss ” Sve 1.81 end- 
ROSSi.CE Division of OpoiaUonal Evonis Assossrnom (Post 0/0411) 87/11/17. 
ConsoWotod Cdlson Co oi Now York, Ino tZCpp 43467-,OOl-43467-.t2V 

8711130008 Swpp.^2 10 NRC Into Notice oe-iOO, "Dogredacen of RCS Pressure Bound 
ary Rosuibng rrpm Boric Acid Corrosion." Sve i el oncl. 

nOS3i.CE Division ol Oeoiailoriai Evonis Assossmeni (Post 870411). 67/11/19. 
Ccnso'Kfaiad Ed’son Co. of Now York, inc. 1 f9pp, 43444:16S-43444'3M. 


3. Rsporisbie ooourrsneas, LERs & isiaiad corraspondsnea 

6711020617 PNS-V.67'008:oh 071024,1'consnd plant operaicr reportedly arrested by 
Konnamick Cuy Po’ica Dopi & chsrgod w/dischorgo of firearm wim'n city limits & reck- 
less ondengormoni. LIconsoo suspended nmpipyeo unescorted access lo piani. 
SCHAEFER.O.. SCHUSTER.U. Reg on 5. Olc ol Die Director 97/10/26. Ip. 
43236 032 43239 032. 

971125022? lER 67-025 01 :on 87O8O0,ESF isclollons & actual ons occurred Ceusod by 
-spunovs iiip ol breaker due to oxldo formation on coll plunger end ol undervoHago 
rolsy col Bioakeis iepiac«d.W/07ii20 lit. 

WASHlNOTON.S L . POWEnS.C.M War.hlnalon PubUc PowtK Supply System. 67/1 1/ 
20.5«5 43460:262-43460 266. 

0711250267 LEM 84-09l-01:on 040823, RHR isointlon & roaclor low water level Inp oc- 
curiDd whVe fracing sys In ahuidown cooling (SDC) modo.CauseO by Nnh SOC suc- 
tion Dow.Sucbon Isdalod, sve inspectod & mods mado lo hnrdwaro W/87T 120 hr. 
OAVISON.WS, POWERS.C.M. Washingion Public Powor Supply System. 07/11/20. 
3pp. 43460.027 43460 029 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency 8 fire protection plena 


Q. Inepectlon reports, IE Bulletins & correspondence 


6012170482 IE Bullelm 80-26. "Operating Probloms W/Tergol Rock Safety- ReVel 
Valves el BWRs." 

• Olc ol Inspodlon & Enlorcemonl, Oirocior (820201-6704 13). 80/12/19. Consohdel- 
ad Edison Co. ol New York, Inc. 6pp. 43226:201-43220:209. 


6309110473 IE Info Noilcrs 83-39, "Feiluro of Safety/Rellef Valves 10 Open ai BWRs • 


JORDAN, ^L. Oiv ol Emergency Preparodnesa & Engineering Response.lEISOOEt?- 
670413). 83/06/17. Consolidaled Edison Co. of New York, Inc 2pp. 43226:206- 
43228:207. 


8711060110 Forwards Inap Repl 50-397/67-26 on 07O031-O93O & notice of vlolailon- 
ZIMMERMAN.R.P- Region 6, Ofc ol itia Clraclot. 67/10/21. SORENSEN.G.C Wash- 
ington Public Power Supply Syatom. 2pp. 43303:246.43303:258. 

-6711060120 Notico ol violation from Insp on 870831.0630. Violation noled.ma.'n steam 
line tunnel high lemp aeipolnla set less conservative than allowed by Tech Specs & 
keys lo rocked high & hl-hi radiation areaa left unattended. 

ZIMMEHMAN.R.P. Region 6. Olc of the Director. 87/10/22. 2pp. 43303-248- 
43303.-249. 


6711 160063 Advises that 870784 Rev 1 1 lo radiological omofflonrw plan rMn^slont w/ 
planning aids of 10CFn50.47(b) A roquiromenis oT App E lo 10CFR50 & accoplablo. 
COLLINS.OM. Region 2. Ofc of the OTocior. 07/10/26. UTLEY.E.E. Carolina Power & 
Light Co 2pp. 43364:106-43364:108. 

6711130054 Advises that 870910 Rev 11-1 lo plant radiolog'cal emergency plan con- 
siBtanl w/pinnn>ng aids of 10CFn50.47(b) & IOCFR50.App E requirements. 
COILINS.DM Region 2, Olc ol the Dirocior. 87/11/04. UTLEY.E.E Carolina Power & 
U^lCo. 2pp. 40354 083 43354 094. 

67I12401S5 Revised omergancy proceduics, including Rov 2 lo PEP-001, "Admlnistre- 
tlon ol Plant Emergency Procedures." Rev 4 lo PEP'206. "Radiolog'cal Control Coor- 
iTInalor" & Rov 4 lo PEP-223. “Radio’ogicai Control Manager.” W/671 120 Hr. 
WILLIS.RA, WATSON.R.A. Carol ne Power & Light Co. 87/11/20. 70pp. 43442.316- 
43443:026 


H. General correspondence 

6711200243 Raouests that TA Baxter of Shavr.PiUman, Polls 6 Tio-wbrldge be deleied 
from all NRC dUinbution lists & replaced w/ author name. 

ZfMMEHMAN.S.R. Carolina Power & Llg)tl Co. 87/11/10. Document Control Branch 
(Oocumeni Control Desk). Ip 43417:036-43417:030. 
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K. UlilJty final Safety Analyela Report (FSAR) & amends 

8711090969 Forwards Amend 99 lo FSAR lor SMearon Herns N'uc?eai Povi«r 
Plant Anier>d includes rev to Chapters 1-9 S t3-l6.Fullill8 commimonl lo Incorporate 
revtsa^ contalnmenl peaK temp & pressure anelysls rnio FSAft. 

EUflY.LW. Carol'na Power 4 Light Co 87/10/30. Document Conttof &ancli (Docu- 
mont Control Oesk]. 3pp. 43319:166 43913:156. 

-8711090376 Amend 39 lo FSAR tor Sheaton Harris Nuclear power Plant. 

' Carolina Power & Light Co. 87/10/90 34epp. 4331? 169 43313: 1 66 


8305310473 JE tnlo Notice 83'39, "Failure ol Salely/Rellef Valves to Open at BWRs - 
Irtierlm Re pi." 

JORDAN, E.L. Div ot Emergency Preparedness & Engineering Response, lEi85021?- 
870413). 03/06/17. Cons^ldaled Edison Co. ol New York. Inc. 3pp. 43??620e- 
49?26:?07. 

8710230213 NRC Info Notice 87-05S, "Portable Molsture/Oensity Gauges: Recent Incl- 
donls ol Portable Gauges Being Stolen or Lost." Sve list end. 

CUNNINGHAM, R.E. c5lvlslon of Industrial & Medical Nuclear Safety (Post 870729). 
87/10/29. Consolidated Edison Co. of New York, Inc. 89pp. 43324.t39-43324 227. 


P. OpsTetlirg license siege dficuiAente & correepond«t\ce 

8711030371 Requests that 871015 license amend lie processed as ema’Oortcv license 
amend.Recafpt of license amend critical path activity lor entry into Operational Mode 
4 currently sciisdulod for 871030. 

ZIMMERMAN,S.B. Carolina Powoi & Light Co. 87/10/29. Oocumervl CortHot Btattch 
(Pocumoflt Control Desk). Ip. 43250;17^-43350. 174. 

8711130246 Documents that uni granted discrevon for complance tv/omargency desel 
generator load reject lest critaria on 67tQl6 Tesl results considered accepiabie if 
generator voltage does not exceed 1 10% ol voltage ei sta/t of tesi. 

GRACE.J.N. Region 2. Ofc ol the O.'rector. 87/10/29. MURLEY.T.E Office ol Nuclear 
Reactor Regulation. Director (Post 67041 1). TAYLOR.J.M. Regional Operations 4 Ge- 
neric RooLmements. EDO iPie 870413). LiEBERMAN.J Oic ol Enloicemael (Post 
670413). Ip. 43355;243-4335S:249. 

6711030334 Forwards Amend 2 to License NPF-OG.chsngmg Tech Specs to onsure 
dfaset generator voltage does not exceed 1 10% of voltage at begining ol tkosei gan- 
etetoc (oad relectiori lest Safety evakistlort also oncl. 

BUCKLEY.B.C Project Directorate H-l. 87/10/30. UTLEY.E.E. Caro'ina Power & Ughl 
Co. 2pp. 432S9.022.43259:031. 

-6711030357 Amend 2 lo License NPF-63.char)g:ng Tech Specs to ertsure that diesel 
generator voUege does not exceed 110% of voltage at start of diesel generalor loatf 
rejection lesU 

LaINAS.QC. Assfsterti Oireolor lot Region II Raacloia. 87/10/30. 4pp. 432S9024- 
43356;027. 

-6711030363 Safety evaluation supporting Amond 2 to License NPF-83 
* Olficfi Qt Nuclear Reactor Regulation, Dlrocior (Post 870411). 87/10/30. 4pp 
43259.028-43269.031. 

671 1090439 Forwards Relief Request RV-3 from ASME coda guade^testng (roquencY 
of valves In PCS high polrtl vent sys.Venis required by NUREG'0737,llem 1101 
beyond destgrr basis oi plant Requests teliel be granted by 87 it t3. 

ZIMMERMAN.S.R. Carolina Power 4 Light Co 97/10/30 Oocumeni Control Branch 
(Oocurnent Contral Desk). 4pp. 43261:030 43251:033. 

8711080108 Provides add! info re proposed change lo Tech Spdcs.ailowing handling 4 
sietago of fuel w/increased fuel erutchment to 4.2 weight percent U-23f.pei 870627 
requesi Proposed emend involvos no signiDcani Increase In effluent releases. 
ZiMMERMAN.S R. Caroline Power 4 Ughi Co 87/11/03. Oocumeni Conc/ol Branch 
iDocumenl ConuotOosk). 21pp. 49908.ft0 43309 130. 

6711100431 Qeneic Lir a7>i6 to ell holders of CPs for nuclear power pie/tls re pokey 
Sleiemoni on deferred plente Sve ilel end 

MiRAGLiA.F.J. Aseodeie Director for Proieds (Post 6704ii). 87/11/04. Consokdaied 
Edison Co. Of New York, trie. riOpp. 4340Z001. 43402 046. 

6711180123 AppUcailort lor amend to License NPF'C3.rovi$ing Toch Specs 3.0.4 4 4 0.4 
lo enow enttv into operailonel condition & 4.0.3 to provide up to 24 h delay lo pormn 
completion ol missed survolJiance.per Geriedc Ltr 6/'09 .Fqq paid 
EUHV.L.W. Carol’na Power 4 U^l Co. 67/11/09. Document Control BrSnch (Oocu- 
menl Control Desk). 5pp. 43391:228-4339l:?80. 

-67III80126 Proposed Tech Specs.revlsiryg Seciw^ns 3.0.4 4 4.04 to allow ettity Into 
oporallonal condiiJon,per action requirements 4 4.0.3 lo allow delay ol up to 24 h to 
permit completion ol missed surveilience. 

‘ Carolina Power 4 Ughl Co 87/11/09. 46pp 43391:233-43391 280. 

8711170126 Forwards appficailon fee for 671030 Inservice pump 8 valve lest ptr/gram 
supplemental relief request, per lOCFR 170.1 2(c) 4 170.21. 

ZIMMERMAN.S.R. Carolina Power 4 Light Co. 87/1 1/12. Oocurnent Control Branch 
(Oocumeni Control Desk). Ip. 43361:021 -43381 D31. 

8711170146 Forwards payment for 870902 OA program change requesLper 
10CFR170.12(C) 4 10CFfl17l).2l. 

ZIMMERMAN.S R. Carolina Power 4 Light Co 87/11/12. Oocumeni Conboi Branch 
toocumeni CorMrol Desk). Ip 43376:262-43376:252. 

8711240303 Noirflcalion of canceled 971202 meeting w/uM In Bnihesde. MD lotflscuss 
single failure criteria re poslutaisd accident scenarios. 

BUCKLEY.e C. Project Directorate ll-t. 97/11/19. AOENSAM.E.G. Projoci Oirectorale 
11-1. 3pp 43445:357-43445:359. 


8711130093 Provides followup Info 10 871021 onlorcemeni conference w/ NRR & 
Region fl.Util underalands lhat NRC concurs w/ulil position re action required for Inop- 
»able GDC 66 or 56 containment Isolation valvo. 

WATSON.R.A. Cetollna Powet & Light Co. 67/10/20. GRACE.J.N. Region 2, Oic ol 
the Oireclor. 4pp 43355:124-43355:127. 

671 10306 tt Revised response lo violations noted In Insp Rept 60-400/86-77, per 
871030 telcon.Correciive actlonsispenl fuel pool reck support design changed lo 
oHminalB questionable supports & subslituie surlace mounted bearing ^ales. 
WATSON.R.A Carolina Power & Light Co. 87/10/30. Document Control Branch (Ooc- 
umMi Control Desk). 4pp. 43251 258-43251:261. 

6710200234 NRC Into Notice 87-056, "Impropor Hydraulic Control Unit Installation at 
&WR Plants." Svo ttal encl. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 67/11/04. 
Consokdaled Edison Co. ol New York, Inc. l l?pp. 43324:228-43324:339. 

671 1 130112 Forwards 871021 enlorcenteni conference summary re loss ol steam pen- 
orator blowdown Isolation capability between 870813 & OOlS.Review o) Issues w:ii be 
cortilnued to determine appropriate anforcemenl ectlons.W/flst of attendees. 
QRACE.J.N Rogion 2. Ofc ol lha DIreclor. 87/11/04. UTLEY.E.E. CaroUna Power 8 
UgtriCo 15pp. 43367:244-43357:258. 

8711020017 NRC Info Notice 87-057, "Loss ol Emergency Boratlon Capability Due to 
Nitrogen Gas Intrusion." Svo list encl. 

ROSstjC.E. Division of Opotailonal Events Assessment (Poet 870411). 67/11/06 
Consofidaied Edison Co. of New York, Inc. 1 f6pp. 43355:003-43355:1 19. 

8711060040 NRC Compliance Buflatin 87-002, "Faalener Testing to Delermine Con- 
tormaAce W/ Applicable Man Specs." Sve list end. 

ROSSi.CE Dr/lslon ol OpeteHonal Evenis Assessmeni (Post 870411). 67/11/06. 
Coitso»dated Edison Co. of New York, Inc. 1 16pp. 43397:142-43397:257. 

6711160222 Ack receipt ot S70621 ihiilsi & 871022 supplemental responses lo 670708 
notice of violations irom Insp Repi 50-400/87-22 

ORACE.J.N Region 2, CUo ot the Oitetlor. 87/11/09- UTLEY.E.E. Carolina Powei & 
ItghlCo. tp. 43356:256 43396:256 

871I1902S8 Forwards Insp Rept 50.400-87-37 on 670924-iQ27.Vloi8tlen8 noted under 
cwtsideraiion lor ascaisled entorcemeni action 9 will be diacussed al 871120 en- 
iorcemenl conleience. 

GRACE.J.N. Region 2. Die ol me Oiractor. 67/11/10. UTLEY.E.E. Carolina Power & 
Ughl Co 2pp. 49400:332-43400:346 

-6711190274 Insp Repi 50-400/67-37 on 670924-1027.Violailon» noied.Major areas 

a acted operational saiety veniicatlon, monthly surveillance obsorvation,moniniy 
It observaiion, ensue i^uciear safety commiiiea & auxiliary leadwalar deficiency. 
MAXW6LL.OF.. BURRIS, S.P.. FREDRICKSONp. Reglori 2, Ofo Ot the Direefor. 87/ 
11/10. 19pp. 43400:334-43400:346 

$711100179 Confirms 971105 & 06 telcona re two enforcement conleronces to be con- 
ducted at Region II ofo on B7i 120 concerning ulil operallons personnel action during 
Tech Spec surveillance test & design of auiuliary feedwater aye. 

GRACE.JN Region 2. Ofc of the Oireclor. 87/11/13, UTLEY.E.E. Carolina Power & 
llghICO ?pp. 43400 144-43400:145. 

6711200310 Responds lo SALP Repis 50-2BI/87-2?,50-324/a7-19. 50-32S/87-t9 for 
Nov 1968 • Jurre 1067 & 50-400/97-24 lot Aug 1086 - June I097.lesue8 noted in 
repis re ulU overall performance discussed 

UtLEY.E E Carolina Power & Light Co. 67/ 1 1 /13. GRACE.J.N. Region 2. Ole ol Ihe 
Dtrector. 60pp 43412:276-43412 326. 

9711800140 NRC Into NoliCQ 67-058, "Conllnuous Communicallons Following Emeigerv 
cy Nonflcabons " Sve list encl. 

ROSSI.C.E. Olvtslon of Operalfonal Events Assessment (Post 670411). 67/11/19 
Consc4idaled Edison Co. of New York. Inc. 1 f3pp. 43404:176-43404:266. 

8711120027 NRC into Nqllce 87-050, "PolenUal RHR Pump Loss." Svo Hsi er^cl. 
ROSSI.CE. Division ol Operational Events Assessment (Post 670411). 87/11/17. 
ConsollOaied Edison Co of New York. Inc. 120pp 43487:001-43467:121. 


6711250049 Noliflcallon of 671202 meeiing w/util In Beihesda.MD lo discuss single faiF 
me cnleda re poetuleted accldeni sconairos. 

BUCKLEY, B.a Project Oirectorale 11-1. 87/11/19. AOENSAM.E G. PtojecI Ofrecioraie 
11-1. 2pp. 43449:07M3446.077. 

8711300147 Application lor amend lo License NPF-63, revising Toch Specs lo delele 
Surveillance Requfrement 4.4.11.1 r» quarterly lesling of RCS voni pafh block 
vaives.Fee paid. 

EURYJ_W. Carolina Power & Ughl Co. 67/11/23. Oocumervl Control Branch (Docu- 
ment ContiolDesk). 3pp. 43470.001-43470.00$. 

-8711300153 Proposed Tech Specs.deteting Surveillance Requfremont 4.4.11.1 lequsr- 
lerty testing ol RC^ vent path block valves 
' Carolina Power 8 Light Co. 67/11/23. 2pp. 43470:004-43470:005 


a. Inapecllon reports, IE Bulletina A corresponderica 

6012170482 IE Bulletin 60-25, "Opetatfrvg Problems W/Target Rock Safety- Rellei 
VatvM at BVi/Rs." 

* Olo of Inspection 8 Enforcement, DIreclor (620201-870413). 80/12/19. Consolidat- 
ed Edison Co. ol New York. Ino. 5pp. 43226 201-43226:205 


6711130008 Supp] 2 lo NRC Info Notice 86-108. "Degradation of RCS Pressure Bound- 
tty Resulting From Borlo Acid Corrosion." Sve list encl. 

ROSSi.C.E Division ol Operational Events Assessment (Post 670411). 87/11/19. 
ConeoHdaled Edison Co. of New York, tnc. 1l9pp 43444:195-43444:314 


R. Periodic operating reports A related correspondence 

9711190015 Monihly operating repi for Oct 1987.W/871 1 13 llr. 

HALE.M.W.. WATSON.R A. Carolina Power & Light Co 87/10/91. Opp. 43301:353- 
43391:358. 


8. Reportable occurrences, LERs A related correspondence 


8711020304 LER B7-057-00:on 870929, deficiency In surveillance lest procedures cover- 
ing diesel genoraior fuel ofl transfer pumps revealed.Caused by misinterpretation of 
r^t wanlM by NRCPtocedure rev1sed.W/671028 fir. 

H01VE,A.J., WATSON,R.A. Caroifna Power A Light Co. 87/10/28. 4pp. 43236105- 
43236:108 
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6711050107 LEfl B7-052’0l;on B7033l,mochanlc & hoalih physics lechrlcien exiting 
conia.'nmont through personnel access hatch when one of aooi O'ring seals tell oul of 
otoove Cayscd by porsonnol orrof.Wo(k request Issued to ropalr <tooi.W/a7U02 Ut. 
SCHWABENSAUEn, WATSON, R.A. Carolina Power & Light Co. 87/11/02. Bpp. 
4329r070<13291:078. 

6711100446 LER B7 053-00:00 670613, valve IBD-H discovorcd Inoperable aUeriaAng 
Inservice Insp test. Caused by valve faHuro due to binding ol carbon seal itngs between 
valve cage & valvo plug Valve repalred.W/671l06 Hr. 

SCHWAOENBAUEFt, WATSON,n.A, Carolina Power & Light Co. 87/11/06. epp. 
43335.086-43335.091. 

8711 130172 LER 67-0S9 O0:on 87101 l.offslte powor lost due to lncom>no line bieakor 
trip Caused by accidental [arhng of protection relays AH hammori'ng 6 dilling In telay 
cabinel stopped & Hr Issued re cautious work hahlts.W/B7l 109 Hr. 
SCHWABENOAUER. WATSON.H A. Carolina Power 8 Light Co. 87/11/09. 4pp. 
43356:280-43356:203. 

8711130261 LER B7-05600oh 87t009.RCS loekage excooding Tech Spec llmiia 
occurred. Caused by RCS head vent sys spuriously opening during tasting Mods made 
lo head vont sys & revs to procedure made, per vendor roconnmendaUons.W/undated 
itr. 

HOWe,A.. WATSON,R.A. Carolina Power & Light Co- 67/11/09. 8pp 43357:010- 
43357:017. 

8711160269 LER 87 oei-00on 8710ie,riow rale Insirumonis lor waste nocesalng bktg 
vertt stacks S A SA declared inoporable. Caused by porsonnel ortor.Meeiing hold to 
discuss similar event Operator involved counsolod on liom.W/O/ll 12 hr. 
SGHWABENBAUER, WATSON.R A Carolina Power A Light Co 07/11/12. 4pp. 
43369:294-43369.297 

6711230296 LER 87-060-00:on 87101&,lsolallon valves between RCS A RHR pump 
suctions dosed on two separate occesions.Caused by atvoning ol lest e^pment 
output A battery failure In test equ.’pmant.Revs to procedures being consicfered-W/ 
671116 Hr. 

WATSON.R A Carolina Power A Light Co Q7/t1/t6 6pp. 43424:101-43424 105. 


DOCKET 50*407 UNIV. OF UTAH RESEARCH REACTOR 


P. Operating Ifcenie ataga documenta A corraapondanca 

6711020340 Inlorms lhal.alfacDvo 87102S.J). PoDOl will replace R Codoy as section 
chief of Oporator Licens'ng Section in Olv ol Reactor Safety. 

CALLAN.LJ Region 4, Oic Of the Director. 87/10/26. OROPHV.J.J. Utah. unkr. of. 
Salt Lake City. Ui. 2pp. 43239:203-43235:204. 


0* inepacHon reports, IE eullellna A corresporidanee 

8711130887 Forwards Insp Repis 60 072/67-01 A 50 407/67-01 on 071006 09.No vio 
iSHons or dovlalions noted. 

YANDBLL.LA. Region 4, Ole ol iho Director. 87/11/10. BROPHV.J.J. Uieh, Unkr. of. 
Salt Lake Cily, UT. 2pp. 43357.001-43357:009. 

-8711130296 Insp Reels 50-072/67-01 A 60-407/67-01 on 87l00e-09.No vlolallcms or 
tiaviai'ohs noted Ma!or areas inspecied. corroclivo actions ro violations A deviaiions 
loeniidoJ in insp Repis 50-072/8^01 A 00-407/66-01. 

CHAN6Y.H,, MURRAY.B. Region 4, Ofe of (ho Oifoclor. 67/11/06. 7pp. 43357:003- 
43397:009. 


DOCKET 50-409 LA CROSSE BOIUNQ WATER REACTOR 


6711100431 Ooneric LIr 67-16 to all holders of CPs for nuclear powor plants re policy 
BlatamanI on deferred plenis.Svc list end. 

M(RAGUA,FJ. Associate Oitectot for Prolecls (Post 870411] 87/11/04. Consolidated 
Edison Co. of New York, Inc. 46pp. 43402:001-43402.046. 

8711130133 Discusses review of surveillance testing performed due lo 870430 plant 
shutdown Performance oi Hsiod tests no longer required by Tech Specs lermlnaied. 
TAYLOR, J.W. Oairyland Power Cooperative. 67/11/05. Document Control Branch 
(Documem Control Desk). 2pp. 43354:170-43354:171. 

8711200195 Application for amend 10 License OPR-45,revlsing^admlnl$tralive section of 
Tech ^ecs due to permanent shutdown of plant on 670430 bee paid. 

TAVIOR.J.W. Dairvland Power Cooperative. 87/11/12. Documonl Control Branch 
(Oocumeni Conuol Desk). 6pp 43411:082-43411.129 

-8711200200 Proposed Tech Specs.revising administrative section dua lo permanent 
dwldown o( plant on 670430. 

* Oairyland Power Cooperative. 67/11/12. 42pp. 43411:088-43411:129. 

6711160067 Advises thal util will not be billed for FY66 annual feos under current to- 
oukemants of 10CFR171 since llcenso OPR-46 amended on 670604 lo authonze 
posso88ion,but nel operation ol planl.per 371030 request. 

IKXLOWAy.C.J. License Fee Msnsgemeni Branch. 87/11/17. TAYLOR.J.W. Dairy- 
land Power Cooperaliva. Ip. 43369:078-43369:076. 


Q. Inspection reports, IE Bulletins A correspondence 

6012170462 IE Bulletin 60-26, "Operating Problems W/Tsrgel Rock Safety- Rolial 
Valves ai BWRs ” 

* Ofo of inspocHoh A Enforcement, Director (820201-870413). 00/12/19. Consolidat- 
ed edisot^ Co. ol New York. Inc. Spp 43226 201-43226:205. 

8305110473 IE Info Noiice 63-39, "Failure of Salely/Reliel Velvos lo Open ai BWRs • 
irHorkn Rept." 

JORDAN.E.L. Div Ol Emergency Preparedness A Engineering Response.lE(850212- 
870413). 83/06/17 Consolidsied Edison Co. ol New York, Inc. 2pp. 43226:206- 
43226.207. 

8711060286 Forwards Safety Insp Rept 50-409/87-11 on 870622-tOl6.No vloleilons 
rtoted 

OULOEMOND.W.O. Region 3. Ofe of the Director. 87/10/26. TAYLOR.J.W. Dalryland 
Power Cooperative. 2pp. 43306 276-43300.265. 

-8711060270 Insp Rapt 60-409/B7-11 on 67O622'1010.No violations noted. Major 
areas inspected previous insp lindings.operetlonsl safety verificstlon,monthly maint A 
eurvoiiance obsMvaiion.LER toiiowup.TMl open items A organiretion. 

JACKIW.I.N. Region 3, Ofe ol the Direclor. 67/10/23 6pp. 43306.260-43306.285. 

6710230213 NRC Inlo Notice 67-065. "Portable Moisture/Oonsily Gaugoe' Reconl Inci- 
d^e of Portable Gauges Being Stolon or Lost." Svo Hsl end 
CUNNINGHAM, R E. Division oT Industrial A Medical Nuclear Solely (Post 870729). 
87/10/29. Consol-'dsled Edison Co. of New York. Inc e9pp. 43324:139-43324:227. 

8711060156 Forwards Safety Insp Ropi 60 409/67-14 on 671013-l6.No vio.'ailons 
noted. 

SHAFER.W.D. Region 3. Ole Of Iho Director. 67/10/30. TAYLOR, J.W. Oairyland 
Powor Cooperailvo. 2pp. 43303:161-43303:169. 

•^711060171 Insp Rept 60-409/67-14 on e7IOl3-18.No violallons or deviations 
noted Major areas mspocledYadiatlon protoction A radvrasie mgt programs.paat open 
liems^ians lor post-shutdown staffing A Incidents A events 
MfLLER.D.E . OREGER.L.R Region 9, Ole ol ihe DIroclor. 67/10/30. 7pp. 43303:193- 
43303:199. 


F. Security, medical, emergency A lire protection plana 

6711060119 Forwards FEMA negaHva litrdit^gs on amergotrey prapatadtvass. Impacilttg 
States of WI.MN A lA A Vernon Counly.Negallvo findings corKerned alerting A notili- 
catlon ays lor 6-mile EPZ. 

SHAFER.W O. Region 3, Ofo of Iho Director 87/10/28 TAYLOR.J W. Oakyiond 
Power Cooporative. 2pp. 43306:023-43300.070. 

6711300084 Advises that 871111 rev lo physical eecurily plan consistent w/provlskins 
of i0CFR50.64[p) A acceptable. 

MALLETT.B.S. Region 3, Olo of Iho Director. 67/11/24. TAYLORJ.W. Dairyland 
Power Cooperalivo. 2pp. 43473:103-43473:104. 


I. Financial Information 

8711060305 Confirms that util not required to pay annual fee for power reactor OLs or 
seek renewal of exen^lion reducing amount ol such lee, per Issuance ol Amend 56 to 
License OPfl-46 on 870604. 

TAYLOR.J.W. Dairyland Power Cooperative. 07/10/30. Oocumenl Control Branch 
(Oocumont Control Desk) 2pp. 433O0-275-433O8‘276. 


P. Operating license etage documents A correspondence 

6711300138 Forwards "Task Force Review or Equipment A Maint History for La- 
crosse." Repl highlights repetitive component failures attrlbulod lo aging pisnl equip- 
ment A high frequency of scrams at plant. 

NORELIUS.C.E. Region 3, Ofe of The Director. 07/02/17. TAYLORJ.W. Dalryfeod 
Powor Cooperative. 2pp. 43470:006-43470:028. 

-8711300158 "Task Force Review ol Equipmetw A Malm History (or LaCroste." 
SCHWEIBINZ.E R , LEEMON.R.J., KANTER.L.E. Region 3, Ofe ol the Director. 86/12/ 
05. 1«pp. 43470:000-43470.020. 

871 1080122 Forwards application iee for amend to License OPn-45. tnadvertenify offltt- 
led from 870930 Itr 

TAYLORJ.W. Dairyland Powor Cooporative. 07/10/30. Document Control Branch 
(Document Control Desk). Ip. 43303:269-43303:259. 


8710290234 NRC Inlo Nolico 67-056, "Improper Hydraulic Conirol Unit installation at 
BWR Plenls " Sve list end. 

ROSSt.C.E Division of Operalionsl Events Assessment (Post 670411). 67/11/04. 
Consolidated Edison Co. ol Now York, Inc. 1 12pp. 43324:226-43324:339. 

8711020017 NRC Inlo Notice 67-057, "Loss ol Emergency Boraiion CapablLly Due to 
NiuogerxQBS Intrusion." Svo list end. 

ROSSi.C.E. Drr48lon ol Operational Evenis Assessment (Post 870411). 87/11/06. 
Consdkiated Edison Co. of New York, Ino. I l6pp. 43355:003-43355:1 19. 

8711050040 NRC Compliance Bulletin 87-002, "Fastener TeslYig lo Oatermlna Con- 
lormartce W/Appllcable Mail Specs." Svo list end. 

FIOSSLC.E. Division of Operational EvenIs Aaaessment (Post 670411). 67/11/06. 
Consokdaiad Edison (3o of Now York, Inc. 1l6pp. 43397;142-43367:257. 

8711000140 NRC Inlo Notice 67-050, "Continuous Communications Fo'lowing Emorgen- 
cy Nodflcatione.'' Sve list end. 

rfoSSliC.E. Division ol Operational Events AssessmenI (Post 870411) 87/11/16. 
ConsoNdalod Edison Co. of New York, Inc. 1 13pp. 43404:176-43404:266. 

6711120027 NRC Inlo Notice 67-059. "Polonllal RHR Pump Loss." Svo list end. 

ROSSI, CE. Division ol Opaiailonal Events Assessment [Post 870411). 87/11/17. 
Coosotnatad Edison Co. of New York, Inc. 120pp. 43487:001-43487:121. 

8711130006 Suppi 2 10 NRC Inlo Nolice 86-108, "Oegiadation of RCS Pressure Bound- 
ary Resulllng Tuom Borio Add Corrosion." Sve list end 

ROSSI.C.E. Division ol Operational Evenis Assessment (Post 870411). 67/t1/t9. 
Consolidated Edison Co. of New York, Inc. 1 19pp. 43444:195-43444:314. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protecilon plant 

6711020193 Ack recelpl ol 861202 proposed amend lo security plan te miscellaneous 
amends A search requiremenls.Response lo comments requested wilhin 30 days. 
HMJGHEY.M. Proleoi OIreclorate l-l. 87/10/20. MANGAN.C.V. Niagara Mohawk 
Fewer Corp. 4pp. 43239.210-43230:213. 
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4711180059 Forwards Insp Fleois 60-220/67-21 & 50-410/67-39 on e7t006-30VIOla- 
Vons tooled wi:i ba dtscussoo al erilotcameni conlcnortce Concarris to adaciuBcy of 
sil8 oporaliOf^s review con>fnltlo9 8 addf Tech Spec violations also noled. 
WENZINGER.E.C. negion 1. Ofc Of the Director. 07/1 l/tO. MANGAN.C.V. Nlaaata 
MohawV Power Corp. 5pp 43391:132-43391:149. 

•>8711180069 Insp Flepis 50 220/67-21 8 50410/67-39 on 871005-30. VtotaUons 
noled.MaJor areas Inspected station activities, licensee actions on previously Identified 
iteme.safety ^ walkdowns.physical security reviews & etlegei.on fol'owup 
JOHNSON.J R. Region 2. Ole ol the Oiiector 87/lt/09. lepp 43391:134-43391:149. 

6711300160 Forwards eddi Info & revs to leci.'ity site security & seleguards continoancy 
plen.par tOCFR5Q54(p)lmc>lemonCation schKXiule also enclEncIs wiiKielo irol 
I0CFR73 21). 

BERARA.J P. Niagara Mohawk Power Corp. 87/11/25 MURLEV.T £ Office ol Nu- 
clear fleactoi Regulaliori. Director (Post 870411) Ip. 43471.034-43471:034. 


I. Financial InformeHon 

871 1160151 Forwards annual cerlilied statemerM lor t986.cdnaal(deted balet«e sheet & 
elaiement of oarnings for 9 months ending 870930 A 12 months ending 670930.1 yr 
Internal cash How projedion & JW Powats narrative slalement re cash flow. 
ftUSKMORE.J W. N agatB Mohawk Power Corp 67/11/10 OtNiIZ.t. OKtea ol Nucle- 
ar Reactor Regulation. Director (Post 87041 1). 6pp. 43363 040-43365 065 


P. Operating license stage documenia & correapondence 

8711030137 Forwards draft (nfp provided lo uM on 671029 lo assist In raspondog lo 
NRC concerns re pump 8 valve fnsorvice testing progtarn. 

HAUGMEY.M. Prol-ect Oireclorete M 87/10/20 BCKNtQHT.j. OocumeM Conwol 
Rranch (Document Control Desk), lapp. 43240 076-43240:003. 

8711040030 Notification qI 871117 meei’ng w/m.l in Selhcsda.MO lo dtscuse kcensing 
Issues. 

HAUQHEY.M F. Prolect Oi/eclorate 1-1. 87/10/29. CAPRA.R.A Pro)ect Dkectorale l-l. 
3pp. 43280:063-43260:065 

671 1080203 Forwards revised SPOES Permit NY 000 lOtS lor Niagara Mohawk Power 
Corp.Rev contains minor sampling 8 permit co/racHon changes 
MA.NGAN.C.V. Niagara Mohawk Power Corp. 87/10/30. Document Control Btarwh 
((document Control Desk), ip 43282 058-43292.067. 

-8711050287 Revfsod SPOES Permit NY 000 1015, Issued Id Niagara Mohawk Power 
Corp. 

TOnOA.R A. Niagara Mohawk Power Corp 67/09/14. 29pp. 43262.059-43282087 

1711040218 Forwards quasitons & comments davotopod as lusutt of roviow oi inservice 
lesi-ng p/ogram for faC'i-ty.Meeiing on site w/ util reouesied.Orafl response should bo 

B rapared & avaiiBOIe for meeting discussion. 
lAUOHEY.M.P. Proipet Directorate 1-1. 67/11/02 MANQAN.Cv Niaoera Monewk 
Power Corp. 16pp. 4326l:052-432ai;070. 

6711100431 Qanoric Ltr 67'15 Co ail holders of CPs lor nuefoar power plants re policy 
sialsrnsnt on deferred pients.Svc iisi enei. 

MIRAQLIA.F J AseociaCo OrecCor for P/olecii (Post 6704it| 67/ii/04 Consolklaied 
Edison Co of New York, inc. 4dpp. 4340loOi-43402.0/6 

8711060121 Raciuosis fee (or 670416 submittal of addi iri(o <a dryweii spray anslysia. 
OlGOS.RM Ucanse Foe Msnsaemeni Branch. 67/il/0S. CEMPGES.T.E Niagara 
Mohawk Power Corp. ip. 433l6.026-433t6 028 

6711100404 Discusses util licena'ng approach lo support use of eight Wesiinghouso 
lead lest assemblies In high pawer.near limiting locations for Roioad I (Cycle 2) lor 

f lam Reqrasl for approval of OUAO-t- fuel assombtfos vntl be submitted. 

EMPGES.T.E. Niagara Mohawk Power Corp 87/11/05 Document Control Rranch 
(Document Control Desk) 2pp 43338046-43336049 

8711190335 Forwards Frgures 2-1 10 2-9.3-1 io3-SA5.M lo 5 1-2 from Rev 3 to off- 
site dose calculslion manuelper Commission 87102? requesIW/two oversize draw- 
ings. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/11/(6. Document Control BrarKh 
(Document Control Desk). 30pp. 43401:081-43401. (to. 


8710230213 NRC Info Notice 87-035, "Portable Moislure/Density Gauges; Recent Inci- 
dents ot Portable Gauges Being Stolen or Lost." Sve list end. 

(X/NNINQHAM,R.E. (^vision of Industrial & Medical Nuclear Safety (PosI 970729) 
87/10/20. Consolidated Edison Co. of New York. Inc. 69pp. 43324:138-43324:227. 

8711040372 Forwards Insp Repts 50-220/67-18 8 50-4t0/e7-37 on 670631-1004 8 
notice of violation 

WENZINGER.E.C. Region 1. Ofc ol tho Director. 87/10/29. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 43279:296-43273:312. 

-8711040376 Notice ol violation from Insp on 87083 1 -1004. Violation noled: 13 high/low 
pressure interface valves required lo be disabled per FSAR Table 96.5-1, energized 
during normal operallon at approx 40% rated power. 

• Region I. Ofc of tho Dlreciof. 87/10/29. Ip. 43273:300-43273:300. 

-8711040370 Insp Repis 50-220/67-18 & 60-410/07-37 on 870831-1004. Violations 
noled. Major areas Inspeclad slatlon activities including Unit 1 power operations 8 Unit 
2 power ascension loatfng & licensee action on previously identified items. 
J0HNS0N,J.F. Region 1. Ole of the Director, 87/10/29. f2pp. 43273:301-43273:312. 

8710290234 NBC tolo Notice 67-056, ''liriptopeT Hydraulic Contrd Unit Insiatlailon U 
GWR Pfanls." Sve llsl end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 67/11/04. 
Consolidated Edison Co. of New York, Inc. I I2pp. 43324:226-43324:339. 

8711090)55 Discusses Safely Insp Reel 50-410/67-32 on 670901-08 8 forwards nokes 
ol violation Failure to perform surveillance ol charcoal adsorber 8 removal ol emer- 
gency diesel generator from avc conalituted Severity Level IV violallon. 
l<ANE.W.f. Region 1, Ofc of the Director, 87/11/05- MANGAN.C.V. Niagate Mohawk 
Power CCMP 3pp 43313:189-43313:103. 

-6711060174 Notice ol violation liom insp on STOOOt-OB.Vlo'atlons ncrted: charcoal ed- 
sorber of standby gas treatment sys (SBQT) not lasted w/correct frequency & Emer- 
gent Diesel Generator 3 removed from avc while SBQT Inoperable. 

RANE.vy.F Region 1, Ole of iha Director. 67/11/05. 2pp. 43313:192-43313:193. 

87M09C23B Forwards Safety Insp Repis 50-220/87-20 8 S0-410/e7-36 on 670914- 
16 No vlofaiiona noted 

MARTIN.TT. Region i. Ofo ol Ihe Olrector. 87/11/05. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp 43321-.120-43321-.128. 

-8711090265 Safety Insp Repia 60-220/87-20 8 50-410/87-36 on 870914-18. No viola- 
Ilona ot deviations noied.Ma)oi areas inspecied: tadwasie & liansporieiton 
aciiviUes,lnciudlrig mat control, ahipmenia ol radwaaiea, training, procedures 8 DC. 
OAVI(3SON,B S.. PASCIAK.W.J. Region 1, Qfc of the Olrector. 67/11/02. 7pp. 
43321:122.43321:126. 


8711020017 NRC Info Notice 87-057, "Leas el Emergency Berallon Capability Due lo 
Nlirogon Gas Invuslon.” 5vo Hal end. 

ROSSlC-E. Division of Operational Events Assessment (PosI 570411). 67/11/05. 
Conadldaled Edison Co. of New York. Inc 116pp 43355.003-43355:116. 

8711050040 NRC Compllanee Bulletin 87-002, "Fastener Testing to Determine Con* 
Iwmance Vf/Apphtable Mali Specs." Svo Hsi end. 

AOSSt.CE. Division of Operational Events Aseeasmeni (Poai 670411). 87/11/06. 
iCortsolidaied Edison Co. of New York, inc. 1l6pp. 43397:142-43397:257. 

8711130034 Responds lo violailohs noted In Insp Repia 50-220/87*13 8 60-410/87* 
29.CoiTeciive aciions.dieBel geneiaiors wiped down regularly until seepages problem 
correcled.Re^onse to IE Bulletins 79-27 a 80-25 alsoproviaed. 
lEMPGES.T.E Niagate Mohawk Power Corp. 87/11/06 Document Conirol Branch 
(OocumenI Control bask). 5pp. 4338V.oa2-4a36lA88. 

8711180059 Forwards inap Repts 50-220/67-21 & 60-410/87.39 on 87i00S-30.Viola- 
Hons isoted will be discussed at enforcement conleience.Concerns re adequacy ol 
opetsilons review commitiae & addi Tech Speo violations also noled. 
WENZINGER.E.C. Region 1, Ofc of the Director. 87/11/10. MANGAN.C.V. Niagara 
Mc9uwk Power Corp. ?pp. 43391:132-43391:149. 

-8711160069 Insp Repis 50-220/87-21 & 60-410/67-39 on 871005-30- Violalions 
noted.Mejor areas lnspecied:stalion actfvlUes, licensee actions on previously identified 
Moms, safety sys walkoowrts.physical security reviews 8 allegation followup. 
JC»1NS0N,JR. Region 2. Ofc of ihe Director, 87/11/09. 16pp. 4339i:134-4339f-l49 


6711330181 Forwards app.'icellon lor amend lo License NPf-69.rsvislng Section 3/ 
4.3 2, ’’Isolalion Actuation fnstrumerMallon," te prel'mtnary seipolnls fee paid 
MANGAN.C.V. Niage/a Mohawk Power Corp 67/11/16. Document Control Branch 
(Document ConltoIDesk) Ip. 43424 309-43424 316. 


8711160155 Forwards Safety Insp Rept 50-410/67-35 on 870921-23 A 1005-09 No vlo- 
lations rvoted 

JOfNSTON.W.V. Region I. Ole ol the Director. 07/11/10. MANGAN.C.V. Niagara 
Mohawk Power Corp 2pp. 43395:100-43395:113 


-6711240156 AppllcalJon for amend lo License NPF 89, revising Section 3/4.32. "Isola- 
tion Actuation Instrumonlatfon,'' to relied as bull! configurallon of RCfC sys loakage 
deiecbon instrumoniellon. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/11/16. 2pp. 43424;310-43424:3ii. 

—8711240186 Proposed Tech Specs.revising Page 3/4 3-18 re fso.'aiion actuaiion Insitu- 
menlaii'on seipolnis rellectmg as-buiil configuration ol RCIC sys leakage detection to- 
strumenlatloa 

* Niagara Mohawk Power Corp. 07/11/16. 5pp. 43424:312-43424-316. 


0. Inspactler reports, IE Bulletins 8 correspondence 


-8711189189 Insp RepI 50-410/67-35 on 870921-23 8 1005 09.No violalions 
noted Major areas Inspecled ovarall power ascension lest program, procedure 
revlew.iest witnessing & lest resuHs avalualion.OA Interfaces 8 Independent measure- 
ments. 

WINK.LJ.. LANOE.D.J. Region 1. Ole ol the Olrector. 87/11/05 12pp. 43395:102- 
433«5;1I3. 

8711170192 Forwards final repl <x\ apacifle motor-operated valves, per IE BulleUn 85- 
003, "Motor-Operated Valve Common Mode Failure During Plant Transient Due lo Im- 
proper Svdtch Settings " 

VaAmOAM.C.V. Niagara Mohawk Power Corp. 87/11/13. Document Conirol Branch 
(Oocumeni Control Desk). 16pp. 43364:235-43384:250. 


8012170482 IE Bulletin 60-25, "Operelmg Problems W/Targei Rock Safety- Relief 
Valves at BWRs." 

' Ofc of inspecifon 8 Enfoteemenl, Director (e2020f-8704l3). 80/12/19. ConsoHdat- 
ad Edison of New York, fno. 5pp. 43226 201-43226.205. 


8711090140 NRC Info Notice 67-058, "Continuous Communications Following Emergen- 
cy Notifications " Sve list end. 

ROSSIC.E. OMsIon of Operational Events Assessment (Post 870411). 67/11/18 
Consolldalad Edison Co. of New York, Inc. ItSpp, 43404 17843404:288 


63QS110473 IE Into Notice 63-39, "Failure ol Salety/Rehef Valvoa to Open at 8WRa • 
Interim R«»l." 

JORDAN.E.L. Oiv of Emergertcy Preparedness 8 Engineering Responae,lE(9502l2- 
6T0413). 63/08/17. Consditialed Edison Co. of New Yoih, Inc. 2pp. 4332©:206. 
43226-207. 

9711040338 Forwards update, per util 670917 commitment In response to Insp Repts 
60-220/68-23 8 50-410/e6-59.W/o end. 

BERATTA,J.P. Niagara Mohawk Power Corp. 67/10/19. MARTIN, T.T. Redon I, Oto 
ol the Director, fp. 43290.056-43290.056. 


8711240002 Fotwaids Safety Insp Rept 6Q-4tO/e?-36 on e710t2-tSNo vtolatlona 
noted. 

JOHNSTON,W.V. Region 1, Ofc of Ihe Dfieolor. 87/11/16. MANQAN,C.V. Niagara 
Mohawk Power Corp. 2pp. 43437:26843437:299. 

-8711240903 Insp RepI 50410/87-38 on 871012-16.No violations noted. Major areas 
}nspecled:overall power ascension lest program, including procedure review, test wit- 
nessing 8 test results evaluation 8 Independent measurements 8 verifioailon. 
WINK,LJ., LANQE,O.J. Region 1, Ofo of the Director. 87/11/14. 10pp. 43437 290- 
43437:299. 



ary Resulting From Boric Acid Corrosion." Svc list oncl. 

nOSSl.C.E. Olvis'on of Operational Evortts Assessment (Post B704fl). 67/11/10. 
Consolidated Edison Co. ot New York, Inc. 1 1dpp. ‘I3<1<1'1:195-43'144:314. 

8711300051 Forwards Safety tnsp Rept 50'410/Q7-41 ort Q7itQ3-06.No v.'olaiiorss 
noted. 

JOHNSTON.W.V. Reg.on 1. Ofc of the Dirocior. 87/1t/20. MANGAN.CV. Niagara 
MoJiawK Power Cotp. 2pp 4a<573.120 n3473 132. 

-8711300056 tnsp Rept 60'410/&7’41 on Q7ll02'06No violations noted MakN areas 
inspected. ovorah power ascension tost program, Including tost witnessing k results 
evaluation,QA interlaces & independent moasuroments & verihcations 
WINi<,L.J., LANGE,D. Region 1, Ofc of the D.fOCtOr. 87/tl/18 tlpp 43473:132. 
43473.132. 


R. PerloctJc operating reports & related correspondence 


8711180C30 Monthly opsiattno topi lot Ocl 1987.W/a7niO Ur. 

TOMLINSON,E., IempgeS^,T.E. Niagara Mohawk Power Corp. 87/10/31 28pp. 
43391:288.43391:316. 


S. Reportable occurrences, LERs & related correspondence 

8711060027 LER 87-O61'Q0Qri a7t001,dQlotmlned Utei Tech Spac lor RCS loekago 
vlolatod. Caused by procoduial dericlancy.Apptlcabfo proceduro revised & sol of Teen 
Spec Iniarprolatlons ostoblised to verily currant procaduros.W/87t026 In. 
RANC>ALL,R.G , MANGAN,C.V. Niagara Mohawk Power Corp. 87/10/28. 7pp. 
433O0.196-433Qa.2O2 


8711030184 Responds to util 670929 Hr poini-ng out minor onors in SSERs S 8 6 NRC 
lisis resulls from review of util proposeu corrections & clariticai'ons. 

TAM.P.S. Piolecl Dirociorata 1-4 87/10/27 CAflEY.jj Ouauosna Uo.’U Co 3 qo 
43258-298-43250:298 


F. Security, ntedicet, emetgency & lire protection plans 


8711190314 Notifiss that Stale of WV 630920 submittal ol state & local plans for radlo- 
loglcaf emorgencles lo pla.ni accoptable. Adequacy ol public alert & noill'oaiion svs 
vonfiod by FEMA on 65 1 22 7. 

MCLOUGHLIN.D Federal Emergency Manogomonl Agency. 07/10/20. STCLLO.V. 
OIc of the £<ocu!ivs Dirocior for Oporelions. tp. 43402 205-43402.205. 

6711130280 Forwards Solely fnsp Repi 60-412/87-58 on 87O02i-23.No vio'ations 
noted. 

MAHTIN.T.T, Region i. Ole ol ino Dirocior. 87/11/00. CAREY.J.J. Ouquosne Liahi 
Co 2pp. 43357:018-43357 025 

-8711130263 Emergency Preparedness Insp Repl 50 412/07-50 on 070921-23 No vfo- 
laUone nolodMajor arees inspecfBd;ilcensoo partial-paii'clpaiion annual emergency 
pteporodnoss orotcise conducted on 870021-23. 

GOflOON.C.Z., l_A2ARUS,WJ. Region 1, 0!c of the Drecior 07/11/03 6pp 
43357 020 43357.025 

8711230200 Adv.soe that 070817 Rev i to issue 4 lo physical security plan conslsloni 
w/orovitiOAs ol IOCFR50.G4(p> & Bccepiable. 

MARTINJ.T. Roglon 1, Ofc ol iha Director. 87/11/10 CAREYJJ Duquesna Llohl 
Co. 4pp. 43420:320 43490:323. 


8711060036 LER 87-059 00;on 870930, lour Tech Spec survQ.llence roouitmooie lourtd 
to have boon oxoeded.Caused by procedural dollciency Missing survauonces IrKorpo- 
latcd Into ptocodu<e-'N/a7102& Hr. 

RANDALL.RG, MANGAN.C.V, Niagara Mohawk Power Corp 87/10/28. 6pp. 

43308:210-43308 215. 

8711130113 LER 87-083-00:on Q710l3.acluel)Qn Of ESF.spaclllcaliy, isdahon ol ftWCU 
sys.oxperloncod.Causod by const & design deficiencies. Mod echoduiod lo ropiaco 
RWCU eya flux hosaa outside primary conlainmoni w/rigid iublng.VY/871 1 10 Hr. 
RANOAU.R.a., LEMPQGS.T.E. Niagara Mohawk Power Corp. 87/11/10 5pp. 

43354:300-43364 312. 

6711130168 LER 87-065-00:Ort 871015, dolerriUnod secondary contemmoni nol main' 
inlned at uniform subaimosphero pressure Caused by design dallcieney.Mod lOieip- 
caied differential piossure olomon(alnliiatad.Y//Q7i iiO itr. 

RANOALL.R.Q, LEMPQES.T.E Niagara Mohawk Power Corp. 87/ll/tO. 6pp 

433SS:a33-43355:343. 


H. OanersI coriespondence 


871 1030006 Roquoais brial note oxpress.ng dosiro to remain on mall ng lists.Rosponse 
roQueetod before 071 120. 

TAM.PS. Proiaci Dlrcctoraie 1-4. 87/10/29. BURROWS,JD. Oh.o, State ol. ip 
43264 244-432a4244 


8711030010 Roquests brief nolo oxprosslng doslro lo remain on mai'ing llsI.Rosponso 
roeueaied beloro 071 120. 

TAM.R.S Pioloci DUetioiBlo 1-4. 87/10/29. SlRCAR.P.R. S'.ono iWobSlor Eng noer- 
IngCoip- tp 43262 213-43262 213 

8711030036 Advlsoa thai util Should notify S Norris ol desire 10 rama'n on NRC matng 
liai by 87)120 

TAM.P.S. Project 0>rociorale 1-4. 87/10/29. LEE,JA Duquasno light Cc fp 
43264:232-43264:232 


6711180062 Informs that ulil 071013 notification of ovenl (LIconseo Ocevnonce RopI 
87-05] Should bo logged as 24 h event. 

6ERATTA.J.P. Niagara Mohawk Power Corp. 67/11/12. MURLEY.T.E Office of Nu- 
clear Roaolor Regulation. Dirocior (Post 67041 1). Ip. 4339l:t3f-4339l:t3t. 

8711240120 LER 67-066-00.011 671020, RWCU ays isolalod Cousad by fe-iuro to follow 

S roceduro.TechnIcian eounsoiod.trela'ng mod rocommondation inlualod & insirumoni 
conuoi program will bo revised W/67r 1 10 lir. 
nANOALL.RQ. L6MPQ6S,T.E, Niagara Mohawk Power Corp 87/11/19. 5pp. 
45431:119-43431:123. 

6711250008 LER 87-666-00.0(1 e71026,dlbcoverad Incotroci tusos inaiatiod In aiendby 
liquid conirol ays on 67t0f7 causing sya lo bo Inoporebio Cauaod by doaign docurnent 
dollclency.Corroci fusoa Instailod W/671 1 19 iir. 

RANOAU.R.O., LEMPGES.T.E. Niagara Mohawk Powor Corp 67/11/10. Opp. 

4346e'.004-43458.iat. 

8711240150 LER e7-064-00:on 671023, lurblno Inppod on low condertaer 

vacuum, resulting in reactor scram from 38% powor Causod by po'sonnol error m lal- 
fng to lag out-ol-svc loodwator pump lor soal ropaii.lndhrldual counsDloOW/871120 
Hr. 

RANDALL.RG.. LEMPQES.T.E. Niagara Mohawk Power Corp 87/11/20. 8pp. 

43431:004-43431:009. 

8711240233 LER 07-049 01:on 670626,ESF adualion o:iporlenced.cons>siltig ol airto- 
malic Ihlllailon of siandby gas Itoalmeni sys A omeigoncy rocitculallon cooler.Caused 
by personnel error. Causo of second ESF actuation undolorm'nod.W/671 120 lb. 
RANDALL, n.Q, LEMPQES.T.E Niagara Mohawk Power Corp 87/11/29. 6pp 

43442:160-43442:184. 

8711240275 LER 87-0e7-00:on 8 7 1023, limiting condition for operation oxceeded duo to 
main steam lino high flow isolailon instrumonlaiion Inopereblo.Causod by personnel 
orror.Actlon requirements of Tech Spec 3.3.2 nor1ormed.W/87l 120 fir. 

RANDALL.R.G.. LEMPQES.T.E. Niagara Mohawk Power Corp. 87/11/20. 6pp 

43442:038-43442:043. 

6711250128 LER 07-069-00 on 671023, numerous ESF acluatlons occurred due lo >0S8 
of power lo non-Ciass IE uninlerrupilbio power suppiy.Causod by desto 
delicieocy.peraonnei error 6 equipmeni failure.Sys isolation signals resel.W/67l120 
l(r. 

RANDALL, RQ , LEMPQES.T.E. Niagara Mohawk Power Corp. 87/11/20. 0pp. 

43459:211-43459:216. 

8711250260 LER e7-0e0-00:on 871022.8evon Tech Spec aurvolllance lima requirements 
found lo have been exceeded.Caus^ by personnel errors. Shift checks Immediately 
performed by following ahllt.W/8/1 1 20 Itr. 

RANOALL.R.Q., LEMPQES.T.E. Ntagaia Mohawk Powet Corp. 67/11/20. 6pp, 
43460:130-49460:134. 


871 1030046 Requests bnoi noio fnd caiing continued desire, if any,to remain on mailing 
hsi Responso loquosiod before 67 1 120. 

TAM.P.8 Project O'toctoraie M. 67/10/26. BAROEE.M. Pannsylvanla, Common 
woamiof. ip 43263:320-43263 320. 

871 1030149 Roqueals briol note Indicating eoni-nuod desre.if any, to romoln on mailing 
nat-RaapoAse requosiod by 87 1120. 

TAM.P.S f^oloci Di'Ocloraio 14. 67/10/20. EWINQ.CW. Ouquaino Uolil Co tp 
43250.3l543h9.3l6 

8711030177 Raquasis brial nolo ind.CBling continued doaira.it any, to remain on mailing 
lt9i.Raa&ortse toqueatod by 87 1 1 20. 

TAM.P.S. Prolaci Dlrocloreio 1-4. 87/10/29. LEX.T.J. Wesiinghousa Eloctric Corp. Ip. 
43284 271-43284.271. 

8711030108 Requosis brial nolo expressing dosiio to roma n on maii.ng lisiRosponsQ 
requoaied beforo 871120 

TAM.PS- Proocl DirociorelO 1-4. 87/10/20- Duquasno Light Co In. 432G3 lf4- 
43283 114. 


P. Operating license stage dooumsnta & correspondence 


87lt830311 Forwards addi Info re d lleninllal soillomenis ol buMod pipes at lac-l ly.pai 
NRC 870602 Hr 8 670922 loicon.lnfo on throe listed Hems provided. 

CAREY.J.J. Ouquasne Light Co. 67/10/26. Document Control Branch (Document 
Conttot Osak). 6pp. 43260.026-43260 076. 

-8711030319 Roy f to Calculation 21 tX-O(B>-290, ‘'Differential Setliemoni of SWS 
Lfnos Between Reaclor & Safoguards." Ovorsire Info and 

HONT.O-. MCCOY.J.W. Stono & Wobslor Cng-naetlng Cotp. 87/10/01. 43pp. 
43260.034-43260 076. 

8711030619 Forwards fourth status r(»t,ldemilying changes to Initial lest program de- 
BC'4>edln FSAR.Chaptor |4,por l0CrR50 59{l>]. 

CAREY.J.J. Duqueane Light Co. 87/10/27. Document Conliol Branch (Oocumeni 
Control Desk), dpp. 43261:272-43251:270. 

8711100155 Requests lee for review ol 870727 application repieservice Insp Relief Re- 

a uasts 1 S 2. 

IGOS.R.M. LIcanao Fee Management Brancn. 87/11/04. CAREY.J.J. Duquesne 
LHjWCo Ip. 43341:331-43341:331. 

8711100431 Generic Hr 97-15 lo all holders ol CPs lor nuclear powor plants re polcy 
siBlemsnl on deferred plants. Svc Let end. 

MIBAOHA.FJ. Aaeoclela Oifaclor (ot Projects (Poet 5704 11). 07/11/04. ConsolWaiad 
Edison Co. ol New York, Inc. 46pp. 43402.001-43402.040 
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B7 11160023 Nolilication of 871120 SiW visH & meeii'ng fn Shipp'ngport, PA fo technical 
Issues re .'iconseo proposed p'an to comply w/lOCI^n55 4S 'n panlevler.usd ol Simula- 
lion leci'ities. 

TAMJ’. Pfoieci Diractoeata lA 877tUQ3. STOLZJF. Piolact 0:rectot«te M 400. 
43363 03 1-43363 034. 

6711200031 Nolilication of 87 1 120 meolng w/utii In SMppingpon.PA to discuss lectml- 
cel Issues >0 1acl*ity sciam |tnp) experlenco & I'censae efforts to reduce trequency oi 
fulu/e scre-ms. 

TAM.RS. Pfo oct Direciofeio 1-4. 87/11/13. ST0L2,J F. Prolocl Direclorale 1-4. 3pp 
43407.117-43407:119 


871t13|}0O6 Su^l 3 to NRC Info Notice 66-108, "Oegredatfon of PCS Pressure Bound- 
ary neauftir>g From Boric Acid Corrosion." Svc Ifsi encl. 

POSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/11/16. 
Consolidaied Edlsor' Go. 01 New York, Inc. 1 1flpp. 43444-.l95-43444.314. 

8711300063 Ack recalpi ot 871014 Hr inloriNng NRC ol status ei acUons planned te 
address Improvement & unresolved Hems in Insp RepI 60-412/87-50 re implemonta- 
Oon of certain NUREQ-0737 TMl AcHon Plan requirements. 

MAflTIN.T.T Region 1, Ofc ot W10 OIrecior. 07/11/26- CAREY, J.J. Duquesne Lighi 
Co. 2pp 43467:108 43467:1 15. 


0. Inspection reports, IE Buliellne 6 corresportdence 


3012170482 IE Sullelin 60-25, "Operai-ng Prob.'oms W/Taroai Rock Saieiv- Rallel 
Valves el BAiRs." 

• Ofc of insoectfotr & En'orcemenl. C.rccior (620201 67Q413) 80/12/19. ConsoMai- 
od Edison Co. ol New YorJi, Inc. Spp 43226:201-43226:205. 

6305110473 lE Into Notice 63-39. "Fgi'uro ol Safety/Reliel Valves to Open at BWRs - 
Interim " 

JORDAN, EL. Oiv of Emeigency Proparerlrtess & Engineering RosportsejE(6502l2* 
S70413). 83/06/17. Consolidated Edison Co cl New York. Inc 2pp 43^ 206- 
43226207. 

8711030161 Responds lo NRC 870914 Itr re Insp Repi 60-412/67-50 Coiiociive 
pctions.posi-acc'deni aamnl'ng sys procedures reM/rlnon per N'UREG-0737.iiem ll.B 3 
8 Procedure P.O 2.43.01 SeoiTona N & Q approved per l(«mIlF.i-t. 

CAREY.JJ. Duquesne Light Co 87/10/14. iVARriN.r.T. Reg'on 1. Ole of the Ckrec- 
lOi 7pp. 43255302-4325I307. 

8711020407 Forwards Safely Insp Repi 50-412/87-62 on 670922-1002NO vioianoAS 
noted 

JOHNSTON.W.V Region 1, Ofc oi the Drector 87/10/28. CAREY.JJ. Ooquogno 
Light Co. 2ap 43235:265 43235:275. 

“8711020412 Insp Repi 50-418/87 82 art a70922-1002Nc violatiorva neied Meior 
areas inspected siariup tost program,power ascension tests & lesi rcsuiis 
WEN.P.C-, nUNIER.JG., EW^.P.K. Region 1, Ole ol the O.tertoi. 87/10/27. 9pp. 
43233 267-43235:275. 

6710230219 NRC info Notice 67-055, "Portable MoUiure/Oensny Oauges: Recent ind- 
denis ol PonaOle Qei^os Qelrig Stolen or Lost." Svc list end. 

CUNNlNOHAM,n E. Dcvislon of indusinal 6 Medical Nuclear Saiely (Post 070729). 
87/10/20 ConsoHdalod Ed'son Co ol New York. Inc. 69pp 43324:136-43324:227. 

8711060023 Fonvards Safety Insp Repi 60-412/87-60 on 870629<iOO9.No vio-'enons 
noted. 

WiQGiNS,J.r. ReoiOJi 1. Ole Of the Oi/ocior. 67/11/01. CAREV.jj. Ouquesne Luhi 
Co. 2pp. 4330a:in-43308 161. 

••8711060036 map Repi 50-412/67-60 on e70629-f009.No violaL>or)$ noted. Ma|or 
areas inspecied-llcensoa actions on previous findings. sHe actrvii<e$.sianv(» tost pro- 
uram iiTiplamenlaiion & aioiswiter prosaure iransmiiler lnop«rab<hiy. 

TR1PP.L E Region t, Oteof (tie Oiroceor. 87/10/29. tSpp. 433Q6-(??-43308'l9t. 

8710290234 MRC inlo Notice 67-ose. ‘'Improper Hydraukc Contiol UNi insianebon ni 
QWR Plants." Svc fiat encl. 

ROSSI, C.E. Orv.sfon ol Oporatlonai Events Assessment (Post 870411). 67/n/04. 
Consolidated Edison Co. or New York, l/tc. 1 tPpp. 43324 2?6 43324:339. 

671 r too 155 Requosis leo for rovlow ol 670727 eppl.cation re preservico inspRoHei Re- 
quests f & 2. 

OiQGS,R.M. License Foe Martagemartt Branch 87/11/04. CAR6Y.JJ- Ouciuesne 
LIghICc. tp 43341:331-43341:331. 

6711020017 NRC Into Nonce 87-057, "Loss ol Emergency Boraiion CapabWIy Due 10 
Nhfogon Gas tnirus'on." Svc 1*81 end 

nOSSI,CE. Division of Operei'onal Evenis Assessmeni (Post 870411) 87/|i/06 
Consol'deled Edison Co. 0/ New York, Inc. 1 16pp 43355 003-43355 119. 

0711050040 NRC Compfianco Cvnelin 87-002, "Fastener Testing to Qetermmo Con- 
(otmanca W/Appl csble Mall Specs " Svc ust end 

nOSSl.CE. Olvlsion ol Oparaiional Evenis Assessmeni (Posi 670411} 87/11/06 
ConsW'dated Edison Co. of New Yctk, Inc. t16pp. 43397:l42.43397-257. 

87111302BO forwards Satety Insp Repi 50-412/97-58 on 870921-23.No vtolanons 
noted. 

Martin, T.T. Region 1. Ole ot the OIrecior. 87/11/09. GAR£Y,JJ. Duquesne Ugtil 
Co. 2P0. 43357:OI0-43357;O25. 

“8711130283 Eraatgancy Preparedness Irtsp Rept 50-412/67-58 on 870321-23 No via- 
iallons noted. Major areas fnspecied.l-censee partlal-panicipatlon annual emergerrey 
preparedr.sss exercise conducied on 670921-23. 

GORDON.CZ , lA2ARUS.tiV J. Region 1. Ofc of iho OIrecior. 87/11/03. 6pp. 
43357:020 43357.026. 


8711090140 NRC Info Notice 87-058. "Conlinuous Communications Foliowing Emergen- 
cy Nolilicailons." Svc Hsl encl. 

ROSSI, C.E. Division of OperalionnI Events Assessmeni (Poet 670411). 07/1 l/ia 
COftsoI'dated Edreon Co. ol New York, me 1l3pp 43404:178-43404:288. 

8711120027 NBC Info Nolle© 67-069. "PolortVal RHR Pump Loes." Svc fist end. 

ROSSI, C.E. Oiv.'sion ol Operalional Events Assessment (Post 870411). 67/11/17. 
Consolidaied Edison Co. of New Yo/k. Inc. I20pp. 43487:001-43487;121. 


8711240162 Forwards Pre-operallonal & Startup Safely Insp Rept 50-412/6761 on 
670921-25.No violations noled. 

MARTiNT.T. Region I, Ofc of the Oireotor. 67/11/17. CAR£Y,J.J. Duquesne Light 
Co. 2pp. 43431;010-43431Da0. 


-6711246176 Insp Repi 50-412/67-61 or e7<392l-25N<i violations noted areae 
Inspecied.9tar1up acliviliee in radiation prociecllon area.including review© of previously 
fdaniilied items In post accident sampling & analysis. 

GRESICK-CIOFFI. SHAN3AKY,MM. Region I, Ofo ot the Director. 87/11/06. 9pp. 
43431.012-43431.020. 


S. Repodsbie occurrences, UERe & rslslsd correspondence 

6711020266 LER S7-026-O0.on 870930,low feodwalar pump suction pressure transient 
occtmed.causlr'Q running main loedwalcr pump to trip. Caused by worker Inadvortenify 
breaking air tins to condonsale recirculation vaWe. valve repalred.W/87l023 Hr. 
LACEY.W.S. Duquosno Ughl Co. 87/10/26. 5pp. 43234:223-43234.22e. 

6711020392 LER 67-023 00:on 670926.feacioi trip occurred.Caused by isHu'e ot main 
leedwaidf regulsilng valve B due to faulty coniroller card Card replaced.W/87l02d Hr. 
IACEY,VV5. tiuquBsno Ughi Co. 87/10/26. 5pp. 43236:174-43236;l7e. 

6711030546 LER 67-024 00:on 870929,w/lurblne startup in progress.safety Injeclion oc- 
cuirod causing 3,500 gallons of boralsd water to be Injected Into RCS.Caused by doli- 
cleni procedure.Procaduro revised lo Include valve position limltor.W/67f026 Itr. 
LACEY.W.S. Duquesne Lighi Co. 67/ 10/26. 6pp. 43255.342-4325S.346. 

6711170226 Summaiy ol Opetaiing Reactors Evenle Meeting 67-39 on 87l103.Lisl ot 
atlendees.vlewgrBpris & summary of reactor scrams encl. 

LANNfNG.W. Events Assessment Branch. 67/11/05. ROSSl.C.E. DMsion ol Opor- 
ailonal Events Asaeasmeni (Post 870411). 20pp. 43365:216-43385:234. 

6711160157 LER 67-0l3'01:on 67060S.lnadvor1enl realignment of supplementary leak 
ceSocUon 6 release sys dampers occurred.Supply breaker ovarcurrenl trip & lockout 
caused by personnel ©not-Neicnsl alignment (©slored-W/S? 1 1O6 Hr. 

LACEY.VV-S. Duquesne LIghiCo. 87/1l/06. 5pp. 43366:226-43386:230. 

6711160207 LER e7-02001;on 670909, while performing MSIV closure lesi, reactor 
irippod.Ceused by steam generator lo-lo level.No corrective actions or procedure /avs 
required Unique lest requited as pad of startup program.W/67l 106 itr. 

LACEY.W.S. Duquosno Light Ce 67/1 1/06. 5pp. 43366:236-43366;242. 

6711160307 LER 67-026-00:00 671006, resclor tripped due to Steam generalor A low 
<©««l coincident w/steem tiow/leed How cTilsmakh.PiiHng etror corrected & gain on 
ma-in feed leguiaiing vaivea edlu$ted.W/67i 109 iir. 

LACEY.W.S. ISuquesrie Llghl Co. 67/11/09. &pp. 4335&;189’43366.t93. 

6711)60114 LER 67-027 00:on 67t0i3.d)$covereo that pressurirer pressure protection 
Chatviei I cslibr had not been performed within required monthly frequency.Ceused by 
personnel otroj.Manual maint liacMno schedule being repieced.W/Sn 1 12 Hr. 
LACEY.W.S. Duquesne Light Co. 87Ai /12,4pp. 4336S;007-43385 OlO. 

6711200066 LER 87-026-00.on STiOM.oparaioi lecatvod alarm Indicating loaa of tur- 
bine 0ectrohydrauiic fluid prossure.Ceused by leakage pest pressure switch fsolailon 
vawes Valves opened & ibw pressure circuits bypassed.W/87ill3 Hr. 

UCEY.W.S. Duquesne Llghl Co. 87/11/13. 5pp. 43410:195 43410:199. 

8711190109 LER 67-030-O0ron 671016, reactor manually tripped due'to lire near turbine 
bearing 2.Csu80d by oH soaked Insulalion on gland 2 piping. Long-term corrective 
action pending results Ol vendor lnvesllgaUon.W/671 116 Hr. 

LACEY.W.S. iWlSSne Light Co. 87/11/16 4pp. 43396:234-43388:237. 

8711190196 LER B7-029-00.on 671015, erratic operation of main feedwater regulating 
vBhres expoilenced.Caused by over-iesporii^eness oi valves to small level Pangea 
In steam generators. Response limes ol valves adjusied.W/87in6 Itr. 

LACEy.W.5 Duquesne Light Co. 87/11/16. 4pp. 43400 268-43400;271. 

67M230267 PNO'l-e7-1D7:on 871 1 1 /.turbine reactor tripped due lo spuriously generat- 
ed tufbMa ttwisl bearing irlp.Causeo by technician Inadvertently irippfng power switch 
on turbkie rotor position drawer.Offelte transformer Inspected. 

WIGGINS, J. Rs^ 1, Olcot lha DHectot. 87/11/19. Ip. 43422 252-43422:252 

6711230229 LER 87-031-OD.on 87 1020 .teaks discoveied Ihtouoh damp on RCS Loop A 
C<M bypass isolation valves 2RCS*44,2RCB'37 & 2RCS*46 In excess ol Tech 
Spoc limits Causa undetermined VeNes repaired or replaced W/d7l 119 Hr. 

LACEY. WS. Duquesne Llghl Co. 87/11/10. 5pp. 43419:273-43419 277. 


V. Operator Exsminetlona 


871 1090190 Requests plans lor moeling amended requirements of 10CFR55 re Individ- 
uals tdenlifred as potential dual licensed operalors In 671005 Hr. 

GAILO.RM. Region 1. Ole of the Director. 67/11/05. SIEBER.J.O. Duquesne Llghl 
Co. 43313:336-43313:340. 

6711 100292 Withdraws facility certification accompanying 0 Held application for senior 
operator license or> UrHl 1 1n respofise to NRC 871030 lU.O Held pertormlr^g licensed 
duties on l/nil 2 & not participating In license retraining program. 

SlESER.J D. Duquesne Light Co. 87/11/12. Owument control Branch (Oocumenl 
Control Desk). Ip. 43401:229-43401:229. 


DOCKET 60-413 CATAWBA NUCLEAR STATION, UNIT 1 


F. Seburily, medleal, emerBertcy 6 lire proteetton plane 

9711130136 Forwards SALP Board Repts SO-269/87-33.60-270/87-33, 50-287/67- 
33.SO-369/e7.29,50-370/67-20.S0-4l3/87-26 & SO-4t4/67-26.0cQnee & McGuire 
evaluated for Mar 1986 ■ Jul t987.Caiawba evaluated lor Ocl 1965 • Jul 1987. 
^ULCE,J.N. Region 2, Ofo of the Director. 67/10/20. TUCKER, H.6. Duke Power Co. 
^ 43357:09343357:214. 

-6711130142 SALP Repts 50-413/87-26 A 60-414/67-26 for Od 1965 • Jul 1967- 
* Region 2. Ofo of the Director. 67/10/20. 40pp. 43357;095-4d357:134. 
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6711110037 Revised omergoncy plan implomonling procoduros.jndudm MP/O/B/ 
1009/09, "Gu'delmos for Accldetil & Emergency Pesponeo," I(P/0/B/I006/I6. "DIs- 
inbuiion of Poiassiuiti lodido Tableis. S HP/0/B/IO<)9/19. "Emorgency....’' W/ 
871100 fir. 

TUCKER.H.0. Ouke Power Co. 67/11/06. <l5pp. <13346 298 <13345 342. 


8711200313 Forwards Amende 31 6 22 to Licensee NPF-35 & NPF.52. respectively & 
safely evaluallort Amends change Tech Specs lo revise l.'miiing conditions br Increas- 
ing Ume of boron concentration rosiorailon In accumulator out of specs. 

J«BOUfi.K. Project Direciorate 11-3. 87/11/10. TUCKER.H.B. Ouke Power Co. 3pp 
43416.-015 43410:030. 


P. Operating license stage documents & correspondsnee 

8711030296 Ack that rev to util Topical Rept OPC'NF-20iQA. "Nuclear Physics Method- 
ology lor Reload Design," contains minor aiatisilcel error, per 671016 llr.Rovisod docu- 
rronl scheduled io bo submitted by 670129. 

TUCKER,fl.8. Duke Power Co 87/10/22. MURLEV,T.E. Office of i^ear Reactor 
Regulation. Director {Post B7041I). HOOO.OS. Project Oirecloisie 11-3. ip. 
43252 101-43252:101. 


-6711200224 Amends 31 & 22 to Ucertses NPF-35 & NPF.&2.re9peclivoly. changing 
Tech Specs to revise MmiUng conditions for operation action statements lo Increeso 
tima aHowanca tor boron concentration restoration In accumulator out of specs. 
CROCKER.LP. Project Directorate 11-3. B7/i 1/10. 10pp. 43416017-43416.026 

— 871120029D Sefoty svafuadon supporting Amende 31 & 22 lo Licenses NPF-35 & 
NPF-S2.raspecl|yely. 

* Office of Nodlear Reactor Regulallon, Director (Post 870411). 87/11/10. 3pd. 
43416:027-43416.030 


671102005? Porwaids mstico ot consiouration ol Issuance of amends to Licenses NPF- 
35 & NPF-52 & opportunity for prior hearing on 871006 request re steam genotalor 
lube pfugg ng critoria. 

JABBOUn.K.N, PrOi'oct Directorate 11-3 87/10/23. TUCKER.H.B. Ouke Power Co. 
2pp. 43240:133-43240:140. 


87111(N)347 Discussea B70624 tir Iransmitiing Amend ll ol ulil topical OA rapt.per 
10CFR60.64{^.W/addi!ion of listed stalomont.OA program coniinues lo meet require- 
mams of lOCPRSO.App B & accopleblo 

JULIAN.C.A. Region 2, Ofc of the D.’ioclor. 87/1 1/12. TUCKER.H.B. Duke Power Co 
2pp 43401:317-43401:316. 


-6711020074 Nolico of consldoratlon of Issuance of amends to Licetkses NPF-3S & 
N'PF-52. Amends would revise Toch Spec 3/4. 4. 5. "Steam Generators*' 6 assoclaiod 
basie & involve changes lo atoam generator lubo plugging cnietls. 

JAQBOUR.K.N Project OIrectorato 11-3. 87/10/21. 6pp. 43240.135-43240 140 

6711020354 Notification ol 871103 moeling w/uti) & Vtlestinghouse Iry Phitadelphie.PA lo 
discuss results ol Franklin Research Cir evatn ol cracks Iri po'o sliofl welds of roacior 
trip breakor. 

HOOD.D.S Project Directoralo 11-3. 67/10/27. CROCKER.L.P. Project Diroctoialo 11-3. 
4pp. 43239 285-43239 268. 

8711030324 Appficailon for amende lo l.lceneos NPF-35 8 NPF-62. correcting 
hpos, ^dating mlo or clarifying siaiemonts.roe paid. 

tUCKEh,H 6 Duka Power Co 87/10/28. Oocumem Control Branch (Oocument Con- 
trol Desk). 5pp. 43250 321-43250:362. 

-6711030331 Proposed Tech Specs conocllng lypos.updaling into ot cutrifying siaie- 
monis. 

• Duke Power Co 07/10/26. 27pp. 43250;026-43260-352. 

8711030168 Summarizes findings on backlit dotermlnailon re conioinmoni InioQtaierf 
leak rale lostmg.including siaTt raiuciance lo allow short-duranon losts using Mass- 
Plot rnoihod.Roquoal ro as found loakego ralo donlod. 

VARQA.SA. Oivis-on of Roactor Projods • I/ll (Post 670411). 87/10/29. 
TUCKER.H.B. Duka Power Co. 7pp 43263:l<l5-432e3:l61. 

8711050114 Fofweids paymei^t to covet cost associated w/67i0i4 itr.Foofisid. 
OUELLETTE.R W. Duke Power Co. 87/10/29- Document Control Branch (OocumonI 
Control DosK). tp. 43203:246-43293 246 

6711060036 Forwards updated info re estimated radiological aspects ol RTO bypess 
manllofd elimlnailon.supporting 670722 appiics'ion (or amends to LIconaos NPF-36 8 
NPP-52 doletino RTD bypass manifold. 

TUCKER.H.B. Duke Powor Co. 67/10/30. Oocument Control Branch {OocumonI Con- 
trol Desk). 3pp. 43302:070-43302:072. 

8711100303 Forwards addi lost data ol VO valves for laciiities in support of uiii appffca- 
|ion tor amends to Licenses NPF-.1S & NPF-S2, changing Tech Spec Sutveilence Re- 

? uiram9ni 4.6.I.9. 4. Previous amend loquosied lo bo granted. 

UCKER.If B. Ouke Powor Co. 87/11/02. Document Control Branch (OocunKini Con- 
trol Desk). 4pp. 43343:317-43343:320. 

8711100431 Qonaric Lit 87-15 lo all holders ol CPs lot nuclear power plants >o poitcy 
statemoni on deleired plenle.Svc list end. 

MIRACLIA.F J. Assoclolo Dlrocior for Projects (Post 6/0411) 07/11/04 Consolidaled 
Edison Co. of New York. Inc. 46pp 43402001-43402:046 

6711Q9QQ18 Advises that fee requested foi uUI 870614 application not yot racotvod by 
NRC.Foo ruquQsled within 16 days ol Hr recelpl. 

OIGQS.R.M. license Fee Managemonl Branch. 87/11/05 TUCKER.H.B. Ouke Power 
Co. Ip. 43324:003-43324:003. 

6711100362 Nolllicailon cl 871123 meel'ng w/uMs.LASL.ANL & WosUnghouee m 
Belhosda.MD to discuss LASL commonis on Wosllnghouse revised LOTlC-3 drek) 
flow heal irarisler models lor ma'n steam lino preak anaiyels inside ccntainmoni. 
AULUCK.R. Ofc ol Special Projecis. 87/1 1/00. ZWOLINSKI.JA. Ofc of Special 
Projects. 7pp. 43342:197.43342:263. 

8711130335 Forwards 5ER accreting util proposed ATWS miligaiing sys aclvailon cir- 
cuitry for (acllilios.per IOCFR50.62{c|(t] & ponding (Inal resolution of Tech Spec 
Issue. Ulil recommended lo proceed w/lnsiallaiion as scheduled. 

HOOD.O.S. Project Directoralo 11-3 87/11/06. TUCKER.H.B. Duke Power Co. 2pp. 
43360:121-43360:133. 

-6711130353 Safely evaluation accepting ulil proposed ATWS mitigating sys actuation 
circuitry for lacililies.per tOCFR60.62(c)(l) & pending final resolution of Tech Spec 
issue. 

' Office of Nuclear Reactor Regulation, Director (Post 870411). 67/11/06. Ilpp. 
43360;12a-43360.133. 

8711160066 Forwards request lor addI Info ro RTD bypass sys removal discussed In ubi 
870526,0722,0831.1001 & 851029 Urs. Response requested wilMln 15 days of Hr dale. 
JA8BOUn,K.M. Proiocl Directorate 113. 8Wll/oe. TUCKER.H.B. Duke Power Co. 
6pp. 43362:156-43362:161. 


671120007S Forwards Amends 33 & 24 lo Licenses NPF-SS & NPF-52. respectively & 
safety evaluotlon-Amends modify Toch Specs to allow ur^li to remain at power for up 
to 72 h w/more Ihan one full length control red inoperable but ir.ppable 
JAB90Ufl.K.N. ProjMt ttroctorato ll-O. 67/11/13. TUCKEfl.HB. Ouke Power Co. 
3pp. 434O0.O54-434CI8O7O. 

-6711200080 Amends 33 a 24 lo Llconsea NPF.3S a NPF-52,respociively, modifyfng 
Toch Spocs to allow unit lo roman at powor (or u|) to 72 h w/moro than one tun 
lengih control rod Inoperable but trfppablo. 

CROCKER.L.P. Pfoloci Dlraclorela 1I-3. 87/11/13. 1 1pp. 4340a.057.43408-.067. 

-6711200083 Salety evaluation supporting Amends 33 & 24 to Licenses NPF-3S a 
NPF-52.tospaciiwo)y 

‘ Office of Nuclear Reactor Regulation. Director (Post 870411) 87/11/13. 3op. 
43408:068-43406.070. 

671 1200389 Application loi amends lo Licansos NPF-3S a NPF-52, rev.sing Tech Specs 
to ensure plant operation consistent w/des:gn a solely evaiuaiion conclusions made 
In eoci reload safety evaluation lor Unit S.Cycie 2.Foo paid. 

TUCKEfl.HB Duke Power Co 67/11/10. CJecumeni Cenlrol Branch (Documenl Con- 
trol Ooskj 3pp 43416222 43410322. 

-6711200391 Propesod Tech Spece making changes lo ensure plsnt operation consist- 
oni w/design a saioiy ovaiuaiicn conoiuslong m reload aalefy ova'uat-on lor Umi 
B.Cycio 2. 

• Duke Power Co. 87/i|/l3. 46pp. 434 1 6:226-434 1 6.270. 

-6711230013 "Reload Saloly Evaivatien.Ceiswba Nuc'oar Sieiion Unil 2 Cycle 2." 
OZENIS.E.A. Ouko Power Co. 67/09/30. 62pp. 43416.271-43416:322. 

6711160122 Noiilicalion of 671202 mooting w/Baw.QNL.BNWL a Duke Power Co in 
Belhosda.MD lo iHscuss BBW topical ropia on reload moihodo'og'ds lo bo used for 
roiuekng Duke Power Co recircvioting eloom generator PWRs Mooting agenda end. 
HSII.Y. Reactor Syeloms Branch 67/11/16. HODQES.M.W. Roaclor Systems Branch. 
3pp. 43394 316-433E>4'317. 

6711200045 Fonverds request for addi Info on util 6/0612 proposed Tech Spec 
changes ro samp'Ing effluent from turbine a auxiliary bldg sumps Response requested 
wiiNn 30 days ol Kr date. 

JAB80UR.K.N Project Oireclorato ll-O. 87/11/17. TUCKER.H.B. Duke Powor Co 
4pp. 434OB.O28-434O0.O31. 

8711200386 Advises that 660715 verlllcation a valldsilon program as summarized a 
morAflod by NflC 670904 Itr re SPOS.acceptab'e. 

dAeBOUR,KN. Projeci OlrectoiatQ 11-3. 67/11/16. TUCKER.H8. Ouke Powor Co 
3pp. 43415:347.43415.349. 

6711230164 Summary of 670627 meeting w/ulil re design adequacy of nuclear sve 
sys Usi ot attendees 6 meeting agenda end. 

JA68017R,K.N. ProJecI Directorate 11-3. 87/11/16. Project Oireclorato 11-3. 10pp. 
43428-229-43428-238. 

6711300108 Claillies proposed amend lo Licenses NPF-35 6 NPF-S2, changing Tech 
Sp<Ka to increase amount of lime from 2,000 h lo 3,000 h per ca'endor yr In which 
VO valves may be open. Tech Space encl. 

TUCKER.H.B. Duke Power Co- 97/11/16. Document Control Btarich {Document Cotv 
Iro) oeak). 2pp 43469:316-49469 319. 

-6711300111 Proposed Tech Specs Increasing amount ol time from 2,000 h to 3,000 h 
per calendar yr In wh'ch VQ vatvas may bo open. 

* OiAe Power Co. 87/U/te. epp. 43469318-43469 319 

6711300041 Forwards addi Info re elltnlnatlon of roalslence temp dslecior bypass 
8y8,per K Jabbour 37f 106 request.RevIsed Tech Spec Page 3/4.3-1 ro fr-jquency of 
testing tor delocior oncl.AddI info withheld. 

TUCI^R.H.B. Duka Power Co- 87/11/19, Document Control Branch {Oocumeryt Con- 
trol Desk). ?pp. 43469:173-43469:174. 


Q. Inspection reports, IE Bulletine 6 correspondence 


671 1190166 Advises Ihel loo lor 871016 application for amend to LIcenaos NPF-36 6 
NPF-52 attached lo application, por 671105 request lor lee remitlance. 

TUCKER.H.B. Duke Power Co. 87/11/09. Document Control Branch (Documenl Con- 
trol Desk). Ip. 43401:338-43401:340. 


8012170402 IE Bulletin 60-26, "Operating Problems W/Teigel Rock Safety- Raliol 
Valves at BWRa." 

* ^cof Inspection & Enforcement, Director (620201-870413). 60/12/19. Cortaolldat- 
ed Edison Co. of New York. Inc. 6pp. 43226:201 ■43226;205. 


6711130312 Requesis FR publication of notice of Issuance of Amends 31 & 22 fo Li- 
censes NPF-35 & NPF-52,rospectlvely Amends change Tech Specs k) Increase Ume 
allowance lot restoration ol boron conceniration In out of-speo accumulator. 
JABBOUR.K.N. Project Directoralo 11-3. 87/11/10. NRC - No Detailed Affilietlon Given. 


6305110473 IE Into Notice 63-39, "Failure of Salety/Rellel Valves lo Open at BWRs • 
IrMerim R^l.” 

JOROAN.E.L. OIv of Emergency Preparedness & Engineering Responao,IE(8502l2- 
870413). 83/06/17. Consolidated Edison Co. of New York, inc. 2pp. 43226:206- 

Atooa 4t\t 
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8711130U8 Forv^S'cts SALP Board Repis 50 269/d7 33.S0.27Q/e7-33, SO.287/87. 
33.50-360/e7-Se.50-370/87-?9.SQ 4t3/e7-2e 8 50 4l4/87'2eOcooeo & McGuIrs 
ovaiuet«^ >0' Me; I9S6 • Ju! l9e7.CeiaMba ove'uaied for Oci 1905 - Jul 1987. 

GRACE, JN. Region 2. Ole qI ihe Ora'iio'. e7r>()f2Q TijCKER.HS OukePoworCo. 
2pp. 43357:093-43357:214 

-8711130142 5ALP Rcpis 50-4l3/e7-26 A 50-414/67-26 lorOcI 1085- Jul 1987 
• Region 2. Ole ol ihe Oirecicr. 87no/20 <0pR. 43357 095-433S7 134. 

8711100405 Responds >0 NRC d70d3i> IK re v.P'eiicna noied in Insp Rop) 50-413/87- 
20.Correci>ve ecnons e'ea' Celmiilon of recuini'g & s'm ler caiegcnea of &von» dovu'- 
oped & impiemenied ai p’ani.auppio-xdnied n/log c diagrem 
TUCAER.HB Duke Power Co 87/10/27 Ooeument Control Branch (Oocunteni Con- 
trol Desk) 4pp 43345 001-43345 004 

8710230213 NRC Info Notice 87-055. "Ponab'o Moislu.'o/Oonsity Gauges: Recent Incl- 
aenls of Portable Gauges Soing Stolen cr ( oat " Sve i.st end 
CUNNINGHAM. RC. C.vision 01 Industrial & Modicel Nuclear Safe^ (Post 870790) 
87/10r2!). ConsoUda'-edEd-sonCo qJ NuwVork.lnc flOpp 43324.139-43324 227. 

8710390234 NRC Info Noi^ce 87-056, ' intpioper Hydraui'c ConKol Un.t {fis(atet>on at 
8WR P.'erts " Sve list end 

nOSSl.CE Divls' 0 f> o1 Opoialiona' Evor.'s Assossmenl IPoat 870411). 07/11/04 
Ccnsolldaied Edison Co of Now York. Inc fl2pp 43324.228-43324:339. 

8711130049 Ack (ocelpt of 671014 Hr Informing NRC Of slops taken to conect vla‘ai>ons 
noiod in Insp Repts 50-413/07-25& 50 414/67-25. 

REVES.L.A. Reg-on P. Ole ol ifio Oroclor 87/11/05 TUCKER.H.S Ouko Powror Co. 
Ip. 43354.087-^3354:067 

e7l113{KI88 Forwards Insp Ropis 50-413/87-33 8 59-414/87-33 on 670928-l025.K'O 
violeiions or devielions noted Attention I'nviled to i/n'esQlvod Hem 
BROWNLEE.VL Reg.on P.OrcOflhQ Oirecfur. 87/11/05. TUCKER IfB Ouko Power 
Co. 2pp- 4 3 354-. H 7-43354.127. 

-6711130696 tt\sp Repts 50-413/87-33 & 50 414/87 33 on 87Q926 t02SNo v.-olei-ons 
or dovtations noted Me, or a-'eas Inspected plant oporelions.suveiienco 

observation, rraini oOservavon,Pari gt lects 6 leluei no actVviiies 
VAN OOORN.PK. lESSER.MS, PEE8LES.TA. Roclon 2. Ole Of (he OkeciO/ 87/ 
11/04. 9pp. 43354,119 40354.127. 

871102M17 NRC Info Notice 87-057, "Loss ol Emergency Ooration Capao-Lty Due lo 
Nliroacn Ges iniius.'sn.” Sve oai encJ 

ROSSi.C.E. O.M$ion oi Oporaildnei Evonis Assessment (Post 870411). 87/11/08- 
Consol-deled Edi'son Co. of New Vork, ine. 1 1 epp 4335$ 003-43355. 1 19 

S7110S0040 NRC Compii'ence 0u.loi'n 67-002, "Festenor Tasting to Ooier/rCne Con- 
lormerce W/ApplicaOle Matl Specs " Sve fisi enci 

ROSSiiCE- 0(vr«iQn ol Oporehonal Cvenit Aasessmani (Post 8704(1) 87/11/06 
ConsQiidaied Coison Co- or New voih. inc nfipp 43397.142 43397:257 

8711110098 Forwards Insp Repts $0-413/87-23 A 50-414/67.23 on 8707l3-24.SigA4l- 
ceni proUeiriS 'n aieas ol operaiions A rr.oOs d-scuised 

VARCa.S-A OtvJSion of neacior Prpiecis ■ i/H (Rost 879411) 07/11/06. 
TUCKER.H Q. Duke Power Co 3pp. 43347:308-43347:335 

-871 It 101 17 Insp Ropts 50 413/87-23 A 50-414/87 23 on 670713-2-1 Signlicent prob- 
lems noted Ma^r areas l.i8pocied- olieciiver.eS8 of qua'ity verification orgeniierions. 
inci'ud'no OA,OC A Ime mol organi/aiions in operaiions. 

hill.W.M Office of Nuclear Reader Roguiat'on. Olrecfo/ (Roai 8704ti). 
COOPEn,T.A. WEHEN.LS. Region 2, Ofc Of (no Oifocier. 87/10/09. 25pp. 
43347J0fl-43147-335. 

87l119Q14( Aok (ocetpt 0(871027 iw KilormkigNRC ol siepe taken (o cocieci violaiions 
nolod In Insp Repie 50-413/Q7-20 A 69-4f4/e7-20 

GRACE, J N Re^ 2. QIC ol iho O iociot 07/11/13. TUCKER, HB OiAePowoi Co 
Ip. 43400 258-43400:256. 

8711200105 Fonvards Insp Ropis 60 413/67-35 8 50-414/87-35 on 871919 23 No vio- 
lelicna or devlai-one noted 

HERDT.A.R Region 2, Ole ol Ihe Oirodor. 87/11/13. TUCKER.If.e. Duke Power Co 
2p0. 43402:330-43402 346. 

-8711200116 fnsp Repis 50-413/67-35 A 50-414/67-35 on 8710t9 23No vldallons or 
doviaiions noted.Uaior areas Inspoctod inservica Insp A m-alnt progretn 
CnOWf.EY,e.R„ COIEY.JL., eLAKE.J.J Region 2, Ofc ol ifie Director, 87/11/10. 
15pp. 43402.332-43492.348. 

8711299342 Responds to violations no'.od in Insp Repin 50-413/67-30 & 50-414/67- 
30.Correci.ve aeffons methods for evaluating nuclear /nsirurneniatlon sys (NIS) sel- 
f^m noncor.servailsms tevisod A N>S channels A piessuie switches cattx. 

TUCKER, H.B. Duke Power Co. 67/1 1/13 Oocumenl Control Branch (OocumenI Con- 
irol Desk). 7pp. 43413;122-43413:128 

6711090140 NRC info NoDco 87-058. "Continuoug Communicetiona Fonowtng Emergen- 
cy Notifications." Svc l.st end. 

ROSSI.C.E. Division of Oporal'onef Events AssassmonI (Post 970411). 87/11/16. 
Consolidated Ediaon Co of New York, Inc. I13pp. 43404:176-43404;2B8. 

8711200198 Forwards Exam Ropt 50-4 13/01 -e7-01,for both units.ofexam edminislered 
011670914-17. 

JULl/kN.CA. Reg on 2, Ofc ol iho Oirootor. 97/11/16. TUCKEn,H8. Duke Power Co. 
2pp. 43403 934-43403:2?6 

-9711200207 Exam RopI 50-413/OL-87-01,for boitl unlts.on 879914-176x801 
tesuiis:nine of nino eenlot toador opoteiote passed A lout ol l»e leaclor opwRlots 
passed.Exam A answer hey end. 

Afl1lOS6N,J.A., MUNRO.J.F Region 2, Die oi the Ditacior. 87/11/04. 100pp. 
43403.036-43403:183. 

-9711200363 Forwards comments on l.'conse exams administered on 670914. AddI an- 
swers provided in enci supporting documoniation. 

HAMPTON.J.W. Duko Power Co- 07/09/17. WUNRO.J. Region 2. Ofc cf the Ditectof. 
43pp. 43403:164-43403:226. 

8711120027 NRC Info Notice 67-059, "Potential RHR Pump Loss." Svc list end. 
ROSSI.C.E. Division of QpetaiiOftel Events Assessment {Post 8704(1). 87/11/17. 
Consoldeted Edison Co. of New York, inc 120pp. 43487:001-43407:121. 


9711230394 Responds to violeiions noted fn Insp Repis 50-413/67-31 A 50 414/87- 
Sl.CorreciNe ecliens rrgt roce.'ved guidance to ensure lhai personnel remindad of ra- 
spons-bl'Hos re dose cards A frisking A Iraining program upcfeied 
TUCKGfl.HB. Duke Power Co. 87/11/17. Document Control Stanch {Oocumenl Con- 
ftolOesk} 3pp 43419.002-43419004. 

8711130009 Suppi 2 lo NR'C Info Notice 66-108, "Qegradaiion of RCS Pressure Beund- 
a/y nesuicng From Boric Acid Corrosion." Svc list encl. 

ROSSt.CE. Division of Operational Events Assessment (Post 670411], 87/11/16. 
ConsoiKfaled Ed'SOn Co of New York, Inc. 1 tOpp. 43444:195-43444:314 


R. Periodic operatins reports A related correspondence 

87I12(H)283 Monlh-V operating repis lor Ocl 1987 W/B71 113 ttr. 

REAlflS.JA , TUCKER.HB Duko Power Co. 07/10/31 13op 43410 t04-434l0’n6 


S. Reportable occurrences, LERe A related correspondence 

8711100428 LER Q7-027-Ol/in 0707C6,auxiLa(y feedwater pump 18 discharge to steam 
generalor IC fsolafipn valve closed aulometfceiiy.Ceusoa by isolated pressure switch 
eKtsenargo of euxikaiy (eedwalet pump 1A.V//871029 Ur. 
rORne.j.G., TUCKER.H.O. Duka Power Co. 87/10/20. 5pp 43344:349 43344:364. 

8711020440 LER 07-036-00.on B60830,incorroci alignment performed rendering nuc-'sai 
Svc walor (RN) Tra'n A inoperable re Unit 2 power operaiion.Causod by design dofi- 
cien<> due to Incorrect Identificailon of RN a'ignment.W/67 1 030 Itr.- 
TORREJO. lUCKEH.H.B. Duke Power Co. 87/10/30. 10pp. 43237:211-43237:220 

87II1700I3 Special ropLon 87i007.d.ese] generator 1B Irippod auiomatlcally.Causa 
undoieiR^noo invesiigaiion in ptogress A ptoblam w1)l be cotrccled prior lo caTtng 
d'esel Merebie alter scheduioo diesel outage work. 

TuCkER.HB. Duke Power Co 87/11/06. Docomonl Control Branch (Document Con- 
trol Desk) 2PP 43375:261-43375:202. 

67III70I10 LER 87-038-OOon 8710l2.discovered thet hourly fire watches noi per- 
formed foi Room 428 Caused by personnel error. Room 426 neich covers insiaiied A 
kicldaru reviewed w/tadwaste chemiatry paiaonnoi.Koutiy fice we'ch cesumed.W/ 
071111 llr 

TOnfiE.J.G , TUCKER.II B. Duka Powet Co 67/11/11. 8pp. 43361;O26-43381:033. 

8711230238 Ativisoa lhal aubrniita) oi LER 67-037-90,/o ITT Oiinnoll minl-stitl pipe 
clamps found broken due to improper heal ireaimenl.will be delayed until 671215 to 
aL'ew tor anoiysis A roviow of pertinent info. 

TUCKEn.H B. Duke Power Co. 07/i 1 / 12 . Decumeni Cofilrol Branch (Oocumenl Cen* 
IrolOosk) ip. 43410267-43410:267. 


V. Operator Esamlnatlona 


8711200198 Forwards Exem Rapt 50-4i3/OL-67-0t,lar boih umls.ol exam administered 
on 8769 14-17. 

JULIAN.C A. Region 2. Ole ol me Director. 67/11/16. TUCKER, H 8. Duke Power Ca 
2pp 43403034-43403:226, 

-8711200297 Exem Repi 5D-4i3/OL-07-Ol.tor bolh unils,on 670914-i7.Exam 
resells ane of nine senior reaclor operators passed A four of five reactor operatore 
passed E<8m A answer key encl. 

AnitOSEN.JA, MUNRO.J.F. Region 2, Ofc ol tne Director. 87/11/04. lOOpp. 
43403 936 43403.183 

-6711200363 Forwards comments on license exams edmlnlsiared on 870914. Add! an- 
swais provided tn oncl euppoitlng itocumenlaMon. 

HAMPTON.JW Duko Power Co. 87/09/17 MUNRO.J. Region 2, Ole of me Oirecto.'. 
43pp 43403.184-43403.M8 
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f. Security, medlcBl, emergency A fire protection plans 

8711130139 Forwards SALP Board Repis 50-269/87-33.50-270/87-33, 50-287/87- 
33.50-369/87.29.50-370/87 29,60 413/07-26 A 60-414/57 20.Oconee A McGuifO 
Qvaluaiod for Mar 1968-Jul l987.Catawba evaluated lor Oct 1985 - Jul 1967. 
QBACE.J.N. Region 2, Ofc ol the Direclor. 87/10/20. TUCKER.H.O. Duke Power Co 
2pp. 43357.093-43357:214 

-8711130142 SALP Ropis 50-413/87-26 A 50-41-1/87.26 lor Ocl 1985 - Jul 1907. 

’ Re^'on 2. Ofc of Ihe Director. 87/10/20. 40pp. 43357:095-43357:134. 

87II1IO037 Revised emergency plan fmpiemonifng procedures.including HP/O/B/ 
1009/09, "Guidelines for Accident A Emergency Response," HP/0/B/l009/t6, "Ois- 
(rewUon of Poiasslum Iodide Tablets. A HP/O/B/1009/19, "Emergency W/ 
671106 lit. 

TUCKER.H.a. Duke Power Co. 87/U/06. 45pp. 43345:290-43345:342. 


P. Operating license alage documente A correspondence 

871103Q29S Ack that rev lo ulU Topical Rept OPC-NF-2O10A. "Nuclear Physics Method- 
ology (or Reload Design." contains minor siefislicel error. per 671016 Itr.Revised docu- 
meni scheduled to bo submlited by 870129. 

TUCKER, H.B. Duko Power Co. 87/10/22. MURLEY.T.E. Office ot Nuclear Reactor 
flogolaton, Dveclor (Posl 670411). ip. 43252:101-43252.101. 

8711020057 Forwards notice ot consideration ol Issuance of amends to Licenses NPF- 
35 A NPF-S2 A opportunity for prior hearing on 871008 roguesi re steam generalor 
plugging criteria. 

JA88QlMj<.N Prolact O.roctoiate 11-3. 87/10/23. TUCKER.H.B. Duke Power Co. 
2pp. 43240:133-43240:140. 
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-8711020074 Notice conslderalion ol issuance ol amends lo uconses NPF-35 & 
NPF-52.Amends would revise Tech Spec 3/4 4.6, •'Sloam Goneralora" & associalad 
basis & Involve changes (o steam gonoralor tube plugging cnlsiia. 

JABBOUF1.K.N. Projed Olroclorale U-3. 07/10/21. 6pp. 43240:135-43240:140. 

8711020354 Notiiicahon of 071103 mealing w/uiit & Wostirtgbouea In PNlad(dphia,PA Ip 
discuss results ol PranKlln Research Ctr oxant ol cracks In polo shall weMs ol reactor 
trip breaker. 

HOOO.O.S. Prelect Directorate 11-3. 87/10/27. CRQCKCR.L.P. Proloci Duocioraie 11-3 
4pp. 43239.285-43239:288. 

8711030324 Application tor amends to Licenses NPF-SS & NPF-S2. correcting 
^pos, updating info or clarifying sialemonis.Foo paid. 

TUCKEh.H B Duke Power Co. 87/10/20. Oocumeni Control Branch (Oocumonl Con- 
trol Desk). 5pp. 43250:321-43250.352. 

—6711030331 Proposed Tech Specs conocting typos, updating into or dattlynn stale, 
menis 

• Duke Power Co. 07/10/28. 27pp. 43250:326-43250:352. 

8711030166 Summarizes findings on backM dolorminailon re containment iniograiod 
leak rale tost ng, Including staff reluclance to allow short-dursilpn teals using Mass- 
Plot method. Roquosi re os found leakage rate denied. 

VARGA, S.A. Division of floaclor pro.'Qcls • I/ll (Post 870411). 87/t0/29 
TUCKER.H.B. Duke Power Co. 7pp. 43263:145-43263.161. 

8711050114 Forwards peymont lo cover coal ossocieled w/071014 tir.Faopaid 
OUELtti lE.R.W. Duka Power Co. 07/10/29 Document Control &8ncm (Oocumeni 
Control Oosk). ip. 43263:248-43293 248. 

87I10S0036 Forwards updated Into ro ostimotod rarllologicai aspects of RTO bypass 
manifold elimination, supporting 870722 application lor emends lo Licensos NPF-jS & 
NPF.52 dolettofl RTQ bypess menlfeld 

TUCKER, H Q. Duke Power Co. 87/10/30. Qocumoni Control Branch (Documersi Con- 
trol Desk). 3pp 43302 070-43302:072. 

871 1 100383 Forwards eddi tost data of VQ volves lor facilities In support of iihl appUca- 
lion for amends to Licenses NPF-3S 8 NPF-52.changlng Tech Spoc SurvoiVanco Ro- 

?uiroment 4. 6. 1.9. 4. Previous amend tequoaiod to bo grantod 
UCKER.H B. Duke Power Co. 07/11/02. Qocumont Control Branch (Document Con- 
trol Dosk). 4pp. 43343:317-43343:320. 

871(100431 Generic Llr 07-16 to all holders of CPs for nuc'osr power ptanis re policy 
sieletrtonl on delertod pients.Svc list oncl. 

MIRAGLIA.F.J Assoclelo Oiroclof lor Projects (Post 870411) 87/11/04. Consoi-'daioo 
Edison Co. ol New York. Inc. 48pp. 43403.001-43402 046. 

6711090016 Advises that lee roguoslod for uM 870614 eppL'cailon not yoi rocok/od by 
NRC Poo cocfuestod witnUt 15 days Qi Hr iscQipt 

0lG08.n M. License Fee Msriagement Branch. 87/11/05. TUCKEn.KO. Duke Potwer 
Co Ip. 43324:003-43324:003 

6711100362 Noiillcatlon ol 6/1123 mooling w/ulils.LASL.ANL & WesHnghouso in 
Bsthosda.MD lo discuss LA8L comments on Wostmghouse rovisod lOTIC-3 drain 
HOW heal iranslor models lor mem eieam lino brook aneiysla inside conlokvneni 
AULUCK.H. Olc of Special Prolscis. 87/11/00. Zwolinski.j.a. Ole of Special 
PlOleeis. 7pp, 43342:197-43342 263. 

67I113033S Forwards S£R accdjitind util proposed ATWS mitigating ays aciuaiton cir- 
cuitry lor facitittos.pet t0CFn50.S2tc}(l) & 00017109 (mat rosoiution ol Tech Speo 
issuo.Uiii focommended to proceed w/insta'lahon es schoduiod 
HOOD.08. Praoci Oirocioialo 11-3. 87/11/06. TLfCKf-n.KB. Ouko Power Co. 2pp. 
43360. 121 - 43360: 133. 

-8711130352 Salely evaluallon accopUng uUI proposed ATWS mitigating ays actusGon 
clrcuilrv for facilillos.por 10CFR60.e2(c](l) S pending llnal rosoiution ol Toch Spoo 
Issue. 

• Odico ol Nuclear Reactor Rogulallon, Director (Post 070411). 87/11/08- ilpo 
43360:123-43360:133. 

8711160088 Forwards request for addl Info re RTO bypass ays rcmovol discussed In uM 
870520,0722,0831,1001 & 851020 lire. Response loqueslod within I6 doya of Itr dele 
JABOOUn.K.M. Prelect Direclorato 11-3. 6^11/06. TIJCKefl.H.B. Duke Power Co 
6pp. 43362:166-43362:101. 

8711190188 Advisoa that lee lor 871016 nppticatlon lor amend 10 ticensos MPF-35 6> 
NPF-52 attached to ^plication, per 671 fOe request for fee romltlanco. 

TUCKER.H.B. Duke Power Co. 07/11/09. Document Control Branch (Oocumont Con- 
trol Desk), ip. 43401:338-43401:340. 

6711130312 Reeueals FR oubUcatlon ol noUce ol Issuance ol Amends 3i & 22 lo U 
censes NPF-35 & NPF-62,re8pectively.Amond3 change Tech Spocs lo Increase lime 
allowance lor rosloraiion ol boron concentration In ouT-of-spec accumulator. 
JABaOUR,K.N. Proiecl Diroctoralo ll-S. 07/11/10. NRC - No Dolailod AKrMallon Qlvon 
tp. 43360:120-43360:120. 

6711200213 Forwards Amends 31 & 22 to Licenses NPF-36 & NPF-62, rospeoHvely 8> 
safety evaluallon.Amonds change Tech Specs to rovise limiting condllions lor Increas- 
ing time ol boron concontrallon restoration in accumulator out ol specs. 

JA^BBOUR.K. Pro|oct Directorate 11-3. 87/11/10. TUCKER.H.B. Duko Power Co 3pp. 
43416.016-43416:030- 

-6711200224 Amends 31 & 22 lo Licenses NPF-35 & NPF-S2,rospectlvety, chsngino 
Toch Specs to revise limiting conditions for oporallon action slalsmonts to Iricrease 
lime allowance lor boron concentration restoration in accumulaior out ol specs. 
CROCKER.L.P. Proleot Oiroctorale 11-3. 87/11/10. 10pp. 43416.017-43416:026. 

-6711200290 Salely evaluation supporting Amends 31 & 22 lo Licenses NPF-3e & 
NPF-52, re sp eclivoly. 

’ Oifico of Nuclear Reaclor Regulation. Director (Post 870411). 67/11/10. 3pp. 
43416.027-43416:030 

6711180347 Discusses 670824 Itr Iransmilling Amend 11 ol ulll topicel QA repl.por 
10CFRS0.54(a).W/addition ol listed statement, QA program continues lo meet recre- 
ments of 10CFR50,App e & ecceplablo. 

JULIAN.C.A. Region 2. Olc ol the Director. 87/11/12. TUCKER.H.B. Duke Power Ca 
2pp. 43401:317-43401:310. 


8711200075 Fonvards Amends 33 4 24 to Licenses NPF-35 & NPF-52. respectively & 
safely evaluallon. Amends modify Tech Specs 10 allow unl to remain at power lor up 
to 72 h w/more than one lull length control rod Inoperable but irippable 
JAQacXJR.K.N. Prelect Directorate II-3. 07/11/13. ’ 


3pp. 43408:054-43406.070. 


TUCKER.H.B. Duke Power Co. 


-8711200060 Amends 33 « 24 lo Licenses NPF-35 & NPF-52 respectively modifying 
Tech Specs to allow unit to remain at power lor up lo 72 h w/moro than one lull 
lengM control rod Inoperable but trippable. 

CROCKER, t.P. Prelect Directorate 11-3. 07/11/13. ilpp. 43408.057-43408.067. 

Salely evaluation supporting Amends 33 & 24 to Licenses NPF-36 4 
NPF-S2.respecliveiy 

Reactor Regulation, Direclor (Post 870411). 07/11/13. 3pp 

43406:068*43400 ;070. 


671 1200366 Application for amends lo Licenses NPF-35 4 NPF-62, revising Toch Specs 
to ensure plant operation conalsiont w/dcsign & safely evaluation conclusions made 
fnencl reload safety evaluallon lor Unll 2, Cycle 2.Feo paid 

TlWKEfl.HB. Duke Power Co. 87/1 1/|3. Document Control Branch (Document Con- 
trol Oosk). 3pp. 40410:222 43416 322. 

-8711200391 PfMosed Tech Specs making changes 10 ensure plant operation conslsi- 
enj^w/deslgn & safety evaluation conclusions lr» reload saloty eva'uaiion for Unll 

* Ouko Power Co 07/11/13 46pp 43416:226-43416 270 

-6711230013 "Roloed Saloty Eveluaiion.Calawba Nuclear Station Unit 2Cyc'o 2-" 
DZENIS.EA. Duko Power Co. 67/09/30. 62pp. 43416 271-43416:322. 

8711230105 Forwards "Slartup Rapt Quarterly Update, Calawba Unit 2, Cycle i," per 
Toch Sow Section 6.9.1 S.Cortaln testa noted In 870014 lit not completo 
TtlCKER.HD. Duke Power Co. 87/11/13. Document Control Branch (Document Con- 
trol Dosk) 2pp. 43419:145-43419:145. 


8711180122 Moiilicaiion 01 871202 meeting w/0&w,OML,0NWL 4 Duke Power Co in 
Beihosda.MD to discuss B&W topical ropta on reload methodologies to be usod lor 
te^mo Duko Power Co reclrcufftting steam oenoralor PWRs.Meaiing anonde enci 
HSIl.Y. Reaclor Systems Branch. 87/11/16. HODGES.M.W. Reaclor Sysloms Branch 
3pp. 43394316 43394317. ' 


•711200046 forwards request lor addl Irilo on uM 670612 proposed Toch Spoc 
changes le sampling eltlueni from turbine 4 eoni’iary bldg sumps.Response roquesiod 
whhinOOdsyseiitrdaie » » r »- m 

JAB80Ufl.KN. Prelect Oireoiofele 11-3, 07/11/17. TUCKER.H.B. Duke Power Co 
4pp. 43409029 43408:031. 


8711200366 Advises that 6507i5 vetiHcebon & velidsiion ptogram os sutnmaiheo & 
modttiodby NRC 670004 Hr re SPDS.aceepisbie. 

JA0OOUR.K.N. Proloci Dkecieiato N-3. 67/11/10, TUCKER.H.B. Duke Power Co 
9pp 43415 347-46415:349. 


8711230164 Summery ol 970627 meeting w/util rd design adequacy ol nuc’eec sue 
sye.Ust el aiiendoos & meeting egendp end. 

JAB80UR.K.N. Proleci OirecToreia 11-3. 67/11/18. Project 0.recioraio 11-3 lOop 
43428:229 43429 238. 


6711300108 ClerHies proposed amend lo Liconsos NPF-35 4 NPF'52, changing Teoh 
Stops <0 increase emoirni ol lime from 2,000 h lo 3,000 h per calendar yr In which 
VO valves may bo open. Tech Specs end. 

TUCKER.H B Duke Power Co 07/11/16. Documont Conird Branch (Documont Con- 
trol Desk). 2pp. 43469 316 43499 319. 

"8711300111 Pjoposed Tech Specs incteaslng amounl ol time Itom 2.000 h 10 3.000 h 
per calondar yr In which VQ valvos may be open. 

! Duke Power Co. B7/I1/18. 2pp 43469:318-43469.319. 

6711300D41 Forwards addl info re elimination ol rosistanco temp dotoclor bypass 
sya.por K Jabbour 071106 lequoai.Rovised Tech Spec Page 3/4.3-1 to frequency ol 
fosbng lor detector encl.AddI Info withhold. 

TUCi^B.H.B. Duko Power Co. 67/11/19. Document Control Branch (Documont Con- 
trol Desk). 2pp. 43469:173-43469:174. 


Q. Inepaoilon reporta, IE Builallna ft correapondence 

B013mf4e2 IE Bulielin 80-26, "Operaiing problems W/Ternel Rock Saletv- Rollel 
Valves el BWRa." 

• CMO of Inspection ft Enforcemonl, Oiroctor (820201-070413), 80/12/10 Consolidai- 
od Edison Co. ol New York, ino 6pp 43228:201-43226:206. 

6305110473 IE Info Notice 63-39, "Failure ol Salety/Reliof Valves lo Open at BWRs - 
(niehm RtoI." 

dOROAN.E.L DIv of Emergancy Preparedness 4 Engineering Rosponse,IE(6502l2- 
S70419). 93/06/17. ConsoTidaled Edison Co. ot New York, Ino 2pp. 43226:206- 
43226:207. 

•711130138 Forwarda SALP Board Repis 60-269/87-33,60-270/87-33. 50-287/67- 
S3.60-389/87.29,60-370/87-29.60-413/87-26 A 5O-414/07-26.Oconee A McGuke 
evaluated for Mar 1888 • dul 1d87.Ca1awt>a evaluated foi Oct iges - Jul 1987 
OnACE,J.N. Region 2, Olc of the Director. 87/10/20. TUCKER.H.B Duke Power Co 
2pp. 43357:093-43357:214. 

-8711130146 SALP Rspta 60-413/97-26 A 60-414/87-26 for Oct 1965- Jul 1987 
' Region 2.0too( die Oiroctor. 87/10/20. 400P. 43a67-.095-43357-.134, 

9710230319 NRC Info Notice 67-0S5, '’Portable Moialuro/Densily Gauges: Recent Ind- 
dTOlB of Portable Gauges Being stolen or Lost." Svo Hat end. 

CUNNINGHAM, R.E. Division ol Industrial A Medical Nuclear Safely (Poai 670729) 
87/10/29. Consolidated Edison Co. of New York. Inc. 89pp. 43324:139-43324:227. 

6710290294 NRC Info Notice B7-056, "Improper Hydraulio Control Unll Installation al 
BWR Plants." Sve Hat end. 

ROSSI, C.£. Division of Operational Events Assessment (Post 870411). 87/11/04. 
Consolidaied Edison Co. of New York. ino. 11 2pp. 43324:228-43324:339 
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6711130049 Ack tocelpl ol 671014 lif Infoftn.ng NRC o1 sieps taken to correct vioial-ons 
(n Insp Repis 50 M3/87-25 & 50-4l4/8r-25 

Rogpon 2. Ofc ot ihe Difeclof 87/1 1/05 TUCKER.H Q Duke Power Co 
•p 43364 C67-433S4:087. 


87111SOOae Rewards Insp Repis 50-413/87-33 & 50 414/87-33 on 87093e-1025.No 
^ola^ona c' dov-ationa noted wionvon invi'.ed to titirosoV-pecl Item. 

OPOWiMLEe.VX. Region 2 . Ofc of iho OTector. 87/11/05 TL-'CKERHa Ouko Power 
Co 2pp. 43354X17-43354:127 


-8711130096 fnsp Repis 50-413/87-33 & 50 414/87 33 on 070926- 1025NO viofaltoris 
Of aoviatlons noied.Wajor afsae inspected plant opetaHona.euNeslanco 
obso.'vaiion.Pan 21 ropis & refueling actiwi'es. 

K-, LESSER, M S . PEE8L6S.T A Rogion 2. Ofc o1 the O^rocior. 87/ 
n/04.9pp 43364:1 1943354:127. 


871 1020017 NRC Into Notice 87-057, "Losg ol Emorgancy Boiation Cspebt-lt-y Ous to 
N^tiogen Gas l.nirus,on."Svc fist end h / u 

nOSSf.C.E. Division of Cperaiional Events Assessment (Post Q7041II 87/tl/C6 
ConsolidQiod Ed.son Co. of Now Yo»k. Inc. U6pp. 43356:003-43355:119. 

87110S0040 NRC Compliance Qui'eiin 87-092. •'Reaicnar Testing to Oetatm'no Coo- 
tormanco W/Applicafc'a Mail Spoca." Sve l-st encl. 

ROSSl.C.E Division of Operational Events Assessment (Post 870411) 07/11/06 
Consotidated Edison Co of New York, inc 1 1Bpp 433G7 :i42.43397;257. 


8711110096 Forwards Insp Ropis 50-4t3/Q7-23 & 50-414/67-23 on 870713-24 &ontl- 
cml crobiome in areas ol oporailons & mods discussed. 

DiviSPn of Roaclor Pr^ecia • l/ii |Post 870411). 67/11/06 
TOCKER.H-Q. Ouko Power Co 3pp. 43347306 43347-335 


-871 11 101 17 Insp Repis 60-413/87-23 4 50-414/07.23 on 870713-24. S-mbcafttorob- 
omanot^-M^lor areas laapacted effecliVenoss of quality vonllcailoit oroani/afioDs 
fr'cfbdinn OA.OC « Jine mol o^Qan'Jallo/ia /ri ope^atioas. 

OfVicQ ol NuCioar HeaeJof Roauiai^on, OTecicf tPosi 070411) 
Rce'o" 2. Ole of fhd Director 87/10/00 25pp 


-8711^363 Forwards commonis on license enams adminisiored on 870914. Addfen- 
swe/s crovidad in enci supporting documentation. 

HAMPTONJ.W. Duke Power Co. 87/09/17. MUNRO.J. Region 2, Ofc of tho DiroeV. 
43pp 43403-184-43403 226 
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f. Securliy, medical, emergency & fire protection plans 


8711020321 Advises thal Jul 1087 Rov 15 to plant emergency plan consistent w/previ- 
^nsoi 10CFR50 47(b) & foquTemenis ol lOCFRSO App £. 
wLLlNS.OM Region 2, Ofc Ol me D.'recior. 87/10/26. KINGSlEyOO. SystOiTi 
Energy Resources, Inc 2pp 43236 210-43236 220. 

871I130J26 Forwards panial Rev i to facility emergency preparedness oxcciso 
scefWfio.includ-ng all oifsito plume exposure maps & ell plant status Indicaior 
shoels W/o end 

K«4G8L6Y^.D. System Energy Resources, inc. 87/10/27. QECKER.T.R flcnion 2 
Ole ol the Diroclor 2pp 43354:108-43354 169. 


87III90148 Rov 6 (0 Emergency 
HURLEY..). KINGSLEY.OD 
43397:334-43397:346. 


Plan Procedure 10-S 0l-3. '‘Alerl." W/ 871116 Hr. 
System Energy Resources, inc. 87/10/20. t3pp 


8711050226 Rev 9 10 Vol 10 Of F.morgency Plan Procoduros lO-8-OI S "General Emor- 

K ey Saloty-Reiated." W/071030 ifr. 

43292 1'oo 43292^«^'^’^ ^ System Energy Resources. Inc 87/10/30. 16pp. 


P. Operating license slags documents 8 correspondence 


8711190141 Ask recolpi of 871027 l!r Informing NRC Ol steps lakan lo correcl vioialiona 
nptod m Insp Ropis W 413/87-20 8 50-414787.20 

2. O'o of the Oireclor. 87/11/13. TUCKER.HB Duke Power Co 
Ip. 43400260-43400:256. 

8711200105 Forwards fnsp Repts 50-413/87.35 8 50 414/87.35 on 871019 23140 vio- 
latipna or deviations noted. 

?pp”4340r3S??'34ol'3?a TUCKER.mB, Duke Power Co. 


“871 1200118 Insp Ropis 60 4 13/87-35 8 50 4 1 4/fl7.33 on 871019-23 No vto'auons or 
Mylattons noicd M^oc aioas inspeoied insennce map 8 malm prooram. 

CH0WLEY,B B., CflieY,J L, eCAKB.J.J. Region 2, Ole ol ine Oirecior. 87/11/10. 
16pp. 43402:332.43402 346. 

87' 1200342 Responds lo vloiabons noted In fnsp flepts 50.4 13/87.30 4 $0 414/87- 
oO.Coftoctivo ecl'Ons mothods lor eva'uating nuclear insirumeniailors sys (N)S) sol- 

? oint nonconsarvai.'sms revised 6 NIS channels 4 pressure switches ceLbr 
UCKEfl.H e. Duko Power Co. 87/11/13. Oocument ^nirgi Branch {Oocumom co<v 
IrofOesk). 7pp. 434l3;l22-43413:l28 


87 1 100014C NRC Inlo Notice 87-068, "Continuous Communications Follovwng Emereon- 
cy Noiillceilons." Svc llsi and. ^ 

ROSSl.C.E DivISi’Oft ol Opcrationel Events Assessmeni (Post 6704111. 87/ii/(6 
Coneolidaiad Edison Co of New York, me. Il3pp. 43404. 176-43404:208. 


8711040109 AppLcaiion lor amend to Llcanso NPF.29,chBnglng Tocti Specs lo suppod 
design change to divisional power supplies lor RWCU sys conialnmenl 4 drvwaif isola- 
non vaivesFoa paid ’ 

WNQ^I^-OO. Syolenv Energy Roseuicos, tnc. 87/10/28. 5pp. 43273-34e- 


“6711040115 Piepesod Tech %)ecs, changing divisional power supply lo Contammoni 
Isolaiion Valve G33F252.A 4 Drywoii ise/eiion Valve G^P253-B lo correcl praylcusV 
roported design error. 

• Syetem Energy Reseuices, inc. B?/f0/28. 4pp. 43273:353-43273 358. 

8711030414 Forwards request lor addi info re 871023 request for changes lo Tech 
exceoiions to Spec 3 0.4 for second refueling outage, per 
071027 lofconReoueaied mio should be provided by 87i 1 16 
KINTNER.l.L. Projeci Direcioiale JI-2. 87/10/30. KIN’QSLEY.O.O, System Energy Re- 
eowces. Inc. 4pp. 43258 244 4326e'247. 


*711050218 Summaiy o' 871007 meeting wIHyOrogen Conl/o' Owners Group (HCOQ) 
*e liCOG stibmitiais on mothods for calculating equipment temp based on quarter 
«n^ ***** ***** ^ 'rnpaci ol siauon blackout considwetione on riCOG ptogrameWf 

®7/10/30, Prolect Dirociorete 11-2. app 


6711200198 FOfwaide exatw Rapt 60-413/01.-07 Ot.ior both tmits.ol exam edmlrtsloiod 
on 670014-17. 

JULIAN.CA RoQlon 2, Ofc Of me D-recior. 67/11/16 TUCKER.H.8- Duke Power Co 
Spp 43403:034-43403:226 

-8T11200207 E<Qtn Ropl 50-413/OL-87-Ol.{ot botti un'is.on 870914-17 Even* 
rosulls nine ol pine senior reactor operators passed & four Qrf (We reactor operators 
passed Exam 8 answer key nnci. 

ARILDSEN.J.A Region 2. Ole of the Oirecior 87/11/04 lOOpo. 43403036- 
43403:163. 

071 1 120027 NRC Inlo Notice 87 069. "Poieniial RHR Pump Loss " Svc S'sl encL 
KOSSI.CE. D.vle'on of OperaL'onal Evenis Assessmcnl (Post 870411). 87/li/f7 
Conso'idalod Ed'son Co. o' New York, fne 120pp 43407:001-43487:121. 

8711230394 Rosponds Lo viotecions noted (n insp Repts 50-413/87-31 & 50-414/87- 
31.Corroctivo actlonsrrngt received guidance to ensure that personnel remindod of re- 
sp-onslbi-’ii-os ra dose cards & frisking & irelning program upoeied. 

TUCKER, H S. Ouko Rowe/ Co. 87/11/17. Oocurnenl Control Branch (Docimient Con- 
trcl Desk). 3pp 43419 002 43419.094. 

8711130906 SuppI 2 to NRC Info Notice 66-108, "Oegradaiion ol RCS Pressure Bound- 
ary Rosuliing From Boric Acid Corrosion." Svc list end. 

ROSSI, CE. Division ol Operational Events Assessmoni (Post 670411). 67/11/19. 
Consolidated Edison Co. of New York, Inc. 1 19pp. 43444:195-43444:314. 


R. Periodic operating reports & related correspondence 

8711200283 Monthly operating repis lor Ocl 1987.W/e7l 1 13 Ur. 
nEAVIS.O-A., TO(5 kER,H.B. Duie Powei Co. 87/10/31. I3pp. 4341C»:104-43410.116- 


V. Operator ExsmJnatlone 

871 1200 198 Forwards Exam Repl 59-4 13/OL -87-01. for both units.of exam admtnisierod 
on 870914-17. 

JUUAN.C.A. Region 2, Otc of the Oirectet. 87/1 1 /16. TUCKER.H.B, Duke Power Co 
2pp. 43403:034-43403:226. 

“8711200207 Exam Repl 50-4t3/OL-67-01.iar both uniis.on e709l4-17.Exam 
resuMs nIne of nine senior reactor operators passed 8 four ol five reactor operators 
passed Exam & answer key enci. 

ARILDSEN.J.A., MUNRO,J.F- Region 2, Ofc ot the Director. 87/11/04. 100pp. 
43403.036-43403:183. 


9711090010 Summaiv pi 971008 trveeling w/uiil re licensee 8707DB appl'calion let 
amend to liconse NPF-29,changifig TeUi Specs on Operational Condition 4, "Cold 
SPuidown*' s Condiiion 5, ’'Rsfueling.’’ Altondanca Hat end 
KJNINEfl.L.l. Project Directorate 11-2. 87/10/30. Project Oirocloraie ll-P. 7pp. 
43311,09?-433l1;09a. 

0711100431 Generic Ltr 8715 lo all holdors ot CPs for nuclear power planis re policy 
slaiemenl on deterred planls.Svc hsL oncL 

MjRAGLIA.F.J Assodaia Director lor Projects (Post 870411). 87/11/04 Consolidated 
Ea-sort Co. ol Now York, Inc 40pp. 43402.00 1 -43402:046. 

8711130085 Responds lo LL Kintner 071007 request for nemo of coniracior uM uses 
ior processing wet sol-d wastes & NRC-approved licensing topical rept that provides 
pocees coniiol program for conitacfor 

KINGSLEY ,0.0. System Energy Resources, Inc. 67/11/09. Oocurnenl Control Branch 
(Document Control Desk). 2pp. 43354:237-43354:238. 

07M2OOO99 Informs that plant transferred lo Proiocl Directorate 111 effective on 
871 122.LL Kintner will conltnuo as project manager for plant 
KIMTNER.L,L. Ptojecl Dlractorate 11-2. 87/11/09. KINGSLEY.O D. System Energy Re- 
sources. Inc. 3pp. 43408:103-43408:105 

87I12DOOB7 Advises thal util 871026 epplicaiion for amend to License NPF-29,changing 
power supplies for two RWCU leofailon valves determined Inadoquato.Applicalion 
sfio«4d bo fosubmiiied addtessliig reactor coolant pressure boundary requirements. 
KlNTNEfl.l.L. Project Directorate 11-2. 87/11/10. KINGSLEY.O.D. System Energy He- 
eowrces.lfic 5pp 43414-.353-434U357. 

971 1290029 Forwatds rioltce ot envwofi assessment & finding of no siontficant inipsci re 
uW 07(^29 request for exemption from 10CFR20,App A requirements allowing use ot 
potecUon factor of SO when using Mine Safely Appliances GMR-l canisters 
WNTNER.L.l. Projeci Directorate 11-2. 87/11/10. KINGSLEY.O.D. System Energy Ra- 
soj/ces. irw. 3pp. 43416:117-43418:123. 

—6711230048 Notice of environ assessrnenl 8 finding ol no significant Impact support- 
ing ubl request for exemption from 10CFR20, App A regt^ements lo allow use of pto- 
tecbon feclor ol 50 when using Mine Safely Appliances GMR-t canisters 
BERKOW.H.N. Project Direcloraie 11-2. 87/1 iKo. 4pp. 43416:120-43416 123. 

8711200006 Notification of 871120 meeting w/util In Bethesda.MD lo discuss RCPfl for 
RWCU sys 6 standby liquid conliol sys. 

KfMTNER.L.L Project Direcloraie 11-2. 87/11/16. BERKOW.H.N. Project Olrectoraie 11- 
2. 3W3 43407:124-43407:126 



d711260218 Fomaida aOOl inlo lot piopoaoO Tech Spec changes ro oxcopUpna loToch 
Spec 3.0 4 foi second tefueiing outage, poi 671030 (oquosi Proposed molhods for 
complying w/achon statements consieient w/mollioOs used at other plants 
KiNuSLPi'.O.O. System Gnorg/ Hesoutces. tnc. 87/11/19. Oocumani Control Branch 
fOocumeni Coniiol Oesl^V 1 4pp- 434M 247-43460'.260. 

8717900206 Pequests approval of one time enlorcoment discretion to allow ulil to uso 
appropriate methods to remove stuck fuel assembly at plant, per 871120 tolcon.Noed 
tor discretion not identiHed unl4 discovery ot stuck assombly qr^ 07t 1 19 
KINGSUEY,0.D. System Eno,^^ Resources, Inc 87/11/21. GRACE.J-N. Rog'on 2. 
Ofeof thoDtoclOf. 11pp. 43465 121-43465 131. 


Q. Inspection reports, IE Bullelins & correspondence 

8012170462 l£ Ouiioiln 60-25, "Operating Probreme W/Targol Rock Safety- RoLot 
Valvos at OWRs " 

• Ofc of Inspection & Enlorcomoni, Director (820201-870413). 80/12/19. Consolidat- 
ed Edison Co. o( New York. Inc. 5pp. 43226:201-43228 205. 

6306 1 10473 lE Into Nollco 83-39, "Failure of Safoly/Rellel Valves to Open at BWRs - 
JnlOfim Rqpt " 

JORDAN, E.l. Div of Emergency Proparodness & Engineering naspon&o.lE(8502t2- 
670-113). 63/06/17. Consolidated Ed'Son Co. ol New Verk, Inc. 2pp 43226206- 
43226:207. 

8711190061 Forwards Insp Ropi 50-416/87 26 on 670919-1016 & notice ol vio<atiors 
VERRELLI.OM. Region 2. Ole of itiQ Director. 87/10/27. KINGSLEY.OO. Syslom 
Energy Hosoutcos, Inc 2pp. 43334:051-43354:062. 

•-8711130067 Notice of violation from Insp on Q70910-l016.ViQla('on nolodlai'uto lo 
documeni & ovaluaio losi discropancitss nolod on 870910 6 1 1 during standby llqii'U 
control sys tesiino. 

VEnnCLLl.O.M. Region 2, QJc of Ihe Dlreclor. 87/10/27. 2pp 43354;053-433S4 OS4 

-6711130073 Insp RopI 50-416/87-26 on 670910-1016 VIoIot'on note<tK/a|et aroaa 
inspoctod.llcansoe aci'on on previous enlorcomoni madota.oporetfonai selaty 
verification. maini observation, survolllance obsorval'on.ESF ays waikdown & ROs. 
BUTCHER.RC., MATHISJ.L., OANC6,llC Region 2, QIC Of ihe Dttoclot. 87/10/27. 
8pp. 43364:055-43354:062. 

671 1030526 Forwards Insp foe for faclity for 86122 1-870328, per OUl Number 2068A did 
670930 

KINGSLEY.O O. Syslom Energy Rosoirrces. Inc. 87/10/28. NRC - No Ooiallod Alliii- 
alion Given. 2pp. 43260.227-43260:228. 

87 10230213 NRC Into Notice 07-055, ''Portable Moiaiuro/Oonsiiy Caugos. noconi tnd- 
denis ol I’oriabto Gauges Being Stolon or Lost." Sve list enci. 

CUNNINGHAM, R.E. Division of industrial & Medical Nuclear Safety (Post 8/0729). 
07/10/29. ConsolldDled F-dlSOn Co. ol New York, Inc. d9pp. 43324:139-43324:227. 

8711020032 Forwards loo lor eoliiornont agroomoni executed by Sys Energy 
Resource s,lnc & NRC on 07i022.Rocolpl roquosied 

REYNOLOS.N.S QishoP. Cook, Purcoll « Reynolds. 87/tO/29. LtESERMANJ. Ole of 
EnlotComonUPoei 8704131 1p 43227:227.4322?;227. 

6711130310 Confirms that J Unrfa, employee of Spanish Regulatory Auihoniy Consejo 
do Sajuridad Nuclear, is on assignmont to NRC lor 4 monin podod beginning 
67tt02.pot 071016 lelcon. Unde win accompany ros'deni insgociors ort meny of 
Insns 

VERRELLI.O.M. Region 2, Ofc ol Iho Dirocior. 87/10/30 KINGSLEY.O.O- SySlom 
Enorgy Rasourcos, Inc IP- 43357:2gS-43357'20d. 

6711040239 Ack receipt Of 071020 & util Check lr> paymo/n of seiiiemonl agroemoni 
Oxecuiod by util & NRC on 871022. 

LIEBEnMAN,J. Ole ol Enlorcomenl (Post 870413) 87/11/03. HEYNOLI7S.N S. 
Bishop. Cook, Purcell & Reynolds, ip. 4326S.3S6-43285:398. 

8710290234 NRC Into Notice 07-066, "Improper Hydraulic Control Uoii InstaiiaUon al 
BWR Plants " Sve list end. 

ROSSi.C.E Division of Operational Events Assessment (Post 870411). 07/11/04. 
Conso'idatoO Ed'Son Co- cn Now York, Inc. 1 12pp. 43324.228-40324.339. 

8711020017 NRC Inlo Notice 97-057, "LOSS of Emergency Borailon CapeM-iy Due to 
Nitrogen Gas Inirus'on." Sve list encl. 

ROSSI.C.E O'vvsion ol Oocraiional Events Assossmsnt (Post 870411) 9?/t(/06 
Censolidalod Ed.son Co. of New York. Inc. 1 16pp. 43355:003-43355.110. 

8711060040 NRC Compliance Quilolin 87-002, "Fasienor Testing lo Determine Con- 
fotmonco W/Appl'cablo Mall Specs." Sve Hsf end 

ROSSI.C.E. Division ol Operational Events Assessmonl (Peal 870411). 87/11/09. 
Consolidaiad Edison Co. of Now York. Inc. 1 16pp. 43307:142'43367;267. 

8711190221 Confirms dales ol 071214-18 lor NRC equipment qualification Insp for 
facility Insp will include review of Implemenlallon of 1 0CFR50.4Q oquipmoni qualifica- 
lion program, Including preservation ol qualiliod status ol equipment. 

VERRELLI.O.M. Region 2, Ofc of Iho Director. 97/11/09. KINGSLEY.O.O. System 
Enorgy Ftosources, Inc. 4pp. 43355:306-43355:309. 

8711200107 Forwards (nap Ropi 50-416/87-28 on 871005-09 No violations or dovl- 
ailons noted. 

HERDT.A.R. Rog'on 2, Ole of Iho Director. 87/11/13. KINGSLEY.O.O. System Energy 
fiosoufcea, inc./pp. 43402.324-40402.329. 

-8711200123 Insp Rept 60 416/97-28 cm e7l005-00.No violations or deviations 
noted. Major areas Inspected closeout ol unrosolved item, review of core performance 
& nuclear insliumetrl cal>bis. 

BURNEIT.P.T. JAPE.F. Region 2, Ofo of the Dirocior. 87/11/10. 4pp 43402:328- 
43402329 

6711090140 NRG Info Notice 07-058. "CofxtinuousCommunicaiiotis Foltowing Emergen- 
cy NotiOcallons-" Sve list encl. 

ROSSI.C-E- Division ol Operalional Events Assessment (Post 070411). 87/11/16. 
Consolidatod Edison Co. of Now York, inc. 11 3pp. 43404:176-43404:288. 

6711120027 NRC Info Notice 87-059, "Potential RHR Pump Loss." Sve list encl. 
ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 07/11/17. 
Consolidated Edison Co. of New York, Inc. 180pp. 43407:001 -43407: 121. 


6711130008 Suppl 2 lo NRC Info Notice 86-108, '•Deffradalion ol RCS Pressure Bound- 
ary Resdi'ng From Boric Ac'd Corrosion." Sve list end. 

ROSSl.CE. Division of Operational Events Assessment (Post 870411). 67/11/16. 
Consd'tfaiod Edison Co. of New York, Inc. 1 T9pp 43444:195 43444:314 


n. Periodic operaling reports 8 related correspondence 

8711160095 Monthly operating rept lor Oct l687.W/67t 1 13 itr. 

HCXtaS.S.H., KINGSLEY.ao. System Energy Resources. Inc. 87/10/31. 5pp 
43366078 43366 ORO. 

6711300046 Forwards quarlorly status rept on degraded core accident hydrogen control 
prowam for Juf Sept fOQ? 

klh^SLEY.0.0. System Energy Resources, Inc. 07/1 1/25. Document Conirol Branch 
(Oocumam Control Desk). 4pp. 43469:321-43469 324. 


8. Reppriable occurrences. LERe 8 related correspondence 

6711028470 LER 07-0l6-00.on 871001, operations personnel discovered that area radi- 
ation surv^ had exceodod Tech Spoc limiilng cond.lion for operation roqui'ed 24 h 
hequanrw.Causod by shift supervisor orror.Suporvisor counsoled.W/07l02B Itr. 
SUMi/ERS.J . KINGSLEY, O.U. System Energy Resources, Inc. 87/10/29. 4pQ. 
4323/ 187-43237:100. 

8711050116 Special Rept 97-003/0 on 07iOI4,posl-acclddnt monhonng insirumant In- 
oooc^'e (or mtua than 72 hCausud by failed cortlainment ventlstion exl^eust rsdl- 
alfon monitor e'ocironics Electronics rswttrhad 6 survoil'anco completed. 
KINGSLEY.O.O. Syslom Energy Resources, Inc 67/10/30 Document Control Branch 
(Oocumam Conirol Desk). 2pp. 43292; 109-43202. 1 10. 

67I1I0033O LER 67.017-00.on 671005, failure to complete drywoH Integrity Insp In Nov 
1985 discovofod Caused by inadoqualo vorilicatlon by proparer & reviewer ol Proco- 
tfuroO6-MG-IMf0’0-0002.liiiprovadoulijanco plannod.w/sH 104 Mr. 

8YRO.n.. KINQSLEY.O D. System Elnoray Raso'ircos, Inc 87/11/04 5pp 43335:141- 
4.1335:145 

6711180103 Special Ropi 87-004/0;on 871023 & 23,ventllallon exhaust radiation moni- 
tors removed from avc 6 found fnoperoble for moro than 72 h Caused by a(\nual Tech 
Spoc aurvot'lance leaimg.Momtois rolumed to eve on 671027 6 1102 
KInOSLEY.O D Syslom Energy Resourcos, Ino 67/1 1/09. Document Conirol Dranch 
(Oocumeni Conirol Desk). 2pp 43366.074 43368 075. 


DOCKET SO-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Appticsilon/consirucfipn stage documents A correspondence 

6711060216 SurnmiT^ of 671007 moeFng w/Myc]rogen Conirol Owners Group (HCOQ) 
19 HC^G submittals on moihods lor calculating eauipmanl lamp bosod on quarter 
scale lost dam & impact of sieiicm b'ackoui consioeraiione on HCOG programs.W/ 
nnci 

KINTNER.I.L. Piojoct Dirocloreio 11-2. 67/10/30. Projocl O/ocloraie 11-2- Opp- 
43301,074 43301.061 

6711100431 Ooneiic Lii D7-1S to all holders of CPs tor nuclear power plants ro policy 
siefomont wi deferred plants Sve list oncl. 

MiRAOLiA.f j. Asspciaia Dnoitor lor Ptoiocia (Post 9?04ii). 07/ 11/04. ConsoHdeiod 
Edison Co of Now York, inc 4Spp 43402 001 43402 046. 

6711200699 informs that plant translerred to Proieci D'loctoraio ll-i otlociivo on 
071122 ILKIrtlnpt will continue aspibioct mari&goi w Nant. 

KINTNER.LL Profoci Onocloiale li-2. 87/1 1/09. KINGSLEY,O.0. Syslom Enorgy Re- 
sources. Inc. 3pp. 43498.103-43400:105. 


O- Inspection reports, lE Bulletins A correspondence 

6612!70482 IE Oulloiin 80-25, "Operating Problems W/Tergel Rock Saloty- Rollef 
Valvos al fiWRs-" 

* Ole of Inspecllon A Enlorcemenl. Direcloi (020201-970413). 60/12/10. Conso’idat- 
od Ed'Son Ce. of New York. Inc Spp. 43226:201-43226 205. 

6305110473 IE Info Notice 83-39, "Foilure ol Safoty/Rellol Valvos to Open at BWRs ■ 
inkHim Rmi." 

JOROAN.E.L. Div ol Emergency Preparedness & Engineering nesponse.lE(8502l2- 
870413) 83/08/17 Consolidated Edison Co. of New York, Inc. 2pp. 43226:206- 
43226207. 

6710230213 NRC Info NoiiCQ 87-055, "Porlable Molslure/Dons'ty Gauges; RecenI Inci- 
dents of Porlable Gauges Being Stolen or Lost." Sve list and. 

CUNNlNGtlAM.RE. D.vislon ol Industrial A Medical Nuclear Salety (Post 870729). 
87/10/29 C^onsol'dated Edison Co. ol Now York, Inc OGpp. 43324:139-43324:227. 

8711020032 Forwards fee for settlement agreement oxecutod by Sya Enorgy 
Resources.Inc A NHC on 67 1 022. Receipt requested. 

REYNOLOS.N.S. Bishop, Cook. Purcoll A Reynolds. 07/10/29. LIEBERMAN.J. Ofc ol 
Enforcement (Post 870413). fp 43227 227-43227:227 

6711130310 Confirms that J Unda.empfoyee of Spanish Rogulalory Authority Consejo 
de SMuridad Nucleer.ls on assignment to NRC for 4 month period beginning 
67ll0^per 8710IA lelcon. Unda will accompany resident inspeclors on many ol 
Msps. 

VERRElll.O.M. Region 2, Ole ol Iho Director. 67/10/30. KINGSLEY .O.D. Syslom 
Enorgy Resources, (nc. ip. 43357:295-43357:295. 

8710290234 NRC Into Notice 67-056, "Improper Hydraulic Conirol Unit JnslaHallon al 
9WR Planis," Svo list end 

ROSSI.C.E- Division of Operational Events Assessment (Post 870411). 87/11/04. 
ConadKfated Edison Co. of New York, Inc. 1 12pp. 43324'226-43324:339. 



871 1020017 NRC Info Notico 67-0&7, "Loss of Emeigancy Boration Capabtlfly Due to 
NiUoaen Oas rntruslon." Svc list enci 

ROSSI, CE. Division 0( Oporaiional Events Assessment (Post 870411). 87/11/08. 
ConsQliOaied Edison Co Ql New York, (nc 1l6pp. 4335S;003-4336S:t19 

87110SOQ40 t^nc Compliance BeUalin 87-002, "Fastener Testing to Oeterrrdrta Cosv 
rormance W/Appilcable Mail Specs ” Svc list end. 

flOSSl,C.E O^sion ol Operational Events Assessmeni (Post &7Q4tt). 87/11/08 
Consolidaled Edison Co. of New York, inc 1 16pp. 43397: 142-433Q7:2S7. 

871 1090140 NRC Into Notice e7-056. "Continuous Communications Following Emergon- 
cv Noiificaijons " Svc list encl- 

ROSSl.C.E. DMsion of Operational Evonis AssessmenI (Post 8704M). 87/11/16. 
Consolldatecf Edison Co. of New York, Inc. I t3pp. 43404:176-43404:286. 

6711120027 NRC Info NoUce 67-059, "Poteniial RHR Pump Loss." Svc Usi encL 
R0SSI,'C£. OMsfon of Operational Events Assessment (Post 870411). 87/11/17. 
Consol-daied Edison Co. of NewYork, Inc. t20pp. 43487:001-43487:121. 

8711130008 SuppI 2 to NRC Info NOlfce 86-103, "Degradatfon of RCS Presaura Bound- 
ary Resulting Rom Boric Acid Corrosion." Svc list end. 

ROSSI.CE. Division ol Operational Events Assessrnant (Post 870411). 67/11/19. 
Consolidated Edison Co or New York. Inc. 1 16pp. 43444:195-43444:314 


DOCKET 60-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


E. NRC Salely Evaluation fttpoil (SER), supple & correspondanea 

6711100354 Forwards "Millstone Unit 3 Nelural Circulalfon Sys Comparison." per 
NUREG-1031 (SER) requtomenia Plant meats testing cornparison reauitdmaAt of 
Branch Technical Position RSQ S-1, "Design Requ,>em«nls for RHR Sya & SER Fee 
paid. 

MROCZKA.E J . ROMBERG.W.O. Northeast Nuclear Energy Co (subs, of Northeaal 
Ulrk-ties). MROCZKA.E.J Northeast Utiiilies. 87/11/06. Oocumerrt CorriroS Btench 
(Document Control Desk). 2pp. 43336:264-43335-281. 

-8711100360 "M.llstone Urtit 3 Natural Circulation Sya Comparison." 

STERRETT.C.R , FRANTZ.E.R. Westinghouse Efeclrte Corp. 87/08/31. 16pp. 
43335 266 43335 281. 

8711200077 Discusses license condition re SPDS per NRC 651136 & 660131 requeeis 
8 Suppf 1 10 NL/REG-0737 Physical location of primary SPOS 6 Ci.rrren| contakvnoni 
Isolation display retained Commitments will DO irr<plernenied prior to slari-up. 
MROC7KA,E.J. Northeast Nuclear Energy Co (subs ol Northeast UbkHes). 
MROCZKA.E J. Norifieast Uiiiiiles. 67/tf/i3 Document Control Branch (Oocumant 
Control Desk), tipp. 43408 238-43406:248. 


P. Security, rredicel, emergency 4 lire f roteetlon plerte 

871 1230443 Revised emergoncy plan impiernantmg pro«edurea.inciudina Rev t to EPIP 
Form 4201-18, "MP2 Steam Lino Monitor" 5 Rev O.Change 2 to EPrP Form oeOO-i. 
"EOF EO/Q OperaDiijry Test." W/87 1 1 1 6 lir. 

MA0C2KA.E.J Northeast Nuclear Energy Co. (subs, of Nonfiosai UbkHes). 
MROCZKA.E.J. Northeast Utilities. 67/11/16. 9pp. 43421.311-43421:320. 

8711230212 Ack racalpt of Itr Informing NRC of steps taken lo correct vfoiations noted 
in littp Aspts 50-245/a7-l5.SQ-33«/e7-17 4 S0-423/87-<4.L(r also eddresses week- 
nesses Idantriiea during map re performance ol haauh physics audri. 
martin, T.T. Reg-OA t, Ofcol (he Director. 67/tt/l7 f^OOZKA.E J. Northeesi Nu- 
clear Energy Co. (subs, of Northeast Ubiiiies]. 2pp. 43421:163-43421.171. 

6711300030 Forwards Safety Ihsp RepI 80-432/87-21 on 870922-1 102 No vioiaHorks 
noled.Secunty events In rapt separaiely addisssad in cor^urKUon w/phys)cal secttrity 
findings In tnsp Rspts 50-24S/87-22,60-336/8/-20 & 50-423/87-19. 
SETtENHAUSEN.L Region 1. Oic ol the Director. 87/11/24. MROCZKA.E J North- 
east Nuclear Energy Co. (sube. of Northeaal Utilities). 2pp. 43473 074-43473084. 

-8711300032 Insp Rapi 50-423/67-21 on 670922-1 102.No violations noted. 
areas inapecteaphys'car security, plant operaHons, operailonal status ravlaws.lecility 
tours.eliminatlon of unnecessary annunciations & lost radiation exposure history. 
MCCABE, EC. Regfon l, Ofcol the Director. 87/11/23. 19pp. 43473:076-43473.094. 


H. Otneral correspondence 

87 1 1100008 Responds to S Srtsba 870610 Itr expressing concerns re sale rwerellonof 
State of CT nuclear power planis.Pianis in slate not rated among most Irouoiesome ks 
naiion.Ucensea performance monitored )n publicly available SALP rapie 
STELLO.V. Olc of Ihe Executive Ofreclor for Operetlons. 87/11/03. DOOO.CJ- 
Senele. 7pp. 43459:266-43459:275. 

•*8711100012 Forwards S Sriaba 670910 Hr re safety ol State ol CT nuclear power 
plants.for response. 

bODO.CJ. Senate. 87/09/21. KAMMERER.C. NRC - No Detailed Affillallon Given. 
3pp. 43459:273-43459:275 

0711090330 Inleims of organizational chatrge affecting dstnbulion listo (or correspond- 
ence Irom NRC.RW Qlsnop no longer employed as corporate secretary 6 should be 
temoved from list. 

MROCZKA,EJ. Conneclfcut Yankee Alomic Power Co. ROMBERG, W O. Northeast 
Nuciear Energy Co (subs, ol Northeast OllhUea). MROCZKA,E 3. Northeast UbWiee. 
87/11/06. Document Control Branch (Document Control Desk). 2pp. 43321:131- 
43321:132. 


P. Operating license stage documents a correspondence 

9711380157 FOIA request (or listed documenta,lnc(udi<r 9 ends from NBC 870831 Ur t» 
()uesllng addi Info on GPU Topical Repis TR-033 6 TR-040 & encl lo NRC meeting 
sumntary did 8T0B19 re SPOS. 

QRABER,L. NUS Corp. 87/10/20. Division ol Rules & Records (Post 670413). Ip. 
4348V3O4-4346f.304. 


8711020161 Ack receipt Of Invoices 00029, Q0063.G0064 & G0065 lor first quarterly In- 
stallment of 1988 annual lee.per tOCPR171. Understands lhal fee will be wire-lrans 
ferred on 871030 In payment ol Invoices. 

MflOCZKA.EJ. Connecticut Yankee Atomic Power Co 87/10/26 Document Control 
Branch (Document Control Desk). 8pp. 43233:306-43233:313 

8711080300 Advises of decfsion to implement Insiallailon of backup prolectlon dev>cea 
In drcwls durittg upcoming retueUr^g outage schedule.Comrnents on cotKiuaion ta 
safely evaluallon on Class TE containment electrical penetrations encl. 

MB(3CZKA,E J Northeast Nudear Energy Co. (subs, ol Northeast Ulifitios). 
MROCZKA.E.J. Northeast Utilities. 67/10/30. Document Control Branch (Document 
Control Desk). 7pp 43308:315 43308:321. 

8711100431 Generic Ltr 87-16 to all holders ol CPs lor nuclear power plants re po'Icy 
stalentont on deferred planIs.Svc list encl. 

MlRAQLlA.F.J. Associate OIreclor for Projecia (Post 670411). 87/11/04. Consolklaiod 
Edison Co. ol New York. Inc. 46pp. 43402:001-43402:046. 

6711100354 Forwards "Millstone Unit 3 Natural Circulation SyS Comparison," par 
NUREG-I03t (SER) requiramonis.Plant meets testing comparison requirement of 
Btant^ Tscfmical Position RS6 6-t, "Design Requirements for RHR Sys'’ 9 SER.Foe 
paid 

MROCZKA.E.J., ROMBERG.W.O. Northeaal Nuclear Energy Co. (subs, ol NoKhessi 
UbiUaa). MROCZKA.E.J. Northeast Utilities. 87/11/06. Document Control Branch 
(Oocument (^nlrol Desk). 2pp 43335:264-43335:261. 

-8711100380 "MiUstorw Ur>it 3 Natural Cltcuielion Sys Comparison." 

STERRETT.Cfl, FRANTZ, ER. Wealinghouse Eleclric Corp. 87/08/31. 16pp. 
43335 286-43335:261 

•711200010 Summary ot B71028 meeting w/util re proposal lor placing posl-LOCA heat 
removal variable & containment hydrogen concentretlon on sPOS.llst of attendoes 
eM. 

FERGUSON.R.L Projecl Oireclorate 14. 67/11/10. Proloct Dlreclprala 1-4. 3pp 
434(:«-330-43406:332. 

0711180386 Forwards Addendum 2 to NUSCO-1S2. "Physics Methodology for PWR 
Reload Oasign." pat request. Addocvlum summarizes com^ison of zero power physc 
(eat data & ei power meaauremenia lo predictions tor Cycle 1. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, ol Northeast Utilities). 
MROCZKA.E.J, Northeast Utilities- SZ/ll/fj. Document Control Branch (Documenl 
Control Desk). 2pp. 43401:236-43401:304. 

-8711190369 Addendum 2 lo “Physics Methodology for PWR Reload Design." 

* NUS Corp NUSCO-152 ADD 02. 87/10/30. 67pp. 43401:238-43401:304. 

8711200338 Forwards asfety evaluation ra emergency operating procedures upgrade 
pro^am per TMl Action Item 1.C.I. Eight procedures validated on simulator & aciions 
accepiaMe. 

PEROUSON.RL ProlocI Dlrecloraie 1-4. 87/11/16. MROCZKA.E.J. NorlhessI Nuclear 
Energy Co (subs, ot Northeast Uiiilties). 6pp. 40425:f90-43425:195. 

8711240180 Forwards safety evaluations re uN addi irrlo addressing remaining outstand- 
Irtg Issues on startup oi Isolated loops 8 humsn factors concerns.All oulatanding 
Issues resolved by util to satisiecUon ot NRC. 

FERGUSON.R.L. Proleci Oireclorate 1-4. 87/11/16. MROCZKA.E.J. NorlheasI Nuclear 
Energy^, (subs, ol Norlhesst UiiliUes). 2pp. 43445:144-43446:190. 

-8711240194 Saisty evstusHori actaplmg pioposed ptocedutes & interlocks as sds- 
quale to protoct plant irom unaccepiabie consequences due to startup of idle loop. 

* Oince ol Nuclaar Reactor Ragulailon, Director (Roai 870411). 87/11/16. 3pp. 
43445 146 43445:148 

-8711240167 Safety evaluation supporting human (actors revlew.Concludes three loop 
operaiicn does not appear to cause any safely concerns Irom human lectors point ol 
vrew.Tralnlrg program should be provided prior to onlertng 3-loop mode. 

• Office 01 Nuclear Reader Regulation. OIreclor (Post 070411). 87/11/16. 7pp. 
43445:I49-43445 I60. 

8711200259 Accepts uiii 671030 decision to Implement inetaiiation ot backup proledlon 
de'rices on 23 coniainment penetrations lor which circuits wlinln containment environ- 
tnenisUy quauilod. Issue cons^red closed. 

FERGUSON.R.L. Proted Directorate l 4. 87/11/17. MROCZKA.E.J- Northeast Nudear 
Energy Co. (subs ol Northeast UUiittes). 2pp. 43414:344-43414:345. 

8711330364 Wiihdiaws 670501 taquasl to amend License NPF-49 re use of CalegoiY 3 
•nstfumemaHon to monitor coniainment sump water lemp 5 delay In Instaliaiion of 
Cal^piy 2 containment sump warier lamp tnstrumentation. 

MROCZKA.E J. SEARS.C.F. Northeast Nuclear Energy Co. (aubs. ol Northeasl Ulrli- 
Des) MROCZKA.E.J. Northeaal UlIKlIes. 67/11/16. Documenl Control Branch (Docu- 
ment Corrvol Desk) 2pp. 43424:108-43424:1 10. 

97}12S0162 Final response lo FOfA request for documents Haled in App A. Documents 
also available In FOR. 

GRIMSLEY.OH. OMalon of Rules & Records (Post 870413). 67/11/20. QRABEai. 
NUS Corp 2pp. 43481:305-43461.318. 

-8711350165 Package consisting of requests for addi Into re GPU Topical Repts TR- 
033. "Methods lor Generation ot Core Kinetics Data for Re(ran-02’' 5 TR'040, 
"Staady-SiBia & QuasJ-Steady-Siale Methods Used In Analysis- SPDS meeting 
summery encl. 

• CHvisIonol Rules & Records (Post 070413). 87/11/20. I2pp 43461:307-43461:318. 


O. tnapsctlon reporte, IE BulleUna 8 cenaspondenn 

8012170493 IE Bulletin 80-25, "Operating Problems W/Target Rock Salely- Rehet 
Valves at BWRs." 

* Ofo of Inspection & Enforcement, Director (820201-870413). 80/12/19. Consolidat- 
ed Edison Co. of New York. trvo. 5pp. 43226 201-43226.205. 

6305110473 IE into Notice 83-39, "FaiMe of Salety/Rellel VaNes to Open at 8WRs • 
Imertm R^t." 

JORDAN, E.L. DN Ol Emetoency Preparedness & Engineering Response, lE(e502t2- 
670413). 83/06/17. Consolfdsted Edison Co. of New York, Ino. 2pp. 43228:206- 
43228207. 
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8710230213 NflC Into Notice 87-055, ''Portablo Molsiuro/Oenslty Qaugear Receril Inci- 
dents ol Porteble Gaines Being Stolen or Lost." Svc list end. 

CUNNINGHAM, n.E. CSiVisiOT^ Ol tndustital & Medical Nuclear Salety tPoat 870729) 
87/10/29 Consolidated Edison Co. of Now York. Inc 89pp. 43324:139-43324:227. 

8710290234 NRC Into Notice 67-056, "Improper Hydraulic Control Unit inaiaBaHon at 
BWR Plants." Svc list end. 

HOSSICE. Division ol Opofallonal Events Assossment (Post 070411). 67/11/04. 
Consolidated Edison Co. of New York, inc. 1 12pp. 43324:228-43324:339. 

6711020017 NRC Into Notice 87-057, "Loss ol Emergoncy Borallon Capabl'lty Due to 
Nitrogen Gas Intrusion." Svc lisl end. 

ROSSICE. Division ol Operational Events Assessment (Post 870411}. 87/lt/OB. 
Consolidated Edison Co. of New York. Inc. 1 lOpp. 43355.003 43355:1 16. 

8711050040 NRC Compllanco Bulletin 87-002, ''Fastener Testing to Deieimine Con- 
formance W/Appllcable Matl Specs." Svc list end. 

ROSSICE. oMsion ol Operational Events Assessment (Posi 670411). 87/11/06. 
Consolidated Edison Co. ol New York, Inc. 1 lOpp. 43397;l42-43397:267. 

6711180028 Forwards Requelillcallon Exam Ftcpt 50-423/87-23OL ol exams adiiMn 
siered on 870612,0731 &0904. 

GALLO R M. Region 1, Ole of the Director. 87/11/12. MROC2KA,E J Northeast Nu- 
clear Energy Co. (subs, of Northeast Ulilltloa). 2pp. 43395:226-43395:322. 

-8711160063 Requalillcailon Exam Repl 60'423/a7-2aOL on 870612.0731 8 
Od04.Exam results all senior reactor operators (SROal & reactor oporatoia (ROs) 
passed operating portion ol exams. Three SROs & Iwo ROs tailed wnitan exams. 
TEMPSRR, )^LLER.R.M. Region 1, Ole of the Oireclor. 67/11/06 95pp 
43395:22e-4339S322. 

6711090140 NRC Into Notice 67-058, "Conllnuous Communicallons Folowlng Emergen- 
cy Nolilicalions." Svc list end. 

R05SI.C.E. Division ot Operations! Events Assessment (Post 870411). 67/|l/i6 
Consolidated Edison Co. of Now York, Inc. 1 13pp. 43404:176-43404:288. 

8711200339 Potwards safety evaluation re emergency operating procedures upgrade 
program per TMI Action Horn l.C.t. Eight procedures validated an simulaior 6 actions 
accepiabre 

FERQUSON.R.L Project Olreotoraie 1-4. 87/11/16. MROC2KA,E.d. Norlheasi Nudear 
Energy Co. (subs, of NortheasI Utilities). 6pp 43425:190-43426:195. 

8711120027 NRC Into Notice 87-058, "Poiemial RHR Pump Loss." Svc Hsl end 
flOSSi.CE. Division ol Operational Events Assessment (Post 870411). 67/ii/i7. 
Consolidated Edison Co. of New Verk, Inc. i20pp. 43487:001-43487:121 

8711230212 Ack receipt of Hr Informing NRC of steps lekon lo correct vioioitons noted 
In Insp Repts 60 24S/87-t6,60'336/67-i7 & 60-423/&7-i4.Lir also Qddrossos weak- 
nesses Identified during Insp re performance of health physics audit. 

MARTIN.T.T. Region I, Oto of fho Director. 87/1 l/i7. MROCZKA.E.J. Nodheesi Nu- 
clear Energy Co. (subs, of Northeast Utllliios). 2pp. 43421: 183-43421. 171. 

8711240022 Forwards Insp Repts 60-246/e7-24.60-336/67-21 & 50-423/67-I9 on 
670914-17 & 23-24.No violations Idsnilllod.Tnirteen provlously fdsntifiQd Hems dosed 
during insp.Three Items requiring sddi into & rovlow discussed In repi. 

MARTIN, f.T. Region 1. Oto of (he Director. 87/11/17. MROC2KA.EJ. Ndlhoest Nu- 
clear Energy Co. (subs, of Northeast Ulitilles). 2pp. 43444:046-43444:060 

>8711240037 Insp Repis 60-245/87-24,60-338/67-2l & 80-423/87-19 on 670914-17 8 
23-24 Major areas Inspected. followup of items previously idenbfied re capsbSrty tor 
posl-accldent samplmcj Concern re technical review levol noted. 

WEAOOCK.A., SMANBAKy,M. Region t. Ole of the Director. 67/11/12. 13pp. 
43444.046-43444:060. 

871t130008 SuppI 2 lo NRC Into Notice 66-108, "OegradaHon ol RCS Pressure Bourtd- 
sry Resulting From Boric Acid Corrosion." Svc lisl end. 

ROSSi.CE. Division of Operailonel Events Assossment (Post 670411). 87/ii/io. 
Consolidated Edison Co. of New York. Inc. 116pp. 43444:1 95-43444 3)4. 

8711300030 Forwards Safety Insp Rept 60-432/87-21 on 870922-1 102-No vtoiaHons 
noted Securtly events In repl separately addressed In ooniunctlon w/phystcal securlly 
findings In Insp Repts 60-246/87-22,60-336/87-20 & 60-423/67-16. 

BEnENHAUSEN.L Region 1, Olo of Ihe Director. 67/11/24. MROCZKA.E J. North- 
east Nudear Energy Co. (auba. ot Norlheasi Utilities). 2pp. 43473:074-43473.094. 

--8711300032 Insp Rept 50-423/e7-21 on 870922-1 l02.No violallons noted. MaJO' 
areas Inspecteaphysfcal security, plant operations, operational aiaius revlew8.la(aity 
lours, elimination of unnecessary snnundallons & lost radieilpn exposure hlatoiy. 
MCCABE.E C. Region 1, Oto of the Director. 67/11/23. 18pp. 43473.078-43473.094. 


R. Penodlo operating reports & related oorrespondenoe 

8711180292 Monthly operating repl for Oct l067.W/87t 1 10 Hr. 

ELMS.A.L., SCACE.S.E. Northeast Nudear Energy Co. (subs, ol Northeast UUItiee). 
SCACE.S.E. Nonhsasl Utilities. 67/ 10/31. 4pp. 43369:189-43389:102. 


8. Reportable occurrences, LERs A related correspondence 

6711200208 LER 07-035-00:on 971018, dlsorepancy between plant Tech Spec (TS) sur- 
veillance method specified & actual method used for biannual procedure review 
dlscovered.Caused by administrative error.TS surveillance updated.Vv/e7t 118 tir. 
LOOMiS,L.E.. SCACE,S.E. Northeast Nuclear Energy Co. (subs, of Northeast UtiMles). 
SCACE,S.E. Northeast Ulllltles. 87/11/16. 4pp. 434()3:227-43403:230. 


V. Operator Examinations 

6711180028 Forwards Regualilloallon Exam Rept 60-423/67-23OL of exams admlnin- 
stered on 870612,0731 & 0904. 

GALLO.R.M. Regton 1, Oto ol the Director. 87/11/12. MfiOCZKA,EJ. NortheasI Nu- 
clear Energy Co. (subs, ol Northeast Ulllltles). 2pp. 49396:226-43395:322. 

-Wit 160063 RequalificaUon 
09O4.Exam re8ulis:all senior 
of ei 
I.M. 


43395:228-43396:322. 


Exam Rept 5O-423/07-23OL on 870612,0731 & 
reactor operalq^rs (SROrt & reactor operators (ROs) 
ams. Three SROs & two nOs failed written exams. 
Region 1, Ofo ol Ihe Director. 87/11/08. 9Spp. 
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E. NflC Salety Eveluallon Report (SER), supple & correspondence 

8711130198 Advises that waiKdown petlormed lo verify Insletialion ol balloiy room 
sprsv protection per SSER 5.Paragraph e 3.2.as described in u'll 861212 itrWaIkdown 
conntmod dial Unos In quostion.as in Unit l.do not pass over batisries. 

BAILEY.JA. Georgia Power Co. SAILEY.J.A Southern Company Sorvicas. trx: 87/11/ 
II. Document Control Branch (Document Control Desk). ?pp. 43356.079-43356 080. 


P. Secitftty, medical, emergency & (ire protection plana 

6711040231 Revised emergency plan implementing proceduies.includmg Rev 4 to 
91308-C re conlam'natton monilonng & doconlaminaiion & Rov 1 lo 61705 C re In 
veniory ol emergency preparedness mail/equtpment.. .W/e7i027 Itr & revised index 
GOCWA.LT. Georgia Power Co 87/10/27 tSOpp 432?3040-43a73 198. 

0711090262 Advises that 670817 Rev 6 to physical security & saieguards contingoncy 
plan coi>s<stenl w/provis'ons ol 10CFRSl>.S4(p) 4 acccpiable.Adjustmanl of Camera 
20 so Camaras 29 & 30 provide assessment ol Zono 24 acceptable pond.ng final 

ClInE.W.E Rogton 2, Ofc of Iho Dlroclor. 87/11/04. O'REILLV.J.P Goorn a Power 
Co. 2pp 43322 243-43322.244 

8711170224 Confirms NRC understandings ro readiness review program (RRPi plans S 
slalus.pot u«i 870909 presenlelon & NRC 871007 itr.Scheduto for submTtal ol each 
IrKtomani ol Modules 03A & 23,along w/olhor Unil 2 modu'os 4 apps and. 
mCE.PO. Geoig^a Power Co. 87/11/10. Documonl Control 8'ancn (Document Con- 
VOI Desk) 3P4> 43365:164-43385:166 

8711170248 Forwards ropt of changes made to physical socuniy & contingency 
plan Revised eecuniy pisn pages Incomoiaimg changos will be provded in emend by 
approx 87»2i8.Repl withhold (ref 10CJFH73.20 

GuCWAjl.T. Georgia Power Co. 87/11/10. OocurnenI Control Branch (Document 
Conliol Desk). 2pp 43384:223-43384 224. 

8711190261 Confirms 071117 mgt meei-ng al site to discuss rnceni operating events & 
ongoing plant aciiviiiss.>nclud>ng physical secuniy,pef toicon w/WE Burns Piopossd 
agenda and. 

GRACE J.N. Roolon 2, Ole ol the Dlieetoi. 67/11/10. O'REILLY.JP. Georgia Power 
Co. 3pp. 43400.07«.434<i0.0ei. 

8711230283 Revs lo emargoncy pien ptocadures.ins'udinQ Rev 3 to 61301 C, 'Emar- 

S ency Exposure Ouldsiines," Rev 3 to 91502-C. "Cora Damage Aiiesimenl" 4 Rav 
to 91303-C, "Field Sampling 4 Surveys." w/671 1 18 lir. 

QUCWA.l T Georgia Power Co. 87/1 1/I6. 22Cipp. 43421:327-43422:247. 

871 1260273 Forwards rov lo lecHiiy physical security 4 conlingoncy p'an Peg^ss Ineoipo- 
rai-rMchanae wui be provided in upcoming amena.Enet wiMsld (cel tQCFA73 21). 
GUCwA,L.T Georgia Power Co 87/11/19. Oocumeni Control Branch (Documonl 
ConlrcdC^) 2pp. 43460 022-43480:0)3. 


0. Adjudicatory correspondence 


8711040071 Informs that time provided within which Commission may act to review 
ALAB872 expkedCcmmHston declined review. Decision became Cnal agency eetton 
on 671028 Served on 871 102 

CHILK.S J. 0«ico of the Secrelaw of Ihe Comm’SSlon. #407 4730. 87/10/30. Ollico 
of the General Counsel. Ip. 43254:269-43254:260. 


P. Operating llcanee siege rSocuments & correspondence 

•711020261 Advises lhal Gtanup tesis scheduled lor oomplellon by 671031 will bn de- 
layed due lo delay in startup following main! outage iniHalod on 871006. Requests ap- 
proval to complete lest In early Nov. 

QUCWA,L.T. Georgia Power Co. 87/10/27. Document Conlrol Branch (Document 
Conirol Desk). 2pp. 43237:274-43237:275. 

8711030508 Forwards alfidavK (CAW-82-B3) rel In util 041012 IV.per NRC 
request. Atlidavit also supports retjiropnelary submiital loNRC Ouoetion 492.1. 
OAJLEYJA. Georg'S Power Co 87/10/27. oocurnent Contiol Btench (Oocumeni Con- 
vel Desk). 8pp. 43255:118-43255:126. 

8711030546 Advises that no proprietory Info conia ned In Attachment 3 ol 661204 Hr Itr 
can be trealod as nottpioprielsry 4 dissemirtatad as necessary. 

BAILEYgJ.A. Georgia Power Co. 67/10/27. Document Conlrol BrarKh (Oocumeni Con- 
trol Desk). Ip 43»I:318-4326T:3I0. 

8711100431 Generic Ltr 87-15 to all holders of CPs for nuclear power plants re po'lcy 
Statement on deferred plants Svc list end 

MIAAOLIA.F.J. Associate Director tor Prolacis (Post 870411) 87/11/04. Consolidated 
Edison Co. of New York. Ino. 46pp. 43402 001-43402 046 

8711100022 Forwards detailed evaluation of util 671027 subm'ttef supporttog proposal 
hi periorm surveillance lasting of RHR pumps 4 valves In sys piping involving closure 
ol selected RHR sys valves-Proposal acceplable-FSAR analysis required. 

MIILER.M.A. Proirct Oireclorale 11-3. 87/11/05 O'REILLV.J.P. Georgia Power Co. 
6pp. 43^9:343-43339:348. 

•711130302 Advises (hat util 631106 4 650520 responses lo 830708 GanorIc Ltr 83-28, 
‘Required Actions Based on Generic Imdlcatlons of Salem ATWS Events" 
(ncoriptote.NRC evaluation of responses, including request tor addi Into end. 
MILl^.M.A. Projeol Directorate 11-3. 87/11/06. O'REILLY ,J.P. Georgia Power Go. 
43360:196-43360:201. 

8711190281 Confirms 871117 mgt meeting at she lo discuss recant operating ovente 4 
ongoing plant aoUvitles,lncludlng physical security, per lelcon w/W£ Burns. Proposed 
agenda end 

OTACE,J.N. Region 2, Ofc ol the Director. 87/11/10. O'flElLLY.JP. Georgia Power 
Go. 3pp. 43400.079-43400.061. 


150 DOCKETED ITEMS 


8711200009 Inforrns lhat proprieiatv NEOC-31076P. "Edwin I Halch Nucleat PiaatUnaa 
1 Z.SAFEO/GESTR lOCA LOCA Accidant Analvs.s." did Dec 1QB6. wil Da wit'hDa.'d 
from pub'ic disclosjre (ref IOCFR2.790(b)(6|>.pef 871000 raqueai 
cnoCKER.L.P. Pfoloci D'recloraie 11-3. 97/11/17. O’REILLY J.P. Qeo/gla Powof Co 
4pt> 43406-326-4340e:329. 

8711230292 Fon>vards updaied outstand'no submiitals l atino of lieonalng isaiios unde/ 
NRC review lor epp.'Oval by dales noted. 

GUCWA.L.T. Georg'a Power Co. 07/ti/ie. Docurnoni Conbol Giancb (Oocumenl 
Control Deak). 5pp 43424:106-43424;108. 

8711240090 Forwards reqoesied eddi into on uM 870730 submittal ol ATWS /niiiaaiirtg 
sys actuation circu'iry sya.per 870930 te.’con 

GUCWA.L.T. Georg'a powof Co 87/11/10. Docume.ni Control B/artcb (Oocu/noni 
Corirol Desk). 6pp. 43430:182-43430:187. 

'7I12S0047 O.scusses util 641012 applicaton requesting tbal rasponso lo Ouosiion 
492.1 be wipibe'd irom puPVc disclosure per lOCFR^TOOAppi^aUon teview&cl 8 
irarked prcprlelaty & wiinhelj trom pub'ic disdosuro. 

MILLEB.M.A. Project Oiiectorato fi3. 87/11/1!) WIESEMANN.R A. Wesimohouse 
Electric Corp. 4pp. 43449:079-43449:082 

8711280227 Forwards saloty evaiuai'on re soisrnic adequacy ol spent fuel pool 
incVsUiil 870121,0822,0720 & 0929 submuels acceplable.Scnedu'ai exempbort no 
longer required & ulil may sioro Itrad'aled fuel In racks 

M1LI.ER.M.A- Picrfsti 0.iecloiala llO. 07/11/20. 0'nEll.LY.3.P. Goorgla Power Ca 
3pp. 43462 349 43462.357. 

-8711250236 Salety evaluaiion suppatii'ng i/M 670121.0522,0720 & 0929 submiiiais to 
seismx adequacy let apeiM fuel pool racks 
• Proloct Directorate 11-3. 07/11/20. 6pp. 43462:352-43462:357. 

6711300205 Forwards FSAR changes.ln response lo NRC lequesi during 871028 tetcon 
on Arr.ard 34 lo FSaR Section 9 5.2 le cotnmuncalian sys Changes telioct m'ncom- 
mun'caiion aouipraent ava-iabte for safe shutdown In group ol roams 
UAILEY.JA Georgia Power Co 87/11/23. Oocuthcnl CorWiQl Branch (Oocument Con- 
trol CesA). I6pp. 43467:241-43467.258- 


-871(130265 Insp Ropte 60-424/07-57 & 60-425/07-38 on 070921-25. Vtolf-Wts 
noted.Matpr aroas inspeciod areas of preoperatlonal test program lor Unit 2 & revlev/ 
ol sietus ol llama on outstanding items kst. 

S2C2ePAWJEC.A , THOMAS.M., JAPE,F, Region 2, Ole ol the O.'roctor. 87/10/21 
8pp 43356 236-43355:242. 

87t1C2f>0l7 NnC itilo MoUce 07 OS7. "Loss ot Emergency Borabon CapabiTty Due lo 
Nilrogen Gas Intrusion ” Sve list end. 

flOSSl.C.E. Division oi Opeiational Events Assessment (Post 870411). B7/11/0& 
Consolidated Edison Co. of New York, Inc. fl6pp. 43355:003-43355:119. 

6711050046 NRC Compliance Bu'letm 67-002, "Fasioner Testing lo Determine Cerv 
lomtance W/ Applicable Mail Specs." Sve Itst end. 

flOSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/11/06. 
Cansol'daiod Edison Co. of New York, Inc. 11 6pp. 43397:142-43397:267. 

0711200169 Fonvards Insp Rapts 60-424/87-59 & 60-425/87-44 on 871027 30.No vio- 
lations Of dovialions noted. 

HEnOTAR. flegion 2. OJe ol the Director. 87/11/13. O’REILLY.JP. Goorgla Power 
Co 2pp. 4341 7:207-434 1 7:21 1. 

“8711200173 Insp flepis 50-424/67-69 & 50-425/07-44 on 071O27-3O.No vio'altons W 
doviabons noted MaiOf areas lnspoctod:Unlt i conlainmont bldg tendon su/ve 'lance 

ra ranl & repairs to coatings in LIn.1 2 containment bldg. 

AHANJJ.. JAPE.F. Region 2. Ofc ol the Director 67/11/10. 3pp. 43417.209 
43417 211 

8711090140 NRC 'nlo Nol'ce 87-059, "ConimuouB Communications Following Etnoigon- 
cy Nobiicadons.*' Svc llsl encL 

nOSSt.CE Division ot Opotailonal Evonls Assossmonl (Post 870411) 87/11/16. 
Consoiidaied Edison Co. of New York, Inc. 1l3pp 43404: 176-43404:2S6. 

8711120027 NRC inlo Notice B7 059. "PolenMal RHR Pomp Loss," Svc Let oner. 
ROSSl.CE. Division ol Opo/atlonal Evsnis Assessment {Post 870411). 67/11/17. 
ConsoLdaled Ed'son Co. of Now York, Inc. t20pp. 43487:001-43467:121. 


O. Inapeclian reports, IE Sulietlns 8 correspondence 


8012170402 le Buitei'n 80-26. "OpcfeAng Ptobiems W/Taroei Rock Safety- ReSal 
Valves at OWRs " 

• Olc al Inagectian 8 fintofcomeni, Oueew 1820201-07(1413). 60/t2/i9. Cemseiiaai- 
od Edison Co. of New Yoik, Inc. 5pp. 43226:201-43226:205. 


B3061 10473 IE Inlo Notice 03-39. "Failure of Safeiy/Roi'Oi Vaivos to Open at Gwne • 
Inleri/n Rept" 

JOROAN.E L. Div of Cmergoncy Preparedness & Engineoring Ro$ponso.iE(8502i2- 
8704131 83/oe/r/. Consoi'daied Edison Co qi New vork, inc. 2po 43228206- 
43226.207. 


871 1030182 Forwards undated 6 unsigned ccrrocied pages of Insp Repis SO-424/67.27 
& 50 426/8 7- 14 & noiice Of vioiat/pn. 

OROWNLEE.V.L. Region 2, Ofc of the Dirccior 87/10/07. OflEiUV.jP. Oeortfa 
Power Co 4pp. 43255:338 432SS 341. ^ 

8710270209 Forwards addi info on msorvice insp program.m response lo nRC 670814 
reguGSl NRC should no!e lhai Inservico Insp plan dynam'c Oocumenl ihei may change 
In content 8 scops from outage lo ouiage, 

GUCWA.lt Goorgla Power Co 87/10/21. Oocumenl Control Branch (Oocumenl 
Control Desk). 16pp 43264:312-43273:048. 

-6711930212 Vois 1-10 of ISI-P-005, "Inservico Insp Pian First i0-Yr Interval" 

' Georgia Power Co. 87/06/11. 2,962pp 43264:327-43273.04fl. 

0710230213 NRC Info l-Jol-ce 87-056, "Portable Moisiure/Density Gauges Recent lr>ci- 
dents ol Ponabla Gaines Being Stolon or Lest." Svc i,si end. 

CUNNiNGHAM.flE. tSvtslon ol Industrial & Medical Nudear Saloty (Post 870720). 
67/10/29. Consoiidaied Edison Co. ol New York, Inc 89pp. 43324: l.'J9-43324:227 

8711000271 Forwards pages inadvertantly omdled Irom 071016 sutmi-iiai of msenrice 
Insp plan. 

GUCWA.L.T. Georgia Power Co. 87/11/02. Documont Conl/ol Branch (Oocumoni 
Cor»lroI Desk). Spp. 43303.105-433O3.1 13. 

87t1l3Q09( Ack recO'Pt of 871026 response to violations noted tn Insp RepI 50-424/ 
87-52.Ulil response lo request for addI inlo re failure to lako luU correcirve ecUon on 
vio'ations tapctled In Insp Rept 50.424/e7-36 undei revlaw. 

OBACE.JN. flogion 2, die of the Oirocior. 87/11/03. O'REILLYjP. Georgia Power 
Co. 2pp 43355.129-43355 130. 

6711130196 Forwards corrected page to 6/0929 Itr re Insp Repts 50-424/67-32 & 5Q- 
425/87-23 Two incorrect daies.IncTud'ng 670723 fer ubl response lo 870718 notice of 
violation ref In Hr. 

GRACE.J.N. Reg'on 2, Ofc of the Direclor. 87/11/03. O’REILLY.JP. Gooro’e Power 
Co 3pp. 43359;3I4-43359316. 

6710200234 NRC fnlo Notice d7-056. "Improper Hydraulic Control Unh Insiallsiion ai 
awR Plants." Svc list end. 

ROSSI.C.E. Division ot Oporalfonal Events Aesessmeni (Post 6704ft). 87/11/04. 
Consolidalod Edison Co. of New York, Inc. f 12pp. 43324:228-43324 339. 

0711090262 Advises inat 870617 Rev 6 lo physical secunty 8 safeguards contingency 
plan consistent w/provislons ol t0CFR50.54(p) & acceptable Adjuslment ^ Camera 
29 so Cameras 29 & 30 provide assessment ol Zono 24 acceptable pe/kUng final 
insp. 

CLINE.W.E. Region 2. Ofc ol the Director. 87/11/04. 0'REILLV,J.P. Goorgla Power 
Co. 2pp. 43322.243-43322 244. 

6711130256 Forwards Insp Repis SO-424/67-57 & 50-426/87-38 on 670921-25 8 notice 
of vioialion. 

HERDT.A.fl. Region 2. Ofc ol the Direclor. 87/ 11/OS. O'REILLV.J.P. Georgia Pmurei 
Co. 2pp. 4S355:231-43365 242. 


8711130006 SuppJ 2 to NRC lr>lo Notice 06-IO0. ''Ocgfadelion Ol flCI> Pressure Bound- 
anr AosuHing From Boric Add Corrosion," Svc I'sl enci. 

flOSSi.CE. Division el Oporetionai Events Assessment (Post 870411), 87/11/19. 
Coneo.’Kiated Edison Co. of Now York, inc. fi9pp. 43444:195 43444:314 

8711300169 Forwards Insp Rept 50-424/67.61 on 871 102.05 & notice Of violallon 
COCLiNS.O.M Reaon 2, Ole ol the arecioi. 07/11/ 19, 0’RE1L1.Y,J P. Geoifllft Power 
Co 3pp. 43465.071-4346 5 067. 

-8711300225 Notice of violation from insp on 67il02.06.Vloieiion noied: failure lo per- 
lOftn atteqvaie leiaaae suNoys of bags oi nonconiaminaiec) trash lined Inside ladiaiion 
control rono 

COt.1.lNS.O.M Region 2, Ole ol ina Dnecior. 87/n/ig. 2pp. 43405.075 43405078. 

“8711300247 insp Repi 50-424/67-61 on 071 l02-06.ViOfaNons notedMajor areas 
inspectedeiioinai exposure conirol.laciiitioa & aquipmanLutit program foi maintaining 
exposure alaRa. iransponaiion.soiid wastes & lE Into notices. 

WEOOiNCTON.fl B , llOSEY.C M. Region 2, Ofc of the Dlrocior. 07/11/18. 11pp. 
434650?7-43485:087. 


S. Repodeble occurrerices, LERs & related correspondence 

071(090113 irrieiim Pari 2l 8 delictancy repi re IndueViva current Iniorruptive capachy ol 
soLtI stale protection sys motor driven re'ay contacts Shunt suppression device will be 
added to solenoid. 

GUCWA.L.T. Csorgla Power Co. 07/11/02. Oocumenl Conlrol Branch (Documeni 
ConbolOesk). 2pp. 4331S.001.A3315.D02. 

8711(00179 LER 87-036-0l:on 870815, auxiliary feedwater actueiion circuitry discovered 
disabled tor 1 1 h Caused by personnel error.Impropet pulled fuses reinstalled, proper 
fuse to pull dearly designaied S personnel counseled.W/871 102 Itr. 

BURNS.W.E.. GUCWA.LT. Georgia Power Co 87/11/02. 6pp. 43329:109 43320:114. 

9711160242 LER 67-057-01:00 070808, high pressure roaclor Irip.low pressure reactor 
Irip & LPSI eclualion bislebles tnppod per Procedure 18001-1. (Caused by procodu.'al 
deltdency. Transmiiler replaced.Proceduro revised. W/87i HO Hr. 
aURNS.W.e.. GUCWA.L.T. Georgia Power Co 87/1 1/10. 6pp. 43366.294-43366.299 

87(1160126 LER 67-059-OO.on 87101 3, channel chocks discovered not performed within 
allowable amo interval for three valves Caused by inadequate proceduie.Sucveillance 

g rocodure revised lo include channel check lor valves.W/67l 1 12 Hr. 

LWNS.we, GUCWA.LT Georgia Power Co. 87/11/12. 6pp. 43366.134 43365.139. 

07(1100179 LER 874)56 91.on 07O310.RHR discharge valves (l-HV-oaodA & l -HV- 
880981 temporarily dosed par procedure resulting In loss of availability of one RHR 
pxRnp.Caused b-y personnel error .Operations evaluation program revlsed.W/071ll2ltT. 
BURNS.W.E., GUCWA.LT. Georgia Power Co. 87/11/12. lipp. 43368:221- 
43300:231. 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A Appllcallon/copsiritctlon stage documenta 0 correspondence 


871)030508 Forwards affidavil (CAW-62-83) ref In uiil 641012 lu.per NRC 
tequesLAIffrlavii also supports ret ^optieiaty subminal lo NRC Question 492.1. 
BAILEY, J.A. Georgia Power Co. 87/10/27. Oocumenl Control Branch (Oocumenl Con- 
trol De^. 8pp. 4j25S:118'432&5.125. 


-07H13O303 Notice of violaKon Irom Insp on 870921-25.Vlolalion noted: failure lo lest 
diesel genoralors In eccordance w/Tech Spec surveillance requiromenis & falfitfa lo 
lepoR nonva4id diesel generator failutes. 

UCartT A Q Oanlnn 9 nr- a7/li/ne Ann .lAICC-O-)-) A'lACe.oAil 


6711030648 Advises that no propiiela^ Inlo contained In AUachment 3 ol 861204 lir.ltr 
can be treated as noi^roprlotary & disseminated as necessary. 

BAILEY.J.A. Georgia power Co. 87/10/27. Document Control Branch (Documcnl Con- 

■•^1 4^ (.4 4 -O 4 6 


DOCKETED ITEMS 1S1 


8711030111 Informs ihal WCAP-11683, "Tochnical Bases lor Eliminating Accumuialar 
Lino Rupture as Structural Des'gn Oases . & WCAP-11599. “Technual Basos lor 
Elimfnaiing RHR Lino Rupturo will be wiihhelrl (rel 1OCFn2.70O). 

MILLER.M.A Project Dlroclorata 11-3. 87/ 10/29. WIESEMANN.R.A. Westingluxise 
Elociric Corp 2pp <13263:123-43263 124. 

8711100431 Generic Ltr 07-15 to all holdors ol CPs tor nuclear power planis re prMicy 
stalomont on detorrod planis. Sve list end. 

MIRAGLIA.F J. Associate Oirecio' lor Projects (PosI 070411). 07/1 1/04. Consolidaied 
Ed son Co. ol New York, Inc. 46pp 43402001-43402:046. 

8711130302 Advises that util 831108 & 850520 responses to 830708 Gor\enc Lit 83-28. 
"Required Actions Based on Generic Implications ol Salem ATWS Events" 
inconiplete NRC evaluation ol responsos, Including roquost lor addi Into oncL 
MULER.MA. Project Directorate 11-3 B7/1I/06. O'nElLLY.J.P. Geoida Power Co. 
6pp 43360.196-43360:201. 

8711130276 Notllicaiion ol 871110 moolmg w/Souihern Co Sves & Rechtol in 
Waynosboro.GA to review of status ol lasuoa which must he closed prior to icansitM. 
MILLER.M.A. Project Diroctorato 11-3. 87/1 1/00. MURLEY.f. SNIEZEK.X. 

MIRAGLIA.F. NRC • No Oetellod Alliliallon Given, app. 43380:134-43360.136 

8711200009 Informs that proprlotary NEOC-31376P, "Edwin I Hatch N’uclear Plartl.Unris 
1 & 3,SAFEn/OESTR LOCA LOCA Accident Analysis,'* did Dec 1986, will be wiinheitl 
from public disclosure (ref l0CFn2.790(l})(6)),per 671008 ropuesl 
CROCKER.L.P. Piojecl Direciotalo 11-3. 07/11/17. O'REILLY .J.P. Georaa Power Co. 
4pp. 43406:326 43406 329. 

8711240090 Forwards requested atJdl Into on uU Q7Q73Q submittal ot AlWS nvi'gamg 
syS actuation circuitry sys.por 87U930 lolcon. 

GUCWA.LT Georgia Powor Co 07/11/10 Document Control Branch (Docirrnenl 
Control Desk). 6pp 43430:182-43430 107. 

8711250047 Discusses uM 841012 application roquesling that response to Ouosiiori 
492.1 1)0 withheld Itom public disclosure per 10CFR2.78Q Appi^aiton rovtowod & 
rrarkod proprieiarv & withheld (ram public disclosure. 

MILLER. MA. Projoct Oiroctorolo 113. 87/11/10. WIESEMANN.RA Wesilnghousa 
Electric Coip. 4pp. 43449.079 43449.082. 

871 1300205 Forwards FSAR changes, In response to NRC' request durtng 671028 lolcon 
on Ame.nd 34 lo FSAR Section 9.5.2 re communication SyS Changes rolloci min com- 
munication equ pmani available tor sale shutdown in group cl rooms. 

BA1LEY.J.A. Georgia Powor Co. 87/11/23. Oocumoni Control BrarKh (Oocumeni Con- 
trol Desk). 16pp. <( 3467 : 24 |. 434 e 7 ; 25 e. 


E. NRC Safety Evaluation Report (SER), auppla A correspondanee 

8711040133 Advises that SER Conllrmaiory Itom 9 ro steam Imo breaks oulsido con- 
tainment & potential (or superheated etoam blowdown resolved (or Uni 3 
BAILEY, J.A. Georgia Powor Co. BAILEY, j . a Soulhwn Company Services, inc. 67/10/ 
29 Oocumoni Control Branch {Documom Control Oosh). Ip. 43290 330-43290236. 

8711130160 Advises Ihal waikdown porlormod lo verily instailaiion of battery room 
spray protection per SSER S.Paragraph 8.3.2.as dosenhod In uiii 861213 iir.Waikdown 
conlirmod ihal linos in quaaiion.aa In Unit i.do nol pass over baiiaries. 

BAILEY, J. A. Georgia Powor Co. BAiLEY,J.A Soulhorn Company SoiMces. inc. 07/11/ 
1 1. Document Control Branch (Oocumcni Control Ooak). 2pp. 43336:079-43356.080. 


F. Security, medical, emergency & (Ire protection plane 

6711040231 Rovlsod emorgoncy plan implemonling procodur68.includlng Rev 4 lo 
61306-0 ro conlamination moniiating & decontaminaiion 8 Rov I to Oi/OS-C ro irv 
ventory of emergency propaiodnoss mail/oquipmenl.. .W/871027 Ur & revised index. 
QUCWA.L.T. Georgia Power Co 67/10/27. ISOpp. 43273:O49-43273.108 

6711130219 Forwards Insp Repi 50'425/07-39 on 6708 14-1022. No vlolaPons or dovi- 
atiOns nolod. 

UROWNLEE.V.L. Rog'on 2, Ole ol the D.reclor. 07/11/02. O'REKLY.J.P. Georgia 
Power Co. 2pp. 43360.223-43360:234 

-8711130372 Insp Rapt 60 425/87-38 on 870914- 1023.No violations or doviaiions 
noted. Major areas In6peclod:llro ptolecilon, conlainmenl & eafeiyroloiod slruckires 6 
cornponents, auxiliary sys.elecuical equipment & raceways. 

LIVERMORE, H H , SINKULE.M.V Region 2, Ofc Ol the O.focior. 87/11/02. lOpp. 
43360:225-43360 234. 

8711090253 Advises that 870817 Rev 8 lo physical socurily & sateguarde coniVrgerKy 
len consistent w/provisions of 10CFR5O.64(p) & occoplsble.AdjusImenl of C^eta 
9 so Cameras 29 & 30 provide assessmenl ol Zone 24 accepiable pe^mg final 
Insp- 

ClInE.W.E. Region 2, Ofc ol the Dlroclor. 67/11/04. O'REILLV.J.P. Qoergia Powor 
Co. 2pp. 43322:243-43322:244. 

8711170224 Ccmtiims NRC undoislaT^dlnos lo loadli'oss ibview program 1RRP) plans & 
status, per util 670909 prosomailon & NRC 871007 llr.Schedule for submliiel ol each 
Increment of Modules 03A & 23.8long w/olher Unit 2 modules & apps encl. 

RICE, P.D. Goorg'a Power Co. 87/11/10. Document Control Branch (Oocumoni Con- 
trol Desk). 3pp. 43385:164 43385:166. 

5711170346 Forwards rept ol changes mado to physical socurily & conlingoncy 
plan. Revised security pisn peoos irrcorpoietirtg chariges wiii be provkSed m amerrcl by 
approx 871216 RepI withheld (ret iOCFn73 21). 

GUCWA.L.T. Georgia Powor Co. 87/11/10. Oocumeni Control Branch (Oocumeni 
Conirol Desk]. 2pp. 43384:223-43384:224. 

6711230283 Revs lo ometgoncy plan procedurss.lncluding Rev 3 (0 01301-C. "Emer- 
gency Exposure Ouldolmos," Rev 3 lo 91602-0, "Core Damago Assassmem" & Rev 
6 lo9i303-C, "Field Samplirv3& Surveys" W/67ltl6 lu. 

GUCWA.LT. Goorg a Power Co. 87/11/18. 220pp. 43421:327-43422247. 

6711250273 Forwards rev lo lacllity physical security & contingency plan. Pa^s Incoipo- 
raling change will be provided In upcoming annena.EncI withheld (ref 10CFR73.2f). 
OUCWA.L.f. Georgia Powor Co. 87/11/19. Document Conirol Branch (ITocumeni 
Conirol Desk). 2pp. 43460:022-43460:023. 


87112S0113 Summary of 671116 meeting w/uiil at plant site re licensing Issues.UM en- 
couragod lo accolorato schedule for submiilal ol responses to (joneric Ltr 83- 
28.SPDS va'Idatlon & losi ol ong'noerod selaguards P-4 Interlock. 

MILLEH.MA. Projocl Diroctoreie 11-3. 87/11/20. Project Directoraie 11-3. 10pp. 
43463:148-43462:155. 


O. Adjudicatory correspondence 

6711040071 Informs that timo providod wilhn which (Dommiss'on may act to review 
AL^-872 oxpirod.Commisslon declined review. Decision bocemo final aooncy action 
on 871026 Served on 671 102 

ChiiK.S.J. Ofl'Co ol the Secretary of the Commiss.'ory. #487 4730 87/10/30. Office 
of General Counsel. Ip. 43254.299-43254 299. 


O. fnapeclion reports, IE Bulletins A correspondence 

8012170462 IE Bulletin 80-25, ''Operating Problems W/Targot Rock Safety- Rellol 
Valves ai BWns." 

• Ole ol Inspection & Enlorcomant. Dlroclor (620201-070413). 80/12/19. Consolidat- 
ed Edison Co. of New Yoik, Inc. 6pp 43226:201-43226-205. 

8305110473 (£ into No! CO 63-39, "FalJuro ot SalGty/Reliel Valves to Open at BWRs • 
Inierim Rmi " 

JOnOAN.E.L. OV ol Emergency Preparodnofts 5 Engineering Rosponso.(E(860212- 
676413). 83/06/17. Consolidated Edison Co. ol Now York, Inc. 2pp 43226 206- 


8711030162 Forwards undated & unsigned corrected pages ol insp Ropls 50 424/87-27 
& 60 426/67- 1 4 & nol'ca ol violation. 

OROWNlEG.V.t. Region 2. Ofc of tho Diroclor. 87/10/07. 0'nBlLLY,JP Georgia 
Power Co. 4pp 43255 330 43255:341. 

0716230213 NRC Into Notice 67-055. "Portablo Moialura/Donsity Gauges: Recent Inci- 
donis of Ponnbla Qaugos Being Stolen or Lost" Sve list oncl. 

CUNNINOHAM.R E. D, vision Of hdusirlal & Medical Nuclear Safely (Post 870729) 
07/10/29. Consolidated Edison Co of Now York. Inc. 89pp. 43324:130.43324:227. 

8711130219 Forwards Insp Ropi 50-425/87-39 on 8709l4-1D22.No violal.ons or devi- 
ations noted 

BROWNLEE.V.L. nenion 2, Ofc of the Dirocior, 67/11/02, O'REILLY, J.P. Georgia 
Power Co. 2pp 43360 223-43360 234. 

-6711130272 Insp Repi 50-429/07-39 on 0709t4-1022.No vlo'eUons or devialfons 
noted Major aross inspected lire protacilon, conieinment & asloty-ra'aiod strucliiraa & 
components. euxHlaiy sye.oiocirfcaf oquipmoni £ raceways. 

UVEfiMORE.HH., SINKULE.M.V. Region 2. Ofc ol the Direclor. 87/11/02. lOpp. 
43389:226-«3060 234 

8711130196 Fonvarde correcisd page to 670929 Hr ro fnsp Repis 60'424/e7-32 & SO- 
425/67-23 Two incorieci delos.Inc'uding 670723 (or uill response to 070718 notice ol 
violaiion rel in lir. 

QflACe,J.N. Region 2. Ofc oi iho Director. 87/11/03. O'REILLY, J.P. Qooigls Power 
Co. 3pp. 43356 3 1 4 43359:3 1 8 

8710290234 NRC Into Npllce 07-056, "Improper Kydreuiic Control Unit insialiatlon at 
OWR Planis ’’ Svc list encl. 

R05S1.C.E. Division ol Opeialionol Events Assossmont (Post 870411). 87/11/04. 
ConsoWalod Ecflson Co of New York. Ino. 1 t2pp. 43324:226.43324:339. 

8711090262 Advises Ihal 870617 Rav 6 lo physical security & safeguards contingency 
plan censlstont w/prevlslons ol fOCFR60.54{p) & acceplabte Ac^ustmonl ol Camera 
29 so Camoias SB & 30 provide essessment ol Zone 24 acceptable pend ng linai 
Insp. 

ClIne.W.E. Region 2, Ole ol the Diroclor. 87/11/04. O'REILLV.J.P. Georgia Power 
Co. 2pp. 43322.243-43322:244. 

8711130052 Forwards Rev 2 lo Presorvico Insp (PSI) Program ISI-P-OIO. Oilfeionces 
between epprovcd Un't \ PSI piegfem & Rev § lo Un t 2 PSI program summaflied.'N/ 
O rov 

OAILGY^.A. Georgia Powor Co. 87/1 1/04. Oocumoni Control Branch (Oocumeni Con- 
irol Oesli). 2pp. 4j354:0e5-43354;066. 

871 1 130087 Ack roc'opi ol 671022 Ur Informing NRC ot stops taken lo correci violations 
nolod In fnsp Repi 50-425/87-36. 

REVE3.L.A. Region 2. Ole of the Directer. 87/11/06. O'REILLY.J.P. Georg's Power 
Co. 2pp. 43354:230 43354:240. 

8711130266 Forwards Insp Ropts 60-424/87-57 A 50-425/67-36 on 870921-25 8 notice 
of violaiion 

HEROI.A.R. Rog'on 2. Ole of the Director. 87/11/05. O'REILLY.J.P. Georgia Power 
Co. Sup. 43355:231 43355:242. 

-8711130283 Nollco of violation from insp on 07092 l-25.Violallon noted, failure to test 
diesel generators In accordance w/Tech Spec surveillance regulremenia & (a:iute lo 
report nonvelid diesel generalor failures. 

HtROT.A.R, Region 2, Ofo of Hie Director. 87/11/05. 2pp. 43356:233-43355:234. 

-8711130266 Insp Repts 50-424/87-57 A 60-428/67-38 on 870921-25. Violations 
noted.Malbr areas Inspected areas ol pceoperational test progiam tor UttU 2 & review 
of status of Items on outsland'ng Items list. 

SZCZEPANIEC.A., THOMAS.M.. JAPE.F. Region 2, Ole ol Ihe Director. 87/10/21. 
8pp. 43355:235-43355:242. 

8711020017 NRC Info Notice 87-057, "Loss of Emergency eoration Capability Due lo 
khbogen Gas Inirueion." Svo llsl encl. 

ROSSI.C.E, Division of Ocerailonal Events Assessment (Post 870411). 87/11/06. 
Consolidaied Edison Co. ol New York. Inc. 1 16pp. 43365;OO3-43355:110, 

8711090040 NRC Compliance Bulletin 87-002, "Fastener Testing to Dele/mine Con- 
(mmance W/Appilcable Matt Specs." Svc llsl oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 87/11/06. 
COASoMated Edison Co. oi New York. Inc. 1 lOpp. 43397:142-43397:267. 



or ruiv>aiu9 itisp nepts 3u-<£<tror-9t9 o 5u-<>e9iD/ •‘i<> uii or iu£/-ju.ni7 viQ' 

lations Of deviations n^led. 

HEROT.A R Rooion 2, Ofo of lha CHreclor 07/11/13. O'HCiLLV.j.P. GeofO‘a Power 
Co. 2pp. d34t7;«l?^34tT.2t1. 

-8711200173 insp Repts &0-42<l/87-59 & 50-42S/67-44 on 871027-30 No vioiationa or 
devletbna nolodMalor areas irvspec'adUrvl i cantainmoril bldg tendon survoilattce 
program & repairs to coalings In Unit 2 conlainmeni bldg. 

LENAHAN.J.J., JAPE.F. Region 2. 01c 01 the Director. 87/tl/tO. 3pp. 43417.-209. 
43417:211 

9711000140 NRC Info NoUca 87-059. "ContlmrouS Comrmmlcalloris FollQwlr>g Emergen- 
cy Nolificatlons.’' Svc list enci 

ROSSP.C.E Division of Operational Events Assessment {Post 870411). 97/11/16. 
Consolidalad EdIeonCo of Navi York, tnc. t13pp. 43404. 176-434Q4.888 

8711120027 NRC Info Notice 67-059, "Potential RHR Pump Loss." Svc list end. 
ROSSIjS.E. Oivision ol Oparational Events Assessment (Post 870411) 87/11/17, 
Consolidated Edison Co. of New York. Inc. 120pp. 43407.001-43467:121. 

8711130008 Suppl 2 lo NRC Info Notice 66-108. "Dogradallon of RCS Pressure Bound- 
ary Resulting From Boric Acid Corrosion." Svc list end. 

ROSSt.C E. Drvislon of O^ational Evenls Aasessmerii iPosl 670411) 87/11/19. 
Conso'Idalad Edison Co. of New York, Inc. 1 t9pp. 43444:105-43444:314. 


8. Reportable oceurrencea, LERs 8 related correspondence 

6711060190 Part 21 & deficlencv rapi re solid stale protection sys motor-driven relay 
contacts inducliva current inlemrpin/e cepacily.lniUalty reported on 8701 18 Hardware 
mods to affected circuits planned prior lo fuel load. 

RICE.P.O. Georgia Powet Co. 67/ 19/29 Oocu^^enl Conttol Btanch (Oocumeni Con- 
trol Desk) 2pp. 43303:166-43303:I87. 


DOCKET STN*50-437 FLOATINQ NUCLEAR PUNT 


A. AppIPcatlon/eonatruciion atage doeumanls 8 correspondence 

9711199431 GenQfto Lir 87-t& lo all holders ol CPs lot nuclear powor plants le policy 
staiement on deferred pfani8.Svc i>sl end. 

UIRAQLIA.F.J. AssodaiG Director for Projects (Post 87041 1) 67/i t/04 Consokdaicd 
Edison Co. of New York, irvc 46(^. 4340lo9t.434Q2049 


Q. InapecUon reports, lE auilsUns 4 correepondenee 

8012170482 IE BuHeim 60-25. "Oparaiing Problems W/Targoi Rock Safeiv- Reiiol 
VsNes aieWRs." 

* Die oi inaoection 8 Enloreemenl. Oirecler <62020t-67O4l3) 60/12/19. Consokdel- 
ed Edison Co of New York. tnc. Spp. 43226 201-43226 20S 

8306110473 IE Into Notice 83-39. "Failure oi Safety/Reiiel Valves lo Open at ewRa • 
inienm Ami." 

JOnOAN.CL Oiv of Emergency Preparedness 4 Engineering Aasponse.f£<8502i2- 
870413) 93/06/17. C^nsdidalod Edison Co. of New VorK. tnc. 2pa. 43228:206- 
43226 207. 

8710230213 NRC Info Notice 87-059. "Portable Molsiure/Oensity Gauges: Recent ind- 
dents of Poftable Oadges Being Stolen or LosV*' Svc tisi end 
CUNNiNQHAM.R S. Division o1 industrial 9 Medical Nuclear Safety (Post 870729). 
87/10/29 Consol>dated Edison Co. of New York. Inc. 69pp 43324. i;)9-43324:227. 

8710290334 NRC Info Notice 87-0S6. "Improper Hydraulic Control Unit ln$iesai>on at 
BWR Plants " Svc net and. 

ROSSLCE Oivis'on of Operational Events Assessment (Post 870411). 87/11/04 
Conaclidaled Edison Co or Now York, Inc. 1 12pp 43324:226-43324.339. 

8711020017 NRC Info Notice 67-057, "Loss of Emergency Soialion CapabSrty Owe lo 
N/lrogen Gea intrusion." Svc list end. 

ROSsf,C.E Vision of Opeialfonal Events Assessment (Post 679411). 87/11/06. 
Consolidated Edison Co of New York, Inc 1 lepp. 433S5.003 43395:119. 

8711050040 NRC Compliance Bufisbn 67-002, "fesiener Testing to Oeiennine Coo- 
tormanca kV/Appiicabre Mad Specs." Svc list encl. 

ROSSI.C E Division of Dperationet Events Assessment (Post 670411). 87/11/06. 
ConwHdaled Edison Co. 01 New York. Inc. If6pp 43397:142-43397.257. 

8711990140 NRC Into Notice 87-056, "Continuous Communications Following Emergen- 
cy Notifications." Svc list encl. 

ROSSI, C.E. OFvIslon of Operational Events Assessment (Post 670411). 87/11/16 
Consolidated Edison Co. of New York, Inc 113pp. 43404:176-43404:266. 

6711120027 NRC Info Notice 07-050. "Polential RHR Pump Loss " Svokaiencf 
ROSBl.C.E. Division ol Operational Evenls Assessment <Pos( 670411) 87/11/17. 
Consofidaled Edison Co. of New York. Inc. 120pp. 43487 001-43487:121. 

6711130008 Su0]l 2 to NRC Info Notfee 66-108. "Oegradation of RCS Pressure Bound- 
ary ResulUng From Boric Add Corrosion." Svc list enef. 

ROSSI.CE. Division of (^setabonal Evanta Assessirom (Post 870411). 97/11/19. 
Consolidated Edison Co. of New York, Inc. 1 16pp. 43444:185-43444:314. 


LEFONTE NUCUAR PUNT, UNIT 1 


documi 


bile RCS Parliatiy 
eradon of plants 

of Branch (Oocu- 


oriiujvoi roiwaius lour enginuunng suvcaioyory lupis aooiessiiiy eiiip:oyee uin- 
cerrts special program.Repis completed final review by senior review panel 8 omp'iy. 
eg concern task group mgl. 

RUSSELL.J.R. Tennessee Valley Authority. 67/t0/28. Document Control Biancb 
(Oocumeni Control Desk). Spp. 43247:011-43247:282. 

-8711030273 Pav 3 to TVA fernployee Concerns Special Program Subcaiegory Ropt 'ei 
Engirtas/irig 20600, "As-Buill Reconciilelion." 

TRWE.J.T Tennessee Valley Aulborily. 87/10/26. 54pp. 43247:016-43247:eie9. 

-8711030263 Rev 3 lo TVA Employee Concerns Special Program Subcalogory Rept for 
Engkiastlra, "Suppotl Design General." 

PANG,A. Tonnossoe Valley Authority. 87/10/26. 54pp. 43247:070-43247:152. 

-8711030266 Rov 2 lo TVA Employee Concerns Special Program Subcaiogary Rapt let 
Enginoertng 24200, "Electrical Separation." 

RUSSEU.J.R. Tennessee Valley Aulhoniy. 87/10/20 52pp. 43247:153-43247:205. 

-6711030293 Rev 2 to TVA Employee Concerns Special Program Subcalogory Repl to' 
Engmeerlng 25000, “Civil/Siructural Design (21600) & P<po Whip Restraint Desjo-i 
i22700J" 

RUSStLL,J.n. Tennessee Valley Authority. 67/10/26. 77pp. 43247:206-43247:202 

0711100431 Generic Ltr 87-15 to ell holders of CPs for nuclear power plants re poliCY 
siaiemont on deferred planla.Svc list encl. 

MtflAGLiA.F.A Associate Dltector for Pioiecta (Post 87041 1). 87/11/04. Conaol'dated 
EdrsonCo. of New York, fnc 46pp. 43402:001-43402.046. 

8711240186 Forwatda TVA Emptoyee Concert^8 Special Ptogtam Repts 241 3(Q), 
"Cable Termination & Splicing" & 22400. "Raceway Support Design." 

RUSSELL-JR. Tennessee valley Authorily. 87/11/05 Document Control Brancti 
(Oocumeni Control Desk] 2pp 43444.140 43444-194 

-9711240J13 Rev 1 lo TVA Employee Concerns Special Program Sequoyah Element 
Repl 241.3(6). "Cable Termination 8 Splicing, No Meggor Tost on Low Voltage 
Cableq." 

* Tonnesses Valley Authority. 241. 3(B) ROt. 67/10/28. Bpp. 43444;t 43-43444:150. 

—8711240225 Rev 2 lo TVA Employee Concerns Special Program Subcelegoiy lot Engl- 
oeering Rept 22400, "Raceway Support Design." 

MCnUTT.G. Tennessee Valley Authority. 22400 R02. 87/10/20. 35pp. 43444:151- 
43444:104 

8711190360 Forwards NLfREQ-1231, "SER re B&W Owners Group Plant Reassessmeni 
Ptogram" NRC unable lo reach final conclusion on ecceplabilrty oi human factors 
po/ton of program. Consideration of NRC recommendations requested. 
CRUTCHFlElO.D. Dtvis^n of Reactor Projects - lll.iV.V & Spoclal Projects (Post 
9704tl) 87/tt/08 WILGUS.W 5 Babcock & Wricox Operating Pienis Ormeta G(ot>p. 
237pp. 43406.001-43406;237, 

87tt240tS9 Forwards Ustma ol angineoting subcatogory rapte addressing concerns lor 
empiqyee concerns special program 5 five engineering subcaiegory repie, including 
TVA Employee Concerns Special Program Ropi 20809 re human factors. 
RUSSELL.JR Tonnessoe Valley Authority 67/ii/t7. Oocumeni Control Branch 
lOocumenl Control Desk). 5pp 43443:027 43444:033. 

-8711240159 Rev 3 lo TVA Employee Concerns Special Program Subcaiegory Ropt lor 
EnaYieorlng 20800, "Human Factors." 

* TVmsssee Valtey Authonty. 20800 R93 87/t1/t0.95pp 43443.032-43443'.t2S. 

-8711240189 nev 3 lo TVA En^toyee Concerns Special Program Subcaiegory Rapt lor 
Engineorlng 21000. "Envuon (juelilicatlcn." 

* Tennessee Valley Aumoniy. 21000 R03. 87/t1/IO. 49pp. 43443:l2e-4g443.174. 

-8711240176 Rev 2 lo TVA Employee Concerne Special Program Subcaiegory Repl for 
Engirteenng 2 1300. "Electrical Testing & Planning." 

,fOYCE.JW. Termossoe Valley Authority. 21000 R02. 87/t1/10. 69pp. 43443:1T8- 
43443 243 

-9711240185 Rev 31oTVA Employee Concerna Special Piogtam Subcaiegory Repl tor 
Engrneenrw 22600. “Seismic Interaction Oosign." 

JOYCE.J.W. Tennessee Valley Authority. 22800 ROT 87/11/10. 8lpp. 43443.244- 
43443 324 

-^711240194 Rev 3 to TVA Employee Concerns Special Program Subcategory Repl let 
Enaneortog 23000. "HVAC Oosign." 

JOVeej W. Tennessee Valley Authority. 23000 fl03. 87/11/10. 70pp. 43443:325- 
43444.933. 


F. SecuHty, msdical, emergency 8> lire protection plane 

8711030046 Revised emergen^ plan Implomonling procedures.Including Rev 6 to lP-2, 
"(^orations Duty Speciavr&l Procedure lor Notification of Unusual Event” & Rev 8 to 
IP-3. “Operations Doty Spoclalisl Procedure for Alert. .." W/87f026 ltr. 

ORflX£Y.R L. Tennessee Valley Authority. 97/10/28. 7Bpp. 43246:279-43246 356. 

8711240189 Revised cenirat emergency control cir Implemenling procedures.Including 
nev 9 10 IP-2. "Operations Duty Specialist Procedure for Nobficatton ol Unusual 
Evenl" & Rev 9 to lP-3, "Opeiations Duly.-.." W/a7tH0 ltr 
ADKINS.T.E. Tennessee Valley Authority. 87/11/10. 25pp. 43430:297-43430:321. 


G. Adjudicatory oorrespondence 

8711040298 Director's Decision DD-67'ta under tOCFR2.208 denying UCS 870210 pe- 
tillon to suspend B&W DLs & CPs based on safety deficiencies. Aifogalions present no 
^stantial neaiih & selety issues. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/10/ 
19. Ur4on of Concerned Sclenllsis e4pp. 432/9:243-43279:329. 

-8711040349 Notice of Issuance of Director's Decision OD-87-18 under t0CFR2.206 
denvirn UCS petition to suspend B5W OLs & CPs. 

MURLEY.T.E. Office of Nuciear Reactor Regulatlori, Oitecior (Post S704U). 87/10/ 
19 3w- 43279 327-43279:329 


8711250107 Rosponds lo 070831 IK ro securit/ nt nalio'ial & local loucH al taciLbBS.Nnc 
concludod that no subsiontial hoallM & safety issues thal would waitani suspension or 
teivocatlon ol any Ixensa oi petmlt toi tacilili&s 

ZECH.L W. Commissioners 07/10/27 CLINTON.O. Arkansas, Sisio ol 5pp 
43461-35fl-43462.002. 


8711030257 Fo-nvaids four ong nooring subcalogory repts addressing ompleyeo con- 
cerns spoc.al program Ropis compluiotf final review by son'or review panel & omp'oy 
eecortesm las'! group mgt 

HUSSEIL.JR. lonnessao Vai'ey Auihority 87/10/28. Oocumonl CortPol B/onch 
(OocumonI Conirol Desk). Spp. 4324 7 01 1-4324 7.202 


-8711250144 Addresses serious problems ro erosion ol public conlKterrco irt abiHy ol 
7JRC >0 safeguard public adequaloly from dangers of nuclear power pTanl accidents 
CLINTON.O. Alaska, Stele ol. 07/08/31 LANOO.L.W Commissioners 2pp 
43462: 001-43462:002. 

8711190016 Advises thal Comm'ssion doclmod review ol Ovoctor's Docsen OD-87- 
18. Time provided by NRC regulai.ons lor Commission lo acl oxplrod.Oecis'ort bocarre 
5nai agency actior> on 87 1 1 13. Served on 87i 1 1 7. 

HOYLt.J C Ollice of the Socreiary of If.e Commlss'on. #487 4047 87/11/17. 
weiSS.E.R.Uaon of Concerned Scientists, ip 43392 0Q5-43392.Q95 


Q. Iftepecllon reports, IE Sulletins A correspondence 


6012170462 IE Bulletin 60 25. "Opoiating Problems W/Tergel Rock Saloly- Rcliot 
Velvos al QWRa “ 

' Ole ol Inspoclion & Enforcemenl, Ciroclot (820201-870413) 80/12/19 Conso'idei- 
od Ed son Co. of Now York, Inc. Spp. 43220 201-43226 205 

83051 10473 IE Info Notice 83-30, ' Fei'ure of Saloiy/Pel et Volvi>3 lo Open ai DWRs • 
Intonm n^t." 

JORDAN, E.L. Div of Emergency Propniodr.a.ss & Eng-noering Responso.>E{8S02l2- 
B70413). 83/06/17.' Conso'idaVod Edison Co ol Now YoiV. Ir* 2pp 43826.208- 
43226.207. 


8710230213 NRC Info Nolice 87.055, "Poriebie Moisture/ Oonsiiy Gauges: Roceni Inci- 
dents of Portable Gauges Being Stolen or Lost." Sve list enci 
CUNNINGHAM, n E. Division of industrial & Medical Nuclear Sololy (Post B70729) 
87/10/20- ConsoldalDd Edison Co. ol New York, inc 89pp 43324 139-43324:227. 

8710290234 NRC Info Notice 87-056, "Improper Mydteurc Conirol Unit Insialoiion ai 
Bt\n Plenis." Sve list encl. 

ROSSI, C.E. OlviSlon ol Oporaiionaf Evonia Assessmoni (Post 670411). 87/ii/04. 
Consoiidalod Edison Co. o' New York. Inc 11 2pp. 43324:228-43324 339. 

8711100315 Responds to NRC R70024 loquoai loi addi info lo tE Bmtolln 85-003. 
''Motor-Operated Valve Common Mode Poiluros During Plant Transfonis Ouo to im 
proper Switch Saltings.'' Encl Info consistent w/Ownors Group po$il>o.n um commit- 
moms i.sted. 

ORIOLEV.R. Tennessee Venoy Auihority. 87/t 1/05 Oociimont Control Qranctt (Oocu- 
rnoni Control Dusk). 8pp. 43344:246 43344:253 

6711020017 NRC Info Notice 67-QS7, ''Loss oi Emorgoncy Borol.'on Capabi'<iy Duo lo 
Nitrogen Qas Inirus'on.'' Sve list encl- 

n05al.CE Division ot Opoiaiional Events Assossriteni (Post 870411). 07/11/08. 
Consol-dalotf Edison Co. of Now York. Inc. i I6pp. 43355 003 43355:1 lO. 

8711080040 NRC Compliance Bulloi'n 0'/-002, "Fesioner Tosiing to Ootormlrto Cor»- 
lotnianco W7Appllceblo Meu Spocs." Sve list onci. 

ROSSI.CE. Division of Opuraiional Events Aesossmonl (Posi 0704M) 67/11/00 
Consolidaiod Edison Co. of Now York, Inc. i iSpp. 43397.142-43397 257. 


6711060140 NRC Inlo Noticd 67-0S6, "Conlinuous Communications Foiiowing Emorgon- 
cy Noilllcailons." Sve list encl 

ROSSI.CE. Division ol Operational Rvonis Assessment (Post 6704ii). 07/ii/i6. 
Consolidaiod Edison Co. o> New Yo/K. inc. l t3pp. 434 04:176-43404.200. 

8711120027 fine info Nolico 67-050. ''Poieniiai HiiR Pump Loss" Sve Lsi encl 
ROSSi.C-E. Division of Opoiaiional Evonia Aesossment (Post 8704ii). 07/ii/i7. 
Consolidaiod Edison Co. of Now York, Inc. I20pp 43467:00 1-43407.121. 

8711130008 SuppI 2 to NRC Mo Nolico 66-100, ''Oegrodabon of RCS Prossixo Bound 
aiy Resu-'ting From Boric Acid Corrosion" Sve list and. 

nOSSI.C.E. Division of Ooerellonal Events AssossmonI (Post 870411). 87/ii/l6. 
Consolidaiod Edison Co. ol Now York, Inc. 1 19pp 43444:195-43444 314. 

8711250224 Forwards Welding Toam Insp Ropis 50-438/07-05 8 60 439/07-05 on 
670617-8 1 .No violations nolod.Woaknossos Idoniillod. Safely ovelunlfort wiu bo issued 
for util vveldmn rolnspplan aubmlited on 871016. 

EGNETER.S.O. Ofc of Special Projecls. 07/ 11/19. WHITE, S.A. Tonnossoo Valley Au 
thoiiiy. 3pp. 4a482-.336-43402 348. 

-87112S0232 Insp Ropis 50-438/07-05 & 50-439/07-05 on 8700f7-21.No vldabons 
noted Ma|or areas lnspectod:lnlo conlalncd in weldinn roinsp program.erfetluacy of 
sempln solocled lor program & Qualiltcauon records of TVA welding Wpectore 
GEORGIEV.Q.Q., WALfON,Q.. HERMANN.R.A. Ole ol Special Pio;ocls. 07/ii/i0- 
11pp. 43482:338-43462;346. 


R. Periodic operating reports 8 related correspondence 

8711030408 Submils weekly schedule ol TVA acUvilles Tor wks of 67t 102 & 09.Schod- 
i/ie will be updalod & Issued each Fridoy.Staff input should be loceivod beloro noon 
on Thursday. 

KGLLY.J,L. Ole ol Special Prolecls. 87/10/30. ZWOLINSKU-A. OIc ol Spedel 
ProleclS. 4pp. 43260:248-43258:261. 


-8711030273 Rev 3 to TVA EnMoyee Concerns Spoci0' Program Subcaiegoty Ropl (or 
ErMvtaoriiM 20600, ''As-Duill Roconc-i alien '' 

TRANE.J.T; Tonnossoo Valloy Aulhot.ly. 87/10/26 64pp 43247.016-43247.069. 

-8711030283 Rov 3 lo TVA Employee Concerns Special Program Subcaiogory Rept lor 
Engvteenng. "£5uppDri Design General." 

PANG.A. Tonnossoa Valiay Authority. 87/10/26. 54pp. 43247.070-43247:152. 

-871 1030260 Rov 2 lo TVA Employee Concerns Special Program Subcaicgoiy Ropl lor 
Engjneor.no 24200, "Eietlncai Sepaiai'en " 

noSSELl.jn. Tonnossoo Val'oy Aulhorlly. 87/10/26- S2pp. 4324 7.163-43247 206 

-8711030203 Rev 2 lo TVA Emplpyoo Concerns Special Progrom Subcalogo.'y Ropl for 
E^g^owing 25000. 'Crvii/Struciural Design (21503) & Pipe WNp Res'.rair.t Dos'gn 

irUSSliLL.J n. Tennessoo Val.'oy Authority. 87/10/20 7 7pp 43247 206 43247:282. 

8711100431 Generic Lit 87-16 to all ho'dora ol CPs lor nuclear power plo.'ils ro po'Icy 
siatomonl on delerrop p'anis Sve hsi enci. 

MIRaGLIA.FJ Associate D.foctor for Projecls (PosI 870411) 87/11/04 Consol'dalod 
Eelson C:o. of Now York, Inc. 4 Spp 43402:001 •43402:046 

6711240188 Forwards TVA Ertip'oyoo Concerns Special Program Ropla 2413(C) 
"Cablo TemunaNon & Spl'clng" 8 22400, "Raceway Support Design " 

RUSSELLJ.n Tonnossoo Valloy Auihonly. 07/11/03. Docutnonl Coniiol Orpneh 
(Oocumeni Control Desk). 2pp. 43444:140-43444:194. 

-8711240213 Rev 1 lo TVA Employoo Concerns Spec'al Program Socjuoyah Efomeni 
n^i 241.3(6), "Cable Termnai’en & Spl.cIng.No Megger Test on Lew Voilogo 

• Tennosseo vn'ioy Auihonly. 241.3(B) BOl. U7/ 10/28. 8pp. 43444 143-43444:150 

-6711240225 Rev 2 10 TVA Employoo Concerns Special Program Subcalogo.'y for Engl 
neeringnMi 22400, ' Raceway SiuppDil Dosinn." 

MCNUTT.G Tannossoo Valloy Auihority. 22400 fl02. 87/10/29. 35on. 43444 151- 
43444:194. 

871 1 190360 Forwards NLIREG*I23I. "SER ro 6&W Owners Group Plant RoDSEOSsmonl 
Px^am." NRC urtobio lo foach final conclusion on scceptabi'ily ol human feelers 
po/flon ol pioQ/om Cons'doieticm of NRC rocommondaiions requested. 
CRUTOIFiELd.D Division el Reactor Ptoiecie • llljv.v 8 Spoeioi Projecia (PosI 
070411). 07/1 1/06 WilGUS.W. 8 Robcock 8 Wilcox Operating Plants Owners Group- 
237pp. 43408.901-43405:237. ” 

8711240IS3 Forwards tiehna ol ertginoorm eubcelsgory lapta eddtosslng conceins lot 
ompiMoo concents apocfal program 8 iivo ongineorirg aubcalogory rept8,including 
TVA employee Concerns Special Program Ropl 20Q00 'O human faciore 
RUSSELL.JR Tennessee Vei'oy Auihpriiy. 67/11/17. Docunionl Conirol Otoneb 
(Oocumeni CrtkiKOl Desk) 5pp. 43443027-43444:033. 

-8711240169 Rev 3 to TVA Emplpyoo Cencorns Spoc'al Program Subcaiogory Ropl lor 
EiM'noerfng 20000, "Hu^^an Factors " 

* Tonnossoo Valley Aumpnty. 20800 R03. 07/11/10. 05pp. 43443:032-43443:l25. 

-8711240169 Rev 3 <0 TVA Ernp.'ovoo Concerns Special Program Subcaiogory Ropl for 
EiMtioonng 21000. "Envlien ouall.'eatlon." 

‘ TMnossoo ve'lay Authority. SIOOO R03. 87/11/10. 4Dpp. 43443.128-43443.174. 

-8711240176 Rev 2 10 TVA Employso Cencorns Spocial Program Subcaiogory Ropi for 
Enginooring 21300. "Eloclrlcal Toshng & Planning." 

■JOVCE.J.W. Tonnossoo Valloy AulMority. 21300 H02. 87/11/10. COpp. 43443 I76- 
43443 243 

-8711240185 Rov 3 to TVA Employee Concaina Spocial Program Subcaiogory Ftopl lor 
EngiiieotltM 22C90, "So'sm'c Inlorachon Dos'gn." 

JOrCE.J.V?. Tonno9st>o Valley Auihonly. 22800 RO.T 07/ii/tO. 81pp. 43443:244- 
43443 324 

-8711240194 Rov 3 lo TVA Envpioyoo Concryrns Spocial Program Subcologory Ropl ftsr 
Enginooring 23000, "HVAC Design. ' 

JOVCEJ W. Tonnossoo Valloy Aulhorlly. 23090 n03. 87/11/10 70pp 43443 326- 
43444dl33. 


F. Securit)!. medical, emergency 8 fire protection plans 

8711030046 Revised amorgen^ plan Implomontlhg procedures.lncludlng Rov 8 lo lP-2. 
"Operallons Duly Spociel^l Procedure lor NoHUcailon ol Unusual Evenl" 8 Rov 8 to 
iP-3. "Operallons Duly Specialist Procedure lor A'ort ..." W/e7l026 Ur. 

GRlOltV,n.L. TanneaaeB VaKay Auihonly. 87/10/20. T&pp. 40245 270.40248.058- 

0711240188 Revised central emergoncy control ctr implomenting procodures.lnclurl.ng 
Rev 0 to IP-2. "Operations Dufy Spocial. si Procoduro lor I'Joiillcal.’on of Unusu^ 
Event" 8 Rev 9 lo lP-3, "Operallons Cluly...." W/071 1 lO Ur. 

AOKINS.T.E. Tenneasoe Val.'ey Aulhorlly. 67/11/10. 2Spp 43430:297-43430:321. 


O. Adjudicatory correspondence 


DOCKET 60-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. AppUoaUon/eonetructlon stage documents 8 catreapondence 

8710089441 Forwards response lo Generic Ltr 87-12, "Loss of RHR While RCSParllsIly 
Filled." Response provides discussion on operation or planned operalfon of plants 
d'oring pattiaUy iillocl RGS condition. 

GfllDlEY.fl. Tennessee Valloy Aulhotily. 07/10/02. Oocumeni Conirol Branch (Docu- 
mem Conirol Desk). 35pp. 43277:017-43277:052. 


8711049296 Director's Decision OD 87-18 under t0CFR2.206 denying UCS 870210 po- 
libon lo suspend B&W OLs 8 CPs based on saieiy deficiencies Al'ogaiions present no 
subsiantlal nealth 8 safety Issues. 

MURLEYJ.E. Ollice ol Nuclear Readoi Regulallon. D recior (Post 870411) 87/10/ 
19. Union of Concerned Sclonl.'sis. 84pp. 432/9:243-43279:329 

-4711040349 Nol.’CS of Issuance ol Oiioctor's Decision 00-87>f6 under l0CFn2 206 
der^ra UCS pelit'en to suspend Q8W OLs A CPs. 

MURLeY.T.E. Office ol Nuclear Roador Regulation, Director (Post 670411) 67/10/ 
19. 3^7. 43279:327-43279.329. 


-8711250144 Addresses serious problems re erosion of pub'ic conlxfence in abiAly ot 
fine 10 safegitard public adequaiely from dangers of nuclear power plant aeddents 
CLINTON, e. Alaska. Stale of. 87/08/31. LANDO.LW- Commissioners 2pp. 
43462.00l'J346?:002. 

Q711I90016 AdvlSQs ibal Commission dec'lnod review of OIreciar’s Decision 0O-fi7> 
18. Time provided by NRC regulations for Commission to aci expired.DecIsion becemo 
(Inalagency actiaAon871 113 Served on 671117. 

HOVLE.JC. Office of ihe Secretary ot (be Commission A487 4047. 87/11/17. 
WEiSS.G.R Unior^ ol Concerned ScienLsie. Ip. 43392.C05-43382O95. 


Q. Inspection reports, IE Bulletins 8 correspondence 

8012170482 IE Bulletm SO-25. "Operating Problems W/Tergel Rock Salety- Rol'ef 
Valves at BWRs." 

' Ofc of Inspecliort & Enforcoment, Director (62020<-B704i3) 60/12/16. ConsoHclBi- 
ed Ed'son Co. of New York. Inc. epp. 43226;20t-4322e:205. 

8305110473 f£ Info Notice 83-39, "Failure of Salety/Rohof Valves to Open at BWHs • 
interim RmI." 

JORDAN, E.L ON of Emergency Preparedness & Engineering Responso.lG(85l}2l2* 
870413) 63/06/17. Consolidated Edison C-o ol New York. lt«. 2pp 43226206- 
43226207. 

8710230213 NRC Info Notice 87-055, "Portable UolslurQ/Oens't/ Gauges Recent Ind- 
danls ot Ponabto Gauges Being Stolen or Lost '' Sve tist end. 

CUNNINGHAU.R E. Division o1 Industrial 8 Medical Nuclear Salety (Post 870729) 
87/30/29. ConaoLdatod Edison Co. of New York, inc. 89pp. 43324:139-43324.227. 

6710260284 NRC Info Notice fi7-(15e, "Improper Hydraulic Control Uni InsleSaeort a) 
8WR rianis." Svc list enci 

ROSSI, C E DNislon of Operational Evenis Aasesamont (Post 670411). 87/11/04. 
Consolidated Ed'SOn Co. of New York. inc. 1 12pp. 43324:228-43324:339. 

871fl003lS Responds to NRC 870824 ragucst lor eddi into re IE Bunelm 65-003. 
"Motor-Opersled Valve Common I/ode Failures During Plent Transients Due to im- 
proper Swiicli Sellinga ' Enel info consistent w/Owners Qrnup posiUonUlil commlt- 
ments listed. 

GRl0LEY,R. rennassee Veliev Autfiority. 87/11/05. Oocurneni Confrol Oraneb (Docu- 
ment Control Desk}. Spp. 43344 246-4.3344:253 

8711020017 NRC Info Notice 67-057, "toss of Emergency Soreiion Cepahiily Due lo 
Nitrogen Gss Inlfusion." Svc hat enct. 

ROSSI, C.E- Division of Operational Events Assessrnoni (Post 870411). 87/11/06. 
Consd'Oatad Edison Co ol New York. inc. nepp. 43355.003 433$0-.1 19. 

87110S0040 NRC Compliance Oulleim 97-002. "Fasioner lesling to Oetormine Con- 
formance W/Appiicebio Mall Specs " Svo list enei. 

R0SSI.C6 Division Q) Oporailonal Events Assessment (Post 8704ii) 07/ii/Od 
Conso'idaied Edison Co. of New York, inc. Il6pp. 43397.142-43397:287. 

87 1 1090140 NRG Info Notice 87 058. ''Continuous Communicab'ons PoUowfng Emorgen 
» Notifications." Svo list end. 

ROSSI.G.E. ONislon ol Oparat'onai Evsnis Assossmont (Post 670411). 67/tl/i6 
Consolidated Edison Co. of New York, inc liSpp 43404:176 43404:266 

871 1180027 NRC Info Notice 67-059, "Potential RHR Pump Loss." Svo fist enc> 
n03Sl.CE. Division of Operational Evente Assessment (Post 8704it). 87/(i/i7. 
Consolidated Edison Co of New York. Inc. 120pp. 43487:00t-43407.i2i. 

8711130008 Suppi2 10 NRC Info Notice 86-106. "Degradaiion of RCS Pressure Bound- 
ary Resdiing F^icm Boric Add Conosion." Rve ttsi end 

ROSSI, CE. Division of Ooerailonai Events Assessment (Post 97<l4ii). 87/ii/i9 
Consolidated Edison Co. ol New York, Inc. t I9pp. 40444.195-43444.31 4. 

8711250324 Forwards Welding Team )nsp Repts 60-436/67-05 & 50-439/87-05 on 
e7C6i7'fil.No vi'olsiiOns noied.Weaknessea identifeed. Safety evakratlon will be tosued 
lor util weld'ng relnsp plan submitled on 871018. 

ESNETER.S.O Ofc of Special Pro, 'acts. 87/11/19. WHiTE.S A Tennessee Veiley Au- 
thority. 3pp 43462:339-43462:348 

-8711250232 Insp Repts 50-438/67-05 & S0-439/87-0S On 870817.21 No vioiailons 
noted MalO' areas lrispecled:lnfo contained in weld'no relnsp program adequacy ol 
sample selected for program 8 qualification records of rVA woidmg nspeictors. 
GEORGIEV.G.B., WALTON, 0.. HERMANN.R A Otc ol Special Proi^ls 87/11/19. 
1 1pp. 43462:338'43462;348. 


R. Periodic opersllng reports & reteled correspondence 

8711099406 Subrn'ls weekly scfiedule of TVA activities for wKs of 871102 6 09.Sched- 
ufe will be updated & issued eecb Friday.Slsff Input should be received before noon 
on Thursday. 

KELLY.J.L Ofc ol Special Prolacts 87/19/30. ZWOLINSKI.J.A Ofc of Special 
Projects. 4pp. 43258:248-43258:251. 
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F. Security, medical, emergency A fire protection plane 

8711040188 Revised emergency plan Implementing Insiructiona.IncNxNiw Rev 2 to EPI- 
G7a, "Automated Offsite Dose Calculations,'' Temporary Change TC^2 to Rev 3 to 
EPI-A2. "Unusual Event" & Temporary Change TCN-3 lo Rev 3 lo EPI-A3.W/B71030 
Iv. 

ANOEASONJ.O.. STEAD ,P.R.. EDELMAN.M.B. Cleveland Electric IHuminailng Co. 87/ 
10/30. 99pp. 43273:199-43273:297. 


8711300265 Advises of change, expiring on 680531, to physical security plan du 
const aciivities on maim bldg currently scheduled to commence on or about 87i 
EOELMAN.M.R. Cleveland Electric lllumlnaiing Co. 67/11/20. Document Co 
Branch (Document Control Desk). ip. 43467.270-43467;270 


G. Ad|udlcatory correspondence 


8711190021 Advises that time (of Commission lo review Oiiectoi's Decision OD S 
expired (Commission declined review. Decision became llnal agency action 
87ll02.S6fved on 971117. 

HOYLE, J.C, Office Of the Secretary of me Commiss'on. #487 4840. 87/11 
LODGE.T.J. Lodge. T.J. ip. 43392 316-43392-.316. 


H. General correspondence 

9711160045 Ack recetpl ol 970922 petition requesting NRC to loqutro kcenseo to 
reel certain elleged deficiencies In emergency preparedness Info handbook, 
FEMA fivatuBlion. NRC will respond to (equesl.FH notice end. 

MURLEY.T.E. Office ol Nuclear Reactor Regulation, Director (Post 870411} 87 
09. KLINE.C.. O'CONNELL.R., BURlING.T. Atlillation Not Assigned. 4pp. 43369. 
43369.341. 

-6711160200 Nc}tlce ol recoipt of Concerned Citizens of Lake.Goauga & Aste 
Courtllas 2.206 pebtion lo correct alleged deficiencies In util emergency prepared 
irdo handbook S to redistribute corrected handbook. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 67 
08. (p 43369;34t-4a369'34t. 


P. Operating license stage documents & correspondence 


8711020363 Forwards list ot allegations re sutveiUance revisw.Requests result 
review 8 disposition wiihln 30 days of receipt ol Itr. 

NOREUUS.C.E. Redon 3, Otc of the OSrectot. 87/10/28. EOELMAN.M.R- Clove 
Electric lllumlnaling Co. 4pp. 43236:273 43236:276. 

8711060218 Summary of 871007 mealing w/Hydrogen Control Owners Group (HC 
re HCOG submittals on meihods for calculating equipmenl temp based on qu 
scale leal data A impact of station blackout eonelaeratlrvis on HCOG pregrsin: 
end. 

KINTNER.L L. Prolacl Dlraclorate 11-2. 67/10/30. Proiact Oirectoralo 11-2. 
43301 074-43301 081. 

8711050221 Advises thsi ulil currently evaluating present configuration of RCIC 
steam ime.piovious contiguisilon & aUerrvale contiguistion.pet 8'040l Amend 3 1 
canso NPF-58.Resuils ol conliourations will bo transmitted by 871231. 
EDELMAN.MB. ClevolsnO Erecihc Itlurrfnsling Co. 87/10/30. Oopumeni Cc 
Branch (Document Ceniioi Desk). Ip. 43292.i45-43292:f45. 

6711100431 Generic Lir 87-16 lo all hoidare of CPs for nuclear power plenis re p 
eietemenl on deferred piants.Svc list end. 

MIRAOLIA.F.J. Associate Director lor Proiecte (Post 870411). 67/11/04. Consol'c 
Edison Co. of New York, me. 46pp. 43402.00l-43402.048. 

871 1160028 Requests mat util le-revlew Generic Ltr 63-26, Hems 3.1.3 & 3 23 re i 
mstni testino lot lesctor trip sys & alt oihet sataty-telaled componenta & pii 
iaspon8e.Uin 840406 response rete response lo Hem 4.5.3. 

COL5L1RN.T.O. PiO|ecV Oiroctoiale Itl-l. 97/1 1/07. EOELMAN.M.R. Cl»relancl Ek 
llluminaling Co. 2pp. 43352:1 73-43362:174. 

8711160294 Forwards rapt ol changes lo Initial lest program made per Uconse C 
Uon 2.C(4) 9 lOCFRSO 58(b) Change allowe performance of max feedwater runoi 
pabiiity w/one feedwater neater bypassed. 

EDELMAN.MR Clevelend Elaclrtc lllumlnaling Co. 87/11/11. Document Cc 
Blench (Document Control Desk). 6PP. 43369:206-49369:213. 

8711340094 Forwards addl Info requaeied by NRG at 671110 meeting re quaUficstii 
ITT actuators & shipping cape Installed on LImItorgue grease rellol valves. 
EOELMAN.M.R. Cleveland EleeWe IHumlnaiing Co. 97/11/12. OAVlS.AB. Reg'i 
OlDol the Director. 3pp. 43430:177-43430:179. 

8711230360 Confirms plans lo meet w/utll on 671119 at Region III ofc. Purpoi 
meeting lo discuss LER reduction & malnl Improvement programs. 
NOREUUS.C.E. Region 3, Ofo of the Olrador. 87/11/16. EOELMAN.M.R. Clovi 
ElecIrlO Illuminating Co. 1p. 43424:231-43424:231. 

0711240210 Application for amend to License NPF-56, revising Tech Spec Table 4. 
to add tequlremenl to 'verify tf^ setpoints. Summery.slgnlficanl hazards & en 
Impact considerations also end. Fee paid. 

EOELMAN.M.R. Cleveland Electric (Uumlnatlng Co. 87/tt/tQ. Document C< 
Branch (Document Control Desk) 3pp. 43442:166-43442:170. 

-8711249217 Proposed Tech Spec Table 4.3. 6-1, "Conlrol Rod Block Instrument 
Surveillance Requirements." 

’ Cleveland Electric Illuminating Co 87/11/19. 2pp. 43442:169-43442:170 


0- Inapectlon reports, IE Bulletina A eorreepondenee 

6012170482 IE Bulletin 60-26. “Operating Problems W/Target Rock Salely- f 
Valves at BARS." 

‘ Ofc of Inspection A Enforcement, Director (620201-870413). 80/12/19. Conso 
ed Edison Co. of New York, |no. 5pp. 43226:201-43226:208. 


63061 10473 IE Into NoUco 83 39. "Failure ot Salety/Reliol Valves to Open at BWHs - 
Iniorim ” 

JORDAN. E.L. Oiv of Emergency Preparedness & Engineering Responsa,lE(8S02l2- 
870413]. 83/06/17 Consolidated Edison Co of New York, inc- 2pp. 43226.206- 
43226.207. 

8710330313 NRC Info Noilco 87-065. "Portab'e Mo Siure/Oensity Gouges Recent ind- 
{Jems ot PonaWe Gauges Be nn Stolon oi Lost " Svc list end. 

CUNNtNGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870728). 
87/10/20. Consolidated Ed.son Co. of New York. Inc 89pp. 43324.138-43324:227. 

9711020383 Forwards Rev 3 lo "2515 Master Insp Plan.” including summary ol SALP 7 
Board ratings & comments. deviations from routine insp schedule 8 Insp schedi4e 
based on div Inputs lor 2515 program rr.odulos Special maint Insp set tor Oct 1087. 
NOHELIUS.CE Rogiort 3. Ofc of the Oiceclof Q7/tQ/30 MtLLER.fU.. 
CHRISSOTIMOS.N.. HIND.J.A. Region 3. Ole of the Director. 10pp 43236:197. 
43236:216 

6710290234 NRC Info Notice 0/.056. "Impropor Hydraulic Conirol t/nil Installallon at 
BWR Plants." Sve hsl end. 

ROSSI. C.E. Division ol Operational Events Assessment (Post 870411). 87/11/04. 
CortSOlidalQci Edison Co. OT Nr^w York, Inc tl2pp 43324:226-43324:339 

6711020017 NRC Info Notice 87-057. "Loss ol Emergency Borot'on Capabllly Duo to 
Niltogen Oas intrusion." Sve Ust oncl. 

ROSSl.CE. Division ol Operational Events Assesamonl (Post 870411). 87/11/06. 
Consolidated Edison Co ot New York. Inc 1 16pp. 43355:003-43356:1 19. 

8711050040 NRC Compliance Bulletin 87-002. "Fastener Testing 10 Doloimino Con- 
formance W/Appliceb'e Mall Specs " Sve list oncl. 

ROSSl.CE. Division of Operational Events Assossmonl (Post 870411) 87/11/06 
Consolidated Edison Co. ot Now York. Inc 1 16pp. 43307:142-43387:257. 

8711060305 Confirms plans for 871 110 enforcemonl conference irt Olon Ellyn.lL lo dis- 
cuss findings Idontifiod by NRC during oquipmeni qualificalion Insp duiiitg July-Oci 
1087. 

NORELIUS.CE Region 3. Ofc ol Iho D.rector. 67/11/QG EOELMAN.MR Ooveiand 
Eiecirfc llfuminaiing Co ip. 43320 366-43320 350. 

8711160219 Responds to NRC 871007 Hr re violations 8 deviations notod In Irtep Ropi 
SO-440/d7.19.Corrociive actions sys engnoor Inpul will bo ulilizod to evaiuoie poesiD4- 
Ity of roschoduling certain oulsianding tasks 

EDELUAN.M.R Clevoland Eteciiic lllumnating Co 87/11/06. Oocumoni Control 
Branch (Oacumoni Control Dosk). 6pp 43365:1S0-43365'155. 

8711160273 Confirms plans discussed botwoon A Kaplan & R Knop for NRC 10 mool 
w/ulH on 871 1 10 In Glen Ellyrt.lL to d.scuss findings of rocont eugmonted Insp loam 
re MSIV laflures occunlng on 871029 & 1 103. 

NORELIUS.CE. Region 3. QIC ol the Droclot 07/11/10 EOELMAN.MR Clovoland 
Eleclric Illuminating Co. ip. 43366 334-43386 334. 

8711190227 Concurs w/reguest to stortup plant & procood w/siartup teal 
program.Oocl8ian baaed on uiii 871109 8 13 Itrs re cokociIvo act'ons & commlimenis 
& preliminary results ol Augmoniod Insp Toam insp. 

OAVlS.A.e Rog'on 3, Olc Of the Oiroctor. 07/11/13. EDElMAN.mR Cleveland Elec- 
tric Il'uminallngCo. 2pp. 43401:320-43401:330. 

9711300278 Submila addi info re uftt losponso to lE Uuttotin 05-03 & commiimoM to 
cotrplale RCIC toating by 67l l IS.Um reauests oxionsion ol tost period lo enow com- 
p'eiion ol How lasting by 600131 w/ropt uuo no later than 660331. 

EOEIMAN.M.R. Clovaland Elociric lllummailng Co. 67/11/13. OAVIS.AB. Region 3. 
Ofcol Ihe Director, ip. 434t0;223-43410:223. 

8711090140 NRC Info Notico 87-0S6. "Coniinuoua Communications Following Etnetgon- 
cy NotilicaiUorks " list enci. 

ROSSl.C.E. Division of Operational Evonia Assossmonl (Post 870411). 87/ii/i6. 
Conaolidatsd Edison Co. of Now YoiK, inc. 113pp 43404: 176-434(}4'288. 

6711120027 NRC Info Notico 87-OSO, "Polontiai RHR Pump Loss" Sve list end. 
ROSSl.C.E. Division ol Oporetlonal Events Asaossmoni (Rost 670411). 87/11/17. 
Consolidated Edison Co of Now York. Inc. 120pp 43487.001-43487:121 

6711130006 SuppI 2 lo NRC Info Notice 86-108. "DegraOnilon of RCS Pressure Bound- 
ary Resulting From Boric Acid Corrosion." Sve list oncl. 

ROSSl.C.E. Division ol Operational Events Assossmeni (Post 670411). 87/11/19. 
Consolidated Edison Co. of New York. Inc. 1 10pp. 43444:105-43444:314. 


R. Periodic operating reports & related correspondence 

6711190091 Monthly operaling rent for Oct ig87.W/87l 1 13 Hr. 

OUNN.Q.A.. EOE^LMAN.M.R. Cleveland Electric iHumlnaling Co. 87/10/31. 6pp. 
43396:189-43396:194. 


8. Reportable occurrences. LERs 6i related correspondence 

6711020393 PNO-lll-B7-137:on 871027, reactor srammod & ECCS aciualiort occurred 
duo lo doonerglred bus L12. Caused by operator mistakenly tripping supply breaker 
from transformer to bus. Power rosiorod. 

KNOP.R., FORNEY, w. Region 3, Ofc ol Ihe Director. 87/10/27. 2pp. 43235:236- 
43235:239. 

6711030047 Forwards LERs 87-068-00 & 87-069 00. 

EOELMAN.M.R. Clovoland Electric lllumlneling Co 07/10/29. Document Control 
Brandi (Oocumanl Control Desk), ip. 43252:105-43252:1 1 1. 

-6711030065 LER e7-068'00:on 870929.RHR shutdown cooling inboard (sdatlon 
occurrsd.Caused by personnel not paying sufficient attention lo dalail lo Idenh'ly any 
diiltinQ In pressure regulator during petloititance of tosI Proccdures revised 
OUNN.G A. Clevoland Elociric IHumlnaling Co. 87/10/29. 3pp. 43252:106-43252:108. 

-8711030082 LER 67-069-00 on 870930.unexpoctod annulus exhaust gas treatment sys 
Trein B auto elan loHowing transfer ol oporailng irelns.Causo unknown.RepeiiUve task 
revlserl lo increase Ireriuency lor switching trains to twice month. 

OUNN.O.A. Cleveland Electric IHumlnaling Co. 67/10/29. 3pp. 43252:109 43252:111. 


8711100437 NPOES noncompi anco nolilicalJon:on 671007 rogenoraie neutraluatlon 
i>a^ Oullall 31000013001 below min allawablo limit for pH during discharge Cause 
may have boon improper setpoint on low pH tnp.Rasponsible lecnnician counseled. 
KAPLAN.A. Clovoland Elociric Illuminating Co 87/11/02. HILOVSKY.M. Ohio. Stale 
pi. Ip 43335.092-43335 002 

8711170226 Summary of Operating Reactors Events Meeting 87-36 on 871103. List ol 
aitandecB.viowQiapns & summary of roaclor scrams eno). 

LANNfNQ.W. Events Assessment Branch. 87/11/05. ROSSl.C.E. Division of Oper- 
ational Events Assossmeni (Post 870411). 2app. 43385:2 15-43385:234. 

8711190115 Special ropion 67l01S.valid failure on Div 2 diesel generator occurred 
during Tech Spec Survelllanco 4.8. 1.1. 2. Caused by shuttle valve Te’ling to reposition 
on atari s'gnal.Valve replacod & dosign change Initiated 

EKLWAN.M R. Cleveland Elecwic lllumlnallnB Co. 87/11/13. Documenl Conuol 
Branch (Documenl Control Desk). 2pp. 43396:003-43396.094. 
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A. ApplIcBMon/cenetructlon stage docutrienls 5 correspondence 

8711850218 Summary of 071007 mooting w/Hydrogen Control Owners Group (HCOG) 
re HCOG submitlals on meihods lor calculating equipmont temp bssod on quarior 
scale test dais & impact ol alallon blackoul consicleiatlons on HCCK3 programs.W/ 
end 

KINTNEH.L.L Pfojacl Diraclorale 11-2. 87/10/30. Prolect Diroclorato 11-2. 6pp 
433014>74-43301;081. 

8711100431 Generic Lir 87-15 to all holdara of CPa for nuclear power plants re policy 
sialomonf on dofarred plants Sve list end 

MinAGUA.Fj. Assodaia Director lor Prolecis (Post 870411). 67/11/04. Consolidated 
Edison Co of Now York, Inc. 46pp. 43402:001-43402:046. 

8711 1&0029 RoQueals Ihal uin ro-i8V)ew Generic Ur 63 28,)loms 3.1.3 S 3 2.3 re post- 
maint toating lor reader tnp sys 5 all other safety-related components & provide 
lospor^aa UpT 840406 re^nse rafs rssponsa lo Item 4.8.3. 

COLBURN.T.O Proioct Dreciorato 111-1. 87/1 1 /07. EOELMAN.M.R. Cleveland Electric 
IMumlnafang Co. 2pp 43362:173 43382:174 


F. Security, medfcM, emstgancy 5 lire profaeffon plana 

8711040162 Revised omergoncy plan Impfamonling instnrcllons.including Rev 2 to EPI- 
07e. "Aulomatod Olfslte Dose Calculations,” Temporary Change TCN-2 io Rev 3 to 
EPI-A2. "Unusual Evonl" 5 Tomporary Change TCM-3 lo Rev 3 lo EPI A3,W/071030 
Ilf 

ANOERSON.J.D.. STEAD, F.R., EOELMAN.M.R. Cleveland Elecirie Illuminating Co. 87/ 
10/30. 69pp 43273: 1 99-45273 297. 


0. Adjudicatory corraepondenc* 

8711190021 Advises Ihal time for Commission lo leviow Dirador's Decision D0-67'l9 
expifad Commission declined raviaw. Decision became final agency eclion on 
871l02 Served on 871117 

HOYLE.J.C. Office ol Ihe Secreiary ol iha Commission. #487 4848. 67/11/17. 
IOOGE.T.J Lodge, T.J. Ip 43392:016 45392 316. 


H. General eorreapondence 

8711160045 Ack receipt ol 670922 peliHon roquesiing NRC 10 require iicenseo lo cor- 
rect cedain ailoged deficiencies In emergency preparedness info handbook.Alter 
FEMA ovafuafion, NRC will respond to raquost.FR notice oncl. 

MURLEY.T.E. Office ol Nudoar Reactor Regulalion, Director (Posi 870411). 67/11/ 
09. KLINE.C.. 0’CONNELL.R.. BURLING, T. Affiliation Not Assigned. 4pp. 43369:336- 
43368.341. 

-8711160290 Noilco Ol receipt ol Concerned CHirena ol Lake, Geauga 8 Astabula 
CounUee 2.209 petition to correct ailoged deficiencies In ulil emergency preparedness 
Info handbook & lo redislnbuta corrected handbook. 

MURLEY.T.E. Office of Nuclear Reactor Regulalion. Director (Post 670411). 87/11/ 
09. Ip. 43369:341-43369 341. 


O. Inapeoilon reporle, IE Bulletin* & correspondence 

8012170482 IE Bulletin 80-25, "Operating Problems W/Target Rock Safety- Relief 
y^vee al BWRs." 

* Ofc of Inspecllori & Enlorcemenl. Director (820201-670413). 80/12/19. ConsoHdai- 
ed ErMson Co. bl New York, Ino. Spp. 43228:201-43226:205. 

6305110473 IE Into Notice 83-39, "Failure of Safaly/Rellef Valves lo Open at BWRs • 
fnterim Rspt." 

JORDAN, E.L Olv of Emergency Preparedness & Engineering Response, IE(650212- 
670413). 63/06/17. Consdidaied Edison Co. of New York, Inc. 2pp. 43226206- 
43228:207. 

6710230213 NRC Into Notice 67-055. "Porlable Molsture/Denslty Gauges: Recent inci- 
dents of Portable Qarmes Being Stolen or Lost." Sve list end. 

CUNNINGHAM, R.E. (Jivlslon o1 Indusirlal & Medical Nuclear Safety (Post 670729). 
87/10/29. Consolidated Edison Co of New York, fne SBpp. 43324:139-43324:227. 

6710290234 NRC Into Notice 87-056, "Improper Hydraulic Conirol Unit Installation al 
BWR Plants." Svo list end. 

ROSSl.C.E Olvlslofi of Operational Events Assessment (Post 870411). 87/11/04. 
CorwoUdaled Edison Co. of New York, Inc. 1 12pp. 43324:228*43324:339. 

8711020017 NRC Info Notice 87-057. "Loss ol Emergency Boralion Capability Due 
Ntliogen Gas intrusion.'' 5vc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 670411). 87/11/ 
Consoltdaled Edison Co. of New York. Ino. 1 16pp. 43355:003-43356:1 19. 



156 DOCKETED ITEMS 


671I0SO040 NRC Cojnpl'afce fiulletin 87-002, "Feslener Testing to Oeiomilne Con- 
formance W/Applicable Mall Specs." Svo lisl encl. 

ROSSI.C E. Division of Operational £venls AssossmonI {Post 870411) 87/11/06. 
Consoridaled Edison Co of New York, Inc I16pp- 433fl7;l42-43397-.25?. 

8711160327 Concurs w/request to startup plant & proceed w/siartup losi 
^ogrem Decision based on util 871109 & 13 Itrs re corroclive actions & comrnlifnents 
«i pi6HrT,lf\aiv lesutts ot AugrrenteO Insp Toam Insp. 

OAVIS.A B. Reg on 3, Ole o( the Director. 87/11/13. EDELMAN.M R Cleveland Elec- 
inc l.’lumlnetlng Co. 2pp. 43401:329-43401:330. 

8711090140 NfiC Into Nolce 07-068. ‘'Continuous Communications FoUowino Emercon- 
cy Notifications " Sve list encl. 

FOSSI.CE. Oivlalon ol Operational Events Assessment (Post 870411). 87/11/1& 
Consolidated Edson Co.ol New York, Inc. 113pp. 434CW-.t7e-43404;26ft. 

871 1120027 NRC Info Notice 87-059, "Poientlal RHR Pump Loss." Sve hat end 
ROSSI, CE. DMsJon ot Operational Events Assessment (Post 870411). 87/11/17. 
Consolidated Edison Co. of Now York, Inc 120pp. 43487.001-43487:121. 


8711190007 Forwards three pleadings of Soacoast Anll-Pollulion League re applicant 
moilon lor vacation of stw of authorization of low power operation al 
planl.inacfvertenliy served on ASLB sve list & not directed to Commission until Iasi v>k 
BACKLiS.R.A. Seacoast ArW-Po»ution League. BACKUS, R.A. Backus, Meyei & Solo- 
miMi. #487 4833- 87/10/20. 26CH.L.W.. BERNTHAL.F.M . ROBERTS.T.M Commls 
sktnars. Ip. 43392:135-43392:166. 

-8711190011 Motion ol Seacoast Anil-Pollution League (SAPL) (or leave to file supple- 
mental response lo applicani motion for vacation ol stay.* sAPL requests to fi.'e re- 
sponse In view of ongoing developments re util financial status.W/Certlficate of Sve. 
BACKUS.R.A Seacoast Anti-Pollution Leaguo. BACKUS R A. Beckus Meyer & Solo- 
moa 87/10/20. Commlaslonsrs. 3pp. 43392:136-43392:138. 

-8711190024 Supplemental response on behalf ot Seacoast Anti-Pollution Leag-ue 
(8M>L) lo applicarit moilon lot vacavion ot slay.* SAPL wishes lo suppl 871009 re- 
sponse 10 imminent bankruptcy ol uliI.Relalea documentation enci.W/Certif1cate of 
Sve. 

BACKUS.R.A. SsacoasI Anti-Pollution League. BACKUS.fl A. Backus. Meyer 4 Solo- 
mon. 87/10/20. Commissioners. 16pp. 43392:139-43392:167. 


8711130008 Suppl 2 lo NRC Info Notice 86-108, '‘Oegfadalitin of flCS Pressure Bourtd- 
aiy nesirltirtg From Borfo Acid Corrosion '' Sve lisl and 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 87/11/19. 
Consolidated Edison Co of New York, Inc. 1 19pp. 4344<):t95-43444:3i4. 


-8711190038 Seacoast Anti-Pollution League (SAPLl response lo applicani motion for 
vacation of stay.’ SAPL loins In response raed by New England CoaUten on Nuclei' 
Poflutfon 4 Commonwealfh ol MA 4 adopts positions taken.W/Certilicate of Sve. 
BACKUS.R A. Seacoaal Anti-Pollution League. BACKUS R.A. Backus, Meyer 4 Sdo- 
moa 87/10/20. Commissioners. 9pp. 43392;l58.43392:te6 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


E. NRC Safety Evaluation Report (8ER), Supple 8 eorreepondenca 

8711100384 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEABROOK STATION.UNITS 1 AND 20ocVei Noa 80.443 And 60-444 {Public Seiv- 
ico Company Of New Hampshire, el ail 

* Division ol Reactor Prolects - I/ll (Post 870411). NLfREG 0896 S07. 67/10/31 
76pp. 43341:170-43341;26i. 


F. Security, medical, emergertey 4 fire pratectlon plane 


8710160023 Forwards Senator QJ Humphrey motion for leave lo file Amlcua Curiae In 
response to «ppi<eani motion lor vacation of stay 4 brief Amicua Curtae 
HUMphpEY.Q.j. Senate. #487 4590. 87/10/13 Ooeketing 4 Services drench, ip. 
43048 069 43048,096. - f 


•-87I0160Q31 Srief Amicus Curiae of US Senator QJ Humphrey in response to appiicent 
motion {«< vsoetion of stay.FineftcisI qusi.(ics\ion of (ead owner & adequacy ot emai- 
gency plan should be resolvod before stay lnied.W/Certifieeie of Sve. 

RUMPHn£Y,Q.j Senate. 87/10/13. Commias'oners. 23pp. 43O40.O73-43O4e.O95. 


8711100011 Responds lo recipient 870917 Hr expressing concerns ro pubkc feoiums of 
exciuiion frorti plant hesnng process 4 effecLVeness of uiii offsite emergertey pisrta. 
ZECH,L.W. Commissioners. 87/ti/03 GREOQ.J. House of Rep. 6po 43339320- 
4333B;326. 


-8711100013 Requests Commission reconsideration of proposal lor external review of 

E lam Included In author 870220 lu re establishment of ad hoc committee w/ekp<^$» 
I uensportstion & radioicgic amerMrcy pfanning. 

QREQO.J. House of Rep. 07/09/17. ZBCH.L. Commissioners. 2pp 43339.325- 


8711100387 Forwards ailecied pages ol Rsv 4 to security (raining 4 qualification plan 
chanaed as result of NRC 870528 4 0930 llts 4 util 870625 4 0724 ifreW/o end 
THOMAS, OS. Public Service Co of New Hampshire. 87/11/04 Documer)! Control 
Branch (Documonl Control Desk] 2pp. 4334S'10t-4334S:(Q2. 

8711240018 Forwards Safeguards Insp Rept 50 443/87-21 on 870817-21 No vIotaHons 
noted. 

MARTiN.T.T. Region l.Ofc ol theOiretloi. 87/11/13, HARHISON.R.J PoWcSeivIc© 
Co. of New Hampshire 6pp. 43437;33g-43437;3S0. 

-8711240019 Partiairy withhold Physical Secunty Insp Rept 50-443/87-21 on 670817-21 
(re) f0CFR3.790 4 73.21).No noncomallance r)oted.Ma|or areas Inspected records & 
ropts.ieat.ng 4 malnL physical barrlers.flghting 4 compensatory measures 
0 AiLEY,R.J;. MARTIN.W.G., KElMIQ.fl.R. Region 1. Ofc ol the Director. 87/10/20. 
6pp. 43437:346-43437:350. 

8711240099 Forwards changes to plar>l radktlogical emergency plan per lOCFftSO.S4(q) 
4 lOCFRSO.App E.Util wiir^peal Commonwealth of MA refusal lo renew sken pemut 
tocatod ai Salisbury Beach Slate Rasatvaiion. 

THOMAS.Q.S Public Service Co. ol Now Hampshire. B7/11/t9. OocumerM Control 
Branch (OocumenI Control Desk). 3pp. 43435.082-43435:189. 

-8711240183 Rev (o Seabrook Station radiological emergency plan. 

• Public Service Co. of New Hampshire. 87/11/30. 105pp 43435 085'43435;18e. 


G. Adjudicatory correspondence 


8719180023 Forwards Senator GJ Humphrey motion for leave 10 file Amicus Curiae in 
response lo appHcanl motion (or vacalron of slay 4 brief Amicus Curiae. 

HUMPHREY, Q J. Senate. #487 4590. 87/fO/13. Docketing 4 Services Branch ip. 
43048:069-43048:095. 

-8710180027 Senator QJ Humphrey motion for leave to File Amicus Curiae bdel in re- 
sponse lo applicani motion tor vecaiion of stay.* Response will be filed bir COB. 
071013. 

HUMFHREy,Q.J. Senate. 87/10/13. Commissioners. 3pp. 43Ci48 070-43048:072. 

-8710160031 Brief Amicus Curiae of US Senator GJ Humphrey In response lo applicant 
motion for vacalion of slay Financial quallOcalion of lead owrter 4 adequacy ol eme^ 
gencypian should be resoK/ed before slay lrned.W/CenifIcele of Sve. 

HUMPHREY, GJ. Senate 87/10/13. Commissioners. 23pp. 43048 073-43048095 


8711040079 Informs lhat NRC does not oppose applicani 871023 motion for 1-wk ex- 
lenaion to file supplemental memorandum re ‘‘Merrimac sirens" required by Appeal 
Board 871014 orcer. ^ r mu" 

BEftRY.Q.A. AssislenI General Counsel for Hearings. #487 4706. 87/10/28 
ROSENTHAL, A.S.. WILBER, HA. Atomic Safety and Licensing Board Panel Ip. 
43264:201-432S4-281 

8711040089 Ally Oenerai JM Shannon response to applicant objecllon in naluie ol 
motion in limine to admission into evidence of certain Mrllona of FEMA Direct Test'- 
fflony 8 Oh sheliaring contentions.' Objection opposed.Certifieele of Sve end. 
SNElOER.es. Msssachusetls, CommonwaaHri ol. #487 4716. 87/10/28. Atomic 
Saialy and Licensing Board Panel. 14pp. 43265:041-43255:054. 

8711040108 Complains aboul conduci of NRC In currently ongoing OL proceedings 
before ASlB in Concord, NH Proper lole of NRC should be lo assure development ol 
cotn^le record 4 ensure thal unresolved questions fairly addrassed.Seived Oh 
871030, 

BACKUS.R A. Se^oasi Anti-Pollution League. 8ACKUS,RA, Maaaachusatts, Cotn- 
monwealih ol. BACKUS.R.A. Hampton, NH. #487 47i3. 87/10/28. ZECH.L Cornmia- 
loners. 9pp. 43254:1 t6'43254;l26. 

8711040112 On appeal liom dadslen oi ASiBP denying palltlen to waive ilnanclal qua'l- 
fleatlon lagulaliona.’ Appeal should ba dismissed 4 decision of Uceneing Board 
ehMld be alIJrmad. Certiffcate ol Sve encl. 

QfONAN.T.O. Public Service Co ol New Hampshire. OlONAN.T.Q. Ropes & Q/ey. 
#487 4707. 87/10/28. Atomic Sslety and Licensing Board Panel. 13pp. 432S4:IS§- 


8711040139 Applicant rasponae lo Atty Qanatal jM Shannon oatiUon (or taview of 
ASLAB dedaion ol B7i00l.ALAB'875.’ Petition should be denled.Three elaime ol 
enor made llsled.W/ Certificate ol Svo. 

OiONAN.T.O. Public Service Co. of New Hampshire. OlQNAN.T.Q, Ropes 4 Gray. 
#467 4718. 67/10/27. Alfrt^ Safety and Ltoenamg Appeal Panel. TppV 43254:231* 


8711110088 Seacoast Anii-Pollution League oUectlon to applicant motion lo stnke ad- 
mission Into evidence ot certain porIJonB of FEMA prefrled testimony.' Applicant ob- 

e n should be ovorruieU.W/Cerliflcale of Svo. 

(US.R.A Seacoaal Antl.PolluUon League BACKUS.R.A. Backua. Meyer 4 Solo- 
mon. #487 4753. 67/10/27. Atomic Safety and Licensing Board Panel, epp. 
43332.303-43332 308 

871 1040058 Memorandum (hearing schedules 4 PDR).' Nolllies thal Stale of NH house 
of lepreserMailves asaembty ball made available lo Board lor wks oi 871130 & 
1214 JL Souder 871027 memo encl.Served on 871029. 

SMITH, I W. Atomic Safely and Licensing Board Panel. #487 4710. 87/10/28. Ip. 
43254278-43254:279. ' » " ^ 


-8711040077 Requests thal parties lo proceeding be informed of Exeter Public 
Librery.Exeler.NH move lo new bldg In late Nov or early Dec.LPDR matt will not ba 
evatlable to public during rrrove. Author will notify of exact dales lor move when known. 
SOUDER.J.L Local Public Document Room Branch. 87/10/27. SMITH.I.W. Atomic 
Safely and Licensing Board Panel, ip. 43254:279-43254:270. 

8711110093 Advisee lhat s^Kcanl response to Ahy General JM Shannon pellllon tor 
review of ASLAB 071001 Oeciaron ALA0-875. Inadverienlly captioned "belore 
ASLAP" Instead of ' before NRC." Encl response should be substituted.W/o end 
DIGNAN,T,G. Public Service Co. of New Hampshire. OIONAN.T.O. Ropes 4 Gray 
#487 4768. 87/10/28. CHILK.S.J. Ottice Of Ihe Secretary ol Ihe Commission. Ip, 
43332:237-43332:237. 


8711110063 Advises thal applicant response to Atty General JM Shannon petition for 
review of ASLAB 671001 Decision ALAB-876, Inadverienlly captioned "before 
ASLAP" Inslead of "before NRC." End response should be substituted. 

OlONAN.T.G. Public Service Co. ol New Hampshire. OIGNAN.T.G. Ropes 4 Gray. 
#487 4758. 07/10/28. CHILK.SJ. Office ol Ihe Sectelary ol ihe Commission Ip. 
43424:351-43424:358. 


-87112M374 Applicant response lo Atty General JM Shannon petition for review ol 
ASLAB 871001 Decision ALAB-675.* Petition should be denled.uertlficate of Svcencl. 
OIGNAN,T.G. Public Service Co. of New Hampshire DIQNAN.T.Q. Ropes 4 Gray. 87/ 
• 0/28 Commlselonera. 7pp. 43424:352-43424:358. 

87li04M5e Applicant answer In opposition to Masaachusefla Atty General JM Shannon 
objeclion In nature of motion In Itmlne to admission Into evidence of certain portions of 
Applicant Testimony 6 on shellerlng.. .' W/Cenlficala of Svo. 

DIQNAN,T.Q. Pubifc Service Co. of Nw Heiwshlte. OIGNAN.T.Q. Ropes 4 Grey. 
#487 4727. 67/10/29. Atomic Safety and Licensing Board Panel. 6pp. 43254:300- 
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8711040069 NRC Slafi rosponso lo town ot Newbury motion tor answer to applcanl 
motion for vacation of slay * Staff doos not objocl to town ropuQst for answw.w/Cer- 
LflcalB ol Svc 

BERRY.G A. Assistant Gonoral Counsol tor Hearings. #407 4719. 87/10/29. Commls- 
aioners. 6pp. 43254:893-43254:298. 

8711040065 New England Coalition on Nucloar Pollution opposition to oppLcanl objec- 
Uona to admission ol certain portions of FEMA prefilod toanmony & testimony ol SC 
Sholly.J Bayea, G Thompson & J Leaning * W/Certllicate ol Svc. 

CURRAN, 0. New England Coalition on Nuclear Pollution. CURRAN.O. Harmon & 
Wolss. #407 4729. 67/10/30. Atomic Safety and Licensing Board Par«i Hpp 
432S3 303-43253.316. 

8711040162 Applicant responso lo ASLAP order ol 871013 supplemental momoran- 
dum.* Cortih'cata of Svc ancl. 

SELLECK,K.A. Public Service Co. of Now Hampshire. SELLECK.K.A. Ropes & Gray. 
#407 4733 87/10/30. Atomic Safety and Licensing Appeal Panel. 2pp. 432S3.00 j> 
43253014. 

-8711040179 Affidavit of LC Souihorland responding lo ASLAP 671013 
otdef Mertimac.MA sirens sound pressure levels eva'ueied & guidance on aiethodoio- 
Y use for measuring ambient bacirground levies provided Sound levels couM exceed 
0 docibies. 

SOUTHERLAND, L. Public Service Co. ol Now Hampshire. SOUTHERLANO.L Wylo 
Laboratorlos. 87/10/29. Atom'c Safely end Licensing Appeal Panel. lOpp 43263:005- 
43253.014. 

67111 r004S Responso of FEMA lo applicant ot^ocilon In nature of moliott in Lmlna lo 
admission Into evidonco ol certain portions of FEMA prelilod tesiimony.* CaniflcDlo of 
Svc otwl. 

FLYNN, HJ. Fedoral Emorgoncy Managomonl Agency. #407 4778. 87/10/30. Atomic 
Safety and Licensing Board Panel. 7pp. 43332: 1 73-43332: 1 79. 

871tO40t88 NRC Staff response to Ally General, JM Snannon.poliiiott lor lovlew ol 
e7tClOI.ALAO-a76.’ Corfilicaio ol Svc and. 

BERRY, Q.A. Assisianl General Counsel lor Hearings #487 4734. 87/11/02 Atomic 
Safely and Licensing Board Panel. I5pp. 432S4:0t6-43254.032 

8711110851 Fofvrarda lielod documents tor Mmg tn proceeding.inciudingP McEachornA 
MT Brock notices ol appearances & town ol Amosbury.MA responso lo applicani 
motion lor schedule ol lillgaiion ol Slate of MA plan. 

BROCK,M.T Shaines A McEechorn #407 4766. 87/11/02. Oockolittg A Seivicos 
Branch. 3pp. 43338187-43332:198. 

-67 1 1 1 1QQ6S Town of Amosbury response to applicant motion tor schodufe lor liiigai'on 
ol SiQia of MA pl&n.’ RoquosU that Board establish schedule lor liimaiiop of plan lor 
Staid ol MA communii'ea commencing not less than 80 days after date sot 
MCeACH6RNj>. BROCK.MT. Amosbury. MA. MCEACHCKN.P. Sholncs A McEa- 
char/i. 07/11/08. SMITH.I.W., LiNENBGflGER.Q , HAflOOUR.J Atomic Safety ar*d Li- 
censing Board Panel. 8pp 43338.190-43338:10'. 

-671 1 1 10069 Town ol Amosbury.MA loindor lo Ally General JM Sharwon objocilon In 
nature ol motion in limine lo aamiasion into evidonce ol certain poniona ot applicant 
Oi/oct Testimony 8 on sheltering contentions. .." Cenii'calo of Svc encl. 
MCEACHGRN.P. BROCK.M T. Hamplon. NH. MCEACHERN.P. Shalnos A McEa- 
cherii. 87/11/08. SMITH.I.W., LINENBEROER.G.. HARBOUR.J. Atomic Safety end Li- 
censing Boaid Panel. 7pp. 41332'.192-43318'.1QQ. 

6711110047 Notice Of appearance.' Notice of P McEecnorn appearance on bohaif ol 
town ol Amesbury.MA re onalto emergency planning A lochnlcal issues Codiiicaio ol 
Svc anci. 

MCEACHERN.P. Amasbury, MA MCEACHERN.P. Snainos A McEachern. #487 4758. 
67/11/03. 6pp. 43332;100 43332:184. 

67111 f 0078 Town of Amosbury correction of errata A aubstiluiion of corrected Page 4 
lo "Town of Amosbury lo'noor lo Ally Gonoral JM Shannon ob(ec«on in naiuro ol 
motion In lim'na to admiss'on Into evidonco.. Cerirllcato of Svc end 
MCEACHERN.P., BROCK.M.T, Amosbu^, MA. MCEACHERN.P. Shainoa A McEa- 
chern. #487 4767. 87/11/03. Alomic Safely and Licensing Board Panel. 6pp 
43332.326-43332:330. 

8711170031 Requests that Commisslonera take Irme to road. ask questions A mako 
[udgameni re Seabrook plan for Massachusells communities. UUI Iniends to answer 
any quasllons. 

BROWN.E.A Public Sotvlco Co. ot New Hampshiro. #407 4824 87/U/03 
CHILK.S J. Olfico of me Secretory of the Commission. ZECH.UW., ROSERTS.T.M. 
Commissionofs. 6pp. 43368:128-43366:132. 

8711110041 Notice.* Nollce of ASLAB Intent to schedule oral argument on Inlervonors 
appeal from Liconsing Board 870820 memorandum A ordor In proceoctng ior 871208 
in Bethosda.MO.Sorved on 07i 105. 

SHOEMAKER.C.J. AlomIc Salely and Licensing Appeal Penal. #487 4759. 87/11/04. 
Ip. 43332:171-43332 171. 

871 1 1 10058 Now England Coalition on Nuclear Poilullon supplemental memoiendum ro 
environ qualiHcallon of RG68 coaxial cable.* Board may not Isauo OL lor pfani lor 
fisted reasons. Certificate of Svo oncl. 

Curran, D. New England Coalition on Nuclear Pollution. CUflRAN.D. Harmon A 
Weiss. #487 4773, 87/11/04. Atomic Safety and Uconstng Appeal Pane). Bpp. 
43332:205-43332:212. 

5711110104 Responds lo 871012 Hr urging Commission lo deny license for fow-power 
el (airily itt State ol NH Oectston will be based on tormai ac^udicaiofy 
recoraServed on 87ii05. 

ZECH.LW. Commissioners. #487 4765. 67/11/04. OUKAKIS.M.S. Massachusetts. 
Commonwealih of. tp. 43334:109 43334:109. 

87111 10042 Order. ‘ Ally general of Stale ol MA A stall may aubmil reply lo ap^nl 
871030 supplemental memorandum In response lo Board 871013 order.RepV^nellbe 
Lied A served no lator than 871113. 

SHOEMAKER.C.J. Atomic Safely and Licensing Appeal Panel #487 4771. 87/11/05. 
Office of lha General Counsel. Ip. 43332:172-43332-.l72. 

8711110046 NRC Staff response to inlorvenor appeal ol momorandum A order denying 
petition lo waive Regulatbns 60.33ffl A 60.67(3)14] to extent necessary to requke ap- 

B licant to demonstrate financial....* Certificate of Svc encl. 

ERRY.G.A. Assistant General Counsel lor Hearings. #487 4782 87/11/05. Atomic 
Safety and Licensing Appeal Panel. 26pp. 43334:132-43334:158. 


8711110057 Ack receipt ot recipieni 871102 Hr re action token concerning plant emor- 
gar^ plannIng.Llr boing farwardod to ASLB.Served on 071 109. 

COTfen.B.P. Alomlt Safety and Ucensing Board Panol #<B7 4765. 67/11/06. 
JENItiNS.T.F. Ponluckot Regional School Olslrld, MA. fp. 43332.199-43332.204. 

-8711110076 Informs ol school district rolusal 10 panidpato in plant amoigency 
ptanniiu Minutes ol Pentucket School Committee 67l6o6 meeting oncl. 

JENKINS.T.F. Pentucket Regional School District. MA. 87/11/0^ COTTEfi.P. Alomic 
Safety and Licensing Board Panel. 5pp 43332’200-43332.204. 

8711110068 Order.’ Order tor response lo Now England CoaUion on Nuclear Pollution 
871 104 memo re environ qualiticailon oi Coaxial Cable RC358 vi.tliln hmo porlod specl- 
tled In ASLAB 571020 order.Sorvod on 671 109. 

SHOEMAKER.C J. Atomic Salely and Licensing Appeal Penal. #407 4703. 67/1 1/00. 
Offico ot the Qorteral Counsel. 2pp. 43332;267.43332.258. 

8711170024 NRC Stall response lo SeacoasI Antl-Pollulfon Leagues motion lor loavo to 
file suppfsmemal response lo applicants motion lor vacation ol stay.’ Motors 
granieo Cdniilcaia ol Svc encl. 

BERRY, G A. Assistant General Counsel for Hearings. #437 4699. 87/ 1 1 /09. Commls- 
SKuters. 6pp. 43387:024-43387:029. 

8711190037 Requests that Board require Dignan.on record. le withdraw 871104 com- 
menis ro Inconsislancles in E Thomas testlmor^y A to state lack ol inlont lo prosecute 
oc eancUon Thomas. Dignan should be admon-sned W/Certlllcato ol Svc. 

BROOC.MT Hamplon, NH. BACKUS.RA. SeacoasI Anll-PolMion Loaguo. 
OLESKEY.S.H. Maasachusails, Commonwealth of. #487 4670. 87/i)/i2. Alomic 
Saloiy and Ucensing Board Panel. 7pp. 43302:175-43302:181. 

8711100005 Contention of Ally Qenorol JM Shannon A moHon to adml lato-filod con- 
lenllon A reopen record.’ LSto-liled conienilon should be admliled A record ol onsiio 
emerguncy planning A safaty phase ol litigation should bo reopened. 

JONAS.S.A. Massachusetts, Commonwealth ot. #487 4637. 67/11/13. Atomic Saloiy 
and Ltcenslno Appeal Panel Hpp. 43392.286-43392:315 

-8711190016 Affidavit ol PJ Matthews la emergency noiilicai'on s'rons 
MATTHEWS.P.J Nowbuiyporl, MA. e7/09/1ff 2pp 43392:297-43302:298. 

-87I119002S Affidavit of QC Tocci re aVeraftborno sys lor omorgoncy 
noMtcalttnCeilHicata ol SvC encl. 

TOCCi.O.C- Msssachuseils, Commonwealth of. TOCCl.O.C. Cavanaugh Tocci Aesocl- 
aios.lnc. 87/11/09. 17pp 43392:299-43392 316. 

8711190035 Motion ol Ally General JM Shannon lo conduct discovery how siren sound 
levels calculated lor Marrimac by LC Sutherland.’ JM ShBnni>n reply lo applicant 
871030 suppiemenial memo encl. 

FtERCE.A.H. Messachusoiis, Commonwealih ot. #487 4838. 67/U/t3 Atomic Satoly 
end Ucensing Appeal Panel, ip. 43392;262-4g392:2B4. 

-8711190041 Ally General JM Shannon reply lo applicant 671030 supplemental momo 
In response to ASLAB order ol 67i0t3.' Duo to questions raised by Sulhorlend oHlde- 
vii on sken sound level measuremenis,more into requosiod re methodology. 

FIERCER. R. Massechuseiis, Commonwealih ol. 57/11/13. Atomic Safety and Llcons* 
ing Appeal Panel. 7pp. 43392253-43302.266. 

-8711199057 Atlldaviiol GC Tpcci lespondmg to LC SutheilMuS 671920 aClidavltio 08> 
itmauon oi siren sound levsis made lor locations In Morrimac.MA. 

TOCCl.O.C. Massachuseiis, Commonweeiin ol. TOCCI, Q.C. Cavenough Tocci Associ- 
ates. Inc 87/1 1/12. i6pp. 43392:270-43392:264. 

8711190055 Order’ Oral argument on pending appeal of Inlervonors from Board 870820 
memorandum A order wiTl be heard on 671206 in BeinsBda,MU. Served on 071116. 
SHtXMAKER.C.J. Alomic Saioty and Licensing Appeal Panel. #487 4834. 67/t 1/13. 
2pp. 43393:290-43303.261 

8711240022 Nollce ol eppeerence.’ Informs lhal RQ Bachmenn enters appearanco In 
matter to oHslie emergency planning. Corlrlicaia ol Svo oncl 
BACHMANN.ro. Assisianl Oenoral Counsel lor Hearings #407 4089. 87/11/13. 
4pp 43423: 1 09-43423: 1 1 2. 

8711190042 Advises that unders-gned will represent NRC at oral argument scheduled 
for 871208 re onsile emergency planning A salely issues. 

BERRY, O.A. Assistant Ganeial Counsel lor Hearings. #487 4835. 87/11/16. 
SHOEMAKER.CJ. Alomic Saioly and Licensing Appaol Panel, tp. 43302009- 
43392:099. 

8711240043 Comments on Brock.Backus A Oleskoy Hr to reclpiei^l.lnlorms lhal pattern 
davel^lhg 1h hearing ol attempt by certain lewyeta to engage (n intimidation of law- 
yers Ihsl ^ In disagreement. 

DIGNAN.T.Q. Pubtlo Service Co. ol New Hampshire. DIQNAN.T.G. Ropes A Gray. 
#487 4868. 87/11/18. SMITH.I.W. Atomic Safely and Licensing Board Panel. 2pp. 
43423:191-43423:182. 

8711240101 NRC Staff motion lor exlenslon ol lime to respond lo Appeal Board order 
of 871108 re RG-S6 coaxial cables.’ Exlenslon should be gianled until 87121 1 to re- 
spond to Info re environ qualification ol cable.W/Cerilficate ot Svc. 

8EBRY.GA. Assiaiant Qerveial Counsel lor Heatings. #467 4884. 67/11/17. Atomic 
Salely and Licensing Appeal Panel. 9pp. 43423.096-43423:104. 

8711240014 Nollce of oral argument.’ Argument on town ol Hampton, New England Co- 
ainim on Nuclear Pollution A SeacoasI Anti-Poiiution League appeal from ASlB 
870820 order will be heard at 671208. Served on 871 1 19. 

^fOEMAKER,C.J, Alomic Safely and Licensing Appeal Panel. #467 4882. 87/11/18. 
Ip. 43424:026.43424:026. 

8711240020 Oidet.' NRC motion lor tnlenslon ot lime lo A Including 87121 1 lo file re- 
sponso to New England Coalition on Nuclear Pollution 671104 supplemenlol momo- 
randum re environ qualification ol RQ 58 cable granted.Satved on 8/1 1 19. 
SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel #467 4883. 87/11/10. 
(Xfice of the Generel Counsel, ip. 43424:026-434i4:026. 

8711240030 Decision.* Licensing Board 670323 A 26 denials ol motions lo reopen 
record to allow admission of Isle contentions on adequacy ol East Kingston A Merri- 
mao ememency notiffcallon sirens aflirmed.Served on 871 120. 

HAQINS.EG. Atomic Safely and Ucensing Appeal Panel. #467 4861. 87/11/20 Mas- 
Bachuselts. Commonwealih of. 27pp. 43423:148-43423;174. 



158 DOCKETED ITEMS 


H. G«naral correspondence 

fi71t 110021 Commortl on proposed ru'e lOCFRSO re Ixensing of nue'ear power planls 
where sialo ^.^or local oo/ts Oecl.ne lo coopeiale In oHshe emeigency planning 
STRUCK.M. Alfhiaiion No! Assigned. 87/10/14. Oockoting & Sorvicoa Branciv. ip. 
433<16:263-43346:a63 

9711020011 Discusses proposed r^'e tOCFRSO ro licensing of nuclear power ptama 
where slate &ror local govts decline to cooperate In oHsUe emergency planning. 
BFIEAUX.J Senate. 07/10/21. ZECH.L Comrrissloners. 2pp. 43227:225.43227:230 

8711020023 Forwards Fj Congel 671821 memo lo RkV Kiimm of FEMA A Rose undat- 
ed comments, lalsirtg serious questions re NRC candor, coenness & Iniagtity ot rule* 
making process or\ emergency plarvr'na Response (o listod questions reqiuesled. 
MARi«Y,6.J. House of Rep. 67/10/2?. ZECH.l-.W Commissioners. 3{i 43232.348* 
43232.354. 

871102049D Responds to 671023 llr re p/^osed rule 10CFR50 & congressional Itrs re- 
ceived on morning ol 871022 meeiing dommiss'on elands boinnd 971021 lit declar- 
ing process for proposed rule open. 

ZKH.LW. Commissior-ers. 97/10/27. ATKINS.GG . MRAZGK.R.a . MAVBOULES.N 
House of Rop. 5pp. 43237:102*43237:206. 

•*971 1020468 Renews 870922 request lor Commission 10 keep pub'ic log ol all winton 
& verbal commenis re draft emergency planning rule Chronofogy of aV corrununlca- 
lions since 671013 also roquaeiod. 

MARKEY.E J., ATKINS.CG. MRAZEK.R.J House of Rep. 87/10/23. ZECH.L VV. 
Commissioners. 2pp. 43237-.205-43237;206. 

6711120005 Comment opposing policy slaiemeni on reactor slandarr?eilon. 

PERKINS, J. Afr.ilaiior9 Not Assigned. 87/10/27. CHILK.S Olfiee ol tbo Socreiary ol 
the Commission. 4pp. 43350: 125 43350. 129. 

871 1100181 Responds lo 871002 Ur le TA PelosI request Ihat NRC addross coiKeins 
ol cdv councl ol HsveihUl.MA te leasibikty ol devetoplng & tmpismonhftg evacuation 
plan for area impacted ^ lecl'ify.NnC primarily responsible lor onsite pfart 
STELLO.V. Ole ol tho Execul-vo Diracior Ipr Operations 67/11/02. mAvROULES.N 
House of Rep. 5pp. 43341:343-43341 350. 

-971 ( 100193 Forwards City oounciJ ol Havartiill.MA 870922 Itr (equosi.ng NRC rlaierm 
nation te feasibility ot oeveloping & Implementing worfiabie A ellecuve evacuei'on 
an lor atea Impacted by lacility 

AVROUIES.N Houao ol Rop. 87/10/02 ZECH.LW Commissioners 4pp. 
43341:346-43341:350. 

9711230099 Comment on proposed ru'e 10CFR50 re licensing of nnetoar power pianis 
Vihere siste A/qr local govts dsclino to cooperate (rt oilsita emergency ptacinktc. 
$AROENT.P.P. A<6i.ai.on Not Assigned. 67/11/02. NRC • No Oeiaited Aihiiai-on 
Qiven Ip 4341&.005-43419.00S. 

9711200234 Comment on proposed rule lOCPRSO re licens.ng ol nuclear power pianis 
where stale &/or local govts dccl ne lo cooperaie in ofisiie emergo/^ Manning. 
ANOEnsON.LR. AifiliaW Nol Assigned. 97/ii/08. ZECH.i. Comrmssionors. ip. 
43409 276*43409 276. 


P. Operating license aiege doeumenla 9 correspondence 

9711090029 AppHceilon lor amend to Ucanso NPF -96, changing Tech Specs to teiocato 
Trfaxiaf Saismle Aceelerographs i-SM-XR ezoZ. 1-SM-XR-6703A i-SM-XR97(i8 
THOMAS, O.S. Public Service C«. Of New Hampshire. 87/10/26. Oocurnont Coniroi 
Sreneh lOocumenl ControJ Desk). 3pp. 43308'203'43308.209. 

-8711090031 proposed Tech Spec T&bie 3 3*7. "Seismic Monitoring insirtmtomaiion." 
Table 4.3-4, "Seismic Monilonng..." A Surveillance RequiromenI 4 3.33.2.relpcaNng 
Seiamic Acceterofliapbs t*SM-XR-67(}2.1*SM-XR 6703 A t-SM-XROroO 
‘ Public Service Co. ol Now Hampshire 87/ 10/29. 4pp. 43308 206-43308.209. 

8711100418 Discusses "Seabrook Plan for Massachusetts Commuri.lies." per 870921 
news conference Extends Invilailon lo NRC lo forward questons to auihor beloro crill- 
cit>na plan or making final ludgomenl Plan to protect heelip A safety ol ouiens 
BROWN, E A Pub'ic Service Co. of New Hampshire 97/11/03. NRC - NoOolaSed Al- 
Mialion Given, ip. 4M3S-.146*'13336:146. 

8711100431 Generic Ltr a7*1S lo all holders of CPs lor nucloar power plants re pokey 
slaiemeni on deterred plants. Sve list end. 

MIRAQLIA.F.J. Associate Director for Proleds (Post 67041 1} 67/11/04 Consokdaiod 
Edison Co.ol New Yoik. Inc. 46po. 43402.001*43402.046. 

971 1 160042 Forwards steam line bieak cote rewonse analysis assuming consequenlial 
failures due to superheated sleam.por vlil 660605 commllmenl Conclusions in FSAR 
unaffected by end anatysla.Resuils of review reguesled In nexi suppf to 5ER 
THOUAS.GS. Public Service Co of New Hampshire. 67/1 1/04. Oocumeni CenKol 
Branch (Document Control (Tesh). 14pp. 43364:1 72-43364:185. 

6711170075 Forwards Slate responses to data requests OCA* 10 through OCA-25 re nu- 
clear decommissioning financial comminee A tacihly docommissioning lend. 
SUIIKLER.L-M. New Hampshire, Stalo of 67/11/08. HOLMES, U VV New Hampshire. 
Stale of. 273pp. 433e3:046'43363:308. 


O. Inspection repona, lE BuUetirie A correepondence 

9012170482 IE Bulletin 80-25, "Operating Probfems iV/Targel Rock Safely- Rekel 
VaNes a( BWRs." 

’ Ole ot Inspection A Enforcement. Diroclor (620201-670413) 80/12/19. Consohdai* 
ed Edison Co. of New York. Inc. 43228.201-43226.205. 

930S1I0473 IE Into NoHce 83-39, "Failure ol Safoty/Relfef Valves lo Open at BWRs - 
Interim Rmi.” 

JOROAN.E.L. Oiv of Emergency Preparedness A Engineering Respoiise,IE(8502l2* 
870413). 83/06(17. Const^aied Edison Co- of N^ Yoik, Inc. 2pp <3226:206* 
43226:207. 

8711020265 Forwards Exam Rapt 50 443/87-190L on 870610-14 A 17*19. 

GALLO.R J. Region 1. Ofc of Ihe Director. 87/10/20. HARRISON.R.J. Pubkc Service 
Co. ol New H^thde. 6pp. 43233.005*43233:131. 


-8711020306 Exam Repl 50*443/87*1901 on 670810*14 A 17*19Ex8m resu'ls a) 13 
senior reactor operator candidates passed A 6 of 7 reactor operator candiddies 
passed. 

OUOLEY.N., KELLER, R. Region 1. Otc ol the Director. 87(t0/t9. 12tpp, 43233;0t1* 
43233:131. 


9711030476 Forwards Requaurtcation Exam Repl 50-443/87't7OL of evems edmiAls- 
fared diir/ng wk of 070727. 

OAUO.H.M. Region 1. Ole of me Oitotloi. 87/10/20. HARRISON, H.J. Pub'ic Service 
Co.ol Now Kampshlro. 2pp. 43251:181-43251:227. 

-9711030496 RsquaWiCBUon Exam flapi 50-443/87-17OL on e7O720-3OE»avi 
rosuna.flve of eight senior reactor operators passed a'l pori'ons ot 
axam.Requaliflcailon wniien exam A answer key one) 

BAR8ER.C.S., KELLER, R.M. Region 1. Ofc of the Director. 87/IO/lS 34pp. 
43251 :183'4326f:227 


8710230213 NRC Info Notice 87-0S5. "Poriebie Molsluie/Oensity Gauges: Roceni Incl* 
denis ol Poiiable Gaines Doing Stolen or Lost." Sve list end. 

CUNNINQHAM.R.E Division ol Industrial A Medcsl Nuclear Safety (Pest 870720). 
07/10/29. Consolidated Edison Co. of New York. Inc 80pp. 43324:139-43324:227. 

8710290234 NRC Into Notice 67-056. "Improper Hydraulic Control Unit instaltaiion el 
BWfl Planls." Sve Nst end. 

ROSBi.C.E. Divialon ol OperationBi Events Assessment (Post e704tt). 87/11/04. 
Consofidaied Edison Co. ot New York. Inc. 1 12pp. 43324:228-43324:339. 

0711020017 NRC (nfo Notice 87-057, "Loss of Emergency BoreLon Copebii'ty Due 14 
Niumen Gas intrusion." Sve lisl end 

fiOSSf.C.E. Division of Oporattonal Events Assessmenl (Posl 870411). 07/11/C6. 
Consokdaied Edison Co. of New York. Inc. 1 16pp. 43355.003-43355:t 19. 

8711050040 NRC Comptlance Buflelin 87.002, "Fastener Tesfli^g lo Oeletmina Con 
lormarico W/Appl(csbla Mall Specs." Sve list end. 

ROSSi.C.E. Division ot Operational Events Assessment (Posl 870411). 87/11/06 
Consohdaied Edison Co. of New York, Inc 1i6pp. 43397:142*43397:257. 

6711180041 Forwards Salaiy Insp Repl 60*443/67*23 on 8709D6-101B.No vioiations 
noted W/svc hearing llsl. 

wrCGlNS.J T, Regan i. Otc ol the Direclor. 87/11/12. HARRISON.R J. Public Sen/* 
IcnCo ol New Hampshire 6pp 43391-113-43391:130. 

-87)1180048 Insp Repl 60-443/67*23 on 870909'i0i9.No violations noicd. .Ma;or 
areas inspociedwork aclivifies.pioeedures A records re startup testing A license 
issuance.su/veiilance.maini A plant oparailons during cold shutdown condition 
HAVERKAfAP.O.R. Region 1, Ofc ol ihe Oiiscior, 87/11(10. 12pp. <3391:119* 
43391:130. 

9711240019 Forwards Sslaguerds insp Rept S0'443(87-2i on 870917-2VNO vioiaupns 
noted. 

MARTIN.T.T. Regiori l.Otc oi ibe Direclor. 87/11/13. HARRISON.R J. Public Ssr/icg 
Co of New Hsmpsh'ra 6pp 43437:339-43437-350. 

-8711240018 Panlsiiy wiiMipltl Physical Security insp Rapl 50-443/87-21 on 670617*21 
(ret 10CFR2.790 A 73 21) No noncompllence noted.Msjor areas insQacied.racords A 
tepta.io$rit)g A maim, physical barriers.iighiing A compensatory measuras. 
eAlLEYJ?./, MAnTlN,W.O., KElMiQ.RR. Region 1, Ofc ol ine Direclor. 87/10/29. 
6pp 43437:345 43437:350. 

8711090140 NRC Inlo Notice 87*058. "Conilnuoua Communications Foiiow.ng Emergen- 
cy NoiMicaticns " Sve list and. 

BOSSl.CE. OMsion Of Oparauonal Events Assessment (Post 870411) 67/11/16. 
Crmsoudaied Edison Co. ot Now York, inc. 1 13pp. 43404:176-4.3404:268. 

8711120027 NRC Into Notice 67-059. "Potential FlHR Pump Loss." Svo lisl end. 
ROSSi.C.E. Oiviston ot Oparelionel Events Assessmenl (Post 670411). 67/11/17. 
CoiwoWaled Edison Co. of New York, inc. I20pp. 43467.001-434B7-.t2t. 

8711190243 Responds lo NRC 671021 Ur re violations noted in Insp Repl 5O'443/07- 
i6.Conacttve actions-temporary mod completed that added while indicator Ugbl to 
eech of low radiation monitor Isolation circuils. 

THOWAS.G.S. Public Service Co. ol New Hempsh.ie, 07/11/17. OocumerM CoMic! 
Branch (Documenl Control Desk). 3pp. 43396:249.43396.247. 

9711130009 Suppi 2 to NRC iitio Notice 86-108, "Uegradabon oi RCS Prossuro Bout^ 
aivRosutung From Boric Add Corrosion." Sve lisl end. 

ROSSI.C.E Division o) Operaiiona) Events Assessment (Post 670411). 87/11/19. 
Censolklatad Ed/son Crs. ot New York, Inc. 119pp. 43444:195-43444.314. 


n. Periodic oparatlrrg reports A related correspondence 


9711190096 Monthly operaiing repl tor Oci 1987.W/e7i 110 Hr. 

NAflOONEP., THOMAS.G S. Public Service Co of Now Hampshire. 87/10/31. Spp. 
43369.005-43369.010 


S. Reportable occurrences, LERs A related correspondence 


9711100949 LER 8?-01?-00x/ri 871007.SutveUlance Procedure 0X1456 24 did not sails- 
tf Todi Spec surveillance requirements.Caused by procedure inadequacy.Allected 
piocaduias revised to include coniinully c)ieck.'N/87l006 lit. 

BELANCBR.R.R., THOMAS.Q.S. Public Service Co. of New Hampshire. 87/10/06. 
3pp. 43335:210 43335:212. 

9711190093 LER 87*O19*00:on 87l0i3.ihree ITE Gould/Telemecenique Class J relays 
iailed in nonsatety-reialed circulating waiar sys. Caused by broken pieces ol magnel 
yiMce assembly lamming relays Analysis will be completed by 6001 18.W/671 1 12 Itr. 
TEFFT.J.G., THOMAS.Q.S. Public Servfca Co. of New Hampshire. 87/11/12. 3pp 
433 96:186-4 3396.186. 



T. Hearing transcripts on non-anlltrust matters 

8711060063 Transcript ol 871 102 ovldenilaiy hearing in Concord, NH re ofislie emotgen> 
cy planning. Pp 4,660-4,8l5. 

' Atomic Salety and Ucensing Board Panel. 87/11/02 200pp. 43294; tOS-43204;304. 

8711T00241 Transcriot of 871103 evldontlary hearing In Concord, NH ro oll.ilto omeroen. 
cy plennlTiQ.Pp 4.8i6-S,073.Supporting documwMailon encl. 

’ Atomic Safety and Licensing Board Panel. 87/11/03- 283pp. 433t6:285-433f7;207. 

6711100250 Transcript of 871104 evldontlary hearing In Concord.NH re offsite oniotgott> 
cy planrtlng.Pp 6,074-S.20l. Supporting documenlalion oncl. 

* Atomic Safely end Licensing Board Panol. 87/11/04. 226pp 433i7:20S 43316.073. 

8711100256 Transcript ol 671 105 evidentiary hearing In Concord.NH re olisilo emergen- 
cy planning. Pp S.202'S.43e.Supportlng documentation end. 

' Atomic safely and Licensing Board Panol. 87/1 1/05 316pp. 43310.074-43319.028. 

8711130044 Transcript of 871106 evidentiary hearing in Concord.NH, Pp 5,438. 
5,S82.Rela)od into end. 

* Atomic Safety and Licensing Board Panel. 67/11/06. I60pp. 43351:267-43362.073. 

8711190018 Forwards appileani Oireci Testimony 7, "Evacuation Tima EaUmalo 6 
Human Behavior In Emergencies" & orrala 

SELLECK.K.A. Public Service Co. of New Hampshiro. SELLECK.K.A. Ropes A Qiay 
#487 4671. 87/11/12. Docketing & Services Branch, ip. 43382 333-43393;l85. 

-871 1 180039 Applicant Direct Testimony 7 (ovacualion time osllmalo & human behavior 
in emergenclosL* Pp 1-169. Supporting matl end. 

' Public Service Co. of New Hampshire. 87/11/12. 207pp. 43392.334-43303' lOO. 

-6711190047 Errala to applicant Direct Testimony 7 (evacuallon time QsUmaie& human 
behavior).' Certillcate of Svo end. 

' Public Service Co. ol New Hampshire. 87/11/12. 5pp. 43393.181-43393. ]85 

8711230043 Transcript of 671 116 evidentiary hearing in Concord.NH re oHstto emergen- 
cy planning.pp 5.583-5, 722. Supporting documonlelion end. 

' Alomic Safely and Licensing Board Panel. 67/1 1/16. 4Q0pp 43409:001-43410.035. 

6711240015 Errala to testimony of SC Sholly.J Boyoa.Q Thompson A J Leanlng.on 
behalf ol JM Shannon.Atty General lor Commonwealth of MA, concerning various rnai- 
tors raised In "ETE" A "anelterlng'' contentions.' 

SHOLUV.SC, eEYEA.J , THOMPSQN.Q. Massachusetie. Commonwealth ol. #487 
4890 87/11/17. 7pp. 43423:200 43424:008. 

-8711240027 Commonwealth of MA corrected testimony of SC ShoXy ott technical 
baa's for NRC emergency planning rulea.J Beyoa on potential red>ation dosage conse- 
quences of accidents that form basla tor NRC emergency....' Certificate o( Sve otki 
SHOLLY.SG., BEYEA,J. Meesachusetts, Commonweatth of. SHOLLY.SC MhB Toch- 
nioal Associates 67/11/17. teOpp 43423:207-43424:008. 

6711240118 Transcripl of 671 117 evidentiary hearing In Cortcord.NH re offsite omorgon- 
cy planning.Pp 5Je3-5,Q47. 

* Atomic Salaty and Licensing Board Panol. 67/i t/17. 225pp. 43433340-43434:210. 

671 1240135 Transcript of 671116 evidenliary hearing in Concord,NH re oifeito emergon- 
cy planning Pp 6,9<ie-6.t76. 

' Atomlo Safety and Ucensing Soard Panel. 87/ii/i8. 226pp. 43433:110-43433339. 

6711261)151 Tranacrfpt ol 071119 evidentiary hearing in Concord.NH ra ollaiio emotgon- 
cy planning Pp 8,i?0 6,389. 

* Commlasionere. 67/11/19. 2lSpp. 43439:144-43440:022. 

6711260154 Tranacrfpt ol 871120 evidentiary hearing in Concord.NH Pp 8.390-6.530. 

’ Atomic Safety and Licenaing Board Panel. 67/11/20. I43pp. 434id:00t-43436:>43. 


6711030475 Forwards Requalificalion Exam Ropi S0-443/67-t7OL ol exams adminls- 
torad during wk ol 870727. 

QAUO.R.M. Region 1. Ole of the Oirocler. 67/10/20. HARRISON.R.J. Public Service 
Co. of New Hampshire. 2pp. 43251:181.432S1;227. 

-6711030496 Requalificalion Exam Rept 50-443/87.17OL on e7O720-3O.Exam 
r(»ulis:liva of eight senior reector operators passed all portions of 
axafn.Requalillcaiion wrlhon exam & answor key end. 

BM^BER.QS., KELLER, R.M. Region 1. Ole of the Director. 87/10/19. 34pn. 
43251;1&3-432S1:227. 


DOCKET 60-444 SEABROOK NUCLEAR STATION, UNIT 2 


A Appllcallon/consiruction stags documents & correspondence 


5711100416 Discusses "Saabrook Plan Ici Messachusoits Commu(\Ules." per 670021 
news conference. Exlonds Invitation to NRC to forward questions to author before cnll- 
ciTing plan or making final juc^emonl.Plan lo protoci health A salaty of citizens. 
BROwN.E.A Public Service Co. of New Hampshiro. 07/11/03. NRC - No Ootalled Af- 
fibationOlvon. Ip. 43335;I48-43335:146 

6711IM431 Generic Ltr 87.15 to all holders ol CPs lor nuclear power plants ro policy 
sialemont on dsforred planis.Svc list end. 

MIRAGLIA.F.J. Associate Oiroclor for Prolocts fPosl 07041 1). 07/11/04. Consolidated 
Edison Co. of New York, Inc 46pp. 43402:001 -43402:046. 

6711160042 ForwBids steam lino break core tesponso analysis &ssu^^lt^g consequential 
ta'luros due lo suportieated sleam.per util 660605 commitmont Conclusions in FSAR 
unnffecied by end Bnalysls.Resulls of rovlew roquostsd in next suppi lo SER. 
THOMAS.GS. Public aarvica Co ol New Hampshire. 67/11/04. Document Control 
Branch iDocumanI Control Desk). 14pp 433B4;172.433e4:165. 

6711170075 Forwards stale responsoe to dale requesis OCA-10 through OCA-25 ro nu- 
clear decommissioning financml committee & faciHy decommissioning fund. 
SMUKlER.LM. Now Hampshire, Slate ol. 67/11/00. HOLUES.M.W. New Hampshire, 
Slate of. 273pp. 43363'04§-433e3:30e 


£. NRC Safety Evaluation Report (SER), supple A correspondence 


6711100384 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEABROOK STATION.UNITS I AND 2 0ockol Nos. 50-443 And 60-444.(Pub'lc Sorv- 
ica Company Ol New Hampih’io.ol ai) 

' OMsfon of Raacior Prolecls • i/ll (Posl 970411). NUREG-0696 507. 87/10/31- 
70pp. 43341:178-43341:252. 


P. Security, medical, emergency 6 lira prelection plena 


6710160023 Forwards Senator QJ Humphrey motion for losvo lo li's Amicus Curiae in 
response lo applicant moUon lor vacailpn ol stay & brief Am'cua Curiae. 
tlUMPHREV.OJ. Sanaia #487 4590. 87/10/13. Oockadng & Sorvicaa Branch, ip. 
43040.089-43048 095. 

-6710160027 Senator QJ Humphrey motion lor leave to Mo Amicus Curiae brief in ro- 
aponss to applicant moi'on lot vacation ol ainy.' Roapenso will be tiled by C.O.O. 
071013. 

HUMf^REY.O.J. Senate 67/10/13. Commisslonora. 3pp. 43046.070-43046:072. 


U. Congresalonal/Execulfve Corraapondsnce 

8710160023 Forwerds Senator GJ Humphrey motion for leave to life Amicus Curiae in 
reaponaa lo applicant motion for vacallon of slay A brief Amicus Curiae. 
HUMPHREY.Q J. SsnaW #467 4590. 87/10/13 Docketing A Services Branch, tp. 
43048. 089-43048:095. 

-6710160027 Senator GJ Humphrey motion for leave lo Me Amicus Curiae brief in re- 
sponse to applicant motion lor vacallon of stay.* Rasponso will be fried by C-0-6. 
671013. 

HUMPHREY ,O J. Senate. 87/10/13. Comm'isalonsrs. 3pp 43048.070-43048072. 

-6710160031 Brief Amicus Curias of US Senator GJ Humphrey In response to appiicsni 
motion for vacation ol slay.FInanclal quallficallon ol lead owner & adequacy of emar- 
gencyplan should be resolved before stay Ilfled.W/Cerllficate of Sve- 
HUMPHREY,O.J. Senale. 67/10/13. Commlasionere. 23pp. 43048:073-43048 095. 

6711100011 Responds lo recipient 870917 Ur expressing concerns re publrc foeRngs ol 
exclusion from plant hearing process & effsetivenese of util offsite emergency phns. 
2ECH.L.W. Commissioners. 87/11/03. OREGG.J. House of Rep. 5pp 43336-320- 
43339.326. 

-6711100013 Roqueats Commission reconsideration ol proposal lor axlernel review ot 
plani Included in author 670220 ltr re establishment of ad hoc commlllee w/expertise 
in Iransportsllon & radiologic emergency planning. 

- OREGG.J. House ol Rep. 87/oVl7. ZECH.L. Commissioners 2pp. 43339:326- 
43339:326. 


V. Operator EKsmlrtatlons 

6711020295 Forwards Exam RepI 50-443/87-1901 on 870810-14 & 17-19. 

GALLO.R.J. Region 1, Olo ol Ihe Director. 87/10/20. HARRISON.R.J. Public Service 
Co. ol New Hampshire, epp. 43233005-43233:131. 

-8711020306 Exam Rept 50.443/67-19OL on 670610.14 A 17.19.ExBm results: all 13 
senior reactor opsralor candidates passed S 6 ol 7 reaclor operator cendidstes 

DUDLe'y.N.. KELLER.R. Region 1, Ofo ol Ihe Director. 87/10/19. 121pp 43233i)ll- 
43233:131. 


-8710160031 Brief Am>cue Curiao ol US Sonator QJ Humphrey in response 10 applicant 
motion for vacation of sisy.FInertclel qualiriceilort ol lead owner & adequacy ot emer- 
gency plan should be reseived before stay lilted. W/Certilicala ol Sve 
HUMPHREY.O.J. Senate. 67/10/13. Commissioners. 23pp. 43048.073-43048 095. 

6711100011 Responds to recipient 870917 Mr expressing concerns re public feol-ngs ol 
oxdueion Irom pTeni bearing process A offectlvervess of mil olfsilo emergency plans 
ZECH.L.W. Commissioners. 67/11/03. OREGG.J. House ol Rop. 6pp 43339320- 
43339:026. 


-8711100013 Requesle Commission laconsldoiallon ol proposal lor exiornal review ol 
plani Included in eulhor 670220 Hr re eslebllshmonl ol ad hoc committee w/oxpeitlse 
n iran^rtatlort A radiologic emorgency planning. 

OREGG.J. House of Rep. B7/0wl7. ZECH.L. Commiesionors. 2pp 43339.325- 
43339:326. 


6711100367 Forwards affecled pages of Rev 4 lo security training A qua'iflcaUon plan 
changod aa result of NRC 670526 A 0930 fire & ulll 670625 & 0724 lIrs.W/o end. 
THOmIAS.G.S. Public Service Co. ol New Hampshire. 87/11/04. Document Control 
Branch (Dooumenl Control Desk). 2pp. 43345:101-43345.102. 


O. Adjudicatory correapondenea 


6710160023 Forwards Senator QJ Humphrey motion for leave to li'o Amicus Curiae in 
response to appllcar>| motion for vacation el stay A brief Amicus Cunao. 
HUMPHREYGJ Senelo. #487 4590. 87/10/13. Docketing & Services Bisnch. 1p. 
43046.069-43048.095. 

-6710160027 ^nator GJ Humphrey motion lor feave lo file Amicus Curiae briol In re- 
«>onse lo applloanl motion tot vacation ot stay.' Response will be filed by C.OB. 
871013. 

HUMPHREY.O.J. Senate. 67/10/13. Commissioners. 3pp. 43048.070-43048:072. 

-6710160091 Brief Amicus Curiae ol US Senator GJ Humphrey in response lo applicant 
motion lor vacation of stay.FInancial qualification of lead owner & adequacy ot emer- 
gency plan should be resolved before stay lllled.W/Certificalo ol Sve. 
HUMWiREY,0.j. Senate. 87/10/13. Commlsslor^ere. 23pp. 40048.073 43046.095. 
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l:SllilissHii^l 

■(|Wo’Uf»“^r,i;vsTs 

3 ^ e re (mmlr^ent banknipicy ol uW fleislc/ ctocumemailon end V^ertlHcala of 

sfi=fpssiss~ 

bNEJpEfl,CS. Massachusetts. Common-roat'K al #4fi7 47 if «7/irt5^ 

Salelyand Ucenslfla Soa/d Panel. I4pp, 432fi504t-4G?550S4 ' Atomic 

SKSSSSi-HSSilSS 

‘SSSK*’ SS s 

"iiS3S.«aS='«-«« 

:^M Puolw necumem Room Branch 87/10/27 SMfTRi w A?n^^2: 
Safety and Licensing Board Panel Ip A3254;279-43254'27d ’ 'V-'»- Atomic 

* mllev!°S ASWQ a7t^i'''n«i.iSff’M Shannon pewipn for 

SSamEaf- oM'J’a Secreta%^5^l^^^ 

n5^rw r®A®^Q K, End response should bo aoDstifuted 

Hampshire. OlQhfAN TQ RooesARrav laJ 
10/28. Commissioners. 7pp. 4342A:352-43424;3SB. ' • ”°P®» 87/ 

d71l04(M58 Applicant answer In opposition to Massachusetts Atw Qeneiai IM 


6GRRY ,G. A. Assistant General Counsel for Hearlnos #an7a7io n7/ift<on ^ 
Slonera. epp. 43264:293-43254:298. "''"""Qs ff4B/ 4719. 87/10/20. Conri^ 


SiaffAwr/ ?! Leaning.- W/Certlficaie ol Svc ^ 

S^ss 5'48 7 4 729 i7/"o/30 '^iTtfe Sd^}S®end‘"n 4 

43253:303-43253 316. * Licensing Board Panel. 14;^ 

"jr-"amS'Sk;?rr "' ”* "' 

k;k Ksi;?S«rg.tS!^S,SSi: 

irn,*^ns’u?.xisrM^^^^ 


‘sl^lPis^sssw- 

Mls^iKiwPSrSisH" 

*M»li'mVmesbut P Mceachern appearance on behall cl 

S« «wl ° ® planning & tachnlcal issues.Cenificale ol 

* ‘^"ectlon ot anala & subswtutioft ol cotiected Page a 

SotInriimirift7« ‘® Shannon objection in nature ol 

M^cSfpw p • Certificate of Svc end 

#l»7^’47R?”27M’wn.i MCEACHERN.P. Shames 4 McEa 

43332325-433323^^^^ Atomic Safely and Licensing Board Panel, epp. 

*^iii^8nt « fes^ aslt questions 4 make 
^^tens P'®" Maseachuseita communlilos.Ulll Inlends lo answer 

1 ^® Hampshire. #487 4824. 87/11/03 

- R08EflTS.T,M 

?i!-?nl>«n°n ® o«' a^O^-^enl on inlervenors 

milmeXMO^Woh eruol * °'®®' proceeding for 871208 

^«332^m'-43332‘i7T* Ucenalng Appeal Panel. #487 4769. 87/1 1/04 

on Nuclear PoUoUon supplemsmal msmotandum ts 

'»«®® P'®'’' 

wil^4'fi7^^7"7's^"?/'/'?i/S2®'‘!i?® O" Nw'oar PolluUon. CURRAN, 0. Haxmort & 
^3l:805-43332-2^12®^'^”^°^ ^ ®'’'' Ucenalng Appeal Panel. Spp. 

*^teUM* e? ^^mmlsslon lo deny license for low-power 

^^.ServidSo/nof NH.Deciston will be based on formal adjudicetorv 

''“• » M,.»oh...»s. 

£«R®r*' O' Stale of MA & staff may submit reply lo applicant 

OlSf rti^rder4JraaW3M:17&3?^^^^ 
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87)1110048 NRC Siaff response to inletvenor appeal of memorandum & order denying 
pelition to waive Regulaiions 50.33(0 & 60.57(a)M) to extent necessary to require ap> 
plicant to damonsiraTe financial ...* Certificate of Svc end. 

BERRY, G. A. Aesisiant General Counsel for Hearings. lt<Q7 4762. 67/11/05. Atomic 
Safety and Ucensing Appeal Panel. 2epp. 43334;132-43334:1S8. 

8711110057 Ack receipt of recipient 671103 Itr re action taken concernVtg plant emer- 
gancy planning.Ltr being forwarded to ASLB. Served on 07t 109. 

COrrER.a.P Atomic Safety and Ucensing Board Panel. 4487 4785 87/11/06. 
JENKINS, T.F. Penlucket Regional School Distfici, MA. ip. 43333:198-43333 304. 

-8711110076 Informs of school diatrict refusal lo paRIcIpate In plant omergoncy 
planning Mirtutes of Pentuckel School Committee 871006 meeting anci. 

JENKIf>rsj.F. Pentuckel Regional School District. MA. 67/tl/Q2. COTTER.P. Atorrtc 
Safely and Ucensing Board Panel. 5pp. 43332 300-43333 204. 

8711110066 Order.' Order for response to New England Coalition on Nucioai PolluUon 
871104 memo re environ qualillcallon of Coaxial Cable ROSS within lime penod sped- 
lied in ASLAB 671030 ordor.Sonrod on 871109. 

SHOEMAKER. C.J. Atomic Safety end Ucensing Appeal Panel. 4487 4783. 87/11/06 
Office of the General Counsel. 3pp. 43332;2S7-433^3:35a. 

8711170034 NRC Stall response) to Seacoast Arril-Pollutlon Leagues motion tor leave lo 
file supplemental response lo applicants motion lor vacation of stay.* Mouon 
graniodCertiflcale of Svc end. 

8ERRY.Q.A. AssistenI General Counsel lor Hearings 4487 4600. 87/11/09. Commis- 
sioners. 6pp. 43367:024-43367:029. 

8711180037 Requests that Board requite DIgnan.on rocoto.io wiihtiraw 871104 com- 
ments re Incansislencles in E Thomas tosllmony & to state leek ol tnloni to ptcseculo 
or aancifon Thomas. Olgnsn should be admonlsned.W/Certlficaie ol Svc. 

BROCK, M.T. Hampton, NH. BACKUS, R. A Seacoast Anil-Potfulion League 
OIESKEY.S.H. MBSsachuSOUs, Commonwealth ot. 4487 4870 87/11/12 Atomic 
Safety and Ucensing Board Panel. 7pp. 43392:175-43393:181. 

8711190008 Conianllon of Ally General JM Shannon 6 motion to admit lato-fiied con- 
tention & reopen record.' Late-fllod contention ahould be admitted 8 record ol onsite 
emergency planning & safety phase of llllgallon should be reopened 
JONAS.SA Masaachusotta, Commonwealih ol. 4487 4837. 87/11/13. Aiom>c Safety 
and Licensing Appeal Panel, llpp. 43393:380-43393.316. 


9711240030 Decision.' Ucensing Board 870323 & 25 denials ol motions to reopen 
record to allow admission ol late contentions on adequacy of East Kingston & Merrl- 
mac emarponcy notification alrons affirmed Sorvod on 671130. 

HAGINS,E.E. Atomic Salety and Ucenstog Appoal Panel. 4467 4601. 67/11/20 Mas- 
sachusetts. Commonwealih ot. 37pp. 43423:148-43423:1 74. 


H. Genera) corraapondence 


971 1110021 Comment on proposed rulo lOCFRSO ro licensing ol nuclear power plants 
where slate &/or local govis decline lo cooperate In offsite omergency planning. 
STRUCK.M Alf.liaLon No! Assigned. 87/10/14. Dockeifng & sen/ices Branch to 
43345:263-43345 263 

8711020011 Discusses proposed rule lOCFRSO re licensing of nuclear power plants 
where stale S/or local govts decline to cooperaie in plfsilo err.orgoncy plann-no. 
BFGAUX.J. Senalo. B7/10/21. 2£CH,L. Commissioners 3pp. 43237:22§-43227-2 j0. 

8711020023 Forwards FJ Congol 871031 memo lo RW Krimm of FEMA S Ross undat- 
ed commonts.fois’ng serious questions fo NRC candor, openness & Inlegn'ty of rule 
making procoss on emergency pfanning Response to listcu questions requested. 
MARKEY.E.J. House of Rep. 87/10/37. ZECH.L.W. Commissioners. 3pp 43232 340- 


8711020450 Responds lo 871033 It/ to proposer) rule lOCFRSO & congrossioral lira re- 
errived on morning ol 871032 mseJing. Commission stands behind 871031 Hr declar- 
Hid procesa for proposod rule opon. 

2ECM.I.W. uomrnlaslonoti. 87/10/27. ATKINS.C.G.. HOCHBRUECKNER 
OOWNEy.TJ. House Ol Rep. 5pp 43237:ie2-43237-206. 


-8711020468 Renews 070933 roquost for Commiss'on 10 keep pubhe log ol a’l wriilen 
& vaitMit commems re draft emfitgoncy plannlpig tu'o.Chtonoloay ol a'l cornmunlca- 
hone mneo 871013 also raquastod 

MARKEY.E.J. MAVROULES.N , DOWNEY.TJ. House of Rep 87/10/33 ZCCHI W 
Comndssioners. 3pp. 43237:205-43337:206. 


87)1120005 Comment opposing policy statement on reecior slandanration 
PERKlMS.J. Alli'iaiion Not Assigned. 07/10/37. CHILK.S. Olfice ol the Sccroie/v ol 
■he ComtMASlon 4pp. 43350:133-43350:120. 


-8711190016 Allldavil of PJ Matthews re emergency noUflcaUcn sirana 
MATTHEWS, P.J, Nowbuiyport, MA. 87/09/1^ 2pp. 43392 397-43393:206. 

-8711190026 'Affidavit of QC Tocci re aircraft-borne sya for emergorKy 
neiilicaKoh Cortillceie of Svc encl. 

TOCCt.O.C. Messachueellt. Commonwealth ol. TOCCt.Q.C Cavanaugh Toed Aaaod- 
aloa, too. 87/11/09. 17pp. 49392;399-43392:3l6. 

571 1 190026 Motion ol Aity Oonoral JM Shannon lo conduel discovery how aken sound 
levels calculated tor Merrimac by UC Sutherland.* JM Shannon reply to appHcani 
871030 au^lemental memo end. 

FIERCE.A.R Maesachuaetia. Commonwealth of. il'487 4636. 87/)t/l3. Atomic Safety 
end Licensing Appeal Panel Ip. 43302:262-43392:284. 

-6711190041 Ally General JM Shannon reply to appiicani 871030 suiKiiementai memo 
In response lo ASLAB order ol 671013.* Due lo queslione raised by Sutherland alflda- 
vlt on elren sound level meaauremenie.more inlo requested re methodology. 
PIERCE.A.R. Mesaachusetis. Commonwealth ol. 67/i f/i3. Atomic Safety and Licens- 
ing Appeal Panel. 7pp. 43392:3e3-43392'2ee. 

-6711190057 AiridavilOf GC Tooci responding (o LC Sutherland 671029 aflidavll rees- 
lirrailon of alren sound levels made lor locations In Merrimac.MA. 

TOCCi.G.C. Massachusetts, Commonwealih of. TOCCI. Q.C Cavanaugh Tocci Assod 
ales. Inc. 67/l 1/12. 16pp. 43392:270-43392:264. 


6711 100181 Responds 10 871002 Hr re TA PolosI raquost that NRC address cortcerns 
el cl^ council ol Havorhiil MA ra leasib lily ol doveloplng & implomonting evacuation 
plan lor area impacted ^ facility. NRC primaiHy rasponsiblo lor onsite plan. 

STELLO.V. Ofc of tho Executive D.’iectcr ipi Operations. S7/1 1/02. MAVROULES.N. 
House ol Rep. 5pp. 43341:343-43341:350. 

-871 1 100192 Forwards city council Ol Hbvoi)iiII,MA 070933 Mr requesting NBC daietmi- 
nalton re loaslblliiy of ciavaioplng & impfamaniing workable & efIocTivo evacuel'on 

C lan for area impecied by lacillly. 

lAVROULES.N. Mouse of Rep. 87/10/02. ZGCH.L.W. Commlssionsts. 4pp. 
43341:348-43341:360 

8711230099 Commani on pioposod rule 10CFR50 ro I'censmg of nuclear power planls 
vriiara state 6/or local govts decline to cooperate tn otlaiie amotnoncy planning. 
SARGENT .P.F. Aiiliiailon Not Aasigrvacf. §7/ti/03 NRC • No Ooia:iod Aifiiiation 
Qtyea ip. 43418:005-43416:005. 

8711200234 Commeni OP proposed rule 10CFR50 ro licensing of nuclear power plarsia 
where state 6/oi local govia decline to cooporalo in olfslle emarnoncy ptenntog. 
ANOERSON.LR AlUthton Not Asaignod. 87/u;08. 2ECH,L. Commiaslonota Ip. 
43400:379-43406:279. 


O. Inepecllon reports, lE Bullatlna 6 correspondence 


6711190068 Order' Oral argumeni on pending appeal ol Interveners horn Board 670830 
memorandum & order will be hearo on 671300 In 6elheeda.MD Served on 871 II6 
SHOEMAKER.C J. Atomic Safety and Licensing Appeal Panel. IfW 4934. 87/1 1/13. 
2pp. 433G3:260-43393;291. 

6711240022 Notice of appearance.’ Informs (hat RQ Bachmann enters appoatartce In 
matter re olfslle emergency planning. Certificate of Svc onol. 

BACHMANN, R.Q. Assislani General Counsel for Hearings. #487 4889. 67/11/13. 
4pp. 43423:109.43433.112. 

8711190042 Advises that undersigned will represeni NRC at oral argument scheduled 
for 871306 re onsite emergency planning & safety Issues. 

BERRY, O A. Assislani General Counael for Hearings. #487 4635. 67/11/16. 
SHOEMAKER, C.j. Atomic Safety and Licensing Appeal Panel. Ip. 43392D06- 
43093.099. 

671 1 240043 Comments on Brock.Backus & Oleskey Hr to reclplent.lnforma that pettarn 
developing in hearing of altempt by certain lawyers lo engage In fnllmidetfon ot law- 
yers that la In disagreement. 

OlONAN.T.Q. PubHo Service Co. of New Hampshire. DIGNAN.T.G. Ropea 8 Gray. 
#487 4306. 87/fl/ie. SMITH.I.W. Atomic Safety and Ucenaing Board Panel. 3pp. 
43423:191-43423:193. 

8711240101 NRC Stall motion for extension of time to respond lo Appeal Board order 
0(871 106 re RQ-se coaxial cables.’ Extension ahould be granted until 671211 to re- 
spond to Info re environ qualification ol cable.W/Certlfioate ot Svc. 

BERRY, Q.A. AealstanI General Counsel for Hearings. #487 4084. 67/11/17. Atomto 
Sa(^ at>d Llcet)slng Appeal Panel. 9pp. 43423:096-43423.104. 

6711240014 Notice of oral argument.’ Argumeni on town of Hamplon,New England Co- 
alition on Nuclear Pollution & Seacoast Anti-Pollution League appeal from ASLB 
670630 order will be heard at 871206.Servad on 671110. 

SHOEWAKER,C.J. Alomlo Safety arto Ucenaing Appeal Panel. #487 4882. 87/11/18. 
Ip. 43424:025-43424:025. 

8711240020 Order.* NRC motion for extension of lime lo & Including 871211 to file re- 
sponse to New England Coalition on Nuclear PolluUon 671104 supplemental memo- 
rartoum re environ quallficailon ol RQ 58 cable granted.8erved on 871118. 
SHOEMAKER, C.J. Atomic Safely and Licensing Appeal Panel. #487 4663. 87/1 1 /16. 
Olfice ol the General Counsel. Ip. 43424:026-43424:026. 


8012170462 lE Bulletin 60-35, ’'Operating Probloms W/Targoi Rock Safely Reiiof 
Vrdves at BWRs." 

' Oto of Inspection & Enforcement. Diroclor (630201-870413). 60/13/19. Conso'ldat- 
ed Cdmen Co. ol New Yoik, Ino. 6pp. 43228.201-43338:205. 

8305110473 IE Inlo Nollco 83-36. "Fsl-'ure ot Safoty/RoHol Valves to Open at BWRs - 
Inlarim Rwi." 

JOROAN.E.L Olv of Emergency Preperodnoss & Eng'neoring Rosponse.lEf050212- 
870413}. 83/06/17. Consolidated Edison Co. ol Now York. Inc 3pp 43326:306- 
43328.^7 

6710230213 NRC Info Notice 87-065, "Portable Molsturo/Donsily Gauges: Recent Incl- 
dente ot Portable Gauges Being Stolon or Lost " Svo list end. 

CUNNINOHAM.R.E. Division of Industrial & Medical Nuclear Safely (Post 8707391. 
67/10/29. Consolidated Edison Co. ol New York. Inc. e9pp. 43324:139-43324 337. 

8710290234 NRC Info Notice 67-056, "Imp/opor Hydraulic ConiroJ Unit Insie-'lalion at 
PlaitVs." Svc Msl encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411). 87/11/04. 
Conaolidated Edison Co. ot New York. Ino. 1 12pp. 43334:320-43324:339. 

8711030017 NRC Into Notice 87-057, "Loss of Emergency Borallon Capability Duo lo 
Nitiogen Gas Intrusion." Svo Hst encl. 

ROSSl.C.E. Division o( Operational Events Assossmeni (Posi 870411). 07/11/06. 
Consolidated Edison Co. of New York, Ino. 1 l6pp. 43355:003-43355:119. 

8711090040 NRC Compliance Bulletin 87-003. "Fastener TesUrxg to Oatetmine Con- 
formance W/Applioab'e Metl Specs." Svo list oncl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 070411). 67/11/06. 
Consolldaled Edison Co. of New York, Inc. 1 18pp. 43397:142-43397:257. 

8711090140 NRC Into Notice 67-059, "Corvlinuous Communicai'ons Following Emergen- 
» Noliflcallons." Svc Hat encl. 

ROSSl.C.E. DMsJon of Operational Events Assessment (Posi 070411). e7/it/l6 
Consolldaled Edison Co. of New York, Ino. 1 l3pp. 43404:176-43404:366. 

8711120027 NRC Info Notice 87-068, ''Potential RHR Pump Loss." Svc list encl. 
ROSSl.C.E. Division ot Operaiionai Events Assessment (Post 870411). 67/it/l7. 
Consolidated Edison Co. ol New York, fno. 120pp. 43487:001-43467:131. 
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Bound. 

c.°^';.;S4,°ES;ciara »""''»■ 

T. Hearing tranacrfpie on non-antttrust matlera 

""“pSa "Sts'l's"” 

• Alomic Safety and Licensing Board Pnnet 07/ti/02. 200pp. <J32M;l05-43294-3(M. 

® Vy J?enr!^nQ pH qTb ? 07 i c Concord, NH re oHslio emergen- 

I 'P‘1.016-5.073. Supporting documoniaiion end. 

Atomic Safety and Liconsmg BoarcfPanof. &7/lt/03 203pp 43316:285 433 17;207. 

Atomic Safety ai>d tfcensing Bcarcf Panel 87/11/04 226pp 433t7 208-433J8:07.3 

AtomL Safely and Licensing BoartfPanol. 87/1 VOS 3t6pp. 433l8O74.433tS.O20. 

"y.SSladtnfoencl'’^ CorKO-d.NH Pp 5.439- 

• Atomic Safety and Llcsnsing Board Panel 87/tt/06 tSOpp. 43351:267.43352 073 

'• ' * 

Pub, c Service Co. ot Now Hampshire 8771 1/I2 207pp 43392 334-43303 100. 

"Y»ZT-'cS.?/Kr,'nS‘'' «“« * -”>»» 

• Public Se/vice Co, of New Hampahi/e. 87/11/12. 5pp 43393.181-43303.18$. 

Aiomc Safety and Licensing boaKTPenei. 87/i i/i6 400pp. 43400.00l-434t0;036. 

S f/'i7®7jp.V342^^^^ Commomvoafrn ol. #487 

correciod losumony ot SC SheUy on techn>cat 
SHOLLV.S.C. MHB Tech. 

® cV?'4n"n/pr5,7^3^^ ' ’ ^ f oa^ng In Concord.NH co Otlate ometgon. 

• Atomu: lafety 'and Licencing Board Panel. fl7/i i/i7. 225pp. 43433340-43434:210. 

^VplaSgPpTs"^^^^ ' nvidontlary hearing ,n Concord.NH re Offsilo emorgo,^ 

• Alomic Safety and Licensing Board Panof. 07/1 1/18. 228pp 43433:110 43433 330 

"'cVjKflPMjTe-fl.'sM! ' '•“'‘"'^9 in Cor,cord.NH re oflsfle emergen- 

• Commissiortore. 87/1 1/16. 2l5pp. 43439.144-43440.022. 

?! >20 ovidoniiary hoanng In Concord.NH Pp 6J90-653O 

Atomic Safety and Licensing Board Panel. 87/11/20. I43pp. 43438’00l-4343e:f43. 

U. Congresalonal/Exacutlve Correapondertce 

Senator GJ Humphrey moHon iof leave lo Me AoUcos Cimao In 
HI iSjPMniv rP'^i o* 6‘Ay & bnef Am'cua Curtao. 

«oftM.l3048.09T ■ Dockeling 8 Services Brench. Ip. 

Sailor QJ ^mphtoy molton lor leave to IHo Amicus Cunao brief tf» re- 
0??013 ° w vacation of slay.* Roaponse will be filed by* C^.B. 

HUMPHREy.G.J. Senate. 87/10/13. Commissioners. 3pp. 43048. 070-43043:O72. 

-8710160031 Brief Amicus Curiae of US Senator GJ Humphrey in response lo aoDficanl 
motion or vacauon of slay.Flnanclal quahiicaiion of load owner 8 adequacy 

HUWPHntV.G.J. Sondta. 87/10/13. Com/nlsaionors. ^3pp- 43048.073*43048 09$ 

8711100011 Responds 10 roclplenl 870917 Ur expressing concerns re poWlc feelings of 
7cru hoanng procass & oflactweness of uW oHsHe emergency ^s 

Sf393M 67/fl/03. GREGQ,J. House of Rep. Spp. as*®- 

-8711100013 R^uosls Commission reconslderalfon ol proposal for external review ol 
£!^in2^«fr *' ®s*ah:ishment ol ad hoc committee w/expertlsa 

Ifi Ifa nspon^liQfi S radiologic emargan^ planning. ^ 

^^9326 2 €ChX. Commlsstonefs. 2gp. 4333^^^325- 


DOCKET 60-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT > 

A. Appllcatlon/consiructlon atage documenia A eorreapondanea 

aoi^aven. 2pr«?23k^9:43S‘oS: 

* generated In connecifon w/Stollo 870121 

“rJ^G^rvea 2pr43S22'4S323^ 

''®‘ no longer perform licensed diri'es ai 
COUNSIL W G ®MARAH?f^f individuals to WG Counsil reqiiosied 

‘ iSVv”" ““ °' ■“*' 

desl^ ^ esofullons lo generic lechnlcal issues on sirucTural fniegrtiy of HVAC 
Il®f4.432ij824l.'*®‘''®' 0'*= Spooial Projects l07pp. 

• Ofcof Special Projects. 87/10/26. 4pp. 43238:322 43238:325. 

“'^fwisiec«o"?.VmerM‘o^^ '*?"*’ sssif^PPOsit'on & duties ol R 

^UNi®] I Di'' 0' He«cior Saisiy. 

m^iwTfi««tHMi?urrL^'^ ?' DirecfOf, ^/fO/26, COUNSIL, W.G, TU Electric {lor- 
marly Texas Utililfos Cenereting Co.). 2pp. 43235:269.49235:260. 

"to OM^emorifif rI" 6 rn'Il«lnn‘’Il®"i°‘’'. w"'' COfll'PW 

^0/^28'^f^'um2J?^i*^^’'^i'^a'^^ Tp*®® Utilillas GoneistlnQ CoJ. 

432^^320 ’ Conifol Branch (Oocumeni Control Desk]. 2pp. 43260:319- 

"rU'to^anv)ronmf.I]?ttf»ft«"J;t«^ Chang© coirecting errors conialned in 871002 


rVUMClf uS ft VavS^ ID IAA*0/49. 

WOOpLAN,O.H_ TU Eiacific (formerly Texes Uliliiles Generaiing Co). 

Branch (Documeni Control Desk). 2^. 43237;i43. 


87/10/27. Oocumeni Control 
43237:171. 


P'®"'-APP ^ records evailable In 
Ex««SKn n 5 ^ documenia tomplelely wHhheW (tel FOIA 

Gfl^l^F Y^i^^f f'®’ FOIA Exemption 6). 

Of flu'aa & Records (PosI 870413). 87/10/29 BAUMANl 
Governmerjt AccouniabfUty Projecl. lOpp. 43283:324-43264:048. 

'^sponse lo Ofc ol Inspector A 
onrt W/O OTCir acHvillos conducled re Iralnlng ol supervisors A slaff.Pol.'cy guides 

*'• *>• 'h» Dlteclor. 87/04/14. STELLO.V. Ole of the Execo- 

trve Director lor Operallons. 3pp 43263 334-43263:336 

as result ol Comanche Peak 
?• 'fs'n'ng by JW Rode recommended. 

Ita W^i^^p7^°328'i?37.43M3S4a ° O'® ®' 

arranging for five listed 
7 resolution, lo be made avaNaoie lo Region IV 
^^^des^oncl WenUfied in Ofo of Inspector A Auditor fepi.flegional ofc 

f°sre".wH «•»»" *. oic 

a®*'of'a leken lo reach final 

™Sn° «' 

PHIUrpS.H.S. NflC . No D» 

PO"'* 

Direciot 87/05/26. TAYLOR, J.M. Deputy Execu- 
Irve Director lor ffeglonal Operations. £00 (Post 870413) 9pp. 43264:026-43264:034 

-8711030281 Discusses actions planned re rept ol Comanche Peak rent review 
Review will be used to eataWiah actions which will Improve R^egiorf iv^on 

rt® °M'’® '5|f0cwr. 87/08/26. TAYLOR.J.M. Deputy Execu- 
bva Director for Regional OperaUons, EDO (Post 870413). 2pp 43264.035-43264:036. 

^^vViS^-a'ISS. consultants at plant of as-Duiit field 

«,XX:r^*e7^rd^^^^^ ®' P®--' '■>- 

«^3M.43&:3t2®'^'®‘ 67/10/29. Ofo of Special Projecls. 8pp. 
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Artt()90036 Ftnal responso to FOIA requost.App A documenla re mgt o1 altsMtions al- 
ready available in POR.App B document end & available In PORApp C docurttenle 
completely withheld (rol raiA Exemptiorr 6). 

CRIMSLEY.O.R. Division of Rules i Records (Post 870413). 8?/fO/28. BAUMAN.L 
Goverrrmont Accountability Proiecl. fipp. 43323.301-43323,310. 

-8706220086 Informs of establishment of Allegation Review Committee charged w/ie- 
vfewing all new allegations & setting forth course ol action lor evakialfon.lolowup & 
final disposition. 

ORIMES.C.I. Ofc of Special Profects. 87/06/16. Ofc of Special Protects. 2pp. 
43323 307-43323-.3t0 

6711020230 Forwards markod-up proposed STS, changing programs descnbed m Sec- 
tion 6.0, Including facility lire protection program, turbine overspoed protection reriabriily 
program & radioactive effluent & environ rnonitoring manual 
CODnSIL,W.Q. TU Electric (formerly Texas Utilities Generating Co ). 87/10/30. Docu- 
ment Control Branch (Document Control Desk). 1,870pp. 43227:231-43232:300 


6711200026 Trip lepl ol 871007 visit to Corporate Consulting 8 Development Co.Lld.in 
Ralelgh.NC re static tests ol HVAC ductwork. 

TERAO.D. Ofc of Special Proiecis. 67/11/06. Ofc ol Special Projects. 63pp. 
43407:035-43407:116. 

8711200149 Requests that uHt review onci data list. add omitted generic issues applica- 
ble to plani to list & provide date that all aspects of each Identified requirement com- 
pleiod/lmplsmenied or expected to bo completed. 

GniMES.C.I. Ole ol Special Projects. 87/11/06. COUNSlL.W.O. TU Electric (lormerfy 
Texas Utilities Generating Co.) i2pp. 43415:294-43415 305 

8711110049 Partial response to FOIA lequost lor documents re Implemonlatlon of 
piping generic technical Issue resolution Forwards documents I'sted in App A App A 
documents available in PDR. 

QRIMSLEY.O.H. Divis'on ot Rules & Records (Post 070413). 87/11/09. BAUMAN.L 
Government Accountability Project 2pp. 43347.060-43347:296 


8711030166 Final response to FOIA request for documenls.including V SloUo 870414 
memo ro Comanche Peak Repi Review Oroup.End App 8 documanls alao in 
PDR. App G & C documents perilally & comploleiy wiihhalo (tel FOIA Exemption 6). 
GRIM5LEY.O.H Divis'on ol Rules & Records (Post 870413). 67/10/30 TAYLORJ H 
Dallas Times Herald. Dallas, TX. Spp. 432Se:320'432Se.350. 

8711040144 Forwards response to NRC 670916 Itr requesting add! info re uU results 
rapt for Rev 3 to Issue specillc Action Plan li e, "Ueint of Air Gab Oatweon Concrete 
Structuros." 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co ). 67/10/30. Docu- 
ment Control Branch (Document Control Desk). 4pp. 43290'16B-43290'20i 

8711040194 Forwards Rev 0 lo "Large Bote Piping & Pipe Supports,'' pre)eci slakis 
repi.Resolutlon of Issues Idonlitlod In "Large Bore Pipe Stress i Fhpe Support Qenoilc 
Issues Repi" contained in App A 8 B of end repi. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co). 87/11/02 Oocu 
mont Control Branch (Document Control Desk). Ip. 43276.017-432/6 216. 

-87 1 1040204 Rev 0 to "Largo Bote Piping & Pipe Supports," piotect status icc>l 
KLAUSE.R.P TU Eleclrlq (formerly 'Texas Ulillllos Generating Co.). 87/11/02. l&Opp 
43275:018-43275:216. 

6711040242 Forwards Rsv 0 lo "Small Bore Piping & Pipe Supports." ptojeci sielus 
repi ResQlutlon of Issues identified in “Small Bora Piping 8 Pipe Supports Genetic 
isaudS Rapt" contained (n Apps A 8 8 ot end ropt 

COUNSIL.W.G. TU Electric ((O'moriy Texas Utilities Generating Co). 67/11/02. Oocu- 
menl Control Branch (Document Control Desk). Ip. 43274:179 43276:016. 

-8711040247 Rev 0 to "Small Bore Piping 8 Pipe Supports," proiecl status repi. 
KLAUSE.R.P. TU Eisciric (formerly Texas utfiiiios Qonersiing Co ). 67/11/02. I97pp. 
43274:160-43276:016. 

8711040344 Responds to appeal re denial ol FOIA request for documents ro Ofc ol 
Invoeiigallons Investigation 4-84-050.Poiward8 portions of trsnsmliisl memo vsied ort 
epp.HemalnIng documents continus to bs wiinnald (ref FOIA Exerr^iions 6) 
6TELLO.V. Ofo of the Executive Director for Operations 67/11/03 eAUMAN.L. Gov- 
otnmoni Accounisbilily Projoct. 3pp. 43276:265-43276.267. 


—6711110102 Rev I to CT-1-137-702-S2SR, "Pipe Support Calculation." Supporting 
documeniation and 

PATEUPC. Slone 8 Websior, Inc 86/10/31. 94pp. 43347.062-43347;)55 

-8711110114 Rev 1 to CT-1 137-701-5258, "P,po Support Calcu'ation." 

MATTA.G., OALAL.N.K. Stone 8 Webster. Inc. 87/02/19. 66 dd 43347 )68- 
43347:220 

-67I1II0132 Rsv 1 lo Calculai'on CT-1-032, "Texas Util Generating Co Comanche 
Peak Sloant Elaciric Station (^nlainmont Spray Sys 15454-N'P(H|." 

YAO/tft.R L. Siono 8 Webster, Inc. 66/07/31. 70pp. 43347:221-43347:298. 

8711120090 Sumarizas Ebasco Svcs.lrc 670900-10 audit ol facility as-built program for 
cado tray hangors.List of persons Involved in audit, documents reviewed 8 figure of 
as bu It adtviiies end 

TERAO.D. Oto Ol Special Projects. 07/11/09. Ofc ol Special Projects 9pp. 
43340 313 43348-321 

8711130066 Forwaitfs communications ropts associated w/cabia tray aud.ts.poi Com- 
municaiiori Rapts Ttansiritlal 33 for IndependonI assessmoni program • ail 

ffi sses.Ll8l of end communication roots provided on Aiiachmsni i. 

LLIAMS.N H. CYGNA Energy Services. 87/i 1/09. ELLIS,J. Otiions Association lor 
Sourtd Energy. 40pp. 43355.I3I-43355;179. 

8711 160028 Advisos ol concern rs extensive devolppmern & eppi canon ol design & ac- 
ceptance cnierie for cable tray hangers which appoot lo doviaio f'om requirements oi 

« abie codos.sids 8 reg guide.Tochnicaf basis for deviations requested. 

ES,C.i. Ole ol Special Proiecis. 87/11/09. COUNSIL.W.G TU Electric (formerly 
Texas Utilities Oonoralmg Co ). 6pp. 43363.035-43363:039. 

8711180036 Forwards Comanche Peak lesponso loam Results Repis Issue Specillc 
Action Plans li e, "Tram C Condu-i 6 Suppcits." H a, "Reinforcing Stool in Reader 
Ceviiy" 8 H d "Seismic Design of Control Room Celling Elomonis." 
i^UNSil.W.G. TU Eiociric (lo'meiiy Texes Ufiiiiios Gono/aiing Co). 87/11/00. Docu- 
mom ^ntrel Branch (Documoni (Control Desk). 4pp. 43389 324 43390:127. 


-8711040351 Pamsiiy deleted memo lorwarding drsfl proposed enforcemerti sdion ro 
harassment i iniimidaiion si plant for commenl by 660229. 

VOLLMER.RH. Olc Of Inspection & Enforcement, Director (820201-670413). 86/02/ 
19. MARTiN.R.O. Region 4. Ola of the Dlrocior. OENTON.H R. Office of Nudo» Ro- 
eclor Regulallon, Director (651 125-07041 1). CUNNINQHAM.G H. Otflco of the Exeev- 
live l.eg«J Director (Pre 860701). Ip. 43270 269-43276 267. 

8711100431 Generic Ur 87-15 lo all holders of CPe lor nudeer power piente ro policy 
sialemeni on deferred plants. Sve Hsl encl. 

MlRAQllA.F J. Associate Director for Proiecis (Post 870411) 67/11/04. Consokdeled 
Edison Co of New York. Inc. 46pp. 43402:001-43402:046. 

6711100474 Summa^ at 670926-1001 eucTil ol Comanche Peak Reeportse Team ttxtd- 
party review of csbla Iray/supports at ofes of TENERA In Berkeley.CA.LIsl of persorts 
invoSied In audit & attending exit meeting encl. 

TERAO.D. Ofc ol Special Projocis. 67/11/05. Olc of Special Pto)ecle. 8pp 
43342:273-43342:280. 

6711160269 Nolillcallot^ ol conirad execwIton.Mod t6.lo "Review 8 Evaluation ol Co- 
manche Peak Program Plan." Coniractor: Toledyne Engineering Sves. 

HAGEY.H Conlrad Administration Branch. PIN 0 13^. 87/11/05. QRIMES.C.I Olc 
of Special Projects. LYONS.J. NRC - No Oeialled Alllflallon Given. Ip. 43370.092- 
433^.094. 

-6711 160264 Mod iB.adding inoremenlal funds, lo "Review & Evaluation ol Comanche 
Peak Program Plan." 

' Telodyne Engineering Services. WIGGINS, E.J Division ol Coniracis (Post 870413). 
FIN D-1330. 67/1 1/05. 2pp. 43370:093-43370:094. 

8711130125 Advises that value ol 7.43 pM units reported In Performsnee Evaluation 
Rept DMR-OA Study 7 re 1967 NP(}ES QA program Incorteci due lo derical 
error. Reported value should have been 8.43 pH units, which Is wtihin acceptable 
range. 

COUNSIUW.G.. WOODLAN.D.R. TU Electric (formerly Texas Utllilles Generating Co.) 
67/11/06. HEYER.E Texas. Stale ot. Ip. 43354:086-43354:066. 

8711130176 Provides addi Info re Generic Lir 83-2e,Sacllon 2.2.1, per Cl Grimes 670325 
tequeal. 

COUNSIUW.G., WOODLAN.D.R. TU Electrlo (formerly Texas Utllllies Generelino CoJ. 
67/11/03. Document Control Branch (Documenl Control Desk). 3pp. 4335/:266- 
43357:260. 

6711180071 Forwards Rev 0 toprojeci status rapt, "Cable Tray & Cable Tray Hangers." 
Resoluilon of issues Idenliflea In "Cable Tray & Cable Tray Hangers Oenetio Issues 
Repi," contained In Apps A & B of encl repi. 

COUNSIUW.G., WOODLAN.D.R. TU Electrlo (formerly Texas Utilities Qana/alfng Ca). 
67/11/06. Document Control Branch (Documenl Control Oosk). Ip. 43369:124- 
43389 307. 


-8711180063 Rev 1 10 Comanche Posk response loam Results Rept Issue Specific 
Acbmt Piens li e, "Re niorcing Steel m Reedor Cavity." 

GECK.JW TU Eloclrlc (lormoily Texas Utilities Genoreimg Co.]. 67/10/23 31pp. 
43369 320 43389 359. 

-8711160056 Rev 1 to Comanche Peak response toam Results Reel issue Spocific 
Action Plans H d. "Seismic Design of Conuol Room Colling Elomonis.'' 

BECK.J.W. TU Elodrio (formeny Texas Ulil-tios Oonoralmg Co). 67/10/21. 59pp. 
43389 360 43390 058. 

-87II18008I Rev i to Comancho Poak response toam Results Rapt Issua Specific 
Action Plar^s l.c, "Train C Conduit & Supports " 

BECK.J.W. TU Electric (formerly Texas Utilities Generating Co.) 87/10/28. 69pp. 
43390069-43398:127 

8711180046 Foiweidft Rev 0 to "Corrocilvn Action Program Project Status Rept Conduit 
Supporte Train C 2-inch Diameter 6 Loss " Resoluhon ol Issues Identified In "Generic 
Tocnnical Issues Ropi...Rosolullon of Cygna Tro'n . Issues" included in ropt 
C(X)N8ll,W.G.. WOODLAN.D.R. TU Eloclrlc (foimoily Texas UUHlIos Goneratmg Co.) 
07/11/11. Documenl Conuol Branch (Documenl Control Desk), ip. 43390:128- 
4330ai82. 

-8711180051 Rov 0 lo "Corrocilve Action Program Project Status Ropt Conduit Sup- 
porta Train C 2-Inch Diameter & Less" 

DESMONO.T.P. Impell Corp. 87/11/11. e3pp. 43360.129-43390:162. 

8711170216 Advises of lontalively scheduled 671209 public meeting in Dallas, TX to d s- 
CU88 NRC review ol corrective ecHons descnbed m util 670625,0820,28,0906 6 23 
Itrs.Comments requested by 871201 for Inclusion In agenda. 

QRIMES.CI. Olc of Special Projects. 67/1 1/13. ELLIS.J. Citizens Association for 
Sound Energy. 4pp. 43385 28e-43365;291. 

0711240123 Forwards communications repia associated w/piping/p'pe support 
audita.Repis also fisted In altechmont. 

WILUAMS.N.H. CYGNA Energy Services. 87/11/13. ELLIS.J. Cilizens Association for 
Sound Energy. 27pp. 43430:054-43430.080. 

8711240133 Forwards communications repia associated w/cablo Iray audlls.Llsl of com- 
municeUon repts encl- 

WiLLIAMS,N.H. CYGNA Energy Services. 87/11/13. ELLIS.J Cilizens Association lor 
Sound Energy. 100pp. 43431:131-43431:230. 

8711240237 Forwards communicetlons repts associated w/civil/struclural audits List ol 
communications repts encl. 

mUAMS.N.H. CYGNA Energy Sorvicos. 87/11/13. ELLIS.J. Cilizens Association lor 
&>und Energy. 46pp. 43432.276-43432:320. 


-8711180082 Rev 0 to projecl elalue repi, "Cable Tray & Cable Tray Hangere," corrac- 
live acllon program. 

ASHLEY ,G R. Tmpell Corp. ALEXANORU,R.S. Ebasco Services, Inc. (subs, ot Ensarch 
Corp.). 67/11/06. 200pp. 43369:126-43369:307. 


8711250057 Forwards communications repts associated w/condu'l audits. List ol com- 
rrwnicatlons repts end. 

WILLIAMS.N.H. CYGNA Energy Services. 87/11/13. ELLIS.J. Citizens Association (or 
Sound Energy. 3Bpp. 43457:034-43457:071. 





B documenis App B & C doci^ments available in PDR. 

GRIMBLEY.O. pMsion ol Rutes & Records (Post 870413). 87/11/17. BAUMAN.L 
Government Accounlebiltt/ Project 3pp 4342Sr338'43425’344. 

•^71 1200130 Rev 1 to "Oocumentallon of ASME III NA-1 140 Revlaw for Piping & Sup* 
ports" Cop^hl matl.W/S oversize ends 

GREEN.W^H. COKONIS-AJ. MCOUAIO.P.J Slono 8 Webstar Engineering Corp. 
I5454-N(C) 007 R01. 87/06/10. 3Clpp. 43423 343'43425.’344. 

8711240128 Porwacds Rev 0 lo "Conduit Supports Trains A & B & Train C Larger Tma 
2 inch CXameior," project stalus repf Resolution of lasuea contained in Apps A A B of 
end repl. 

COUNSIL.WG . MARSHALL, JS TU Electric (formerly Ta>as ULktas Generating Co.) 
67/11/18. Document Control Branch (Oocumeni Conirol Oosk). tp. 434^;321* 
43433.083. 


■8711240149 Rev 0 to "Conduit Supports Trains A 8 6 8 Tram C Larger Than 2 Inch 
Oiarretar," protect status repl 

* TU Elecinc (formorly Texas Utilises Generating Co-l 87/11/18. 121pp. 4343?32?- 
43433:085. 


8711250084 Notiricetion of 671209 meeting vi/uH (n Oallas.TX to discuss stalus o4 cor- 
rective ecHon programs. 

VlETTt-COOKA. 0(c ot Special Projects 87/11/lQ OniMES.CL Ole at Special 
Projects 4pp. 43448.329-43448:332. 

8711250156 Further response to appeals ol FOIA request frw records re evaiuaiicm of 
issue-spedfic aciicm dan re plam.uocumonls i.2.l> & 1.10 addressed In leworises lo 
FOIA 86'A-203 & 66-A-204 & contained In other documonis available In POFt. 
GRlMSLEY.O.H Otvtsion ot Rules & Records (Post 674413). 67/11/19. GAROE.e.P. 
Govarnmeni Accountability Project, ip. 4346l:t43-4346i:22l 

871 1240154 Forwards description ol Amend 6S lo PSAR Amend.lrensmitied under sep- 
arate cover, includes fisted revs, including He proteciion.etectrtca) saparaiion.poww 
sys.iesing.u’ii organisation 8 eiectricei grounding. 

ODUNSIL.WG TU Elecbic (formerly Texas UiHriies Generating Co.). 87/11/20 Oocu- 
meni Control Branch (Oocumeni Control Desk). 2Spp 43432 036-43432.060. 

0711300168 Submits ciariticafions of plant program doscriplrons Rorfons of corrective 
achon program that do not have orection specs have seme itnat acceptance aitrftiiites 
developed from des^n basis documents. 

COUMSIL.V/.Q . BECK.J W. TU Eledhc (toimerly Texes Uuiiiiss Oenersiing Co.). 87/ 
11/25 Oocumont Control Branch (Oocumeni Control Oeskt. 3pp. 43471-026- 
43471028. 


E. NRC Safely Evaluation Raport (SER), supple A eorrsapondsnea 


871124C278 Advises that insp ot coatod wsid sampios comptetod per procedure con- 
aiatani w/guidance inSSER 12 (NUREG'0797) Util propared to sup^ NRC Office ot 
Special Projects review S assessmani ol map results 

COUNSiL.W.G , MARSHALL.-/. S. TU Eiseiric (lormeriy Texas Udhties Generating Co). 
97/11/20 Oocumeni Conirol Branch (Oocumani Control OosM. 2pp. 434S9 i79- 
434S9 179 


P. Sacu/ity, madioal. amarganey 8 (tre proiection pieru 


6711030191 Forwards tnsp Repl 50 445/87-21 on 874903 l006.No violations or dovi- 
aliens noted 

WARNlCK.nF. Olc Ot SpocisI Projects. 87/10/23 COUNSH.WO TU Elecmc <lor- 
marty Texas Ulilities Oeneraling Co). 5pp 43263:102-43263.1 13 

-8711030193 Insp Ropt 50-445/67-21 on 870903-l006No viotabons or doviallons 
noted Major areas Inspecled /ollowvp on open insp llndmgs.presiail lestmg 
program, tire prpleciion 8 pfant security meoKnosA plant lour. 

KELLEY, D.I.. WARN)CK,HF. Olc ol Spocial Projects 87/10/23. 7pp. 43263-ig7. 
43263:113, 


8711020236 Forwards maiKad-up proposed STS.changing programs described m Sec- 
tion 6.8.including lac/lity lire protection program, (urbino ovorspeed proiecUon reUebrbty 
program A radioactive effluonl A environ monitoring manual. 

COUNSIU.W.G. TU Electric (formerly Texas Ulililies Generating Co) 87/10/30 Docu- 
ment Cortlrol Branch (Oocumeni Control Oosk). 1,870pp. 43227-231-43232 300. 

6711130157 Forwards info associaled w/VVCAP 11331 re plani thermal/ hydraulic anal- 
ysis of fire safe shutdown Kenarlo,per NRC 671 104 request Record of 971 104 lelcon 
w/Westinghouse encl. 

COUNSILTW O , WOODLAN.O.R TU Eleclric (formerly Texas Obiis'ea Generating CoJ. 
87/11/05. Oocumeni Control Branch (Document Control Desk) eop 43357-.28I- 
43357:286- 


8711240154 Forwards desci^lfon ol Amend 65 to FSAR Amend.transmitted under sep- 
arate cover.tncfudee llstea ravs.including tiro proiactlon.electrical seperation.powe/ 
sys.testing.utif organIzaUon A electrical ground.ng. 

WUNSIL.W.G TU Electric (formerly Texas UtihllQs Generating Co ). 87/11/20. Oocu- 
meni Control Branch (Oocumeni Conirol Desk). 2Spp. 43432 Ci36-43432.06O 

8711240230 Forwards Insp Rept 50-445/87-26 on 871007-1103 No vioUHohS or devi- 
ations noted. 

WARNICK.R F. Ofc of Special Projects. 87/1 1 /20. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Genorating Co.). 5pp. 4344 5:313-4344 5:324. 

-8711240234 Safety Insp Rept 50-445/87-23 on d7tOQ7-no3NQ vIoteUons « devl- 
allons noledMajor arees tnspecled:actk>ns on previous Insp find(ngs,gen^ Kr 
follov/up.preoccupalional lasting program.fire proiection Insp/auoN A plant touis 
KELLY.OL. WAJRNlCK,fl.F. Ofc ol Speefal Projecla. 87/11/20. 7pp. 43445J18- 
43445:324. ^ 


8711240044 Responds to 8403 1 9 petition per 10CPR2.206 on behalf of CASE & ni 
fir workers asking NRC lo act re documonlaiion A const deficiencies at pianttiRC 
conduct Insps but requests re lOCVF.mgt audit A const suspension donled W/o si: 
artels. 

KEPPLER.JG. Olc ot Special Projects. #487 4867. 87/10/16 GARDEBP. Gov 
meat Accountabl'ify Project. 5pp 43423:l93-43423-,lQ7. 

87t1t70C39 An&weta to Board 14 quoatlons (memo.proposod mamo ol 6604tt 
Aclion Plan Results Root l.a.1.* Concerns re Inslelladon of noat shrfnkabla Insu'a 
sieavea addressed Certiilcala of Svo encl. 

PEARSON, J.R , MALLANDA.J.J. TU Electric (formerly Texas Utilities Qanerating ( 
#487 4797. 87/10/26. 276pp. 43367:228-43368:125. 

8711040073 Answers (0 Board 14 questions (memo, proposed memo ot 860414 
AcUon Plan Results Rept lll.a.5.’ Certiflcale of Sve encl. 
flUSHWICK.J.E. TU Electric (formorly Texas Utilities Generating Co ) #487 4740 
10/29. 11pp. 43254:282-43254:202. 

8711040083 Answers lo ASLB 14 queslions (momo.proposed memo of 800414 
Action Plan Results Rept lll.c. * Responds to Action Plan Rept III c. "Prerequisite T 
Ing." SupportirM documentation A Certificate ot Sve encl. 
flOSHWICK.J.t. TU Electric (formerly Texas Ulllitios Generating Co.) #407 4742. 
10/20. ISpp. 43354:346-43254:360. 

8711040095 Answers lo ASLB 14 questions (memojproposod memo of 860414 
Action Plsr) Results Repl Nl.a.l.' Responds to Action Plan Repl ili a 1, "Hot Func 
at Tasting." Simporiing documentation A Certiflcale of Svc encl. 

RUSHtVICK.J.E. TU ETectric (formerly Texas Ulililies Generating Co ). #487 4743. 
tO/20. ISpp. 43255:061 43355:073 

8711040101 Forwards notices of appearance on behalf of JR Newman, M Axo.'rai 
Edgar A AH Qutterman of Newman A Hollzinger. Certificate of Svc encl. 
WOOlRiDGE.R.A TU Electric (lormeriy Texes Ulllllles Goneraiing I 
WOOLRIDOE.R.A Worsham, Forsythe, Sampels A Woolrldge (toimerly Wo.'sf 
Fot^ne A Ssinpels}. #487 4736. 87/10/29. Docketing A Services Branch. I 
43253.317.43253:331. 

0711040103 NRC Staff response to Licensing Board questions ’ ASLB should adop 
gaHort schedule prevfousiy proposed by stall 871003 response which Is consistan 
alalf loaponse to ASLB three queslions 

MI2UNO.O.S. Assisism (General Counsel lor Hearings. #487 4753. 87/10/26. 2 
■432S4:O04-432S4:Ii8. 

-8711040111 NRC Sialf proposed prehearing conferonca formal.’ Submits propc 
ioimal for 871102-03 prehearing Slafi does not wish to propose add! issuos.Certifi 
of Svc encl. 

MOORE.J.E. Asslslaril General Counsel lot Heatings. 87/10/29. 4pp. 43254: 
43254:116 

8711040107 Answors ic ASLB 14 quesHons (memoj/ropossd memo of 860414 
Acilort Plan Results RopI III b.' Responds lo Action Plen Repl til b, "ConducI ot ( 
iBinmeni iniogreied Leak Rale Tesi." Supporting decumenlaiion A Cenitlcaie ol 
et\ci 

RUShwiCK.J.E. TU Electric (lormeriy Texas Utilities Oeneraling Co). #467 4741. 
10/29. tlpp. 43264:127-43254:137. 

8711040139 CASE cienearing conleience pten 6 answers (o ASLB qubstions.' C 
takes posiiion that ASLB should make isctual delerminalion about exlonl ol hisla 
bieekdown in OA/QC lot design A consl Ceniticate of Svc encl 
OARDE.B.P. Cnizens Assoclaiion lor Sound Energy. #497 4746. 67/10/20. 2 
43254:239 43254 263 

8711040147 Applicsm response to Boecd ihtea oonlerence pien questiona.' AS 
concluded ihei appllcanl design veiitication efforts permitted to subsiituie tor da 
OA mooram.W/Ceilificete of svc 

EO/jElTNG.W.S. TU Electrio (formerly Texas Uliimes Generating 1 

EGOELING.WS. Ropes A Gray. #487 4747. 67/10/29 I4pp 43254:264-43254:: 

8711040167 Applicant proposed format tor prehearing conference.’ Applicant sh 
address ASLB Initially loi)owed by response by all other partles-Appiicant should i 
t>9 altorded opponumiy to respond lO comments. W/Certillcate of Svc. 
EGQELiNQ.WS TU Eleclric (formerly Texas Ulliftles Oeneraling ( 

EGGELING.W.S. Ropes A Gray. #487 4746 8 7/10/29. 4pp. 43254 037-433S4:i 

8711040097 Forwards responses lo nollcas of violation A notices ot deviaiion 
97O025-iO?8 per ulfi 970624 response lo Bloch request. 

GAD.R.K. TU Electric (lormeriy Texas Ulilltlea Generaling Co.). GAO.R K. Rope 
Grey. #487 4751. 87/10/30. BLOCH,PB, MCCOLLOM,K A, JORDAN.W.H Ate 
Selety end Ucenslng Board Panel. 24pp. 43255 082-43255:105 

0711040113 Answers to ASLB 14 questions (memo.proposad memo of 660414 
Action Plan Rasulis Repl V)I.B 4.’ Provides response lo ASLB questions re 
anchor boll ln8iallaifon.Ouality Instruction 01-063 A Certificate of Svc oncl. 
BEASLEY .C., HANSEL.J. TU Electric (formerly Texas Ulllllles Generaling Co). # 
4746 97/10/30 24pp. 43254:172-43254:195. 

8711040114 Answers lo ASLB 14 questions (memo;proposed memo of 660414 
Action Plan Resuhs Repl VII. a. 1.* Responds to Action Plan Repl Vll.a.1, "Mall 
ceabllity." Supporting documentation A Certiflcale of Svo encl. 

BAR1SH,V.J., nANScL,J.L TU Electrte (lormeriy Texas Ulilities Oeneraling Co.) # 
4745. 97/10/30. 14pp. 43254:196-43254:209. 

8711040146 Applicant eighth progresa repl.* Rept covers 970826-1025. Senior re> 
team approved A pubUsheo 44 reaulls lepls represenltng 43 issue specific ac 

g lens or discipline specific action plans-Cerilficaie of Svc encl. 

AO.R.K. TLJ Elecbio (lormerty Texas UUliUea Generating Co ). GAD.R.K. Ropa 
Gray. #467 4750. 87/10/30. 46pp. 49253:332-43264:017. 

8711110064 Answers lo Board 14 questions (memoiproposed 860414 memo) re Ac 
Plan Results Repl VI. a.’ Certfflcate o( Syo end. 

TURI.P.L., LEVIN, H. TU Electric (formerly Texas UUIltlea Generaling Co )■ #467 41 
87/10/31. 19pp. 43332:238-43332;256. 
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6711040102 Answors lo ASLO 14 qutitilions (n-.omo.proposod memo ol 860414) re 
Action Plan Results Ropi I a 2-* Responds to Action Plan Ropl I a. 2. "if'sp Repla on 
Outt-Splices." Supporting documoniation & Corlilicato ol Svc end. 

PEAHSON.J.R.. MALLANDA.J.J. TU Elocuic (formerly Toxas UM tioa Gonotebng Co.) 
17487 4744. 87/11/02. 33pp. 43254 041-43254.083- 

S7I11100SI Forwards WG Counsll 871102 Hr to NRC (ranam.li ng proioct steiusiepl tor 
Rev 0 to "Largo Bore Piping & Pipo Supports" & ropi.W/o repl. 

WOOLDRIDGE, R.A Worsham. Forsytho, Sampels & Woolndgo ((ormoily Worsham, 
Forsythe & Sampels). i¥4G7 4772. 87/11/02. BLOCH, P.B.. MCCOLLOM.KA, 
JORbAN,W.H. Atomic Safety and Licensing Board Panel. 2pp 43332.165-43332:186 

8711170021 Answers to Board 14 quostons (niomorandum. proposed memotendu-ii ol 
860414) re Action Plan RosuMs Repl II o.* Supmits answer to Board 660414 queailons 
re rebar In fuel handling h!dg W/Cortifcaio ol Svc 

ARROS,J.K.. LEVIN,H.A. TU Elociric (formerly Texas Uhlitios Ger.oretrig Co) #487 
4798. 87/11/03. 10pp. 43368: 140-433G0. 157. 

6711170040 Answers to Board 14 quosHons (mo.morandum.proposed momoiandum ol 
860414) re Action Plan Results Root VI. b.’ Submit nnswors lo Board quostons ro 
polar crano shims, In accordance w/Qoard 660414 memorandum W/Cortilcaleol Svc 
ARROS.J K., LEVIN, HA. TU Electric (lormerly Texas Utilrtios Gonotating Co). #487 
4799 87/11/06. 11pp. 43367;217-433B7:227 

8711170094 Forwards util 671106 Hr to NRC Ironsmllt'ng Rev 0 10 piotoci status repl 
lor cable tray & troy hangors.Ropl also sent lo J Ells a Cygna Energy 
Svcs.Inc.Rolatod corrospondencu 

WOOLORIOQE.R.A. TU Electric (lormerly Texas UtiUies Genorailng Co) 
WOOLDRIDGE.R A Worsham, Fors/lho, Sampels & Woolrldno (formerly Worsham. 
Forsythe 8 Sampols) #487 4600 07/11/08 QLOCH.PB. JOROAN.WH. 

MCCOLLOMKA Atomic Sefoly and Llconsng Board Ponol. 2pp. 43367 001- 
43367:002 

671 1170116 Forwards util 071105 Hr iransmiiilng 1st of folost revs of field votif-calion 
mothods. quality Insp procedures & orociion spec rot In large & small boro pip ng 8 
pipo supporis prolecl sialus lopis Rotaiod cotrnspondonco 

WoOLOniOGlRA TU Eleciric (lormerly Taxes UliMlos Qonorabnn Co) 
WOOLDRIDGE. R A. Worsham, Forsythe. Sampols & Woolridge (tormerly Vw'Shom. 
For^lho & Sampols) #407 4801 e//'1/Oe. BLOC)T,H6. JOROAN.W.H. 

MCCOLLOM,KA. Atomic Safety and l.lconsng Board Panel. 3pp. 43367.003- 
43367.005 

6711170014 NRC Staff comments on ASLO proposod schedule ' ASLG should odopi 
schedule proposed on 871103 based on hearings not siertinn unbi coHuciivo signih- 
cancs root issued & reviewed & discovery of CASE mode Cortiiicato of Svc ond. 
MOOnE,J.E. Assistant Gonorai Counsel for Hearings //487 40i8. C7/II/03. Aiomic 
Safety and Licensing Board Panel 6pp 43367 030 43367.034. 

6711170051 Forwards uHl special rovluw team anprovod Results Ropts ic.iia & 
ll.d Rovisod tables ol content rot'ociing issuance of repie eiso enci.Roieiod corrospon- 
dance. 

WOOLORIOQE.R.A. TU Electric (lormotiy Toxes Uli-'Hies Gor>otQ»ng Co) 
WOOLDRIDGE.RA, Worsham, Forsytno, Sampuls 8 Wooirldgo (formoiiy Wotsiram. 
Forsyths & Sempeta) #487 4813. 87/11/09. GLOCH.PB., JOROAN.W.H. 
JOHNSON.E.B. Atomic Safety and Liconamg Board Panol t64pp. 43367:053- 
43367:216. 

6711190051 Subm'Is CASE commonts on ASlR 671103 achodutmg ordor Timo ltan>os 
less than In NHC rogulaiione would bo gieat ic|ustico & appi'canta should produce 
documents in timely manner. 

GARDE, B.P. Clti/ens Association (or Sound Energy. GARDE.OP. Govornmoni Ac- 
COuniaDihty P/Olect #407 4842 87/11/00 BLOCH, P.0, MCCOUOM.KA. 
JOROAN.W.H. Atomic Safely and Licensing Board Panel. 6pp. 43303:310 43393:320. 

6711170016 Applicant roseonso to pioposod litigation schedule * Cenoorr> noted ro lack 
of time tor applicant & NRC to provide discovery of inlorvenor after irtioivonor apod 
fios issues CO litigalo.Modified schedule & Cortificaio of Svc oncl. 

EGOELfNG.W.S. TU Elociilc (formerly Toxas UlilHios Gonetallng Co) 
EQGELINQ.W.S. Ropes & Gray #407 4023 07/1t/lO, 13pp. 43308174-43^:106 

8711190084 FoTwards.tot tnto.uttt 671111 Hr lo NRC iransmtlUnp Rov 0 to pro|oct staius 
repl entitlod ‘'Conduit Supports Train C 2-lncti Oiamoler & Cess" W/o ropiRolalod 
correspondence. 

WOOLDniOGE.n A. TU Electric (formorly Texas Utilllos Genorallnp Co.) 
WOOLDRIDGE, R.A. Worsham, Fo/sylho. Sampols & Woolridge (formorly Worsham. 
Forsythe & Sampels). #487 4861. 07/ll/tt. BLOCH, P.U.. MCCOUOM.KA. 
JOROAN.W.H. Atomic Saloiy and Llcons'iig Board Panol. 2pp. 433933O1-43303 3O2. 

8711190012 Answers to ASLB 14 questions (memoinioposod memo of 8604141 ro 
Action Plan Rosulls Ropt Vll.b.l.‘ Answers la quosifons ro Action Plan Vllb.i. 

Site Fabrical'on." Supporting documentation & CerlHicala of Svc enef. 

ROSS.G.W., HANSELJ L. TU Electric (formerly Toxas UlIJil'os Gonoroling Co). #467 
4862- 87/11/12. 30pp. 43393; 186-4 3393-22 1 . 

6711190044 Answers to Board 14 questions (momo.proposod memo of 860414) ro 
Act on Plan Results Repl II. a.' No checklist goneratod or used during Imptomoniallon 
of action plan. Two problem areas addressed In ropt.Cenillcalo ol Svc oncl- 
SANAN.R.K.. LEVIN, H.A. TU Elocirlc (formorly Texas UlilHios Gonorsting Co.). #487 
4G63. 87/11/12. 10pp. 43392:123-43392:132. 

8711160009 Notice of availability of rosuHs repis & working Mas.* Lists repCs ComarKhe 
Peek rasponso team approved & publlsheu.W/Certlllcale of Svc & bsi ol complolod 
iSAPs, DSAPs & results ropts. Rolefod corrospondonco. 

GAD.R K. TU Electric (formerly Texas Utilities Genorailng Co.). GAO.H.K. Ropos 4 
Gray. #487 4860. 87/1 i/13. 6pp. 43392:328-43392:332. 

8711190020 Fonvards JQ Kepplef 87 1 106 memo lo V Stollo Memo providad to /VSLB4 
parties since Ole of Genera) Counsel Inadvortonlly rocolvod copy.MA Young notices 
of appearance & Certificates of Svc also oncl. 

YOUNG, M. A. Assistant General Counsol for Hoaiings. #487 4843. 87/11/13. 
BLOCH.P.B., MCCOUOM.K A., JOHNSON.E.B- Atomic Safety and Licensing Board 
Panel. 9pp. 43392:317-43392:326. 

87I1I6003S Requests that ASLB roluso consIderoHon of CASE 871109 Hr re commanis 
on proposod schedule until matter filed as format molian so other parties may fairly 
reply. 

YIjOnQ.M.A. Assistant General Counsel for Hearings. #487 4659. 87/11/13. 
BLOCH.P.B.. JOHNSON.E.B.. MCCOLLOM.K.A. Atomic Safety and Llcenshg Board 
Panel. 2pp. 43392;IB2'43392;183. 


6711190928 Adv-sos ihat Commss'on docinod review of Diroctor's Decision 00-U7- 
1 7.Tin>a (Hovided by NRC rogu'aiions lor Comrn ssion to act expired Decision becamo 
final acoricyacHo.n on 8711 lO Sorvod on 871 1 17. 

HOYLE,J.C. Ofl.co ol the Socrotary of tho Commission. #487 4850 07/H/17. 
GAH0E.6.P. Govornmont Accounlab.'ity Piojcci tp- 43392.261-43392.261 

6711240993 Momorandum & o.'dcr (htigeiicn schedule) * Schodule responsive to filings 
of partios prior to 67i t02 03 prehearing contorenco.discusslong at conte.-ance & suo- 
Bo^ml comments ot partios Served o.-i 87i 1 10. 

BLOCM.PB. Atomic Safety end Liconsing Board Panel #487 <1865 87/11/18. Olfico 
ol the Cionaral Counso'. 6pp. 43423.090-43423 095. 


K. Ulillly Final Safely Analysis Reporl (FSAR) & amends 

6711260209 Amend 85 lo FSAR (or Comanche Peak Stoarn Electric Steliorr W/ 87i 129 
Hr. 

COUNSIL.W.G. TU Elccl'‘o (lormoriy Texas Uii’Hles Gonorainn Co). 87/11/20. 
2,00^ 43451:122-43455:118 


P. Operating llcenae stage documents & correspondence 

6711190333 Summarizes 870000-11 audit ol as-biiili field vetdicaiien piog-pm for seis- 
mic Catoqeiv I HVAC duel sogmor^ls-oit hand mg units, p'onums & related egu pmani 
supports. waUdowti procedures adeq-jale.Ona opun Horn idont lied. 

TEnAO.O Ofc ol Specol Projocts 87/11/10. Ole ol Spoca' Pro.ects 0pp. 
43404 120 43404:127 


Q. Inspection reporta, IE Bulletins & correspondence 

6912170482 IE SLilaiin 80-25. "Opa-ating Problems W/Targot Rock Safety- Reilal 
Vaivea at BWRs." 

* excel inspociion & Enforcomoni, Director (629201-070413) 80/l2/t6. Consoldat- 
ed Edison Co ol Now York. Inc. 5pp 43228:201 43226 205. 

6305110473 IE Info Notice 63-30, "Failuro ot Safoly/Ro'lel Valvas to Ope.n at BWRs - 
tmonm Rept" 

JOnOAN.EL Div ol EmergohCy I’rcpaiodnoss & Enn,nooiing Response, IE(8502I2' 
070413). 63/08/17. Consolidated Ediso-n Co. of New York, Inc 2pp 43226 208- 
43226207 

6711180086 I'OlA roquosi for documonts re 070604 notico of vioiatio-i (insp Ropts 50- 
445/87 07 5 50 445/67 05) 5 870706 mooVng piesoMSItcn. 

OAUMAN.l. Govoinmo.nl Accoun'ab.lily Piojocl 07/08/24. NRC - Na Dotailcd Aflill- 
ationOivOA 2pp. 43362 152-43302:151 

6711030191 Forwords insp Ropl 50 445/87-21 on 070903-1008 No vio'aticns or devl- 
ebons noted, 

WARNiCX.n.F. QIC el Special Prolocls. 07/10/23 COUNSIL.W.G. TU Electric (lor- 
motly Texas UHillos Gonoraiing Co). 5pp 43203:102-43263:1 13. 

•4711030193 Insp Repl 50'44S/87-2l nn O7O0O3-1OOC.No vle'al-ons or deviations 
potod. Major eroos inspected loRowup on opun Inap findings proslart lesbng 
proQrom.flre ptoiociion & plant security mooimn^t & piani lour. 

KELLGy.Ol.. WARNlCK,n F. O(0 of Spocler Projocia. 87/10/23 7pp 43263.107- 
43203 11'* 

8711130267 Ack rocolpl o' 070210.0306, 27.O501.OOOl.O7l5.3t.O9OD & 1091 Hrs in rO- 
5P4WSO 10 NRD 661222 & 07091 1 loquosts lor oddi info lO Insp Repis 50-445/86 07 
A 60-446/66 05 No further quosi’ons piovidod 

WARNiCK.RF. Ole o< Special ProJocIs 87/10/27. COUNSIL.W.G, TU Electric (lo.'- 
moriy Texas Ulihlios General ngCoV 4pp 43356:026 43358 028 

8711180030 Ack rocolpt of 86022I.0403.0523.0014.0D15.070IOQ.050S.22. 0923 & 30 
responses to NRC 051224,980403.0526 a 0027 lira ro Insp Ropts 50-445/Q5-I3 & 
60-449/85-00 CoiiDCtivo action wHI bo icvlcwod dvmrig lu'.ura -nsp. 

WAHNICK.RF. Ofc ol Sprjclal Prolocls. 87/10/27. COUNSIL.W.G TU Electric (for- 
moNy Toxas Uli.illos Oortoroling Co V 4pp. 43362 164-43382:167. 

6710230213 NRC Into Notice 67-055. "Potlablo Moisturo/Donsity Qe-jgos; Recuni Inci- 
(fonts of Poriablo Gouges Being Stolon or Losi.'* Svc list oncl 
CUNNINGHAM.R.E. O.vislon of Industrial a Mod cel Nuclear Saloty (Post 870729) 
07/10/29 ConsoTdaiod Edison Co. ol Now York. Inc. Q0pp. 43324:139-43324:227 

6711 100470 Ack rocQtof ot 670605.0713.0010,001 1 a 1023 lira in response to violation 
noted In Insp Repis 60 445/66-26 & 50-446/06-22. Implomonlallcn el corrmittoiJ cor- 
(ocifvo a provenijvo actions vr.ll bo revlowod. 

WAnNI(><,H.F. Ole of Special Prolocls 07/10/29. COUNSIL.W.G TU Elociric (for- 
(fioily Toxes Ulilitios Conoraing Co.). 5pp. 43342:201-43342:285. 

8711030166 Final rosponso to FOIA requost lor documonls.includmg V Stol'o 870414 
memo ro Comanche Peak Ropt Review CrouP Encf App G documenls also In 
PDfi.App B a C documonla partially a comploioly w.lhhold (ref FOlA Exempiion 5). 
GRIMSIEY.O.M. Division ol Rules & Records (Post 670413). 07/10/30. TAYLOR.J.H. 
Doflos Times Herald. Dallas, TX. 6pp. 43259.320-43359.350. 

-871 1030176 Partially deleted memo dlscuss-ng implementation of recommendations of 
Comanche Peak Ropt Review Group lo Invostigatlon Ropt 86-t0,addro3s‘ng allega- 
tions of Reg'-on IV mg) wrongdoing to Insp acllv.l os. 

STEllO.V- Oto ol the Executive Director for Oporat-ons. 87/04/14. ZECH Commis- 
aiwtera. 2Spp. 43269.326-43250:350. 

8711040097 Forwards responses lo notices ol vlo'at.on & notices ol deviation lor 
870025-1026, per util 670024 response lo Bloch roquosi. 

OAO,fl.K. TU Elociric (formerly Toxas Utilillos Oervorating Co.). GAD.R. K. Ropos & 
Gray. #487 4761. 87/10/30. BLOCH.P.B., MCCOLLOM.K.A., JOROAN.WH. Atomic 
Safety and Llcensmg Board Panol. 24pp. 43255 083 43355:105. 

6711040113 Answers to ASLB 14 questions (momo;proposed memo ot 860414) re 
Adtorr Plan Rosutts Ropt VII8.4.‘ Provides respor^so to ASI.B questions re llilll 
anchor bolt InsleUatlon. Quality Instruction 01-063 & Certillcaie ol Svc end. 
8EASLEY.C.. HANSEL.J. TU Electric (lormerly Toxas Uti'itlos Generating Co ). #467 
4746. 87/10/30 24pp 432S4:l72-43254;ie5 
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971 1040148 Forwards revised response lo Enlorcamem Action EA-eO-OOD Afleeed vio- 
lation that vet\cJot <J<5ain\Qr\ls re olecincai penoVaiion assembaes controlled by GjM» 
& il'ii per projocl procoduras manual & project guide donied. 

COUNSlL.Vil.Q. lU Electric llormetly Texas Uti'itios Genoraiing Co) 87/10/30 Docu- 
ment Controf Branch (Docu.-nenl Control Doak). 6pp. 43290. l&2-4339() 197. 


-8711200164 Safety Insp Repts 50-'l45/87-27 & 50-446/07.20 on 871007.|I03.V 
lions noted. Major areas inspected- rniervlewa & discussions 

managers.supen/isors.eng.noors & craftsmen & special meelinas. 

PMILuPS.H S . WARNlCK.R.F. Olc Of Special Pro|ecl8. 07/il/i2. 12pp. 43408 


8711040102 Answers to ASLB 14 quesiions (niemo, proposed memo ol 660414) la 
Acbort Plan Results ftopt I a?-* Responds to Action Plan Repl la-2. "Insp Repta on 
Butt-Splices.’' Supporting documentaiion S Certilicaia ol Sve end 
FEARsONjfl., WAU.ANOA.JJ TU Electric (fctmerl’y Texas tiUbasOartetatirnCo) 
*<487 4744. 87/1 1/02. 33pp. 43254 04 »-43254:083. 


8711170107 Revises roplacemeni dale ol valve bonnet lo 680331 In response to r 
ton nolod In insp Repi 50-445/86-22 

COUNSILW.G. TU Electric (lormorly Texas Utilities OenoratIng Co.) 87/11/13 D 
mem Control Branch (Documoni Control Desk) ip. 43381.034-43381.034. 


8711060177 Advises that scheduled complei.-on date for mod & rework ol Unit 1 cable 
t/ay hangers rewsad to 08OtQ8,lrv tasponse to violation noted in Insp Repi &0.445/84. 
16 unit 2 compiaiion dale remains 881031. 

COUNSIL.WQ TU Electric (lorn^dy Teraa Utilues<iQneiatingCo).87/u/02.0ocu- 
menl Control Branch (Docomeni Control Desk), ip. 43293 t9 9 43293:199 

8711040344 Responds to appeal ra den'sl ol FO.'A request lor documenis ro Olc of 
Invesligalions Invsst'gal on 4-84-050 Forwards port'ons o( U&n&mtUat memo ksied on 
a^.Ramalnino documenis coni nue lo bo w.lhheld (ret FOIA Exemptiona 5} 

STEILO.V Oic ol Ihe Exoculivo Diracior lor Opere'. ons. 87/11 /03 BAUMAN L Gov- 
ernment Accouniabl.ty Project. 3op 43278 25S-43278:267. 

8710290334 NHC Info Notice 07-O58. "Improper Hydreukc Conltoi Urhi insiaL'aiion at 
BWR Plants " Sve list onci 

ROSSI, CE. Division ol OperBUonal Events Assessment {Post 870411) 87/11/04 
Consolidated Edison Co. ol New York, inc 1 12ot). 43324-228-43324.339. 

871 1090089 Response lo ^poal of denial of FOlA roquesi lor rfocumenis to inap Repi 
5O-455/07-O7 s 50.446r8r-06.0ocijmcnls l.sied to ertci app w4i contmua to bo with- 
held (rol FOIA Exerrphort 5). 

STElLO.V. Olc of Iho Execui-ve Director |qi Oparaiions. 87/1 1/04 BAUMAN 1. Gov- 
ernment Accouniability Proiect 3pp 43323.281-43323290. 

8711090363 Nofficalion ol 871112 rneeing w/utl in flethesda.MO to d-scusa opo/t 
fSAR review item on jet irr-pingemeni eflecis m & inscivico kisp larjuiicmonis lor 
break oxciUolon reo on of main slearn & loedwaior pipinq at piani 
MAluOY.M Olc ol Special Projects 87/1 1/08. GRiMfS.C.T Olc ol Special Projects 
2pp. 43324 O37-433ai058. ‘ 


6711110093 Forwards Insp Rapis S0.44$/e7.18 A 30-446/87-14 on 870003-1006 & no- 
ncos ol vldiahon & dowatlon. 

WARNICK.fi F. OfC ol Special Prolecis 07/11/05 COUWSll.WG TU Clecinc dor- 
menyToxssUti'ivesGenoralingCo.). 7pp 43348 080-43346:137. 


-8711110)00 Hplica of violalion from rnsp o>r 870003- 1008. Vrolai>on notedpackage 
flow conlrol wocaduras not loi'owed for electrical perteitauon aseembiv 
aocun^erii0tict^.OC piiMnco ^ nooconfotmanco fopi not 

VfAHNlCK.R F. Olc Ol Special Proiocis 07/11/05 4pp 43346 086-43346 089 


-9711110119 Nol'Ce ol deviation tforr» rnsp on 870903*1006 Oovlalion 
noted padqimanoa gu'daimss for conduii support 8 routma waikd^ns not flowed 
V/ARHiCK.flF. Olc Of Special Projects 87/ll/OS. 2po. 43345.090-43346.09l- 


-9711110126 Insp Repts 50 445/97-18 & 50 446/87-14 on 870903-l006.Fo«r viola- 
lions & one deviation nolcd Major areas mspeciod plant response team Issve-Sp^iic 
V.d.VH 8.4 4 VII b 3 & kconsee aevon on previous hrKkngs 8 totiowup 
WAGNEfl.P.C Olc Of Spedn. Pr’^s. 87/.*;^ 


9711020917 NflC Info NoiWo 87-067, LOSS ol Emergency 6oretk>n Capabikiv Qua to 
Nitrogen Oss inlrusion-" Sve list end. 

ROS&.CE. Orvision Ol C^tational Events Assessmam (Post 87041)). 87 / 11 /O 6 
Consoi-daied Ed;son Co. of Now York. Inc ll6pp. 43355 003 4335$ 119 

8711050040 NRC Compliance 8uli«lin 87 082. ’’Faslenet Testing to Oeia'mine Con- 
(oimerKe W/Applicable Mall Specs." Sve Hst enci 

ROSSI, CE Division ol Operational Events Assessment (Post 8704ii) 67/11/00 
Consolidated Edison Co ol New York, inc 116pp. 43397 t42.«3397;2S7 

8711130128 Rasponda to vic^aiions noted m Insp Repls 5O.44&/07-13 & WA46/87-10 
on 8/0708 0804 Corrective aciione procedure wiT be revised to contain requvemoni «o 
obtain review ol new elartup work cemvt lor adequacy. 

COUNSlL.W.G., WOOBLAN.O.H. fu Electric (formorly Taxes Uli'iiios Cene'eing Col 
87/11/08 Document Control Qrpnch (Oocumani Control Desk) 3pp 43367 2)$. 


6711180067 Forwards addi info lo 9707IS response 10 vjolaiions noted in Insp Repis 
6O-445/04.32 & 5O.446/04. It .based on 870/15 ir-oeUng vt/NRC.Lach ol procedures 
10 review status ol const QA program addressed In Issue Specifk; Action Plan vil.a.5. 
COUNSlL.W.G.. WOOOLAN.D ft. TU Electric (lormaily Texas UlAdas OonetabngCo.) 
87/11/06. Document Conlrol Branch (Document Control Pesli) 11pp. 43305 167- 


8711090140 NRC Into Noi'ce 87-058. "Continuous Communications Following Emor 
cy Nolifications." Sve Hsi end. 

fiOSSi.C.E Division of Operational Events Assossmoni (Post 07O4it). 07/f1 
Consolidated Ed-son Co. of New York. Inc. il3pp. 43404:176-43404:288 


671 1 120027 NRC Into Nohee 87.059. "Poientiel RHR Pump Loss" Sve list end- 
ftOSSI.CE. (J.vis.'on of Operational Evonis Assessment (Post 870411). 87/11 
ConsoHdaled Edison Co. of New York, Inc. I20pp. 43487:001.43487:121. 

8711250181 Forwards Insp Repis 50-445/67-23 & 50.446/07 17 or> 07tOO?.llQ 
violations or deviations noted. 

WARNICK.RF. OfC Of Special Projects 87/11/17. COUNSILW.G TU Electr'c 
merly Texes Ul'litlas Generating Co.). 5pp. 43462 312-43462 333 


-8711250187 Insp Roots 50-445/87.23 A 50-446/07-17 on 871007.1103.No v.-olai 
Of deviations noted Major areas Inspoctad- applicant actions & (owowup on ilorr 
rwicor^'ence/ devraiions.rev lo elecirlcel specs & genoral plant lours 
WAGNER.P.C.. BARNES, 1. Olc of Special Prolacts 87/H/16 17op 43462- 
43462:333 


8711130008 Suppi 2 lo NRC Into Notico 86-108, •'Degradation ol RCS Pressure Bo 
ar^esulting From Boric Acid Corrosion." Sve kst end. 
ftOSSi, CE Division of Operational Evenis Assessment (Posi 870411). 87/11 
Consoiidaiod Edison Co. of New York, Inc 1 19pp. 43‘t44:l95-43444-.3l4. 

8711240219 Ack receipt of 87t f06 Ur litformlng NRC ol steps taken to cortecl vidai 
rjoiadln insp Repis 50 445/87-13 & 50 446/87-10 

WARNICK.RF Olc Ol Special Pfolocls. 87/11/19. COUNSlL.W.G. TU Etodill 
raerty Toxas UlilHies Goneraiing Co.). 5pp. 43445:30S-43446 312, 

8711240230 Forwards Insp Ropl 60-445/e7-26 on 871007-1 103 No violations pr < 
etioris rioted 

WARNiCK.flF. Olc et speciei Projecla. 87/1 1/20. COUNSILW.G. TU Eloeidc 
msrty Texas UiWics Gartaiating Co.y 5pp 43445.3t3>434<&’324 


-8711240234 Sateiy liwp Rapl 69-446/87-26 on 871007.n03.NO vlplalions 0/ 1 
at'ons noterl Major aroea Inspoctedaclions on previous insp findings, genoni 
(qjipwup.piooccupstiorial lestirio pTO0Tam.lito piotocilon insp/auoil & ptam louts. 
KELLY, OL.. WARNlCK.R.F. Ofc ol Special Pro|oci9. 87/11/20. 7pp. 43445': 
43446.324 ^ 


07)1240279 Advises ihai insp ol coaled waid semptea compleied per procedure 
sistont w/guidance in SSER 12 (NUREG-0797).UIil prepared to supporl NRC OfliC 
Spactsi frpictis lavtaw & assessment ol insp rosuiia. 

CuUNSiL.W.G , MAHSMALL.J.S. TU Electric (lormaily Texas Utilities General'nji l 
67/11/20. Docuinam Conuot Bisnch (Oocumani Corrtiol Desk). 2pp. 434®. 


8711240305 Siwls 870918 response to violations noted In Insp Repis 50.446/88-: 
6O-446/88'20Daie lot disposition ol requested add) nonconlormance docurnah 
dotmoaiing addl corrective action extended 10 88021$. 

COUNSiL/W.G , MAHSMALL.J.S. 'TU Electric llormerty Texas Utililios Generating < 
87/11/20. Documom Conlrol Branch (Document Control Desk), ip. 43442 
43442 )43. 

87)1250039 Hospor'ids to NRC 8710)4 hr requesting into ro base mail delects note 
Insp Repts 50 445/86 03 & 5O-44e/06-O2.Util propering voniicai/on plan that w" 
usod to iBvOTify wolds from repiesontaiive eample oi 60 pipe supports. 
COUNSILW.G.. MARSHALL, J s. TU Elocirlc (formerly Texas UliMties Generating I 
67/11/20. Documom Conlrol Branch (Documoni CrmliDl Desk), ip. 434 57:1 
43457.077. 

87I1250I46 Forwards Insp Repts 50-445/87.25 8 50-446/87-19 on 871007-110: 
viotatloris or davieilons noted 

WARNlCK.R.F Ofc of Special Projects. 87/11/20. COUNSlL.W.G. TU ElecWC 
marly Texas Utifmes Generating Co.V 4pp. 43462:291 43462:311. 

-871)281)148 Insp Repts 50-445/87-25 & 50-446/87.19 on 871007.n03.No viOlal 
or devfal.'ons noteoMaJor areas inspocled' applicant aclions on previous 
fiiyiings.cotreclrve actions program & site design audit. 

CUERSHAW.LE., BARNES.I. Olc Of SpeciaL Projects 07/11/20. I7pp. 43462.: 
43482 311. 


871)130015 Interim Oeiicloncy Ropl CP-87.110 re solid slate satasuaid sequencer 
refaya not meeting conlact Interrupting rating requirements Evaluation conbnuirtgNoxi 
rent wi'l bo submitted by 871231. 

COUNSIL,W.O. TU Electric (lormerly Texas UiiJilles Gencraiing Col 07/11/09 Docu- 
ment Conlrol Branch (Documeni Control Desk), fp. 43355:359 4335$ 359. 

6711200152 Forwards Insp Repis 50-44S/87-24 & 50 446/87-18 an 671007.1)03 Mo 
violations or deviations noted. 

WARNICK.fl F. Olc Of Special Prolocis 87/11/12. COUNSiL.WG TU Electric (for- 
merly Texas Uiiiiiies Ganeraling Co.) 4pp 43415:30643416.323, 

-B7n200f$8 Insp Repts 50.44S/87-24 & 50.446/67.18 on 871007-1 103.No vrotaHons 
or deviations noIed.Major areas inspected Homs ol noncompUanco/deviations/evfevr 
of allogatlcns.iechnicel audit program 8 general piarti areas. 

HALE.C.J., BARNES.I. Olc of Special Projects 07/11/12. I4pp 43415-310- 
43415:323. 

8711200160 Forwards Insp Repts 50-445/67-27 & 60-446/87-20 on 871007-1 lOAViofa- 
Hons noiod.Enforcement conference lo discuss facts ol Hems scheduled for 871200. 
QRIMES.Cr. Olc ol Special Projects 87/11/12. COUNSlL.W.G. TU EfecMc {fomterty 
Texas Ulihiles Genaraling Co ). 7pp. 43408:205-43408:223 


97113D02O) Responds lo NRC 671023 Hr re violations 8 deviation noted In insp Ri 
60-445/87-16 S 5O-446/07- t3.Coffoclive acUons.Nonconformance Repi 01-AOl 
wnhan to documeni missing cotter pins. 

COUNSILW.G. TU Electric (formerly Texas Ulililles Generaling Co ). 67/11/23 Oi 
mam Control Branch (Documoni Control Desk). 7pp. 43467:288-43467:292. 

8711300120 Advises that completion ol roviow of atiribules for const work cataor 
notice ot deviation Item B (Insp Ropl SO'445/66.03) revised lo 871231. 
COUNSlL.W.G. , BECK.j.w. Tu Electric (lormerly Texas Ut'llties Generating Co) 
11/25. document Control Branch (Documeni Conlrol Desk). Ip. 43466:( 
43468:359. 


S. Reportable occurrences, LERs 8 related correspondence 

87)1040358 Interim Oollcloricy Repi CP-97-104 re possible errors In protection a 
ation salpoinis calculations. initially reported on 670914. Effect ol actual measuring 
equipmeni inaccuracies lo be determined.Next rept by 8801 18. 

COUNSlL.W.G. TU Elecirlo (formerly Texas Utilities Generating Co). 87/10/14. Oc 
menl Conlrol Branch (Document Control Desk). 2pp. 43291:066-43291 /)67- 
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871 (020229 Inieriin Deficiency Repi 0^ 87-26 ro diesel generator luol o:l trane'er pump 
sucvon I (l.ln lially roporlod on 870620. Evaluation conlmulng Next rapt wil bo subml- 
lod by 871214. 

COUNSIL.W.G., WOOOLAN.O.R. TU Eloctrlc (lormorly Texes Uli'iiios Conoraiing Co). 
87/10/26. Documoni Control Branch (Oocumeni Control Dos'*) »p 43234-|g5- 
43234 195 

871(020460 Inlorim Dol.doncy Ropl CP-07-22 ro I.TipacI toaling ol ntaila altochod lo 
ccnlolnrroni linor noi being implomented. init'ally reported on 0706l7.EvalualK>n 
continu ng Next rapt Wfll bo submitted no lalor than 87 1 210. 

COUNSlL.W.Q., WOOOLAN.O R. TU Eloctrlc (formerly Toxas Uti'itios Goncrahrg Co) 
87/10/26 Documem Control Branch (Documoitt Control DoaV) ip 4323/355- 
43237:355. 


8711110165 Inter.m Oolicioncy Root CP-86-53 »e eoismlo design ol conduit initially re- 
pMied on 861021. Analysis of test rosuHs lor attcclod condu cs continu ng lo datormino 
corrective aci’ons. Next ropt wil bo subrriiited by 07 1204. 

COUNSfUW.G , WOOLDEN.O.R. TU Eloctilc (forme/Iy Texas Uli'it.os Goneraimg ). 
87/11/04 Document Controt Branch (Oocumeni Control DosK). ip, 43346:031- 
43348 031. 

871 1100372 Inicffan Doficloncy Rept CP- 65-36 to Installation ol non- solely related con- 
dial 0.4 non safety related dead wcighl supports. inilielly toporlod on 850906 Schad- 
iJod cooip’eiior^ for Unit t by B7l23t.Noxiiopt w.ll be submitted by 8B0301 
COUNSlL.W.G , WOOSLAN.D.R TU Elocific ((ormorly Texas Utilities Generating Co.) 
67/11/05 Document (3o.ntfol Branch fOocumort Control Dosh). 3pp. 43334.161- 
43334:163. 


8711020490 Interim Deficiency Rept CP 87-100 ro low suction pressure trip luncbon ol 
auxiT.ery feedwater (AFW) pumps wh-ch muy render AFW &ys inoporobloInbaTy ro- 
porlod on 870924. Evaluation underway.Noxt ropl wJl bo submitted on 860223. 
COUNSIL.W G.. WOODLAN.O.R. TU Electric (formally Toxas Uti'itios Genoiating Co) 
87/10/26 Oocumeni Control Branch (Documont donirol Dash)- 2pp 43235075- 
43235076 

8711020372 Interim Oelicioncy Rept CP-87-109 re documnnlalicn not receiving appro- 
priaio dosign review or resolution w/ esiablishcd programs Iniiia'iy topodod an 
67 1005. Issue under eveluailon w/ Action Ropt a7-73.Noxt lapl by 880120. 
COUNSII..W.G., WOOOLAN.O R TU Electric (formerly Texas UtMos Gcnotaimg Co.) 
87/10/27. Oocumeni Control Branch (Oocumeni Coniiol Desk), ip 4^35307- 
43235:307. 

87 1 102040 1 Final Oeliciency Ropl CP 87-86 ro poliintia'iy undors-zod clrcui btoakers iti 
Class IE 118 volt ac distribution panels. InillaMy reported on 870903 Breakers ado- 

S uaio lo assure that fault or ovo.'load will not dogiadu Class tE sys 
CUNSIL.W.Q , WOOOLAN.O.R. TU Elociric (foimorly Toxas Utliios Genoiaing Co). 
67/10/27. Document Control Branch (Documoni Control Desk). Ip 43237 010- 
43237010. 

8711020415 Final Delicloncy Rept CP 07-22 ro PSAR Soclion 3.8 1 & Spec 2323-SS-I4 
roriu-remenis (or impact losiing ol mails net impleineniod Inilielly tepartrtd on 
87o6l 7 Roquliomanta clarllled Condition not ronarleblo.par lOCFRSOSSfe) 
COUNSlL.W.G . WOOOLAN.O.R. TU Eludric (iQimoily toxas Uli'ikss Ganorehng Co) 
87/10/27. Documnnt Control Branch (Documoni Conirol Desk) 2pp 43235 261- 
43235262. 

671102043S Final Oaiidency Ropl CP-07-107 ro auxiliary feedwatot clo$-on 
prussure. Initially reported on B70024.Eng nooiing evaluation periormod & issue dolor- 
mined not repofiable per 10CFR80 58(o). 

COUNSlL.W.G , WOOOLAN.O.R. TU Electric (formerly Texas uii-tids Genoraunn Co.) 
67/10/27. Cocumant Conirol Branch (Oocumeni Control Desk) 2pp 43237:226- 
40237:227. 

6711020337 Interim Dellclency Rept CP-n7-2l to laigor derating lectors lor single ireys 
6 coniluTs ihon faclors used In in'tiai cable suing c8'cuia(Ia.ns imiioiiy reponod cn 
670617. Evaluation conimulng.Noxi ropl will bo Submitted by 080113 
COUNSlL.W.G., WOOOLAN.O.R. TU Electric (formerly Texas Uoiitlos QORcrai-nri Co). 
67/10/20 Oocumunl Coni/ol Drsnen (Oocumeni Control Desk) tp 43237302- 
43237.302 

8711020473 Inlurim Oeliciuncy Rapt CP-e7-73 ro unsound modar al const loinis in-tUilV 
roooried on 670824.Evaiuaiion coniinuing. Next ropl will bo aubm.tiad by o7i209. 
COUNSlL.W.G . WOOOLAN.O.R. TU Eleciric (lormorly Texas Ui-l>llos Qonoraina Co ). 
67/10/28. Oocumeni Conirol Branch (Oocumeni Conuoi Desk), ip 4323S I66- 
43235:166. 


8711 1301 10 Interim Oolicioncy Ropt CP-87-50 to abnormal thiusl bearing lomps on tur- 
bine driven ajxlary (eertwatcr pump Initially reponod on 870727 Evaluation 
contitn4ngNexi ropt wi'l bo stbm ttad by 880115. 

COUNSIL.W G , WOODLAN.D R. TU F.ldctfic (lofmerly Toxas Uii'it.os Gono/aimg Co ) 
67/11/06. Document CorVol Branch (Document Control Desk) ip. 43354 276- 


8711 130245 Inietl.m Doliciency Ropt CP-8e-7i ro olocliical cable pull ng lmtially repoiled 
Oft 861002.Evaluaiion of "worst case pji! bys" conilnu-ng Eve'uoiion ol reporiabi'ity 
w.ll be dene folowirg ovaiuallcn oflon Nnxi ropt by 6801 ) 1. 

COUNSlL.W.G . WOODLAN.D R TU Electric (lormorly Toxas Uti'itios Goneralmg Co ). 
67/11/06 Oocumeni Conuol Branch (Docuront Control Dosk) ip. 4335523B- 
43355-2S8 

8711130308 Interirn Dollcior.cy Rept CP-06-37 to bring board assomblos & ampiiilor 
boards used In Cross 1F. baltcry chargers thai ilo not conlorm to vendor assembly 
draw'nosEvaluat'on w-ll bo coni'nuod Noxt ropl w.ll bo submitted by 080122. 
COUNSlL.W.G.. WOODLAN.D R. TU Eloclr c (loriT.Oily Toxas Uliiltfos General ng Co ) 
07/11/06 Oocunie.ni Conirol Branch (Documoni Control Desk) ip. 43357:296- 


8711130345 intchm Ooliclency Rept CP 88 83 to use of sepotat'on barrier mail on 
powoi cables ft power racoways.lniia'iy reponod on 070605 Elfori lo define consi 
echuduto wiL bo conimuod.Nexi ropl w.ll bo submittod no lacor than 8801 18. 
COUNSlL.W.G. WOODLAN.D R. fu El0C1r:C (fermurly Toxas Utililbs Ganofal'ng Co) 
67/11/06 Documoni Cenifol Dronch (Documant Conirol Desk) ip. 43361:00^ 


8711180087 inier.fTi Delicloncy Rwi CP 87-54 ro eiocfricoi design drawings which do 
not apparoniiy impiomont FSAR loqulrcrncnis lo' doss 1E motor-oporaiad valve 
nxilor alertoretnlilaliy reported on 07073I.Nox|iopi will bo aubmilod by 680122. 
COUNSlL.W.G., WOODLAN.D H TU Electric (formoiiy Taxps UiiMlos uonorsi ng Co ). 
67/11/06. Ooeumo.ni Conuol Branch (Documoni C«r>iioi Dosk). ip. 43364:200- 
43364:200 

6711 160267 Final Doiicioncy Rotii CP-87-1D ro rtnfic'ent vendor qua'ilicotlon documon- 
laiion for conrponani cooimg wotar HXs initially ropo.'tod on Q706C8 >IXs accopiablo 
under as-tKiiit load no w/o mod CondiUon not rcpoiloblQ por lOCFRBO 55(e). 
COUNSIL.W O . WOODLAN.D R. TU Eiocuic (formerly Texas Uiilii os Gonorning Co) 
67/11/06 Oocii-Tieni Cor'-Uol Branch [Documoni conirol Dosk). 2pp 43380246- 
43366 247. 

6711120066 Iniorim DoliClor^cy Ri^i CP-85-3S re lel'uro lo Insiall condu l po' design 
oocu-monts la-ilniiy reported ori 860018. Evo'uaiiorh conlinu no Noxt ropt wi 1 bo subrnli- 
lot! by 800126 

COUNSlL.WO TU Eloctric (tormurly Texas Uti'itios Gonoroting Co) 67/11/09 Docu- 
moni Conirol Branch (Docu-noni Contra) Dosk). ip. 43355.262-4335S'282. 


6711030278 Interim Delicloncy Ropt CP-07-S2 re apporem inadonuacy In vondoi into 
used as design input wh'ch cou'd rosull in unaalisfaclory Oass lE beiiory 
capebil.iios.ln'iiaily rapartad on 070729 Next real will be subm tied by 6601 13. 
COUNSlL.W.G. TU Eleclnc (formerly Texas Uiililios Generating Co) 07/10/30 Oocu- 
monl Conirol Branch (Document Conirol Desk), ip. 43252 .106-43262306 

6711030356 Interim Delicloncy Rept CP-B7-34 re oqulpmoni noz/io load iniatleces tot 
p’am. Initially reponod on 870710. Next ropl will be subm.llod on 87t 120. 
COUNSlL.W.G. TU Elociric (formerly Texas um lias Goneralmg Co ). 87/10/30. Oocu- 
moni Control Branch (Oocumeni Conirol Ooek). lp 43250:169-43250.169 

67I103060S Interim Delicloncy Rent CP-07-35 ro Raychom motor connccion 
k'ts Initially reported on 8707I6.KIIS NMCK-2V-3S-00.Lol8 K0770& Kt24S suppled w/ 
wrong sizo snim. Evaluation of Kil accapisbil.ly conl-nuing.Nexi ropl oxpocioo botoro 
880112. 

COUNSlL.W.G TU Elociric (lormorly Toxas Utilities Gonoial'ng Co.) 67/10/30. Docu- 
ment Conirol Branch (Document Control Dusk). Ip. 43251:251-43261:251. 

8711040046 Inlorim Deficiency Rept CP-06-32 re delicloncies involving thru wa'lombod- 
dod conduit sleovos may bo ovotlillod Initially reported on 860421. Evaluation 
continuing. Noxt repi will be submitted by 88011 1. 

COUNSlL.W.G TU Eloctrlc [formerly Texas Uli'itloe Generating Co ). 67/10/30 Docu- 
moni Control Branch (Oocumeni Control Desk) Ip 43290:156-43290.156. 

6711040046 Interim Deficiency Rept CP-87-53 ro doflctonclas Idonlillod in cofcufalions 
usod to qualify pipe whip restraint designs. Inlllally reported on 070729.Eve'uai-on 
continuing. Next rept will be submilled by 680129. 

COUNSlL.W.G. TU Electric (formerly Toxas Ulilitios Generating Co). 67/10/30. Docu- 
moni Control Branch (Documoni Control Desk). Ip. 43200:156-43290:155. 

6711060018 Final Dellclency Repi CP-87-34 re Inconsisleni equipment nozzle toad 
iniorleces.lnitiQlly reported on 6/0710. Enginoorlng evaluation shows lhal new loads 
resulting from correct Interiaco within acceptable limits. 

COllN^L.W.G. TU Eleciric (formerly Toxas Utilities Generating Co.) 67/11/02. Docu- 
ment Conirol Branch (Document Control Desk), ip. 43308:262-43306:26?. 

6711100467 Inlerim Deficiency Rept CP-B7-01 re error In Unite element computer model 
lor satoguards bldg. Initially reported on 8701 14 Eva'uation conlinu-ng.Noxt ropl «vll be 
submiflodfay 660116. 

COUNSlL.W.G. TU Electric (formerly Texas Uli'itios Generating CoJ. 87/11/03. Oocu- 
man! Contfol Branch (Document Control Dosk). Ip. 43336.026-43336:026. 


6711160167 Suppicmoniel Ool.cioncy Repi CP-OQ-13 ro feluros oxisiing in 
ESFA3.1n4*aliy loponorl on 650415. Rov ol lost procoduroa not required duo lo doll- 
Ctoncy rosotvod by West nghouso eubrnlUal ot Imrdwaro rr.ods Circu.l mstallat on com- 
ptoiod 

COUNSlL.W.G.. MARSHALL./ S. TU Efociilc (tormorly Texas Ui lilies Gonoiaimg Co ). 
67/11/10. Docurreni Conirol Branch (Documoni Conuol Dosk). 2pp 43365001- 
43365 002. 

6711160263 Supplomcnial Dellclency Rept CP-&2-09 ro solid siaio proteciton sys undo- 
loclobto lailute Inilielly laponeO o-n 621 l33.Tost precoduros rovisod lo incoipoialo fa- 
dkty-speC'Tc requiromenis rocommonded by Westinghouso. 

COUNSlL.W.G., MARSHALL. J.S. TU ElocUic (formoily Texas Utilities Gonorotlng Co.) 
07/11/10. Oocumeni Control Bronch (Documoni Control Dosk). 2pp. 43305.025- 
43305:026 

871 1170096 Inierlrr Doficle.ncy Ropl CP-65-42 ro possible odverso offoct of substitulion 
of roctangu'ar & oversized prolormed sections ol Ihorrr.otog on conduit 
insia'ial'ons Initially loporicd on 86 1021. Noxt ropl will be submiltod by 680203 
COUNSlL.W.G., WOOOLAN.O.R TU Elociric (lormorly Texas uilHiios Qonoiaiing Co.). 
67/11/11. Oocumeni Control Broneft (Documont Conirol Dosk) ip. 43361 037- 
43981:037 

6711170 1 70 Imorim Dolicency Ropt CP-B6 55 re so.sm'c air gap dosign adequacy be- 
tween auxilary bUg i Un-ta I & 2 conlainmeni bldgs.lnidally ropodcS on 6608 14. Oo- 
volopmeni of altsinaio colculel on in final stage of reviow.Noxt ropl by 860108. 
COUNSlL.W.G , WOODLAN.D.R. TU Eloctrlc (tormerly Texas Utilliios Gonorating Co ) 
87/11/11- Documoni Conirol Branch (Documont Control Desk) Ip. 43361:058- 
43381:056. 

8711170101 Final Dolicancy Ropl CP-07-60 to abnormal thrusi bearing temp on turbine 
driven auxl'iary leodwator pump.lnili'elly reported on 07O727.Pomps w.ll bo dismantled 
8 balancing dium Installed Records wifi be ovallablo tor teviow after 860131. 
COUNStL.w.G., WOODLAN.O.R. TU Eloctrlc (lormorly Toxas Utllllles Generating Co ). 
67/11/13. Documont Conirol Branch (Oocumeni Coniro Desk). 2 dp. 43361 035- 
43361:038. 

6711170112 Inleiinv Oeliciency Ropt CP-67-76 ro (ailuro to proporty record surface 
temps pnot to placement of epoxy-type grouts. latlaliy roportod on 870624. Evaluation 
conknulr^. Next lopt by 880202 

CO(/NSIL,W.G., WOOuLAN.D.fl. FU Eloctrlc (formerly Texas Utilities Generating Oo.) 
87/11/13. Documont Control Branch (Oocumeni Control Desk) to. 4337S-162- 
43375:102. 
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8711170130 Interim Daflciency flepi CP-87-56 r® deficient pip® whip ie9i/&lnl8.lnlially 
teported on 87oe&7.Ev®lua1k)n ol impaci ol issue upon safely ot plant opeielions 
conbnuin^i Next repi will bo submitted by 8B0122. 

COUNSll.W.G- TU Electric Itofmerty Texas Utilities Oeneratirifl Col. 87/11/13. Oocu- 
mont Control Branch (OocumenI Control Desk). Ip. 43382:284-13302 264. 

8711170142 Interim Oeficloncy Rept CP-fl7-l5 re air accumulators foe sk-opatalotl coev 
tro! valves.lnitially farted on 870520. Evaluation ol issue contInuino.Next rapt will be 
submilted by 860122. 

COUf^lL.W.Q. TU Electric (formerly Texas UMitiea Generating Co.). 87/11/13. Oocu- 
ment (xinirol Branch (Oocumeni Control desk), ip. 433a4.3tB-43384;318. 

8711170177 Final Oellclency Repi CP-86-53 re seiamlc design of tonthjrt IrtilleUy report- 
ed on 861021. Insidllaiion of fiberglass doth/resin mail or optional conduit auPDona 
cutjonily scheduled (ot complolton by 880420. 

COUNSIL.W.G . WCXDOLAN.O R. TU Electric (formerly Texas Uliltties GenoiaUna Co) 
67(11/13 OocumenI Conltol Branch (Documenl Control Desk). 1® 43361:049- 
43381.040. 


0711170186 Intonm Doficlenq/ Ropl CP 07-45 re raaclor cooleni puma rnolor backup 
reported on 870717. Evaluation of Issue conlmulno Neri root expected 

by ddOI?5. 

wUNSll.VV-G., WOODUAN.O.R. TU Electric (formerly Texas Ulillties Generatfng Co.). 
07/11/13. Document Control Branch (Document Control Oosk). fp 43381 048- 
43381.04 8. 


6711170275 [nterim DolicienCT Rept CP-87-47 re consumable mails replacement 
reported on e70717.Evaluallor continulriQ.Naxt rapt wiH be subniiiad 

CQUNSfL.W Q.. WOQQLA-N.O.R. TU Electric (lotmarly Texea Ulilittes Qeneraiinn Co ). 
67/11/13. DocumanI Conirol Branch (Document Control Oesk). id 4^84-016- 


8711170263 Final Deltclency Ropl CP-87-01.re error In finite elerneni computer model 
for sareguards bldg.ln.'tlally reported on 8701 14 Analysis cenckrtfes designs 
eccoplabre.is3ue not reportable under IOCFR50.S5(aj. 

COUNSIL.WO TU Eleeirfe (lormerly Texaa Utilities Qansrsilng Co.). 87/11/13 Oocu- 
menI Conirol Branch (Document Conirol Oesk). ip. 433e3'356.433e3:3S6. 

8711190068 Inlerim Deficiency Rent CP-6S-35 re design S const activities of cable liay 
support program.lnillally reported on 881021 Implomeniatlon ol corrective actions con- 
ilnuino. Navi rapt will be submitted by 680 1 25. 

COUNSII..W.G- TU Eieclrie (totroeriy Texas uiiuiios QeneratinaCo). 67/il/t6 Oocu- 
mant Comrol Branch (Document Control Desk), ip. 43306:20943396:209. 


87(1190222 Inlerim Deficiency Rapt CP-87-97 ra inaccuraia rnodeling methods in envi- 
ron analysis w/compulet cods COMPARE MOOiA. Irtliaity reported on 8?06»4.VaH- 
dalion of all aileclod ays vnii be performed Noxt rest will be subrrltted by 660301 
COUN3H..W.O. TU Electric (formeffy Texes Uiiiiiies Qenorehng C« ) 87/ll/i$. Ooev- 
ment Control Branch (OocumenI Control Oesk). 2pp. 43401:012-43-401.013. 


6711200079 Interim Deficiency Rapt CP-87-56 re modeling errors In computer code 
RELAP-S.lnidally reported on 670614. Reenaiysie of affected pipe whip resirefni de- 
signs using RELAP-9 in erpgress.Next rept wfif 0« submilled by 660203. 
COLlN8lL.VV,0. ru Electric ^formerly Taxes Utilities Gene/eifng Co.). 87/|i/i6. Oocu- 
mont Conirol Branch (OocumenI Control Desk). 2pp. 43402:265 43402:266 


8711230439 Inlerim Ooticiency Rapt CP-87-05 re failure ol high rango radiation monlOi 
cables to meel environ qualification for dielectric insulation roquTromenia Inllially re- 
ported on 670406.Next rept will be submitled by 680218 

(}OUNSlL,W.G., MAflSHALL.J.S. TU Electric (formerly Texas Utihiles Generatino Cj) 
67/tt/l8. OocumenI Control Branch (Document Control Oesk). ip. 43421-324 


87112400(0 Interim Deficiency Repi CP-87-00 ra concrete expansion 
anchors.specilicsily ''bottomed out" nuts & unacceptable lorque lor bolls supp'edby 
HfiU.ln-Uaify reparted on 670624. Next rept will be suomilled by 680217. 
COONSlL.wG., MARSHALU.J.S. TU Electric (formerly Texas Utilities Generaing Co). 
67/11/16. DocumenI Conirol Branch (Document Conirol Desk). Ip. 43444:tli- 
43444:112 


8711240026 Interim Deficiency Repi CP-86-81 re calculations for balance ol plant 
safoty-reialed tn9Uut^^©(^^ selpolnta.imilally leportod on BBIIOT.Eva'uahon 
continu.'ng.Next report will be submitted by 86()2]8. 

COUHStL.W.G., MARSHALL.J.S. TU Electric (lormerly Texas Utihiles Generating Co) 
67/11/16. Documeni Control Branch (Document Control Desk), ip. 43444:116- 
43444.11$. 


6711240064 Inlerim Deficiency Rept CP-87-1 17 re design requirements of 1 18 veil Cf- 
curie la station sve water sys.lnitlally reported on 67t023 Issue being evalualod to ria- 
termfna Impaci on plant safoty.Ndxt repi expected by 860301. 

COUNSIL.W.G , MARSHALL, JS. TU Elactrrc (tormerly Toras Uuklles Generating Go). 
67/1 f/19. OocumenI (^ntrol Branch (Document Conirol Desk) ip. 43430:255- 
43430.2SS. 


8711240084 Inleilm Dehcloney Rept CP-87-t16 ra nitrogen purge tcgulalrng valves 6 
failure of valves could result in overprassurizlng condansala & reactor makeup sloraga 
tanks. Initially reported on 871023.Nexl rept expected by 880302. 

COUNSIL.W.G. 7U Electric (formerly Texas UHlitles QenoraUng Co). 87/11/19. Oocu- 
menI Control Branch (Documeni Conirol Desk). Ip 4343i;02l'4343l:02l. 

6711240166 Inlerim Deticlency Repi CP-e6-02 re welds used to splice channel sections 
and-iQ-and forming posts (or cable liay hangeis.lnillally taponed on 87010$.Couocttr6 
actions will be rescheduled Next rapt will be submitted by 680120. 

WUN^.W.Q., MARSHALL.J.S. TU Electric (lormerly Texas UtilHlos QenataVirig CoJ. 
87/11/20. Documeni Control Branch (OocumenI Control Desk), ip. 43442:31/- 


671 1240167 Supplemental Deficiency Rapt CP-67-03 re insisi/aiion el safely-relalod 60 
kV switchgos' on sinrciural embadmenis which ware nol laval.lniliaiiy raponod on 
6703l6.Tasilng ol swllchoear raschadulad for complallon by 68030t. 

COUNSII.W.Q., MAR5HALL.J.S. TU Electric (formerly Texas Uiiiilies Ooneraiino Co 1 
67/(1/20. Document Coritrol Branch (Document Control Oesk). ip. 434^:138- 


6711240242 Iniatim Oetlciency Repi CP'87-25 ra iaiiuro to provide missile proiecllon tor 
d-'esai fuel oil storage lank vont piping iniiiaiiy reported on 670629.EvaluaNon contmu- 
M. Next rept wii) pe sobmined by 86o30i . 

COUNSIL.W.G , MARSHALL.J.S. TU Electric (formerly Taxes Liiilitlos Qenerai/ng Co). 
67/11/20. Document Control Branch (Documeni Control Ooskj. ip. 434<^:t94- 
43442:194. 


6711230163 Final Deficiency Repi CP-86-1 1 rs componenl owiitio ws'er (CCW) pump 

a e'ier l.‘near IndicaHons initially reported on 860623 All CCW pump ImpeRers Inspeef 
& corrective action to repair flnaer Indications complelad. 

COUNSIL.W.G., MARSHALL.J.S. TU EiecIric (formerly Texas Ubijlfes QeneraHng Co l. 
87/11/17. Oocumeni Control Sranch (Oocumetvi Control OesK). ip 43418-3^ 
43418.360. 


6711240310 Interim Oaliclency Rapt CP-a?-20 ra InsinimcnisMon & conirols usoo (w 
iscrieilon ol component cooling water to reactor coolant pump thermal HX.Iniiiaiiy re- 
ported on 870629. Evaluation conilnulng.Nexi rapt axpacteO by B802W. 
ClXfNSlL.W.G., MARSHALL.J 3. TU Peclrtc (lormerly Texes Ulllllies Goneratlno Co ). 
87/11/20. Document Conltol Bianch (Owumani Control Desk). Ip. 4344Vl44- 
43442:144. 


6711230227 Interim Osllciency Ropl CP-87-113 re use of Ampower butt splices In 
manner ihai does nol conform to Ampower design specs fruiiafiy reported on 
67IOI0.Evaluailon continuing. Next repi will be submitted by 880122 
COUNSIL.W.G , MARSHALL.J.S. TU Etecinc (lormerly Texas Uliiiiiea Generating Co). 
87/11/17. OocumenI Conirol Branch (Document Control Desk), ip 43418 278- 
43419:278. 

67(1240166 Interim Deficiency Repi CP-86-48 le adequacy ol nonconformance 
disposlt/ons Inllially reported on 860616. Evaluation of Impaci on pfanl satoly 
coniinuing.Nexc ropl will be submlftod by 680217. 

COUNSIL.W G , MARSHALL.J S. TU Electric (formerly Texaa UUkliea Generating Co ). 
87/11/(7. OocumenI Control Branch (Document Control Oesk). Ip 43430:326- 
43430.326. 

6711230171 Inlerim Oeiklency Rept CP-67-96 re cable & lacewsy data sya review indi- 
cating that wrong cable may have been used In caicufallons.lnitlaiiy reported on 
8709<^.EvelU8llon conllnuing.NexI lepl veil be submitteO by 880219. 

COUNSIL.W.G., MARSHALL.J.S. TU EiecIric (formerly Texas Utilfiles Generaurtg Co k 
67/11/18. OocumenI Control Branch {Document Conliol Desk), ip. 43421.162- 
43421:162. 

6711230270 Interim Deficiency Rept CP-87-lf4 re antitorque marks on tlexible metaf 
tubing observed lo be misaligned prior lo Installatlon.initlaily reporlM on 87f02i.£val- 
uellon continuIngNext repi wih be submitted by 860219. 

COUNSIL.W.G. TU Electric (formerfy Texas Utilities Generating Co.) 87/1 l/ia Oocu- 
menI Conirol Branch (Document Control Desk). Ip. 4342?:26l-43422.25t. 

6711236117 Intorim Deficlancy Rept CP-86-40 re procurement 6 use o( noncyjaMed 
Agaslal relays in some Class IE appJicallons. InJUally reported on 66IOia.lmplementa- 
lion ol conactlve action In progreea.wxl repi will be aubmittao by 860219. 
CXIUNSlL.W.G.. MARSHALL.J.S. TU Electrfo (lormerly Texas UUiitles Generating Ct>.). 
B7/11/IB. OocumeM Conirol Branch ((Document Control Daak). Ip. 43419:12V 
43419.121. 

6711230438 Inlerim Deficiency Repi CP-87'115 re abnormally high calculaled natural 
frequencies of sdl-slAiclure sys. Inllially reported on 67102l.EvakMHofi 
coniinulng Next repi will be submJlled by 860219. 

COUNSlL,W.G.. MARSHALL.J 8. TU Electric (tomiarty Texas UtillDes OeneraPng Co^ 
87/11/18. Document Conirol Branch (Document Control Desk), to. 4342t;325- 
43421:326. 


•71 1250040 Interim Deficiency Rept CP-87-60 re relief valve piping connecting to RHR 
pwrtw suction piping Inllially reported on 870903.Deslgn mod InitlaKHl lo comply w/ 
ASME Secl'on III CoOe.NexI rapl will be submilled by 880215. 

COUNSIL.W.G . MARSHALL.J.S TU Elecirlo (formerly Texas Utiliiles Genorailng Co). 
07/11/20. Document Control Branch (Documeni Conirol Desk) 2pp 43467:076- 
43457.076. 


8711250D73 Interim Deficiency Rept CP-86-36 re scope of plani mods resulling from 
prefect pipe support levarillcallon progiam. Initially reported on 560509.Evaluat:on 
Continuing.Next repi will be provided by 660129. 

COUNSIL.W.G., MARSHALL.J.S. TU EiecIric (lormerly Texas Utiliiles Generating Co) 
87/11/20. Document (Tonitol Branch (OocumenI Control Desk). Ip. 43457:028- 
43457.028. 


8711260138 Interim Deficiency Rept CP-87-SS re containment spray pump recirculation 
ijg^WUaliy reported on 870809 Evalualiort coniinulng.Next repi will be suOmiued by 

WUNSIL.W.G . MARSHALL.J.S. TU Electric (formerly Texas Utilities Qanataling Co.) 
67/11/20 Document Control Branch (Document Conirol Desk), ip. 43469:185- 
43459:185. 


B711260I9S Interim Defidenpy Rept CP-60-72 re pipe support reveritication 
program Evaluation coniinulng Next rapt will be provided by 680129. 

COuNSlL.W.Q , MARSHALL.XS. 7U Elecirio (lormerly Texas unlilfes Generating Co.) 
87/11/20. OocumenI Control Branch (Document Control Oesk) Ip. 43460.036- 
43460.036. 


9711300334 Inlerim Deficiency Rept CP-87 -4 1 re dltlerenllal pressure transmitters des- 
ignated as Group B.lnalaUeo in ealety class sya w/o prraat quahtications (or Class lE 
^Ifcellons. Inllially reported on 6707l6.Next repi aubmitled by 860127 
COUNSIUW.Q. TU Elecblo (tofmarly Texas Uglifies Qenei&tit^g Co.). 67/11/23. Docu- 
ment Control Branch (OocumenI Control Oesk). Ip. 43465:008-43465:068. 

8711300058 Interim Deficiency Rept CP-67-62 re discrepancies observed In fire detec- 
tion control panels Initially reported on 870631 Oellciency addressed in Corrective 
AMion Request 67-061.Nex1 repi will be Submitted by 660224. 

COUNSIL.W.G., MAflSHALL.J.S. TU Eleolrje (formerly Texas Utilities General/ng OoJ. 
87/11/24. Oocumant Corxtrol Branch (Document Control Desk), lo. 43469.347- 
43469:347. 
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B7t13(}a074 Final Deticioncy Repi CP-67'63 lo pipe weld inspalniKalty ropotied on 
870624. Insp results have oslablished reasonable level ot assuronse that exisbng 
welds will perform function w/o mod Oollclency not roportabfe.pei 10CFR50 S5(e) 
COUNSlL.W.G . QEGK.J.W. TU Electric (fotmotly Teras Utilities Generat-ha Co). 87/ 
11/24 Oocumont Control Oranch (Document Control Oosk). 2pp. 43473:114- 
43473:115. 

8711300(68 Final Deficiency Ropl CP-87'42 ro improperly idonlilied Ihormoco-.iolos uli- 
ii/ed In safoty class Installallons. initially reported on 870715 Thermocoup'os In&isiierl 
por site procedures Item found not roportabW par 10CFFtS0.55(o) 

COUNSfL.W.G , BECK.J.W. TU Electric (formerly Texas Utilities Qonoiating Co.). 87/ 
11/24. Document Control Branch (Document Control Desk) 2pp 43467:070- 
43467.071. 

671 1300243 Interim Oelicloncy Repi CP-B5 36 re installation of nortsafety-iolaied con- 
duit on nonsafety-related dead wefght supports. Initially reported on 871 fOS.Ropi darl- 
fies TXX-6d28 Next repl will bo submiiteri no later than 88030t. 

COUN5IL,W.(3. TU Electric (formerly Texas Ulllitios Gonetaiing CoJ. 67/tt/24 Docu- 
merit Control Srench (Document Control Desk), tp. 43467:1 71-43487.171. 

8711300249 Final Oellclency Ropl CP-87-27 re galvanic corrosion In svc water 
sya.InlOally reported on 070629.Fiosullant corrosion Wii) advance to saUnai'on 
level.whore further corrosion will be at very slow rate 

COUNSit.W.G . 8ECK.J.W. TU Elociric (tormerly Texas Ulllitios Genotaimg Co) 87/ 
11/24. Document Control Drench (Document Control Desk), tp. 43472:148- 

43472:140. 

6711300112 Deficiency Ropl CP-07-24 ro conlavimenl Iriot Nolson stud bendvtg In 
excess of FSAR fequ'romonis. Initially roportod on 67Q629.Eva’uatron contlnuing.Noxi 
reel anticipated by 680210. 

(joUNSlL.W.O , OECKJ.W. TU Elociric (formerly Texas Uiililies Gonetaiing 67/ 
11/25. Document Control Branch (Document Control Desk], Ip. 43480360 

43466:360. 


T. Hearing transcripts on non-anlllrual matlara 

8711060090 Ttanseripi of 871102 apodal prohoaring conlorence in Dal'as.TXPp 
24,663-25. 138- 

' Alomic Safety and Licensing Board Panel. 87/11/02. 170pp. 43274 001-43274-176. 

871 1060051 Transcript ol 871103 prehearing In Danas, TX.Pp 26.138- 25.l6d 
* Alomic Safety and Licensing Board Panel. 07/11/03. 20pp 43294 056-43204:074. 


V. Operator Examlnallana 

8711260183 Forwards applications & modicul certificates for five toacior oporaior 8 
senior reactor operaior license candidates scheduled to teke operotor oxams in Dec 
1987. Encis withheld (ref 10CPn2.700]a)(e)). 

COUNSIL.W.G', MAR5HALL.J.S. TU Electric (formerly Texas UbU'os Gonoraiine Co.). 
87/11/19. PELLET.J.L. Region 4, Ofc ol the Director. 2pp 43460.044-43460.046. 
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A. Appllcatlen/cenetruetlen etage documents 6 correspondence 

8711090028 FOIA request for docurnonie re formation of Allegation Review Commliioo 
(ARC] S findings Of 870626 & 0716 ARC moolings. 

BAUMAN.L Governmenl Accountability Prolecl. 87/08/24. NRC - No OoiaHod /fili- 
ation Given. 2pp. 43323:200-43323:300. 

8711030079 FOIA roquosi lor documenle gonorated In connection w/Stello 870121 
memo oslabllahing Comanche Peak repl review group, nolos ot Stelio mooting w/in- 
volved Individuals 8 rogion-wldo iralning program & guidance plan. 

BAUMAN.L. Oovarnment Accountability Prolecl. 87/00/01 HHC - No Detailed Aflik- 
etion Given. 2pp. 43263:322-43283:323. 

8711230186 Informs Ihal individuals on end list no longer perform licensed (A/Hos al 
plani.Addressing of all correspondence ro eubj Individuals to WO Coundl roqueated 
COUNSIL.W.G., MAflSHALL,XS. TU Elocittc (fotmorly Toxse Utitillos Go«orsiing Co ). 
87/10/06. Region 4, Ofc of the Dirocior. 2pp. 43419.360-43410:360. 

8711110038 FOIA request for records on summary ol 870002-04 audit ro implomonla- 
tlon of piping generic technical Issue resolutions. 

BAUMAN.L. Government Accounlsbilily Pro|ecl. 07/10/07. NRC • No Detailed All*- 
olion Given. 2pp. 43347:058-43347:069. 

8711020285 Summary ol 870916 moellng w/ulil & util design conlrectois In New 
York, NY re rosolullons lo gonsric techrilcal Issues on structural integnly ol HVAC 
des.‘gn. 

TEHAO.D. Ofc ol Special Prolools. 87/10/19. Ofc ol Special Projects. I03pp. 
43238:144-43238:246. 

8711020126 Forwards request lor addi Info ro util 870429 roquosi for exfonslon ol 
CPPn-i27.Respon8e requested wllhin 10 working days of Hr rocelpi. 

GRIMES, C l Ofc ol Special Projects. 87/10/23. COUNSIL.W G. TU Electric (formerly 
Texas UlWitlos Gonorallng Co.). 5pp. 43240:07 1 -43240:078. 

8711020152 Forwards safety evaluation re TMI Action Item II.K.3.31. "Conviilance lo 
10CFR60.46.'' Facility moots requirements of action item & l0CFn50.48. 

GRIMES.C.I. Ofc ol Special Prdeds. 67/10/26. COUNSIL.W.G. TU ElocMc (formerly 
Texes Ulllilles Generaling Co.). 2 pp. 43236:320-43238:325. 

-8711020154 Safely evaluation re TMI Action Hem II.K.3.31 re plani- spocilic calcula* 
lions to show compliance w/t0CFR50.46. Fadlily meets requirements ot acl'On Hem 
& 10CFR50.46. 

’ Ofc ol Special Projects. 87/10/26. 4pp. 43238:322-43238:325. 

6711020410 Informs lhal efIecMva 671026, JL Pellet will assume posillan & duties ot R 
0»ley as section chief ol Operator Licensing Secllon in Oiv of Reactor Safely. 
CALLAN.L.J. Region 4. Ofc of the Director. 87/10/26. COUNSIUW.G. TU Electric (for- 
merly Texes Ulilltios Generating Co.). 2pp. 43235:259-43236:260. 


8711030276 Adv.sas that uM wiH not adopt Ruv 15 to Code Ceso N-7t . Uti will conthuo 
to use aiteria of Rov 9 in design ol plant p-pe supports fabricated from ASOO Grado 8 
(Mld'lotn*ed) structural lube shape. 

uOUNSlL.W.G.. WOOOLAN.O.R TU Electric (toimcrly Texas UtiMies Ganctatltiq Co.). 
87/10/26. Document Control Branch {Document Control Oosk). 2pp 43250.310- 
43250320 

8711020403 Forwards advanced FSAR change correcting errors conlamsd h 871002 
rev to environ qualihcotio.n program. Lir supersedes ends to TXX-6745. 

COUNSlL,W.G . WOODLAM.D.R. TU Electric ((ormorly Texes UliLlics Goneratina Co ). 
87/10/27. Oocumont Control Branch (Document Control Desk). 29pp. 43237 143- 
43237:171 

87I10300BS Pamal response lo FOIA request re plant App A records avalablo In 
POR.App B records enci & In POR. App C docurnants combleieiy withhold (rel FOIA 
ExempUon6) App O documents partlalv withheld (rot FOIA Eoxompilnnej. 
GRIMSLEY.OH. Division ol Rulas & Records (Post 870413). 87/10/29 BAUMAN.L. 
Qoverrvnont Accountabi'ily Projecl tOpp. 43263 324-43264.049. 

-8711030130 /Ldvisos Ol spoclllc regional actions m response lo Ole ol Inspector & 
Audiloc rcpt.Listod activities conducted re training of supervisors & stalt.Po'icy guldea 
ertci W/o ends 

MARTIN.R.O. R^lon 4, Ofc ol the Diroctor. 87/04/14. STELLO.V. Ofc ol the Exocu- 
Uve Oirockx for Oporations. 3pp 43263 334-43283 336 

-67II030I41 Discusses training to omployeos Idontiliod as result of Co.manche Peak 
Invesbgattve rral Conduct ol ira ning by JW Rodo racornmondod. 

LeAGUE.K.£. Region 4, Olc of Iho Diroctor. 87/08/07. MARTIN.R D. Region 4, Ofc of 
Iho Oirecior. 4pp 43263:337-43263 340 

-6711030156 Requests recipient assistance In orrarning lor live lisied 
coui3e3.espoclal.y conlllcl resolution, to be made evaTlabio lo Regan iv 
poisonnoi Need lor training idonlilied In Olc ol Inspector 8 Aud.tor rent Regional olc 
MHCy Q^UidfrS OACl 

POWEnS.O.A- Reg on 4. Olc ol lha Director 87/08/31. FOSTER.W H Reoo.n 4, Olc 
ol the Di/oclor 45pp 43263 341-43264 025 

“871103D169 Peqially withh'od merro re liMoilm (otlowup sevons lakcri to tesch Imal 
rosokiuon (0 Issues treated In Olc ol Inspector & Audiior Repl File 86 10. Fermat for 

ra val■on of siBiemoms discussod. 

IIN.R.0 Rogion 4. Ofc ol the Dirocior. 88/12/31. PHILLIPS, H.S NRC • No De- 
is lod Alhliation OVon. 4pp. 43264:037-43264 040. 

-8711030274 Forwards listed policy quidoe on ira'n ng is8U08.Acldi irainirg poky guides 
wiH bo larwar<fod upon compioiion.W/o ends. 

MARTIN.R 0 Roffon 4, Olc ol the Dliocier, 87/06/20 TAYLOR.J.M. Deputy Exoeu- 
two Oxoclor lar Hogiansi Oporaiions, EDO (Post 870413). Bpp. 43284:028-43264:034. 

-8711038281 Discusses scions piennod rs ropt ol Comanche Peak ropl review 
gioup.Roview Will be usod to osisbiish ociions which w-ll Improve Rogion iv opor- 
alions 

MAflTlN.no. Rogion 4, Qlc ol Ihe Ouoctar. Q7/08/28. TAYLOR, J.M- Deputy Exocu- 
live Diroctor lor Reglonni Oporaiions. EDO (Post 870413). 2pp. 43204 035-43264:036. 

871(030498 Summary at 6709)2-14 aupi vr/NRC cohSvi'-leiMa a) p’aniol as-bulll Into 
vortiicaiton program for so-smic Caiegory i HVAC duct hengore.List of porsonnol in- 
voKrod 8 i.$roi documents & drawings rovlowod onci 

TEflAO.U. Ofc of Spedai Ptojccis. 87/10/29. Ofc of Special Piojocis. 8pp. 
43280305-43200,312. 

8711090036 Fmel re^onse to FOIA loquosi.App A docuirionis ro mgt Of aiionaiicns ai- 
roady ava4ab'o In PDR App B ducumonl end 8 avai'abia in POR App C (Tccumenis 
compietofy wfihhcld (rel FOIA Exornpiion 5). 

QHIMSlEV.O.R Division of Rules & Roco.'de (Post 870413) 87/10/29. BAUMAN.L 
Covernmeni AccouolDbllily Proioot. Bpp. 43323:301 -43323 310. 

-8706220086 inlorms of establishment ol Allogolion Review Commilloo charged w/re- 
vlowlng all new eltogetions & setting forth course ol action Icr ovaluallon.foliowup 6 
Anal dl8posli<on. 

GRIMES.C.I Ofc ol Spocal Projocta. 87/06/15 Olc ol Spec's! Prelects. 2pp. 
'13323.3O7-43323 310. 

8711030188 FinAl rosponso lo FOIA request lor docuntonls.lncludmg V Stollo 870414 
momo ro Comanche Peak Rept Revlow Group Enel App 6 documents also In 
POR.Aiw 6 8 C documcniB partially & complololy withhold (rel FOIA Exomplton 5). 
QniMSL6Y.0.H. Divis'on of Rules & Rocords (Post 870413). 07/10/30. TAYLOR.J.H. 
Oallae Times Herald. Dallas, 7X. 6pp- 43259.320-43259:330. 

8711040144 Forwards response lo NRC 870016 Hi requesting addI Info re ulil results 
ropt for Rev 3 10 Issue specific Action Plan II. c, "Maim of Air Gab Botween (Toncreio 
Strvckxos." 

C^NSIL.W.0 TU Elociric (lormorly Texas Utilities Genoraiing Co.). 87/10/30. Docu- 
ment Control Branch (Document Conuol Desk). 4pp. 43290:198-43260.201. 

8711040194 Forwards Rov 0 to "Large Bore Piping & Pipe Supports,’' p'0|ect status 
rapLflosolulion of Issues identiflad in "Largo Boro Pipe Stress & Pipe Support Generic 
Issues Rapt" contained in App A & B of end rapt 

COUNSIL.W.G TU Electric (lormaily Texes Utilities Genorati.ng Co.). 87/1 1/02. Docu- 
manl CoiMtol Branch (Oocurnenl Control Desk), tp 43276'.0t7-43276;2t6. 

-871 1040204 Rev 0 to "Large Bore Piping & Pipa Supports," project status repl 
KLAUSE.R.P. TU Electric (lormerly Texas Utnlles Generating Co.). 87/1 1/02. t99pp. 
43275:018 43275-218 

8711040242 Forwards Rov 0 lo "Small Bore Piping & Pipe Supports,'' project slatus 
rapt. Resolution ol issues Idenillied in "Small Boro Piping & Pipe Supports Generic 
Issues Repl" contained In Appe A & B of end rept. 

COUNSIL!w. 0. TU Electric (formerly Texas Utilities Generating Co.). 87/11/02. Docu- 
ment Control Branch (DocumonI Control Desk). Ip. 43274:1 79-43275:018. 

-9711040247 Rev 0 to "Smell Gore Piping & Pipe Supports," project status ropt. 
KUVUSE.R.P. TU Electric (lormorly Texas Uiililies Generating Co ). 87/11/02. I97pp. 
43274:180-43275:016 



i-vwtcd-joas .V5-<w.oat«o « W-050 ForwafiJs poroons of trensmiHal memo Lsied on 
aco docunef^^s tor,-^e to be wJkheid (lel FOIA. Etaoatioos 5J. 

StctlOV c« cf tne Ereculve Cweciw (Of OperaWiris 87/H/03 BAUMAN.l Gov- 
^Oject 5pp 43276 255-43270.287. 

-671 i0403Sf Patza'fi tJe'efeO none torwiciirtg Oratt pfoposed en?oicemeftt acUon »e 
M/aty'eot i iT.trwJaaw 8i pi'art (0/ cofomeot by 060225 

vOllWER R H Ofc of lf'.spe<tiOn 6 Entofce'rien!. OMectof (820201-870413). 867027 
t S WASr S R 0 Be^on 4 Ofc o( the O-jec'.ot. tp. 43270 259 43278-267. 


47itiM4lt Gef^nc Ltf 67-15 to aJ) holders o/ CPs (or nucteat power p.'anis re poTicy 
sycf-eM Oh di^erred War's Sre list enct 

M P>.G'.iA.F i Associate CKectc* (o< Projects (Post 070411) 87711/04 ConsoDdated 
ESsChCo Cf New yoflr, IhC 46pp 4340i00l*43402 046 


(711100474 &j7rv-4jy w 07M25-1OO1 audii ot Comanche Peak Response Team thld- 
party rev«vr oi caw tray/S(^>pons si ofes ol TEItERA tn Betttetey,CA.U3l ol petstms 
•r'roKed in sotti 6 a“enitn9 ext meesog enci. 

TERAOO Oc cl Special Proiecis 67711/05. 01c ol Speciei Pio)ecl6 8pp 
47342273-43342280 


1711160259 Noercaeon d cof'-rsci eiscution.Mod iS,io ' Revtow 8 Evaluation of Co 
nancre Peak Prooram Plan ' Contractor Teiedvne Entpneenng Sves 
hAG£ 7 m Corrraci Adfhinisbasoh Branch FlNO-i33fl 87711705. GflIMES.CI. Ofc 
d Speoii Pfcsects LYONS J 7.BC • No Detailed Aff.iaiion Grven Ip 43370092- 
473/: 1794 


-6711160264 Mod 15 adi^ng inuemec'al (unds.io ' Review & Ev^uabon o( Comanche 
Pea* Program Fian ' 

* Teiedjhe Eoaheenno Servee-s W-GG'NS.E J. Omsion ol Contiscts (Post 07O413> 
FNai330 87rllr05 Ppp 43370 033-43370094 

(711130125 Advnei that vakio ci 743 pH unrts reported in Pedoimance EvaKiabon 
Repi OMROA Shjdy 7 /a 1997 NPuES OA progra-'n ineonect doe to clencai 
er-cr Fv^jortsd vaJua sTaCuid have been 6 43 pH umts.which is nviihin accepiab-'e 
range 

COuNS-i.tA Q . /lOOOLAN.O R TU Electric (tormerfy Texas Uniiies Gaoefabno Co i 
67111/36 HE/fftE Texas. S'-ate ot ip 43354 068-43354 006 


OECKJW TU Etociric (fo/morly ToxflS UUliliea Oonoraimo Co.)- 07/IO/2fi 
43390:059-433901127. 


8711180046 Forwards Rov O to "Cotroclivo Action PfOflrntn IVo/oci SlnMs Hem 
Supports Train C 2-lnch Dlofnoiai & (.oss." Roaoluliwi d isanos darit-ho.l .it ■ 
Technical Issues flept...flosoiuiion ot Cygnn T(ain...l98ii08 incluclod Iti fopl. 
COUNSIL WG WOODlAN.D.R TU Cloclilo (loimoily Toxaa Ul'I'liOa Qonoiot 
87/11/11' Documenl Cont/ol Bronch (DociimonI Conirof Desk). I|». "lOa 


8711170216 Advisos ol tonioilvo-'y echodulod 071201} pitbllc rtiooUfH) in Ofi'tne.T) 
cuss NRC ipviaw ol coiioctivo actions doswibod in utlt 070020,0020,20,000 
itfs Comments reouesied by 071201 for Incluston In onondn. 

GRlMESCI 0!c ol Special Pidocis. 67/11/13. ftLl3,J. Cil'ions Asao&a 
Sound Enorgy. 4pp. 43de5:2GO-43305:29l. 


0711240123 Forwards connmua'coiions ropla assoefniod w/r>lpin(j/pipo 
sudds. Ropla also Hated in alIRChment. 

WH.LIAM5,NH. CYGNA EtlQifly Sorvicos. Q7/U/13. ELLISJ. Cillzona Asaocij 
Sound Energy 27pp. -13430;054-43'130;000. 


871 1240133 Forwards commiirtlcailons ropla ossoctaiod w/cnbto tiny eud 19 List 
mvnication repis sncl. 

WILUAMS,N.H. CYGNA EnofQy Sorvicos. 07/11/13. ELLlS,J. Cilieono A680CT 
Sound Enorgy. 100pp. 4343 1;131-43431:230. 


0711240237 Forwards communicallons ropis nsaoctntod w/clvil/sirucli/rnl nujili 
communicellons lepts and 

WILLIAMS,N.H. CYGNA Enorgy Services. 07/11/13. ELLlS,J. C>lizoii9 AsRocui 
Sound Energy. 46pp. 43432:276-43432:320. 


87112S0057 Forwards communicnilons ropis nssoctniod w/contfull niiclila. Lial < 
municailons repts ancl. 

WJLLIAWS.N.K CYGNA Enorny Sorvicos. 07/11/13. ELLlS.J. Citlrons Associfl 
Sound Energy, aopp. 43467-.O3«1-43457.07l. 


8711130)76 Prevades ad« info re Ger»nc Ltf 03 26.Secl-an 2 2 t.pe< Cl Grimes 870325 
reouesi 

COdSS.L.wG. WOOOlAN.OR TU Eiectnc (formerty Texes Ubkties Genetaiing Co I 
Oocwner.t Control Eeanch (Document Convot Desk) 3pp 433S7 206- 


0711300124 Final response lo FOIA roquosi for rocords ro summary ot 070962 ( 
concerning implemenlallon ot plp-no gonorio loctmlcnl isstio losokrilono f'orwai 
8 documenis.App B & C dooumonia ovoHablo in PDR. 

QRIMSLEV.D. Div.slon ol FTuloa & Records (PosI 070413) 07/11/17 RAU 
Governmenl Accounlab.'Hty Projocl. 3pp. 43425.330-43426-344. 


1711100071 forwards Rtfv 0 lo wojeci siahia repi. Cable Tray 0 Cable Tray Hanoert • 
RwskAoh d iMues nJertW m Caw Tray & Cable Tray Hangers Generic issues 
Reel, ortiiPed m Apps A 6 B ol enct ropt 

0 fi TU E:ectne (lormerfy Texas UtMies Gonereimg Co) 
Oocuneni Control Branch (Oocumeni Control Desk) ip 43389124- 


^ Oevekipmen. Co.L.d.«» 


onwieo oenonc issues epplica- 


1711110049 Partial /esponae to FOtA remjesi (or documenis re imoiemeniaiinn ni 
resovvoi^aros documents hSIed^AlSrA App A 


YAOAfl R u Skme A IVetMler. Inc 86r07/Tt 79ji 43347,221-43347 290 


as-bofl actvttw^ “ *" ««^" Ooci/ments rewowed 8 fij«e ot 

«S«?3-i^Mi^ «>'■: O' SP««I Prciecte 9pp. 


SiX^ 4Sp^iS1??.S?79 CUryo'^AssocaUonlo. 


rB*» iMim Gerrtrw^C^^;:^ WWM63 ofg'r''^ ® {tormerly 


K^-'r '«« SP«.«o 




<33*9329-4^^^” fto^nedy Texas UMties Generalmg Co.) 07/10/23. 3lpp, 


-^SawwO^niJlContf^BS^’^ BwwHa Rapi issue Spoertfc 

8K3UW TU OecOK (tan^ 

«»»36CM3390rCM ''Ofwerty Texas UUities Generalmg Co). 87/10/21. S9pp. 


-0711200130 Rev 1 10 "Documonlailon ol ASMC III NA-1 140 Rflvlow (or l‘iplng 
^s" Copyiight rnsll.W/O DVorsiiD onds 


Gfl€£N.WH., COKONISAJ., MCQUAID.P.J, Slono & Wobslor BdOliiOOfiiit 
15454-NlC) 007 ROI. 87/00/ 1 0. SOpp, 43425 343.43426;344. 


0711240128 Forwards Rev 0 IP ■'Concfuii Supports Trains A & D 4 Train C Laffl' 
2 Inch Diemeior." prelect status rept. RosoiuHon o( 190000 conlnlnocl in Ajipa A 
end repl 

CpUN5lj..W.G., MARSHALL, J.8. TU ElOCliiC (fotmoily TOxns Ulihl'00 QunofOtii 
Oocumeni Controf Branch (Documont Control Ooeh). Ip. •f04 

^3433 -vSS 


-0711240140 Rov 0 10 "Conduit Suppofis Trains A & D & Tiflin C'LOfnof Thor 
wrneier. proleci status ropi. 

■ E'eciiic (lotmofiy Texas Uiliil/es Gonoraiing Co.). 07/11/10. l21pp. 434 

^3433.v8v. 


0711200000 NelHicstion of 87i2I>0 meoling w/ull) In Dallas, TX lo tHecuss oinluf 
recuve action promams. 


«? apPpA'e of rOIA requoBl for rocotds to ovntu 
fnw'ftA i 5h-?i 22 P'Bh re planl.bocumonla i.2.b 4 MO addroaeod In ronpo 
GRiuA?iAr^i? ‘Joct/moniB avaHaWo in POn. 

A 0‘Y'S-on of RuIob A Rocords (Poei 8704131, 87/11/10. GAR 
Governmem Accounlabilily Ptolool. ip. 43481:143-43461:221. 


10 FSAn.Amond.lfanemiltocl uni 
sis teslinn®ut.?n^ '''° prOtOCllOft.QlOCltlCal 60p0inlto 

* oloclricai grounding, 

^)^i>ni!^iSi,A (forrwly Texee Ut*8 Qonetaling Co.). 87/1 )/2( 

monf Conifol Branch (OocumonI Conirol Oosk). 26pp. 43432 030-43432 060 


P'®"' PfoO'®'" Oescripi/ons. Porllone ol ■ 
d^X*m dl io2 Sn° "?a" »inal accoplonco 


^e|op^from design bads docSmenls" 

^5 ^'iJjnanP rnnimi ""^n ('O'lTiorly Texaa UtUillos Gonoraiing 

43471:026 ^ (Ooci/ment Conirol Doek). 3pp. 4' 


E. NRC Safety Evaluation Report isER), .upp)a & correepondence 




•fi . lz, «o«v»5Mitjrn or rnsp resu td. 


f. Security, medical, emergency & fire prolecHon plane 


8711130157 Forwards Info associated w/iA/rAP nn-ji -I, . .u ^ . 

(lormerljr Texas Utu/tles Gena 

43357:208. '^'"'0' Bfanch (Documenl ConWol Desk). Bpp. 


DOCKETED ITEMS 171 


8711240164 Forwards dosctipllcn cl Arr.ond 65 to FSAR Amend. Ironsmiltod urde.* scp- 
Vata cover 'nc'udes Haiod rovs.lnc’ud.ng li'o protoclion.eicctr.cal eopefanon power 
ssrs lesiinoutl otaarvzawon & oiacitlce' fltoundin^ 

rjr’i-JSltWG TU Electr.c (formo/V Texas Uiilittos Genoralng Co) 67/11/20. Docu- 
ir^nt CO-itfoi Qranch (Oocumonl CcnUol DoaK) 25pp. 43492036-43432 C60. 


<3. Adludicelo/y correspontlenca 

8711240044 Rosponds (0 840310 poM on por 10CFR2 206 on bdhaT o( CASE A ruc!e> 
ar wO'Kers esi'ing NBC to act re documonletion & const doflclorKlea at p-'ant NRC wi I 
conduit insps but reriuosts ra iDCVP.mgt audit fi const auspons an den ed.w/o stated 

KEPPLER J O Olc Ol Spoctal Piojoctii /y407 4QD7 87/10/16 GARDE. B.P Govern- 
man; Accojn'ability Project. 5pp- 43423 163-43423 107. 

6711170039 Answers to Board 14 q..-Qsticn9 ImerTiOiprcpasod momo ol 8604)4) le 
Action plan Rosl'IIs Rapt l a l .* Concerns ro Insta'iation ol neat shnnkebio Insutabon 
s'eoves addrossod Cortificato ol Sve end 

PFAH«;ON J n MALLANDAJ.J. TU Cloctric (lo’uiurly Texas Uti'ilies Gonorali-te Co }. 
44674797. 87/10/26. 275pp 43367:228-43368 125 

6711040073 Answers '0 Board 14 questions (merroiprcposod morra oi 680414) ro 
Action Plan Results Ropi IH.a.S.* CorlH cato ol Sve oncl. 

RUSllWlCK.J E. TU Electric (lorrnsrly To«as UtiMios Gnnotelir.g Co.). 4146 7 4 740 67/ 
t0/?.9. IIPP 43254:282-43254 292. 

8711040083 Answers to ASLB 14 quosi(oii‘< (rnnmo.proposerl miKno ot 06041^ re 
Ac'icn Flan Rosu'ts Ropt III c.* Responds io Act on Plan Ropt lll.c. • proroqulnito Tesr- 
ino ” Supportlnn documentation 8 CortiNcata ol Svo end 

HOSHVVtCK j t TU E.’eclrlo (lomiorly Texas Uti'illos Gonorating Co ). #487 4 742 67/ 
10/29. ISp? 43254-340-43264 360. 

8711040095 Answers to ASLO 14 quostions (memo, proposed rromo of 060414) ro 
Aden Plan RosuUs Ropt Hl.a.t.’ Responds to Ad on Plan Ropt lila.i. "Hot Fbnci'on- 
ai Testing '' Suppo.'ting documonloUon 4 CotM ceio ol SvC oncl 
RUSliVVlCK.J t. TU ETocl/ic (lormorly Texas UliTlios Gor.orat'ng Co.). #407 4743, 67/ 
10/29. t3pp 43255,06t-43265 073 

0711040101 Fonvards notlcos cl appearanco on boliall ol JR Newman, M Axolrad.GL 
Edna* 4 AH Gutierman ol Newman 4 HcItJ'nQor. Corilficalo ol Swe orjeJ 
WoOLfliDOE.R A. TU Elaciflc {formerly Texas UU'iHos Oona-flling Co). 
WOCLniQGB,ft A. Wofsttam. FoiBytho. Sampala 4 Wooirldgo (formoily worsham. 
FwSY'b* 4 Setrpeis). #467 4739 87/10/20. Oodioung & Scrv.ces Brooch i«po 
43253.317-43253 331 

871 1040 103 NRC Stall response to Licensing Board quosi ons.* ASlB should adopi ’■tl- 
gst.pn sdiodu’o prev ously proposed by sioll 071002 response whicli Is consisieni w/ 
tiall response to ASLR ihroo quosi-nna. 

M‘ZUN0.G-S. Assisiant QonetsI Counsel tor Hearings 1/407 4752. 67/10/29. 29pp 
43254.084-43254;tl0. 

-3711040111 NRC Staff proposed proiioaring comorenen format.* Skbipiisjuoposod 
format lor 971102-03 prohearino.&iaif does not wlan to propose airldlfssu 08 .Co(i.hC 6 io 
of Sve end 

MOOR6.J.E. Assistant General Courwnt fo< Hoarings. 07/10/20 . 4pp 43254.113- 
43254 116. 

8711040107 Answors 10 ASLO 14 quosiions {rromo^roposod memo of 660414) ro 
Asnon Plan Resufis Ropi lll.p.* Rosponds to Action Plan Rnpi ill.b. "Conduct of con- 
t8ir.rr.ont imegroiad Leak Rato Tosl." Supponing dooumoniotion 4 Conircelo of Svc 
erct. 

RUSHWiCK,J.E. TU Eloclilc (loimoily Toxas Ul 1 1 08 Gonorailng Co ) #497 4741. 07/ 
10/29. 11pp. 43254.127-43234;137. 

8711940135 CASE proboarlng conforonce pfan & answo/s 10 ASLB quosnons * CASE 
lakes posito.'l ihai ASLB should make factual dotarmlnalion oboul oxtont of hsloncai 
bioa’ndovrn In OA/QC lor design & consl.Ceit4icato ol Svo end. 

Garde, B P Citizens Assoc olion for Sound Enoroy, #407 4740. 07/10/29 26pp. 
43254 236-43254:263. 

0711040147 Applicant rosponso to Board ihroo conleienca plan quostions.* ASLAH 
concluded that appl-csnl design vorilicniion oflorts parm-llod to subsirluio for dosign 
OA program Vf/Con.licoto ol Svc 

EGGEUNG.W.S. TU Eloclflc (ioimorly Toxos Uli'ities Qerwralmfl Co). 

EOGEIING.W.S. RopOS & Groy. #487 4747. 07/10/20. Mpp 43254 264 43254:277. 

67110401S7 Applicant pronosod lortnal for prolivaring cohlaronco.' Applcani shorad 
address ASLB iniiioHy lollowod by rosponso by all oinor pa'Iios Appi coni should then 
to alfordod cpporlunity to respond to commants.W/Corlincolo ol Svc 
EGQELING.W.S. Til Elactric {formerly Texas tflilillos Gonorellng Oo) 

EGGELING.W.S. Ropes & Gray. #407 4740 67/10/20. 4pp. 43264-037-43254.(M0. 

8711040097 Forwards rosportsos to notices of vlaiaifon & nollcos of dovtaioo for 
870925-1026, por util 670u24 rosponso to Bloch request. 

QAD.RK TU Elociric (foirroily Texas UMlios Gonoronng Co). GADJT.K. Ropos & 
Gray. #487 4751. 87/10/30 BLOCH, P.Q , MCCOLLOM.K.A., JORDAN.W.H. Alom'c 
Safsty and Licensing Board Panol. 24pp. 43255:092-43256:105. 

8711040113 Answers to ASLB 14 questions (mamo.proposod memo of 8D0414) r® 
Action Plan Results Rapt VII.B.4.’ Provides response to ASLB questions re hkHt 
anchor bolt fnsiallation-Oualiiy fnstruclion QI-063 & Corlilicato ol Svc end. 

BEASLEY ,C., HANSEL.J. TU Electric (lo/merly Texas Ulhlios Goneralhig Co.) #487 
4746, 87/19/30. 24pp. 43254:172-43254:105- 

8711040114 Answers to ASLB 14 quosiions (momo.proposod memo of 860414) re 
Acton Pi’an Results Ropt Vlla.i.* Responds to Action Plan Repi Vffa.l. "Mad Tra- 
ceab. iN." Supporiing documonlallon & Cert-fi'caio ol Svc oncl. 

BARISH,V J., HANSEU.J.L. TU Eleclrlo (lormorly Texas Uti ilios Ganoraling Co). #487 
4745 87/10/30. Mpp. 43254:106-43254 209- 

8711040146 Applicant oighih progress ropt.' Ropt covers 070826-1025. Senloi revrtw 
loam approved & pubushoef 44 rosuUs ««pis (cptosonUag 43 Issuo specific eewn 
dfjs or disc'prins specific action plans.Coiiificol 0 of Svc oncl. „ 

QAD,fl.K. TU Eioclrip (lormorly toxos Uli'ilios Goneralmg Co). GAO.RK. Hopes A 
G,-ay. #487 4750. 87/10/30. 46pp. 43263:332-43254:017. 


871 f 110064 Answers to Board 14 quesiior.s (momo:proposed 060414 memo) re Action 
Plan Results Root VI. a ' Ccrtilicaio ol Svc end. 

TUai.P.i., LEViN.H TU Elstlnc {loimsrty Texas W- "Jes Osnetalirg Co> #487 4776. 
87/10/31 19pp 43532 236 43032 266 

8711040102 Answers to ASLB 14 quasiions (rremoiproposed rnemo ol 869414) re 
Acton Plan Results Rep: la 2 * flosponds to Actio.n Plan Repi l.a 2. ‘Tnsp Rapis on 
Bull Splices " Supponirn documaniaiion & Cortificato ol Svc enci 
PEARSOM.J R , MALI.ANOA.J.J. TU Etectnt doimerly Texas UVWc-s Geneiatng Co.) 
#497 4744. 87/11/02- 33pp 43254.04 1 -43254.093. 

8711110051 Forwa.-ds WG Counsii 871102 Ur to NRC I'ansmiiting project status repi lor 
Rov 0 Ip "Larpo Bora Pip'ng & Pipe Suppo-ns" A ropf W/p ropt. 

WOOLORIOGe.R a Worsham. Forsythe. Senipels A Woolridge tfo-merly Worsham. 
Fors-^o 6 Sampo's) #487 4772. 87/11/02 BLOCH.P 8 , MCCOLIOM.KA , 
JORDAN, WJf. Atomc Safety and Licens rg Board Pariei. 2pp 43332. 185 43332 188 

8711170021 Answers to Board 14 qjosions (mo.moranduni proposed memorandum ol 
880414} ro Action Pfan Results Repi u a * Submiis answer lo Board 6604 14 questions 
ro rebar st iuoi hand no bldg.W/Certifcato of Svc. 

AftftOS.J.K, LEVIN, H.A. TU EierttiC ll&irr.sity Texas uiliiss Gensialno Co). #487 
4768 87/11/03 10pp. 43368 148 43368:157. 

8711170040 Answers to Boa'd 14 quPatio.ns {mamorandum, proposed memorandurn of 
860414) 10 Action Plan Results Rept VIb* Submit answers to Board quoslio.ns ro 
polar crane &l^ims.ln accordance w/Roaid 860414 memorandum W/Certd.caie of Svc 
ARROS.JK , Lf.VtN.H.A. TU E'.eciiic Itormsitr Texas Utiities OcriCiailnQ Co) #48/ 
4799 87/11/06 11pp. 43367 717.43367:227 

8711170094 Forwards ud 671106 hr to NRC irersmiiting Rev 0 lo p-o{ecl status repi 
lor cafcfo tray A tray hangcrs.Rop: e'so sent to J El'is A Cygna Energy 
Svcs.inc.Ro'atod corre^cndance. 

WOOLORtOGE.n A. TU Etectfic tforrnarty Texas Utilities GenttalinQ Co) 
WOOl.OHiOGE.RA. Worsham, Forsyino. Sampnis A Woohidgo (lormorly Vrorsham, 
Forsythe A Sampols). #497 4d09 67/11/08 0LOCH,PB.. JCRDAN.WH., 
MCCOLLOM.K.A. Atomic Safely and l.iconsing Board Panel, pop 43367:001- 
43367 002 

8711 178118 foiwaids ul ' 871105 h' listiamitti'ig ust ol tales', lovs ol liotd venitcation 
mo:hods.quality nsp procaduies 8 pracfion spec rol in largo S smalt bore piping A 

B )o supports prejccl stelus tepis.RQfaledcorrusppndenco. 

OOLOHtUGc.RA TU Electric (fo-merly Texes ut'oes Generating Co,). 
WOOLOmOCE.RA. Worsha,'n, Forsytno, Ssmpo's & Woolridge (formerly wo'sham. 
Forsythe A Sarnpels). #487 4001. B7/fl/06 BLOCH.P.Q.. JOhDAN,WH,, 
MCdOlLOM.KA Mtirit Sstety anrt LiC-snitno Boaid Panel 3tp 43361'.008- 
43307:005. 

8711170914 NRC Stall ccmrrents o.*i ASLB proposed schedule * ASLB should adopt 
schedtie proposed on e/i i03 based on haan.-ijs not siart'ne urtii coitocLve signifi- 
cance lept issued & leviawed A discovery of CASE maelaCerti'caie of Svc end 
MOOnC JE. Assisiern Oennrat Ceunsd for HeanfiQS. #487 4818. 87/11/08, Atom p 
Safe^ and LIC0ns.nq Bod’d Fanol. 5pp. 43367 039-43387.034. 

87fli70051 Forwards uM Special review team eppioved Rasc'ls Repis lo.lia & 
ii.<LRovrsod isbies of conferi reflecimg issuance of repts also end Ro'aied correspen- 

WOOlOfTiOOE.n A. TU Electric tif-'^^^'y Ut-WM OaneialinQ Co.), 

wOOlOniD6E.R.A. Worsham, Foisytna. Sampeis & Woolridge (forineily Worsham, 
Forsythe 8 Sampeis). #487 4013. 87/11/00 BLOCH.P.B, JONdAN.W.H , 
JOtiNSON,E.B Aiemtc Selefy ertd Uconsing Board Panel. 164pp 43367:053- 
43387 216 

6711199651 Submits CASE comments pn ASLB 871103 SCheduSng oidet. Thno frames 
less than in NRC reguia'ions would be great Inijsiico A cppiieanis sho-j’d produce 
documo.nis in I mdy man.ner. 

GAROE.B.P. Ciirens Associafon lo/ Sound Enorgy. GARDE. B P. Govornmeni Ac- 
couniabiity Proeci. .#487 4042. 07/11/09 Bl.OCH.PB, MCCOLLOM.K.A. 
JOnOAN.W.H Afomic Safety and Licensing Board Panol. 5?p. 43393 316-43393:320. 

8711 170016 Applicant response lo proposed liilgat on schedule.* Concern nofedro lack 
of Umo tor appi'Canl A NRC lo provide discovery of interveror after intervener speci- 
los Issues to hi'gafe Modi'icd schedule A Certil caie ol Svc end 
EGCEUNG.WS TU Electric (lormorly Texes Uliiii'os Gene/at.ng Co.) 
EGGELIKG.WS Repos 8 Gray. #487 4823 67/11/10 13pp 43368 174-43369;tB6. 

8711100084 Forwards.for irvlo.uU 071 11 1 l|r to NRC transm.llinn Rev 0 to projed slaius 
rapt ontiiled 'Conduit Supports Tram C 2-lnch OlDTielor & Loss." W/o replRe'alod 
correspordenco. 

WOSLORiOGE.n A. TU Electric (lormerly Texes L/ti lies Genorat ng Co). 
WOOLOHIDGE.HA Worsham, Forsythe, Sampeis A WocliJdgo (lormerly Worsham, 
Forsythe A Sampols). #487 4801. 87/11/11. BLOCH.P.U., MCCOLLOM.K.A.. 
JOnOAN.W.H. Alom c Safety and Licensing Hoard Panel. 2pp. 43303:301-43393.302. 

8711180012 Answo/a lo ASl.B 14 cueshorrs (momo.proposod memo of 8604141 re 
iVrlttn Plan Rosulls Repi Vfi.b.l.’ Answers to quasfions re Ad on Plan Vll.b 1, ‘'On- 
Siie Fabrication." Supporllrig documeniatfpn A Co/tificate of Svc oncl 
ROSS.O W . HANSEL.J.L. Tl) Elodrlc (loimerly Texas Ufililies Goretalmg Co) #407 
4862. 67/ 1 i/12. 36pp 43393:166 43393 221. 

•711198044 Answers to Board M queahotvs (memo.proposed memo of 860414] re 
/Ici'on P/an Results Repi It a.' No chockLst ceneraied or used during Impfomenlailon 
of adion plan. Two problom areas addressed in rept Cemilcale of Svc end 
SANANR K., LEVIN.H A. TO Electric (iorrr.erly Texas Ulililies Generating Co). #487 
4863 67/11/12 lOpp 43392 123-43392:132 

6711190000 Notice ol availablity ol results repts A woiMrtg files. ' Lists repts Comanche 
response loam approved A publlshedW/CertiFcaie of Svc A usl of cempleled 
ISAPs, DSAPs A results tepis.Ralated correspondence. 

QAORK TU Elacino (lormerly Texas Utilises Generating Co.). OAO.fi.K. Ropes A 
Gray. #467 4 860. 67/11/13. 5pp. 43392 328-43392 332 

871 1 190020 Forwards JQ Keppler 671 106 memo to V Sle'lo Memo provided to ASLB A 
pedlos sine® Olc ol Genaret Counsel Inadvertenii'y receNcd copy.MA Young notices 
of appearance A Certificaies ol Svc also encL 

Y(XfNGMA. Assistani General Counse: lor Hearings. #467 4843. 87/11/13. 
BLOCHP8, MCCOLLOM,K.A., JOHNSON.E.B. Atomic Safety and Licens'ng Board 
Pana). 0pp 43302 31 7-43392.325 
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671119003S R&quesU ASL6 <e1use considcraUon ol CASE 87? 108 Itr rocontmenls 
M ^oposed schedule un!.i metier fcied as formal motion so other perttea rosy Wrty 

Y^NO Ass>siar>i Geneiat Counsel tor Hearings. «407 48S8. 67/11/13. 
8LOCH,r.0.. JOHNSON.B.B., MCCOLLOM.KA. Atornlc Safety and Ucenatna Board 
Panef, 8pp 43382:ie2-433fl2;ie3. ^ 


6711190036 Adylses that CommlsslOft declined levlew of OUectoi'a Oadsfon GO B?* 
1 /.prre p/ovWed by NflC regulations lor Commission lo act expired-Oeclafori becamo 
final a^cy action on 8711l5.Servedon 871117. 

HOYf.fc,j.C Office of the Secrafaiy of the Commissfon. #497 4950. 97/tl/t7 
GARDE.eP. Government Accounlabifity Pro/ecl. Ip. 43392:261-43392.361. 

8711240093 Memorandum & order (ifUgation tc?iedula|.* Scheduia rasponstve to (iknos 
of pamos prior to 87J 102 03 proheanng conference, discussions at conference 6 sue- 
se^om commenls of parlies served on 871119. 

aLOCH.P.e. Atomic Safety and Ucensfng Board Panel #497 4885, 87/11/19 Office 
of the General Counsel, epp. 43423:090-43423 095. 


K. Ufillty Final Safety Analyals Report (FSAR) 6 amende 

8711250299 Amend 65 to FSAR fot Comanche PeaW Staam Electric Slatlon.W/ 671120 
/tf- 

COUNSH.WQ TU Eleciric (formerty Teras Ullliliea Goneraiino Col 87/11/20 
2.000pp. 4346t;l22-43465.l1fl. ^ 


P. Operating license siege documenls & correspondence 

6711190333 Summarizes 870906-11 audit ol as bitifl field vorificallon program lor seis- 
mic Category I HVAC duct segments, air handling units, planuma & raJated equtpmant 
ai^Mtls walkdovrn procedures adeguale.One open Hem idenWied 
TERAO.D. Ofc ol Special Prolecis. 87/H/fo. Ole of Special Proiocts 8pp 
anana-ion.ariaria-ie? ^ 


O. tnspecUon repona, IE BvHatins 9 cor/aapondence 


8012170462 lE Bullelln 80-25, 'Operating Problema W/Targat Rqck Safety- Relief 
Valves at BWRs." ’ 


* Ofc of fnapecdOh & Enfoicainenl, Director (620201-870413) 
ed Edison Co. of New York. Inc. Spp. 43228.201-43226 205. 


80/12/19. Consowtal- 


6305110473 16 Info Notice 83-39, "Failure of Saiety/Rsiief valves to Open at ewRs • 

Preparedness & Engineering fieapon8e.iE(8502i2- 
Sdison Co of New Vodr; Inc. 2pp. 43229206- 

4u2cpts07- 


6711040103 Answers lo ASLB 14 quesHons (memoiproposad memo ol 960414) 's 
AcBofl Plan HeauHs Hepl l.a 2.* Responds lo Action Plan Rapt l.a 2. ' inap Rep-i cm 
Butl-Splices.'’ Si^orting documenlallon & Cemileafe of Svo encL 
PEARSON, J.R. Tu Eleciric (formerly Texas Ullliliea Qeneraiino Co.). #487 4744 ttf 
1 1/02. 33pp. 432B4:04V43254;083. 

87(1060177 Advises that scheduled completion date for mod & rework of (Inl 1 caM 
tf«V henaeis levised to 88010S.ln response to violation noted In Inap Rent 60-445/84- 
l6.Unll 2 contolsllon dale remains 681031. 

COUNSlL.W.G. TU Electric (formerly Texas Ulllllies Genorafing Co.). 87/11/02 Ooco 
mentCoMTol Branch (Oocumem Control Desk), ip. 43293:199-432S3;199. 

8711040344 Responds to appeal re denial ol FOIA request lor documenls re Ola cl 
tmioaHgalions Investigation 4-84 OSO.Forwards portions ot transmittal memo iisiM en 
a^Remalnlng documenls continue to be withheld (raf fOIA Exartipttons 6) 
Sr£l.l.O,V. Ofc ol the Executive Director for Operations. 87/11 /of BAUMAN L. Go- 
atfweni AccounleWiity Prolecl. 3pp. 43278:255-43278:267. 

8710290234 NflC Info Notice 67-056, "Improper Hydraulic Control Unit Instaliailon a: 
BWfi Plants." Sve list end. 

RfMSl.C.E. Division ol Operahonal Events Aasoasmertt (Post 670411). 67/11/04 
Consondalod Edison Co. ol Now York, Inc. 1 12pp. 43324:220-43324:339, 

®71 1090089 Response lo appeal of denial ol FOIA request for documents re Insp fleat 
60-455/87^7 & 50-448/87-06.Documents listed In end app will continue lo be wit 
hew (ref FOIA Exemption 5). 

STEllO.V- Ofc of tne ExGculive Director for Operations, 87/i t/04. BAUMAN.L Gsv 
einment Accouniabllily Pro|ect, Spp. 43323:281-43323:290. 

Notiffcaiton of 8711 12 mealing wfutli In 8ethe8da.M0 to thscuss open 
FSAR revlow Hem on )al Impingement affacis In & insarvice insp requifome/.is -'y 
break oxtloaion tegion of main sream & teedwator piping at plant. 

MALLOY.M. Ofc ol Special Prelects 87/11/05. GniMK.C.I, Ofc of Special Pioiocis 
2pp 43324:057-43324:068. 


8711110093 Forwards Insp flepts 50-445/87-18 i SO-446/97-14 on 870903-1006 & ftp 
(icea of vioiaiion & deviation 

WARNiCK.RF. Otc Of Special Projects. 87/11/05. COUNSIL.WQ. TU Electric {‘or- 
maiiy Texas Utiliues GenataHng Co). 7pp. 43346:080-43346;l37. 

“6711110100 Notice of violeilon Irom Inap on 870B03-1006,VletallDn nolodpackego 
flow control procedures not followed for elecirfcal panalratlon assombly 
documenlailon.OC aocepied Inaccessible weld distance S nonconformance rooi rKi 
made 

IVARNICK.R.F. OfC el Specisl PfO[ects. 87/11/05. 4pp 40346 080-43348066. 


•*8711110119 Nobce ol devisuon Irem insp on 870903- 1006.Dsvla»lon 

nolM performance guidelines lor conduit support & routing waikdowns not fo-'Cvred 
WAflNICK.R.F. Ofc ol Special Prejecis 87/11/06. 2pp. 4334e;090-43348:001. 


reouesi for documents re 870804 nonce ol violaiion finsp Repis 50- 
449/87-07 A 60 448/97-061 & 870706 meeting presentation. 

BAUMAN, L. Government Accounfeoility Prolecr 67/08/24. NRC • No Detailed Alfilt- 
alion oiven, Spp 43362:152-43382:153- 


8711130287 Ack receipt of 870218,0306.27.0501.0601,0715.31.0909 6 tOOl lire to re- 
sponse lo NRC 861222 & 870911 requests lor eodl Info re Insp Repts 5^445/8^7 
A SO-446/66'OS No further qvesifons provfded- 

WARNJCK.RF. Ofc ol Special ProiecU 87/10/27, COUNSIl,W.G. TO Eiecttic (lor- 
medy Texas utilities Generathig Co.V 4pp. 43356'-025-43355 026. 

8711160039 Ach recelpi o( 860221,0403,0523.0814.0915.870106 0505 22 0923 A 30 
reapotvMs to NflC 85l224.8«>403,0528 & 0627 lira re insp Repts 50-446/e5-13 « 
50-448/85 09.Correclive acKon will be reviewed during future Insp. 

WAHNICK.fl.F, Ofo Of Special Projeela. 87/(0/27. COUNSfUW.Q TU Eleciric Kor- 
matly Texas UtiHlIes Generaling C«.V 4pp. 43382 164-43362 167 


8710230213 NRC Info Nofica 87-055, "'Portable Mdsture/Oensity Gauges' Recent tod- 
dems ol Poriable Gauges Being Stolen or Lost '" Sve Hsi end. 

CUNNINQHAM.R E Division ol IndusMal A Medical Nuclear Safety (Post 670729). 
87/10/29 Consolidated Edisoti Co. of New York. Inc. eOpp. 43324il39-43324-227. 


-1711110125 Insp Repts 50 445/87-18 A 50-448/87-14 on 87O0O3.1OOefouf viola- 
tions « one devisilon noied.Msjor areae inspecled.pisni response team issuo-SpoofiC 
^«on Plans v.d,Vii.e.4 & viib.3 & licensee aci'on on previous flndinge & lo'wjp. 
ELIER^AW.LE., HALE.C.J., WAGNER.P.C. Ofc Of Special Protects 87/11/05. 
46pp. 43346:082-43346:137. 


6711020017 NRC inlo Notice 67-057, '"toes ol Emergency Borallon Capability Due to 
Mfrogon Gas inirusien,” Svc ilsl end. 

flOSst.CE. Division ol Opersiionai Events Aseesemenl (Post 870411). B7/ttf06- 
Consoridaled Edison Co. of New York, inc, HBpp 43356:003-43355:119. 

6711050040 NRC Compliance Bultetln 87*002, '"Fastener Testing to Osieim-ne Con- 
formance W/AppUcable Mail Specs.’" Svc list end. 

ROSSl.C.E Division ol Operaiional Events Assessment (Post 870411). 87/11/00. 
Corso«daled Edison Co oiNew Yoik. Inc. 116pp. 43397:142-43397:257. 

9711130128 Responds lo violailona noted In Insp Repts 60-445/07-13 A 6O-44e/07-lO 
on 670705-08(>4.CorTectfve actions procedure will be revised lo contain requtiemani lo 
(^In review of new startup work permit (or adequacy. 

<^/NSIL,W.G , WOOOLAN.D.R. 'TU Electric (formerly Texas Ulilllles Generaling Co). 
67/11/06. Oocument Control Branch (Docutnenl Control Desk). 3pp. 43357.215^ 


6711100470 Ack rocelpl of d70e05,07l3.0Sig.091( A 1023 lira In response to vtoladon 
noted In Insp Repis 50-445/66-26 6 0O-446/86-22.1mpJemeniatton of commMed cor- 
rective A preverviive actions will be reviewed. 

WARNICK,R.F. Ofo of Special Projects A7/10/29. COUNSIL.W.O. TU electric (for- 
merly Texas UUlflfes Generaling Co.). 5pp 43342:26|-43342'28S 


8711030166 Final response to FOIA requeal lor documenttjncluding V Slallo 870414 
memo re Comanche Peak RepI Review Group.EncI App 6 documents aNo to 
POR Mp B 6 C documents petiially A completed withheld (ref FOIA Exemption 5) 
GRJMSLE"l'.D-H. Division of Rules A Records fPosi 870413). 87/10/30. TAYLOR JH 
Dallas Dmes Herald. Dallas, TX. Spp. 43259:320-43259:650. 


—6711030175 Parttaliy deleted memo discussfng impiemenlaiion of recommendetioria qi 
C omarreha Peak Rept Review Group re InvesUgatfon Rapt 66- 10, addressing allege- 
Hons of Region IV wiongdolng re insp actMttos. 

STELLO.V. Ofo of the Execolfve Director lor Operations. 87/04/14. ZECH Commls- 
Slonera. 2Spp. 43259.326-43259 350. 


8711160067 Forwards addl Info to 670715 response to vlotailons noted in Insp Repts 
50-445/04-32 & SO-446/84-lt. based on 070716 meeting w/NRCLsck of proceduies 
to review status of consi OA program addressed In Issue Specitic Action Plan Vll a.5. 
C^NSiUW G., kVOOOCAN.O.R.TU Electric (formeity Texas Utilises GenetelingCo} 
67/11/06. Document Control Branch (Document Control Desk), llpp. 4330^167- 


8711130015 Interim DeTtclency Repi CP-67-1 tO re solid state safeguard sequencer 
relays not meeting contact Interrupting rating requiremenis Evaluation contnuIngNaxt 
repi will be submiRed by 671231. 

COUN5IL.W.Q. TU Electric (formerly Texas Utllilies Generating Co ). 07/1 1/09. Oocu- 
nwtt Conirol Branch (Document Control Desk). Ip. 43355:359-43355:359- 

8711200162 Forwards Insp Repfs 50-445/87-24 & 60-446/87-16 on 071007-1 103.No 
viotsRons or deviations noted. 

WARNICK,RF. QIC ol Speciat Projects. 67/11/12. COUNSlL.W.G. TU Electtfo (for- 
merly Texas Utllilies Generating Co.). 4pp. 43416:d06-43415;323. 


8711040097 Forwards responses to notices ol violation A notices of deviation (or 
670625* 1 026,per ulil 870824 response to Bloch requesl- 

GAO.R.K. TU Electoo (tormerfy Texas Utilities QeneiaRng Co ). #487 4781. 87/10/30 
BLOCH, P.B. Atomic Safety and Ucensfng Board Panel. 24pp. 43255:062-43265:105. 

8711640113 Atwwsts to ASLB 14 questions (memoiprr^osed memo ol 880414) re 
Action Plan Results Repi Vir.B.4 ‘ Provides response to ASLB questions re HHU 
anchor boll Inslaifatlon.OtialKy InstrucUon 01-063 A (^rtlflcete of Svc encl. 

BEASLEY, C. TU Efectrtc (formerly Texas Ul'liUes Generating Co.). #467 4748. 87/10/ 
30. 24pp 43254:1 72-43254:1 95. 


-6711200158 insp Repts 50-445/87-24 & 6O-448/07-18 on e71007-1103,No vtoiaW0(« 
or devtatlons noied.Major areas (n$pected:ltems ol noncompllance/davlallons.revisw 
of atlegailons.iectmloat audll program A genaral plant areas. 

HALE.CJ-, BARNES, 1. Olc of Spedal Prr^la. 87/11/12. 14pp, 43416:310- 


8711200160 Forwards Insp Repts 50-446/87-27 A 60-446/67-20 on 071OO7-tlO3.Vtoia- 
tions noted Enforcement conference lo discuss facts of Hems scheduled for 671200- 
QRlMES.O.) Ofo ol Special Projecls. 87/11/12. COUNSIL,W.Q. TU Electrio (lormafty 
Texas Utilities Generaung Co.). 7pp. 43406.206-43406:223. 


6711040146 Farwards levIsed response to Enforcement AcRon EA-88-009. Alleged vto- 
lallon that vendor documents re electrical penetraUon asaembifaa conlrolled by Gibbs 
A Hill per protoci procedurea manual A project guide denied. 

COUNSiL,Vf.Q. TU ElaoVto (loimerty Texas Utw^ Qenaiaifng Co.). 87/10/90 Oocu- 
meni Conirol Branch (Oocumenl Conirol Desk). 6pp. 43290:102-43290:}97. 


-8711200164 Salety Insp RepiS' 60-445/87-27 A 60-446/87-20 on 871007-fl03.Vio)s- 
Hons noled.Msilot areas Ihspeoted: interviews A discussions w/ 
manager8,8upervlsorB,englneer8 A craftsmen A special rrieelings. 

PHILLIPS, H.S.. WARN1CR,R.F. CHo ol Special fVefectS. 87/1 Vl2. 12pp. 43408:212- 
43408223. 
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3711060140 NBC Inlo Notice 07 058. "Continuous Communications Fol^ow-ng Emergen- 
cy NotHiOQiions " Svc list end 

hOSSI.CE. Division ol Operational Events Assessment (Post 870411). 07/11/16. 
Consolidated Edison Co. ot Now York, Inc. 1 tOpp 43404:176-43404 ?0e. 

8711130027 NBC Inlo Notice B7-059. "Potonlial BUR Pump Loss " Svc list oncl 
ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 87/11/17. 
Consolidated Ed.son Co. ol Now York, Inc. t30pp 43487. 001-43487.121, 

3711S60181 Forwards Insp ReplS 50 445/67-23 & 50'44e/07-l7 on &7t007-n03.No 
violations or daviallons noted 

WARNICK.R.F. Ofc Ol Special Prolecis. 07/11/17. CQUNSIL.W.G TU Elocific (tor- 
morly Texas Lliiliiios Gonorallng Co ). 5pp. 43462:312-43463.333. 

•*8711260187 Insp Repls 60-445/87-23 & 50-446/87-17 on 07l007-11O3.No vioiallons 
or dovlatlons noted. K*a|or areas inspectod: applicant actions & lollowup on itoms ot 
noncompllanco/ deviations, rev to elecirical specs & uonoral plent tours. 
WAGN^.P.C.. BARNES.l. Ofc ol Special Prolocfs. 87/ft/l6. i7op 43462317- 
43462.333 

071 1130006 SuppI 2 lo NBC Info Notice 88-108, "Oegredation of RCS Prossuto Round 
ary Bosulting From Doric Acid Corros'on." Svc list end 

nOSSi.C.E. Dlvislott ol Opeiat'onol EverMa Assesameni (Post 870411). 87/11/10. 
Consolidated Ed.son Co. of Now York, Inc. 1 10pp. 43444:195-43444.314. 

6711240219 AcK receipt of 871 106 Ur Informing NBC of steps laken lo coireci violations 
noiod In Insp Repls 50-445/07-13 & 60-446/87-10. 

WARNICK.FTF. Ofc of Special Prolecis. 87/11/10. COUNSlL.W G. TU Electric Ifor- 
(norly Toxas Ulllilies Genoroling Co). 5pp 43445:300-43445:312. 

6711240278 Adv-sos lhal Insp ol coalod wold samples completed per procoduro con- 
sisioni w/guldenco In SSEB 12 (NUREG-0797) Uhl prepared lo support NRC Office ol 
Speciar Prolecis review & essossmont of insp resu’ts. 

COUNSIL.W.G . UARSHALL.J.S. TU Eleciric (lormerly Toxas UU-'los Ganorai'ng Co). 
67/11/20. Document Control Oranch (Oocumonl Control Desk). 2pp. 43450 178- 
43469:179. 

B7 11240305 Suppis 870918 responae lo violations noled in Insp Repts SO 445/86-22 & 
S0-446/88-20.Oaio lor disposition ol roqueaied addi nonconformanco documonis & 
delineating addi corrodivo action extended lo 880216 

COUNSILlVf.O , MARSHALU-S TU ElocWc (formerly Texas Uhlrhos GonotaHnnCo). 
07/11/20. Document Control Branch (Document Conirol OosK). ip. 43442.143- 
43442:143. 

871 1260039 Responds to NRC 671014 lir requesting Into re base mail dotocia noted in 
Insp Ropla 60'446/ee-03 & 50-44e/8e-02.0(il preparing verification plan dial will bo 
used to rovenfy wolds from represonlaiive sample ol 60 pipe euppods. 

COUNSIL.W.G-, MAnSMALL.J.S. TU Eleciric (lormerly Toxaa Uhlthos Gonoiebnn Co). 
67/11/20. Oocumem Conirol Branch (Oocumont Control Oosk] ip. 43457.077* 
43457:077. 

8711360146 Forwards Insp Ropia 50-445(07.25 & 50-446/87-10 ory 671007-1103NO 
violaiions or deviations noiod 

WARNICK.R.F. Olc Of Special RrolOClS. 07/11/20. COUNSIL.W-G. TU Eleciric (for* 
merly Texas UUiitles Generating Co.). 4pp. 43462:281-43462:31 1 

-8711200148 Insp BepIS SO 44S/87-3S & 50-446/67 19 on 87l007-llQ3No videUona 
or dovlaiions noieo.Mojor areas inspected: applicant aci'ons on previous insp 
llndinas.co/reciiva actions program & aiio doalnit oudii 

ELLERS)IAW.L.E.. BARNES.l. Olo Of Special Prolocfs. 87/11/20. I7pp. 43462205* 
43462:311. 

B7I1300201 Responds lo NRC 071023 Ur ro violellons & doviaiion noted in insp Repia 
50-445/87*16 & 60-446/07-l3.{^rreciive aci'on3:Nonconlormance RopI Ot-/VOI243 
writtoii lo document missing collor pins. 

COUNSIL.W.G TU Eleciric (formerly Toxaa Ulilllloa Goneralmg Co.). 07/11/23. Oocu- 
menl Control Drench (Oocumeni Conirol Desk). 7pp. 43467:206 ->3467.282. 

8711300120 Advises lhal completion of revlow of allribulos lor const work caloory re 
notice of deviation ilam B (Insp Repl 60 445/86-03) roviaod lo 871231. 
COUNSIL.W.O.. BECK.J.W. TU Electric (formerly Texas Ulihlios Goneiaiing Co.). 87/ 
11/25. Oocumem Conirol Drench (Documoni Control Desk). Ip. 434 Wt358- 
43406:350. 


S. Reportable occurrences, LERa & related correspondence 


0711040366 Interim Dollclency Rope CP-87-104 ro possible orrora fn proloclioo eclu- 
aiior) setpolnls calculations. Initially reported on 870914. EllecI ol aclual measuring lost 
equ'pmani inaccuracies to bo ilelerm-nod.NoxI repl by 8601 18. 

COUNSIL.W.G. TU Elecirlo (lormody Texas Ulilllloa Generating Co). 87/10/14. Docu- 
ment Control Branch (Oocumont Conirol Desk). 2pp. 43291:068-43291:067. 

0711020229 Inlorim Dollclency Root CP-87-2e ro diesel generaior fuel oil transfer pump 
suction lift.lnlllally reported on 8/0629. Evaluation continuing NoxI repl w.1l be aubinri* 
led by871214. 

COUNSlL,W.Q.. WOOOLAN.O.R. TU Electric (lormorly Texas UlIHlIes Generating Co.}. 
87/10/28. Documeni Control Branch (Documon) Control Desk). Ip. 43234;19> 
43234:195. 

8711020490 Into/im Oeticlency Ropt CP-67-I0B re low suction pressure trip luncUon of 
auxilUary feedwater (AFW) pumps which may render AFW sys Inoperablo.lnitlally re- 
ported on 870924. Evaluallon underway.NoxI repl will bo submitted on 680223. 
COUNSIL,W.Q., WOOOLAN.O.R. TU Electric (formerly Toxaa UNliUes Generating COJ. 
87/10/28. OocumerM Control Branch (Oocumatti Conirol Desk). 2pp. 43235U)75- 
43236.076. 

8711020372 Interim Deficiency Ropt CP-87-109 re documentailon not receiving appfo- 

S riala design review or resolution w/ established programs.InlUs'ly reported on 
71005. Issue under evaluation w/Action Repl 87-73. Noxt repl by 660120. 
COUNSIL.W.G., WOODLAN.D R- TU Electric (formerly Texas Ulllilies GoneralrngCo.). 
67/10/27. Oocumeni Control Branch (Documeni Control Desk), tp. 43235:307- 
43235:307. 


871I03(M01 Final Oellciency Rept CP 87 66 ro potont-a ly undors zed circuii broaketa in 
Oass IE ttS-voit ac doStnbo'lon panols.inliia'ly ropo'lod on 070903.Bieakers ede- 

S ale lo assure that faull or overload wi I not degredo Class lE syS 
lUNSll.WG.. WOODLAN.D R. TU Eleciric {'o'merly Texas Uii'ihos General no Co.). 
87/10/27. Document Control Branch (O-ocume.nt Control Desk) Ip 4323r:0i0- 
43237GI0 

8711020435 Final Dolicioncy RopI CP-67-107 re auxiliary loodwatc-r des'gn 
pressu'e.lnibally reported on 870924. Englrco.-mg ovaiuai o-n perlprmod & issue deter- 
mined not rupoimblo per IOCFB50 5S(o). 

COUNSIL.W.G . WOODLAN.D R. TU Electric (tcrrrorly Toxas Uh'itios Gonerat no Co.) 
87/10/27. Oocumem Control Orarch (Oocumont conirol Oesk) 2pn. 43237.226- 
43237.227 


8711020337 Inlenm Deficiency Bopi CP-e7-2 1 ro larger dersling factors (or s ngie treys 
& conduits than factors used in initial CBbio ei/ing cnicu'alions iniUaliy reported on 
87081 7. Eva'iiatipn conhruing.Noxi root wi I bo submitted by 880 1 13. 

COUNSIL.W.G.. WOODLAN.D B. TU Eleciric (lormorly Texes Ui Mms Go.norailng Co ). 
87/10/28. Documoni Conirol Branch (DDCumont Control Doak) )p. 43237:302- 
43237:302 

8711020473 Interim Oelicioncy Rept CP -87-73 ro unsound moriar el const joints. In l oliy 
reporisfton 570Q24.Evatuai,on comtnu'ng Noxt topi wit bo submilled by 87 12^. 
COUNSIL.W.G . WOODLAN.O.R Tu Elociric (lormo.'ly Texas Uhlilles Ger.orali.ng Co ) 
87/10/28. Document Control Branch (Documoni Conirol Oosk) ip. 43235 106- 
43235.166 


8711030270 Iflionm Dolicioncy Ropi CP-07-S2 ro eppernnt lnadc’q;racy in vendor 'nio 
used as design input which cou'd tesu'i in unaeiislactory Class 1E batiory 
cepsbCiUoslA belly tcporlod on O7Q720.Noxl rcniwllho subm-tted by 880113 
COUNSlL.WG. TU Elociric (loim.orly Toxas Ull.tios Qenoraiing Co.). 87/10/30 Oocu 
meni Corritci Branch (Documoni Control Doak) Ip 43252:306-43252 3CG. 

87IIO3O3S0 Inloilm Dolicioncy Rept CP-87-34 ro equpmeni nozzle load niorfaces lor 
piara INUa'iy roportod on B7a7lO.Noxl ropt w li be subrritled on 871 120. 
COUNSlL.WG TU E'eciric (lor/nerly Toxas Uh'iiioa Generoing Co ) 87/10/30. Docu 
meni Control Branch (Oocumont Conirol Desk) ip 43250:169-43250.189. 

8711830586 Inlorim Dellclency Ropi CP-87-35 to Raycl'-om molo-' CO-nnocUon 
MIS iniually repotiod on e707llKIIS NUCK-2V-35-00,Lot9 K0770 ft K1245 supp’lcd w/ 
wrong aize shut Evoiusi’on ol kit accopiabiily co-nimulngNoxt ropi oxpoclGO boloro 
680112. 

COUNSIL.W.G TU Eleciric (lormerly Texas uuiiios OoneraUng Coj 87/10/30. Ooi:u- 
mom Control Branch (Document (Control Desk) ip. 4325 1:251*43251:251. 

0711040040 Intoilm Dolidorcy Ropi CP’68’32 ro dof clondos involving thru wsl.’ ombod- 
ded condirii s’eovos may be ovotlilod. (ntis'iy roporied o-n Q6042l.Evaluai'on 
conilnuing.NoxI topi wR be submiued by 6601 1 1. 

COUNSIL.W.G. TU Eisoiric (formoriy Texas Ulii-ties Generatiryg Co) 67/10/30. Oocu- 
mem Control Branch (Documoni Conirol Desk) fp. 43290: l5Gr43200. ISO. 

8711040040 imonm Oollciohcy Ropi CP'07-63 ro doliclonc’os idrtniifiod m ca’culei'ons 
used to Quoify ppo wh'p tosirami dosigns. inihpTy roporiod on S70729.Eve'uotion 
cominuing Next lopi will bo aubmliled by 680 126. 

COUNSIL.W.G. TU Electric (fonrioriy Texas uiiiiilos Qonotaiiny Co). 87/10/30 Oocu- 
mom Conirol Branch (Documoni Ccmirol Desk), tp 43290.156-43290 1S5. 

8711000010 F-nai Daliciency Rapt CP-07-34 ro Inco.nsisiont oouipmcnl rozrle Iced 
iniorlecosMiiaily roporiod on 0/0710. Engineering oveluaiion snows ihat now loads 
resi^iVMhomcorroct imorfaco within ecceptsbla urmis. 

COUN^L.W.Q. TU Electric [formerly Toxes Utiities Qonoret-ng Co ) 87/11/02 Oocu* 
mem (3om<o1 Branch (Documeni Control Desk), tp 43308 282-43300 262. 

-8711000021 Supp.'omenlal Final Dollclency Bopl CP-Q5-H ro unlnvolved orrployoo lUai 
kfenhliod unauthorized repairs made lo hangot.ln,i,olly roporiod on 6S04 1 g.Rowork lor 
p-po support cornploldO on 860113 & cable trey supperts ort 860320. 

COUNmL.W.O. tU Elociric (lormorly Texas Uti'illos Gonoraimg Co). 87/11/02. fp 
43306.267-43308:267. 

6711100487 Inlonm Dolicioncy Bopi CP-B7-01 re error In lin,lo o'erroni computor motfol 
lor safe^uetds bldg Iniilally reported on 6701 14. Evaluation conilnuingNoxi ropt w:lt bo 
submliiod by 080110 

COUNSll.w 0. TU Etoctilt (loimorty Texhs UliWes Gcnoiatirig Co) 87/11/03. Oocu- 
monlOimrol Sionch (Oocumonl Control Desk), tp. 43336:026-43336 026. 

8711110165 Inieilm Dolicioncy Ropt CP-66-53 re soism'c design ot coriduit lnilial.y ro- 
portod on 66 1021. Analysis of losi resulls lor allociod conduTs continuing to riotermino 
corrective acHons.Noxt rept wiT be subm.iied by 871204. 

COUNSIL.W.O . WOOLDEN.D.R. TU Eloclnc (lormorly Texas UiilillOS Gonoraling Co-). 
67/11/04, Documeni Control Branch (Documoni Conirol Bosk). Ip. 43346031- 
43346 031. 

8711100372 Interim Delicloncy Ropt CB-6S-3G ro Installation ot non- safety rolaled con- 
duit on non-salaiy totaled dood wolghl supports. iniilally reportod on D50906.Sched- 
uled complolion (or Unit 1 by 671 23I.Noxt repl will bo submliiod by 660301. 
COUNSIL.W.G., WOOSLAN.D.R. TU Eleciric (formoriy Texas Ulil't'es Gonoraling Co ) 
67/11/05. Oocumeni CrjnUol Branch (Oocumonl Conirol Oosk) 3pp. 43334-.l6t- 
43334:183 


8711130110 Inlorim Delicloncy Ropi CP-87-S0 ro abnormal thrust beering tomps on tur- 
bine driven auxrkary feodwalor pump. Initially reported on 670727. Evaluation 
coniinuing.Nexi repl will ba submliiod by 8601 IS. 

COUNSlL.W.0 . WOODLAN.D R TU Electric (formerly Texas Ub'iras Generating Co ). 
67/11/06. Documeni Control Branch (Oocumant Control Oosk). Ip. 43354:270- 
43354:276. 

8711 130846 Inletlm Deficiency Repl CP-86-71 ro electrical cable puliing.lnitialiy reported 
on 861002.Evaluellon of "worst caso pull-bys” contmuing Evaluatlon of reporlabi’ity 
wU be done fo'lowlng evaluallon eflorl.Next rept by 6891 It. 

CCMJNSIL.W.O., WOODLAN.O.R. TU Electric (formerly Toxas Uti'ihos Gonerai'no CoJ 
e7/tt/<^. Document Control Branch (Document Conirol Oesk). Ip. 43355.25e- 
43355:258. 





^uu^r '®'’‘ *’° submiilod by 880182 

E/ectric ((o/morly Texas Ui.i.i.es Generatmo Cal 
4335/^ ®'” Contfol Bfanch (Ooctmont ConiroJ Oesfe], ip. 433ST-^^ 

‘^°''c'9'’cy Rept CP.86 83 !« use o« sopataiiof. betii« man on 
power cables & power rflceways.lnbal.V reporter! on 070605 Efioti lo OeRne consi 
CWUNe?L w w(^"ni®AW n c'I' sobmiiied no Jater than 880t 18. 
^/11/n^'^rw Electric llormorty Texas Ui.l.iiea Genorah'ngCo). 

Isaef^oa? control Branch (Docurreni Control Desk) tp. 43361.W- 

Oo'^c'e^c/ R0P> CP 87.S4 ro electrical doslgrt rirawlnos wh<ch do 
not apparenily nnpienianl FSAif roqui/emonts for class tE motat ooomtod uaba 

CQliNA'f wr "'wnr^n/’?2®f?S"T ao-bm.tiad ^^128. 

’ Tu Electric tlonnerly Texas Uthtea Generahrn Ca) 

43364^800 Coriuol Branch (Ooewnent Control Desk) tp. 433&-2oi)I 

R&P1 CP.87.t8 le doricioni vendor quaM.'cailon oocumen- 
tailon for compeneni cooling water HXs. Iniiia'iy teportod ott 870608 HXs aoreniaMA 
Condition not repodable per 10CFH5O 55(e) 

E'OCUIC tlormetly Texas Uiilitias Go^aBnaCo) 
4336824^ B'ench (Document Control Desk] 2pp 433W^6- 

871)120049 Finef Oefioency flept CP-8M 1 1 re loose cennoction on one ohasa ot m. 

2 moiot control clt.lnlliaivy teporiod on 87lM2ioas^t 
crSfr^ciT Ju'^n ‘n? ^? ''V° ‘^fi'hfhenial 10 safe <i>eration of plant 

COUNSIL W Q- TU Efacinc (formerfy Tnxas Uti.'iies Generating Col 67/11/00 Drx-*.. 
moot Contiot Branch (Oocurr.eni Control Oosk) 2pp. 43348-360-43348,36». 

Oaflclency Rm! CP.85-35 ro fel'ure lo maiall conduit per doeton 
fed Cseo’t 25* ^ ‘ ® Evafi-aiior) continuing Next /opt wil be »t)S?|! 

(lormerfy Texas Ubi lies Gencret ito Co) B7/t1/09 Docu. 
morn Ccntfol Branch (Oocumant Ccnirol Desk), ip. 43355.288.4335^882 ^ ^ 

Supp'emenial Oeliciency Rept CP8S13 ro laiuros exisima in 
ESFAS.lmtiaily roporled on 8504l6.Rev ol iesi procedures not reowed ^in dna 
Pieli^ Oy Woaunghovse eubmitial of hardware mods.C'tc^t IttsiaHaiion 

43365 089 Branch (Oocumanl Conlrof Desk) 

43381:058. ConUol OieiKh (Oocumont Control Desk) ^ 43^l:M8- 

Rep» CP.87.112 re hot shuidown panel 4 main control 

fl7/'^i*^<i‘’'^® ' 'i^^®®Js*N,O.R. Tu Efecinc (formerly Texas utikHes Oeneratino Co 1 

iMatfoVi Control Branch {Oocumont Control Desk), ip 4338®:^^; 

® '’*P' CP-0?-5O ro abnormal thrusi beanno tomo on Iwbino 

dfW60 SUx/li^rV Oumo lniMallw fafwviferf 1^ 


drw n eu^iaj«e« 

INSi L^.gI’woooi** M fXn.mv..k. T i 5 _ 


& ball 


cduNSlL *G wnnn AM n n TM 860131. 

emt/ta t5r-'..mr,2°r^M£”nJ^ (formeriv Texas UHiIIos GenereBng C») 

43381:036 Control Branch (Docirmenl Control Desk). 2pp. 4338l;035- 

flopi CP-87-75 ro failure to properly record soriaco 
Sufr^Next rept'breeosol^’^'*^'’® grouls.fn.dally reported or. 87oe24.Cvaiu8llon 

felectric (lormorry Texas Utilities Gerwraeng Co) 
43376^6^2 Oocamonl Conliol Brartch (Oocumant Conlrof Oosk). ip 43375,^^ 

P'P® '^hlp restrainis tniiloily 

leponoo on tt70B07.eva*uallon ol impact ol ssao «oon safety of otAni nrwwAHnnl 
continuing Next ropi wnl be eubmilled by 880122 ^ operaBons 

(formerfy Texea UliWos Generating Co). 67/11/13 Docu- 
ment Control Branch (Oocumeni Control Desk), ip. 43382.284-43382:284. 

i'",'^"'" OeflcierKy Ropl CP-87-16 re aH accumulators lor air-operated corv 
aubm^^^bj eloi^T "" 's®®® conllnuing.KXLpl Mil be 

(loimerty Texas Utilities Generating Co ). 87/1 1/I3 (Docu- 
ment Control Branch (Docomenl Control Oosk) ip. 43384:3 18-43384:318. 

'rl? fiVrniwnA^'if’n''^ ^^66-63 re seismic design of condurt. imiially repotl- 

current| «®hVd!rlld tor c3rn°ieW 

(formerly Texas Utilities Generating Ca) 
43381^049 ‘ Branch (Document Control Oosk). )p, 43381:049- 

OofiG'Shcy RepI CP.87.45 re reactor coolant pump motor bachun 
^^8^26^ ^ fapohed on 8707 1 7. Evaluation ol Issuo coniinuin^eSt r^l eiiwcl^ 

&7/^?fia’^C&i EtoclrJc (formerfy Texas UliUtios GetwaUng Co ). 

433e/o48 ^ ' Control Branch (Oocumeni Conlrol Desk), ip. 43341:04^ 


by 880209. K- utf ovu-ijiiw 

''rS ' '^^OOWN.O.R. TU Electric (formofly Texas Utilities QonetaUaaCoi 
S^^Ope Control Branch (Document Conlrol Desk), ip. 43^4^8 

CP-85-35 re design & const actlviiles of cable 

Deficiency Reel CP-BT-S? re Inaccurate modellno methods In onvl- 
f 'r/compuior code COMPARE MOOIA. Initially reportoW 8?Ml4V^ 
aiuNSiL^w o ®Ti fcto!?. r' performed.NexI rept will bo sutSSllled by 880301 

' ® (formerly Texas Utilillos Qenorallng Co ). 87/1 1/18 Oocu- 
ment Control Branch (Oocument Cohtrol Desk). 2pp. 43401:012.43401:013. 

® CP-87-58 re modeling errors In cocnpulet (wia 

San^u;?no Reenalyais of affected pice 

^^fiuin ^ t Cl " P^oS'ese NexI rept will be submitted by 880203 ^ 

^ni 1^ DWloe Qoneiallng Co) 87/11/16 Doca- 

merit Control Branch (DociimonI Conlrol Desk). 2pp. 43402:2K-434d2:266. 

CP-88.11 re compononl cooling water (CCW) puTO 
S’^^rmrifva reported on eeOe^S.Ali CCW pump Impehors insS 

r® ''’tficalions compleled. ^ 

^NSIUW MARS)4Al[,J S. TU Eleciric (formerly Texas UliliHoa Qeneratng Co |. 
43418 34^ ^ Control Desk), ip. 4341%^. 

coniwm to Ampowar design specs.lnillal/y repoilod o-- 
^jnIii wri P® eubmIHod by 880122. 

^NSIL.W^., MARS)HALL,J.S. TU Electric (formerly Texas Utililiss GeneraUng CoS 
43419278 * Conlrol Branch (Document Conlrol Desk), ip. 43419-278 

* mi^linn, IaI.iai?’ f’ept CP.86.48 re adequacy of noncontormarwo 

” 860616. Evaluation of Impact on pfant ssioh 

‘®P' b® submltteb by 880217. ^ ’ 

C^Nai.W.O , MARSHA1.L.J.S. TU Electric (formerly Texas Ulllities Generating Co) 
4M303M Btanch (Document Conlrol Desk), ip. 43430.32^ 

”cS CP^7-98 re cable & tacoway data aya teviaw 

87}|^0 ESli,!l'iir?..«®AM® may have been used In calculatlons.lnlllally reported on 
^l^lfL w r? ua^bSuW, '’® suf’n’itfed by 880216, 

M/iifift rvA lib'hieriy Texas Unnites Genaroiing Co). 

434214(52 Control Branch (Docomenl Control Desk), fp. 43421:102. 

A?'' RgPi CP-87-114 re aniiloraue marks on flexible meli' 
....iS . iTiisaiioned prior to instaiiatlori.lnni8(iy repofled on e710ai.€ya) 

'®S' *bbiTillled by 880219. ^ 

man! (formerly Texas UtiiiUes Generating Co,). 87/f 1/ 18. Docu- 

ment Conirrsl Branch (Oocomem Control Desk), ip. 43422:261.43422:2St, 

* CP-ee.40 re procurement & use of nonquslifod 

Hon ^ *** applications, initially reported on 86fOfO.Implomonia. 

A '®P' awbmltled by 680219. 

rS;. (formerly Texes UbUies Generating Co.). 

4^»942i Doniroi Branch (Oocument Conlrol DeslO. Ip. 43419:121* 

Def'cfahcy Rept CP-87-tiS re abnormally high calculaied natural 
M.W? A.J®' “'® *''*• ffif'ial's; reported on 671021, EvatoaiiM 
1 epi wiH be submlHed by 8802 1 9. 

Elecuic (formerly Texas Utilities Genereiing Co). 
4^21 3» Document Control Branch (Document Control Desk), tp. 4342f32i 

® Oeliciency Rept CP-ST-OS re taMure ol high range radtallon monrtM 

S^artnnfl^nAftfi '('i®'"catlon tor dteleciric Insulation reouTremenis.lniliariy re- 
5,^2.^'^®;'^®*’ '®p‘ b® submitted by 880219. 

TV) Electric (lormerly Texas UIHItles Generaliirg Co ). 
43421^324 ®"' Conlrol Branch (Document Conlrol Desk), ip. 43421:32^ 

D®’'P'®f*cy Rep' CP-B7.68 re concrete expansion 
fuMkSta^ roA "“'e unacceptable torque tor bolts supplied b/ 

rf ° u®? ^®P‘ '’P submitted by 8802 1 7. 

HT/ii^n’ r» ■* W^RSHALL,J.8. tu Electric (formerly Texas Utilities Generating Co) 
43444-lf2 Control Branch (Oocument Control Desk), ip 43444:|12. 

*0*®^?’ peffcfency Rept CP-86.81 re calculations tor balance ol plant 
SoM ann iSf f setpoims.lnltially reported on eeilOZ.EvsIuaiion 

'^'jniJhg.Next report will be submitted by 880218. 

^it/« ''rP* MARSHALL.J S TU Eleciric (formerly Texas Ulllities Genereiing CoJ. 
4W444t5 Contfol Branch (Document (Control Desk), ip. 43444:116- 

Deftatency flepi CP.87-117 re design requirements of 118 vofl dr 
il***'®.'' ®«' 9f ?y8 Iri Hally reported on 871023.l85ue being evaluated lo da- 
expected by 880301. 

rw ^ARSIWLL.J S, TU Bec^ (tormorly Texas UtKrties Generating Co) 
434M^^5 Co'’''o' Blanch (Oocumont Control Desk), tp. 43430 255- 


A.AA.r'AA. ID k.k ' Texas Ulfitlaa QeneratingCo). 87/11/19. Docei- 

ment (tontrol Branch (Oocumeni Conlrol Desk), tp 4343t;0ai-4343t.Q2l. 
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6711240166 Interim Dolidoncy Hopt CP-Q6 02 re wolds used to spllco channel secbons 
end'to end forming posts for cable tray hangers Initially reported on 670l06.Corroclive 
actons wll be rescheduled. Noxt repi will bo submitted ^ 880129. 

COUNSIL.W.G , MARSHALL.J S. TU Electric (lotmorly Texas Uii'ites Genotaling Co). 
67/11/20 Document Control Branch (Documoni Control OesK). tp. 43442 317* 
43442317. 

871 1240187 Supplemental Deficiency Ropl CP'07-03 ro inslallation of safeiy-tolaied 6 9 
kV switchgear on structural embedments which were not level Imtlniiy rcpoitod on 
8703l6.Tes!ing of switchgear rescheduled lor compfellon by 600301 
COUNSII..W.G . MARSHALL, J.S. TU Eleciric (formerly Texas Utilities Qonoraiing Co.). 
87/11/20 Oocumcnl Conirof Branch (Document Control Desk) Ip. 43444 139' 
43444:139. 

B7 11 240242 Inlorim Doficiency Repi CP-67*25 lo failure lo provide rrsssile protection lor 
d asel fuel cif sio'ags tanV vent p ping Initially leporfod on B70629 Evahialion contLnu* 
Ing. Next ropt vnll be submitted by 660301. 

COUNSIL.W.G.. MARSHALL, J S. TU Electric (lonnorly Texas Unities Qenetahng Co.). 
67/11/20. Document Conirol Oianch (Document Conlrol Desk) tP- 43442:194- 
43442 194. 

S7112403I0 imeiim Deficiency Repi CP'07-29 re Instrumantelion & corthols used lor 
isolation of component cooling water to loactoi ccoiani pump thermal HX.imiialy re- 
ported on 870639 Evaluation conlinuirm Next ropt expected by 880217. 
COUNSIL.W.G., MARSHALL, J.S TU tneciiic (formerly Texas Util ties Gonorailr'oCo) 
87/11/20. Oocumani Conlrol Branch (DocumenI Conlrol Desk) ip 43442 144- 
43442:144. 

6711250040 Inlorim Dol.clency Ropt CP-07-00 re rnl.ol valve piping connociing lo RIIH 
pump Suction piping. Initially loported on 070903. Design moa Intlatori to con^y w/ 
ASl(^ Soclion Ilf Code Next repi w.li bo submillod by 860215 
COUNSILWG . MARSHALL, J.S. TU Eleciric (formerly Toxns UiliUos GenoiaUng Co ) 
87/11/20. Documoni Control Qianch (Document Conlrol Dosh) 2pp. 43457.075- 
43467:076. 

8711250073 Inlori.m Oeficlency Repi CP-OO 36 re scope of plant mods resutilrm liom 
projecl pipe support reverilicei'on program. In-tlally rripoitod on 860609 Evaluation 
continung.Nexi repi will bo provided by 660129. 

COUNSIL.W.G , MARSHALL, J.S. TU biociric (formerly Texas Uttiiies Generating Co> 
87/11/20 Document Control Branch (Oocumeni Control Desk), ip. 43467020- 
43467:028 

871 1266 139 Interim Deliciency Repi CP-07>S5 to conlalnmoni sprey pump recircuiaiion 
p ping Initially reported on Q70605.Evaluatlon conllnu'ng.Noil repi will bo submillod by 
060-102 

COUNSIL.W.G , MARSHALL.J.S. TU Electric (formerly Texas LHiiiiios Genotehi^ Co.) 
07711/20 Documoni Control Branch (DocumenI Control Desk). ip- 434^.186- 
43459:165. 

8711280195 iniotim DoNdency Ropt CP-06‘72 to pipe suppoil rcver<iicouon 
prografii-F.va'ual'Oh continuing Next ropt wi'i be provided by 860120 
COUNSIL,W-Q . MARSHALL.^S- TU Electric (formerly Texes Utilities GonorallngCo-). 
87/1W20. Documoni Control Stench (Oocumem Control Desk) tp 434^.036- 
43460.036. 

8711300234 intotim Deficiency Repi CP-07-41 re dliieroniiei pressure transmiiers des- 
ignated as Group B, installed in safety class sys w/o proper euaiif-cations tor Ctess iE 
^Ifoationg Initially repotted on 870/l5.Nexi repi submliiod by 800127. 
COUNSlUW.Q- TU Electric (lormoily Texes Utililles Generating Co) 07/11/23. Oocu- 
mem Coniiol Branch (Oocumuni Conlrol Oosk). ip. 43465.068-434e5:008. 

8711300058 Interim Qolicioncy Repi CP-87-(l2 re discrepancies obsorvod in lire delec- 
lion conlrol panels initially reported on 67083 1.Oolldoncy addressed in Cortcciivo 
Action Reciuosi QT OOl.Noxt reel will be submntod by 080224 
COUNSIL.W G.. MARSMALL.J S. TU Electric (formerly Texes UHiilos Gonoraimg Co ). 
87/11/24. Document Control Branch (Document Contioi OasK) tp 43469:347- 
43469047 

8711300074 Final Oelicloncy Root CP-87-63 re p'pe wdU Insps ln-t-sliy loportod on 
870334. Insp rosulls havo aslabllsMod roasonablo levol of assurance ihai oxisimg 
wolds wi'l porloim funclion w/o mod. Dolidoncy not reporlablo.per t0CFR50.5S(o) 
COUNSIL.W.G , SECK.J.W. TU Eleciric (formerly Texas Utilities Genoraiing Co.l. 67/ 
11/24. Document Conlrol Branch (Documoni Control Desk). 2pp 43473114- 

434 73:115. 

8711300168 Final Oellclency Repi CP-07-42 re Improperly Idontllied ihermocouples uH- 
I'zod in safety class inslQlloHons. Inillolly reported on 870716.Therniocouplos installed 
per site procoduros.ltem found not roportahio per 10CFn60.65|o). 

COUNSIL.W.G.. BECK.J.W. TU Electric (formoily Texas Ulilillos Gnnoreting Co). 87/ 
1 1 /24 Document Control Branch (Documoni Control Desk). 2pp. 43467’070- 

43467:071 

8711300243 Interim Deficiency Rept CP‘05‘36 re Installation of nensafety-ielaied con- 
duit on nonsaloly-relaled doad wolghi supports Inlllally reporiod on 871 lOS.Ropi cfail- 
l08 TXX -6928. Next ropt will bo submittod no later lhan 800301. 

COUNSIL.W.G. TU Elociiic (loimerly Texas Utilities Goneraiing Co.) 67/1 1/24. Docu- 
ment Control Branch (Documoni Conlrol Desk) tp. 43467;l7l-4346/:171. 

6711300249 Final Oeliclency Ropi CP-B7-27 le galvanic corrosion m sve walor 
SyS.Inltlalfy reported on 670620. Resullanl corrosion will advance lo saluraiion 
leval.wheie further corrosion will be at very slow rale. 

COUNSIL.W.G.. BECK.J.W. TU Eleciric (formerly Texas Ulililies Goneraiing Co.). 87/ 
11/24. Documont Control Branch (Oocumeni Control Desk), tp. 43471-148- 

43472:148. 

6711306112 Deficiency Ropt CP-87-24 ro contalnmonl llnoi Nelson stud bending In 
excess of FSAR requliomenls Inltfally reported on 870629. Evaluation condnulng.NexI 
repi anilcipalod by 660210 . 

COUNSIL.W.G., BECK.J.W. TU Elocihc (formorly Texas Ulililies Generating Co.). 87/ 
11/25. Document Control Branch (Oocumeni Control Desk), tp. 4346o:360- 

43466:360. 


T. Hearing transcripts on non-antllrusi matters 

8711050090 Transcript of 671102 special prehearing conloience In 0aHa8.TX.Pp 
24.963-25,138. 

* Atomic Safely and Licensing Board Panel 87/1 1/02. 1 78pp. 43274:CX)l-43274:)78 


8711060051 Transcript ol 671 103 prehear-ng in Dallas, TX.Pp 25,139- 25,156 
* AHxrJc Safoly and LIcensng Board Panel. 67/11/03. 20pp 43294:055-43294:074. 


V. Operator Examinations 

8711260183 Forwards applications & medical certilicaios lor livo roactor operator S 
senior reader operator Lconso candidates schodulod to take operator exams In Doc 
1987. Ends withheld (rol IOCFn2.790(O){&l). 

COUNSIL.W.G., MARSHALL,/ S. TU Elcctfic (formerly Texas Utiliiios Goneraiing Co ). 
87/11/19. PELLET.J L. Region 4, Ofc ol tho Director. 2pp. 43460:044-43460.045. 


DOCKET STN-50-447 QE8SAR-23e 


A. Appticallon/construction stage documents & correspondancs 

87II180I>44 Notification of 071201 mootinn w/GE 8 BNL al GE olcs lo discuss Amend 
18 lo GESTAR II 

niCHlNGS.H. Reader Sysloms Branch 87/11/13 HODGES.MW. Reaclo.- Systems 
Branch. 2pp 43389 078-43369:077 


DOCKET STN-SO-454 BYRON STATION, UNIT 1 


f. Security, medical, emergency & lire protection plans 

8711020088 Adrreceipl ol ull 061 126 Ur iraismllling proposed amend to plant physical 
socunty pian.>n response to m'.scollanoous amonds & soa,'cli roquiromonis.Ccmmonis 
on pbys cal socunty changes o-nd Response leqirosted with n 30 days. 

015HAN,LN P/ojoci Oiioclorale 111-2, 87/10/21. BUTTERFIELD, 1. Commonweallh 
Edison Co 4pp 43240 050 43240 053 

87I1030S18 Emetgoncy Plan Imp'omanling Hrocodure OZP 100-T7, "Security D.roclOi - 
fChocM'si ol imtjai Rosponslb l ties).” W/ revised index. 

‘ Commonwoa’th Edison Co. 67/10/23. 6pp 43255 268 43255 273. 

8711240251 Rev 3 b 10 Efr.eigoncy Plan Table DYA 6-1. "Byron Emeigoncy Action 
lovols ■■ 

•Centmcmwoallb Edison Co. 67/10/31. ip 4343i;3IO 43431-310. 

«7llf)80040 Forwards Soloiy map Ropls 50-454/07-40 & 50-4S5/67-34 on 871013 
IS No vioiaiicms nolod 

SHAFEO.W.O. Roeion 3, Ole ol Iho Director. 67/11/03. REED.C. Corrmonweallh 
EdsonCo 2pp 43314 029-43314:040 

•^711690048 Ihsp Ropis 50-454/07-40 & 50-455/e7-34 on 6T10t3-tS.Ho 
vio'aiiona.dohdoncies or dovialiors noted Msjoi areas inspecledemorgoncy proparod- 
ness oxotoso.Ltciud nn key luncilorvo & locaLona during oxorcIso.Rolalod info one! 
PAnERSON.J. J’LOSKl.T. CHRlSTOPFEH.Q. Rog>on 3, Olc Of Iho Ol/cclor. 87/11/ 
02 lOpp 43314:031-43314 049. 

8711170243 Notilios that combinod response to reguosts lor aitdl Info ro ulil 661126 
security p'an ernonds in losponso to chengos in 10CFR73.55 & i0CFn73.70 wl.l bo 
Sonl by 87121 1. per 871027 (elcon egroomont. 

AllEN.C M. Comitbnweoiih Ed son (k>. 87/i i /09. Documoni Conliol Branch (Oocu- 
meni Conired Oo$k) Ip 43383:357-43363:357. 

8711170271 Forwards Rov 3e lo Emergency Plan Table BYA 5-l ro emergency aclisn 
revols in rosponse lo 871013 noilco ol violation Limn-ng cond'hon for oporailon & 
aci-on roquiromotxi lime llmii must bo oxceodod lo daciaro unusual ovenl. 
JOHNSON.IM Gbmmonwoalih Edison Co. 07/11/12. Document Control Stench 
(Oocumeni Control Desk). Ip. 43365:168-43365.161. 

-8711170274 Rov 3 b to Emergency Plan Table BYA 6-1 ro emergency action lovels. 
• Commonwoallh Edison Co 67/11/12. 3pp 43365:169-43365:161. 


K. UtllRy Final Sefoly Analysis Report (FSAR) & amends 

9711250035 Forwfitds Amond 49 to FSAR lor Byton Station £ Bro'dwood 
Slaiion.Amond 49 consists ol mlnoi chengos ol tochn:cal info based upon curront 
dosIgn/inslaHaion Into & emended responses for l-sted questions. 

HUNSAOER.S.C Commonwoa’th Edison Co. 97/11/10. MURLEY.T.E. Office of Nu- 
clear ReackK nogu'etion, Dfroclor (Post 870411) 1 5pp. 43436:164-43437 265. 

"8711240179 Amend 49 to FSAR tor Byron Station Units 1 8 2 & Braldwood Slallon 
Linis 1 & 2. 

* Commonwealth Edison Co. 67/10/31 . 400pp. 43436:179 -43437:265. 


P. Operating license stage documents 8 correspondence 

8711020369 Fo/waids repi which represents best estl.-naie analylicel study ol potential 
lor Increased proesunzer PORV opening resulting from turbine trip w/o reader (rip 
below 30K» power transiont fP-8 setpo'nl siudy).per NUREG'0737. 

AINGER.KA. Commonweelin Edison Co. 87/1()/30. Document Control Branch (Docu- 
mom Ccmlrol Desk) I2pp. 43236 245 43236:256 

8711100190 Forwards Amends 11 (o Licenses NPF-37 & NPF-66,respoclivdy & Amend 
1 License NRF-72 & safety evsiuation.Amend al'ows one-lime oxtonsion lor diesel 

S inoraior surveillance.Amend a’so applies lo Braiifwood Unit 2. 

LS)IAN.L.N. Project DIrecloreie ll)-2. 87/10/30. BUTTERFIELD, L. Commonwealth 
Edison Co. 3pp. 43342 O0 1-43342 026. 

~9711I00198 Amends 11 lo Licenses NPF-37 & NPF-66,reepoctively & Amond 1 lo Li- 
cense NPF-72,ellowlng one-time extension for diesel generator surveillance testing In- 
lorwai from 18 lo 0 1 rnonUis & cortocl>ng ovetslghl made in 670723 Amend 9. 
MULLER.O.R. Project Diteciorale III-2. 87/10/30. 20pp. 43342:004-43342.023. 



* Office ol Nuclear Reactor Regulation. Direcior (Posi a70<fl1) 67/10/30 9pp 
43342:034 49342026. 

S7t>100431 Generic Ur 87-lS to all nolOe/s of CPs for nuclear power ploms rs pokey 
eiaiemeni on deferred pfanis.Svc Hal end. 

MIRAGU/i.F J. AasociaieOHectoi loi Prolecis (Post 8704n). 87/11/04. ConsoAdaled 
Edison Co of New Vorlt. Inc. 46pp. 43402.001-43402.046. 

6711170265 >^plicaiiOr) for arnends to Licenses NPP-37,NPF-6a & NPF-72. revtslng 
Tech Spec Tebles 3 3-6 & 4 3-3 (o allow ccrMiol loom -^enivtatioR eye to renv^ In 
operetion.provkfed (hat rad'at.dn momlors oporabfo on veniilation train FnepaM. 
HUNSADER.SC. Comcnonweallh ScLson Co. 07/11/06. MURlEY.T.E. OtOoe ol Nu- 
clear Reactor Regulation. Oiiecior (Post 8704 1 1], 2pp. 43384:007-43^:017. 

~6711170370 Proposed Tech Spoc Tables 3 3-6 & 4 3-3 to allow conirof room vertWa- 
Hon aye to remair> in oporailon prow'dad thai two radiation monitors operaDle on venti- 
lation Ira-'n that Is operailng. 

* Commonwealth EoisortCo. 67/11/06 6pp. 43364:009-43384:017. 

6711300060 Forwards EGO-NrA-7643. 'Ccnforniance lo Reg Guide t 97:Qyron L/rsls f 
8 2 8 Braldwood Units I 8 2. " ra emergency response capabihty.lof review & com- 
menl within 60 days Some exceptions lo rao guide uniusiifiod. 

Ot-SHAN.L. Project Olrdcioraie llt-2 &7/lT;oe OUTTERFIELD.L. Commonwealth 
Edison Co.3pp 43408:077-43406:102. 

-8710060162 Rrel mlnary ‘Conlonrance lo Reg Guide I 97:8yron Un.ie 18 2 8 OraM- 
wood Lfnlis 1 & 2," technical evaluation lept. 

STOFFEL.J.W. EG8G Idaho, fnc (subs 01 EQ8G, Inc.) STOFFEL J W Idano Nallonal 
Eng neacfng Lahoraiory. FIN A-e4e3 CGQ-NrA-7643. 67/08/31 NRC • No Oeta-led 
Affiliation Given. 23pp. 43408 060-43408 102. 


0. Inspection reports, IE Suilelins 8 correepondenca 


8012170462 IE Buliotm 80-25, "Opoteting Problems W/Taroet Aock Saloty- Roue! 
Valves al BWRs " 

' Ofc ol InspecHor) & Enlorcemeni, Oiracior (820201-870413). 80/12/19. ConaolMal- 
ed Edison (3o. of New York. Inc. Spp. 43226 201-43226:205. 

630S110473 TE Into Notice 63-38, "Fai.'ure ol Safoty/Reliel Vaivos to Open at BtftfRs - 
Interim Repi '* 

JORDAN, E L Oiv ol Emergency Preparedness & Engineorino Responso.lE(8S02t2- 
670113). 63/06/17 Consolidated Edison Co. of New York. Ino. ioa. 43226 206- 
43226 207. 


871186Q168 Responds (o NRC lu re violelions noted in Insp Repte &0-454/e7-3i 8 50- 
456/87-29 Correctivo actions Emergency Action Laval 16. "Loss ol FYimeiy Coolenr' 
chafed & operalmg supervisor Involved will be reva-nod. 

BUrfERFIELO.L. Commonwealth Edison Co. 67/10/13. OAViS.A 8 Region 3. CMC ol 
the Otteclor. 4pp. 43303 200-43303 203. 


8710230213 NRC Ihip Notice 87-058. "Pchebte Moistute/Oansly Gauges Roceni ind- 
denia or Portable Gaines Soing Stolen or Lost." Sve fist end. 

CUNNINGHAM, R E. olvisioh Qi indusiftal & Medical Nuclear Safety IPoat 670729) 
67/10/29. Consolidated Edison Co. ol New York, Inc. 89pp. 43324:139-43324-227. 

8711060189 Ack receipl ol 871016 iir informing NRC ol steps taken lo correct vioiationa 
noted in Insp Repla 50-4S4/e7-32. $0 455/67-30 8 SO 458/87-26.Assitfimeni ol Se- 
venty Level Iv appropiiale. 

MILLERJ4J. Region 3. Ofc ol the O'rector. 67/10/30. REEO.C- Comrnonweallh 
EOfSonCo 3pp. 43306:163-43306:169. 


-62 1 1860198 Responds to NRC Ur re violations noted in insp Ropia $0-454/67-32.60- 
4SS/67.30 8 50-496/87-28 Corrective actions: ulii conducipd Step by step con^arteon 
ol ^on & Bradwood emergency procedures including omergency procedures. 
SUTTERFieLO.L Commonwealtn Edison Co 87/10/16. OAViSjAS. Region 3. CXc oi 
the OlteciOi. Spp. 43308.165-43306:169. 


8711090040 Faiwatds Safety Irtep Repla 50-454/67-40 & 50-455/87-34 or> 671013- 
i6.No vioiaiions noted. 

SHAFER.W.O. RetfOT 3. 0(c ol ihe Oiiecior. 87/11(03 REEO.C. Commorwoalth 
Edison Co. 2pp. 43314:029-43314.049. 

-9711090046 Insp Repts 50'454/67-40 8 60 455/67-34 on 87tOl3-16.No 
vIolalions.deficierKlos or deviations notod.Malor areas inspectedremargency prepared- 
ness exercise.incfuding hoy funci.'ona 8 locelions during exercise. Retaled Info ertcl 
PATTERSON, J.. PLOSKl.T.. CHHISTOFFER.G. Region 3. Ofc of iho Dvecior 87/11/ 
02 t9pp 43314:031-43314:049. 

6710290234 NRC Info Notice 67-056, "lirproper Hydraulic Control Unit installation at 
6WR Plants." Sve list end. 

ROSST.CE. Division ol Operational Events Assessment (Post 670411). 87/ti/04 
Consolidated Edison Co. of New Yorh. Inc. 1 12pp. 43324:228-43324;339. 

9711020017 NRC Info Notice 67-057, "Loss of Emergency Borettoo Capebihty Due lo 
NilroQen Gas tnlruston." Sve iisi encl. 

ROSsl.C E Oivisloi> ol Operational Events Assessment (Post 670411). 67/11/06. 
Consohdsiled Edison Co. oi New Yorh, Inc. 1 16pp. 43355 003-43355.1 IS. 


97110S0040 NRC Compliance Bulletin 67-002, "Fasiensr Testing to Oetermlne Con- 
formance W/Appficable Mall Specs." Sve ksl encl. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 87/tt/06- 
Consoitdated Edison Co. of New York. Ina. f16pp. 43397 142-43387:267. 

6711090140 NRC Info Notice 87-0&6, "Continuous Communications Following Emergerv 
cy Notificallons." Sve llsl encl. 

ROSSI, CE DMsIon oi Operalronal Events Assessment (Post 670411). 87/11/16. 
CkmsolKjeled Edison Co. ol New York, Inc. 1 13pp. 43404:1 76-43404:288. 


8711120027 NRC Info Notice 87-059, "PolentlaJ RHR Pump loss " Sve list end. 

ROSSI, C.E. Division of Operationai Events Assessment {Post 870411). 87/11/17. 
Consolidated Edison Co. of New York, me. I20pp 43487:001-43487:121. 

a711130(M)8 SuppI 2 lo NRC Info Notice 86-108. ' Degradation of RCS Pressure Bound- 
sjv ResuWng From Boric Add Conosion.'’ Sve lisi end. 

ROSSI, C.E. Division ol Operational Evenis Assessment (Post 870411). 87/tt/19. 
Conaotidated Ecksort Co. ot New York, inc. 1 16pp. 43444:195-43444:314. 


ju.ivo viuiBiions noiep. 

FORNEY, W.L. Region 3. Ofc ol the Direcior. 87/11/19. REEO.C Commonw 
Edison Co. 2pp. 43467:072-43467.086. 

-8711300171 Safety Insp Repis 50-454/67-39 8 60-455/87-36 on 071002-30. Noi 
lions or deviations noted Major areas Inspociod: llconsoe action on previous 
IlndinQs.operations summsry.design changes 8 mods.lraining 8 survaiHanco 
HINOS.J.M Region 3. Ofc ol Iho Director. 67/11/10. 13pp. 43467.074-43407.006 

8711300211 Forwards Exam Rapt SO-454/OL •87-02 of exams adminislorod ddritin * 
871102. ^ 

VWRIOHT.G.C. Region 3. Ofc ol the Director. 87/11/24. REED.C. Commons 
Edison Co. 2pp. 43472:024-43472:110. 

—871 1300242 Exam Ropl 60-454/OL -87-02 on 07i 102-04. Exam results aif live ope 
candidates 8 one senior reactor operator candidate passed exam Mesior cot 
exam end. 

DAMON.DJ.. VINNOLA.A J., SUNDERLAND, P R. Region 3, Ofc of the D.roctor 
11/19. 82pp. 43472.026-43472:1 18. 


R. Periodic operating reports 8 related correspondence 

6711180002 Monthly qperotlrig repis for Ocl I9B7.W/871 1 10 Ur. 

SPnZER.D.J.. OIJEhIO.R.^ Commonwealth Edison Co. 07/10/31. 14pp. 43399 
43389.123. 


3. Raponable occurrences, LERs 8 related correspondence 

8711190202 RO:on 870812, reaclor tripped foilowino aefoty Injecilon 8 mam stosrr 
tsolalion during power ascensIon.Caused by fuMy open governor valvO.Noco! 
a^ipmenl aulo-started/ acluatsd per design 

OUERIO,R.E. Commonwealth Edison Co. 87/10/19 OAVlS.AB. Region 3. Ofco 
Direcior. 2pp 434D0 272-43400:273. 

B711D20312 RO.on 870814, governor hunting observed loHowing d-'esel gene 
siadup.Caused by Iniermittsnl opsrallon of 4EX3 relay.Oiesel generator 18 will re 
on monihiy lesling schedule par Tech Spec 4 8 1.1 2 

OUERIO.Fl E. Commonwealth Edison Co. 87/10/27. DAVIS, A.8 Region 3. Ofc o 
DlraclPr. 2pp 43232.336-43232:336. 

8711178172 LER 87-022-0O.on B7l026.area radlstion mor^Hor sp.'ked above alert ( 
aatpomi.resuftlng In containment veniilation isolation alarm Caused by I 
dsiacnot Dalecior replaced & monitor returned lo sve on 87l026.W/871tl0ltr, 
SNDW.M.. OUERlO.R.E. ComtnonwoaHh Edison Co. 87/11/10. 3pp. 43303 
43363026 


y. Operator Eiamfnailons 

8711300211 Forwards Exam RapI 50-464/OL-67-02 of oxams adminiatcrad during t 
871102. 

WRIGHT, G.C. Region 3, Ofc of the OIraeior. 97/ f 1/24. REEO.C. Commonw 
Edison Co. 2pp. 45472:024-43472:1 16. 

-9711300242 Exam RapI 50-454/01-87-02 on 671102-04.Exerri resutlsiail live ope 
candidales 8 one senior reaclor opeiaior candidate pasaod oxam.Masisr coi 
exam encl. 

DAMON.DJ.. VINNOLA.AJ.. SUNOERlANO.P.R. Region 3. Olc of the OIrecto.'. 
11/19. 92pp. 434r2:026-43472:n6. 


DOCKET 8TN-60-466 BYRON STATION, UNIT 2 


F. Socurlty. medical, emergency 8 lire protection plane 

BT11D30088 Ach receipl ol lAll 861 120 lu Iranamining proposed amend lo plant phy 
secuniy pi8n.ln response to miscellaneous amends 8 search raquiremenls.Comrr 
on c4w»IcbI securt^ changes encI.Response reouesled wrthtn 30 days. 
0LSHAN,L.N. Project Direclorate 111-2. 87/10/21. BUTTERFIELD, 1. Commonw' 
Edison Co. spp. 49240.050-43240.053. 

9711030518 Emergettcy Plan InvpIemeiMing Ptocotiuio B2P )00-T7, "Secunty Oitec 
(Checklisi ot Initial RBsponsibilltlea].’’ W/ revised index. 

Commonwoallh Edison CO. 67(10/23. 6pp. 43255.266-43255:273. 

8711240251 Rev 3a lo Emergency plan Table BYA 6-1. "Byron Emeegarwy A 
Levels." 

• Commpnwealth Edison Co. 07/10/31. Ip. 4343t-.at0-43431.310. 

8711090040 Fonvards Safely Insp Repis 50-454/87-40 8 50-465/67-34 on 671 
15. No violations noled. 

SHAFER, WO. Region 3, Olc of Ihe Director. 87/11/03. REEO.C. Commonwi 
Edison Co. 2pp. 4^14.029-43314:049. 

-8711090046 Insp Repis 50-454/87-40 8 50-455/87-34 on 67l013-t 
vtolallons.deficlenclas or deviations noted. Major areas lnspecled:emergency ptepi 
ness exercise, Including key functions 8 locations during exercIse-Related info and 
PATTERSON, J.. SNELL.W. Region 3. Ofc of Ihe Director. 87/11/02. 1 
43314:031-43314:049. 

9711170293 NoQlies lhal comIMned response lo requests for addi Info ra uki 66 
security plan amends in response lo changes In 10CFR73 65 8 10CFR73.70 wi 
sent by B71211,per B71027 lelcon sgreemenl 

ALLEN, C.M. Commonwealth Edison Co. 87/11/09. Oocumeni Control Branch (O 
man) ConUoi Desk). Ip. 43383:357-43363:357. 

6711170271 Forwards Rev 3a lo Emergency Plan Table BYA S-1 re emergency ai 
levels In response lo 671013 notice of violation. Limiting condition for operatic 
action lequiremeni lime limit must be exceeded lo deciate unusual event. 
JOHNSON, I.M. Commonwealth Edison Ck>. 67/tt/12. Oocumeni Control Srt 
(Oocumem Control OeskV ip 43365:188-43385:191. 


-8711170274 Flov 3a lo Emergency Plan TeQlo BYA 5-1 re omorgoncy action levola. 
* Commonweallh Edison Co. 87/11/12 3pp. 43385: 160-43305:191 


K- Ullllty Final Safety Analysis Report (FSAR) A emends 

6711250035 Forwards Amend 40 io FSAR for Byron Sialior> & Otadwood 
Siallon.Amond 49 consists of mmor changos ol tochn eel mlo based c-pon cwreni 
deslgn/lnsia'latlon Inlo & amended responses lor listed questions 
HUNSADER.S.C. ContmonwoaUh Edison Co. 87/1 i/io. MURLEY.T.E. Oif.co of Nu- 
clear ReaolOr Regulation, D'roctor (Post 87041 1). 15pp 43436.164-43437285- 

-6711240179 Amend 49 10 FSAR lor Qyrcn Station Units i & 2 & Bra dwood Station 
Units t & 2. 

* Commorjwoalth Edison Co 67/10/31. 400pp 43436:170-43437 285. 


P. Operating license stage documents & correspondence 

6711020369 Forwards rept wh'cb ropresems best estimate analytical study of potential 
for Increased prossunrer PORV opening rosullInQ from turblno trip w/o roocior trip 
below 30% power iranslent (P-0 sotpolni study), per NUREQ'0737. 

AIN'GEn.K.A. Commonwoaltn Edison Co 67/10/30. Oocumont Conitoi Branch (Docu- 
ment Control OeSK) 12pp. 43236:245 43230 256. 

8711100100 Forwards Amends H lo Licenses NPF-37 & NPF'66,rospechvoly 8 AmerKl 
1 Licenso NPF-72 & safety ovalualion Amend a'lawa one lime extension tor diosel 
noneralor survei lanco. Amend also applies to Qraldwood Unit 2 
OISHAN.L.N Pm.oct D-recloralQ 111-2. 07/10/30. 0UTTERFIELO.L Corrrrwnwoailh 
Edison Co. 3pp. 43342.001-43342.026 

-6711100166 Amenris 11 to Licenses NPF-37 & NPF-e6, respectively & /Unond I lo Li- 
censo NPF-72.allowing one-time extension for diesol generator GurvoiL'ance testing irt- 
tervaf from 10 to 31 months & corrocilng oversight mode In 070723 Amend 9 
MULLER, D.n. Proloci Oiracterate 111-2 07/10/30 20pn. 43342004-43342.023. 

6711100201 Safely evaluei on supporting Amends 1 1 to Licenses NPF-37 & NPF-66.(e- 
spoctively & Amend 1 lo License NPF-72 

* Oltieo ol Nuclear Reactor RogulQllon, Director (Post 070411) 67/10/30. 3pp 
43342:024-43342 026. 

6711100431 Generic Lir 87-16 to all holders ot CPs for nuclear power pisnis re po*lcy 
sisiemenl on deferred plonts Sve list end. 

MIRAGLIA.F J. Associate Director lot Projects (Post 07Q4II) 67/11/04 Conso'rdsied 
Edison Co ol New Votk, Inc 46pp. 43402 OQ 1-43402 046 

8711170265 Application for amonds lo Licenses NPF-37.NP(--60 & NPF-72. revising 
Tech Spec Tables 33 6 & 43 3 to oi'ow conliol room vontilaiiori sys to remoin irt 
operation, provided that radiation monitors oporobio on ventilation train Foe pakf. 
ifUNSAOER.SC. Commonwealih Edison Co. 87/11/06- MURCGY.T.E. Oriice of Nu- 
clear Reactor Regulation. Director (Post 070411). 2pp. 43384007-43304:017. 

-6711170270 Proposed Tech Spec Tobies 33 6 5 4 3-3 to anew conbo! room vonila 
tion sys lo remain in oporai'on provided lhal two radiation monitors operabio on vonii- 
lelion train that is operating 

’ Commonwealth Ed son Co. 87/11/06. 0pp. 43304 :009-43384:017. 

6711200090 Forwaida EQQ-NTA-7643, "Conlormanco to Reg Guido I 97.0yron Units I 
& 2 & Staldwood Units 1 & 3," le emergency loaponso cepsbiity.tor review & com- 
ment wllhin 60 days Some oxcdphona lo roe guide uniustdioo 
OLSHAN.l. Proisei Oirocioreie 111-2. 87nT/06. SUTTEnFlELD.L. Commonwealih 
Edison Co. 3pp. 43408:077-43408:102. 

-8710060182 Proiimlns/y “Conformance to Reg Gude i.67:Byron Units t A 2 & Bioid' 
woiMJ Units t A 2." toctin’csl evaluation repi. 

STOFFEL.J.W. EGAG Idaho, Ir^c. (Subs, ol EGAO, Inc.). STOFFEU.W Idaho Nalionei 
Engineering Laboratory. FIN A-e403. EGG NTA-7843. 67/08/31. NRC • No Oolollud 
Arniallon Given. 23pp. 43408:080-43408:102. 


0. Inspection reports, IE Bulletins A correspondence 

8012170462 IE Bullolln BO-25, “Oporailng Piobloms W/Targot Rock Safely- noirol 
Valves at BWRs.” 

’ 0(c ol Inspection A Enlotcemenl, Diroclor (820201-870413). 80/12/10. Consokdet- 
dd Edison Co. ol New York. Inc 5pp. 43226:201-43220:205. 

8305110473 IE Inlo Notice 03-39, “Falluio of Sslely/Rollol Valves to Open e( BWRs - 
inlenm Rept."' 

JOROAN.fc.L. Div ol Emergency Preparodnoss A Engineering Ro5ponso.lE(660212- 
070413) 63/06/17 ConsiDiidoled Edison Co ol Now York. Inc- 2pp 43228;20e- 
43226:207. 

871(060168 Responds to NRC Hr ro violations noted In Insp Rapis 50-454/67-31 S 66- 
4S5/87«29.Correctivo acilons:Emorgency Acllon Level 16. “Loss of Prlmsry Coolanl" 
changod & operating supervisor Involvod will be rolralnod. 

BUTTERFIELO.L. Commonwealth Edison Co. 87/10/13. OAVIS.A.B. Rog'on O.OIcol 
the Director 4pp. 43303 200-43303:203. 

8710230213 NRC Inlo Notice 67-055. “Poriablo Molsiu/o/DensHy Gauges: Reconl Inci- 
dents of Portable Gauges Being Stolon or Losl." Sve list end. 

CUNNINGHAM.R.E. Division of Induslrial A Medical Nudoa' Salety (Post 670729). 
07/10/20. consol'daled Edison Co. of New York, Ino. 09pp. 43324:l39-43324-227. 

9711060165 Ack receipt of 671015 Hr informing NRC of stops taken to correct violations 
noted In Insp Repts 60-454/87-32, BO-455/87-30 & 60-456/87-20.A88l9nmool ol Se- 
verity Levol Iv appropriate. 

MILLER, H.J. Region 3, Olc Of the Director. 67/10/30. REED.C. Commonwealih 
Edison Co 2pp. 433O8-163-433O0:169. 

-6711060195 Responds to NRC l>r re vlofatlons noted in Insp Repis 60-454/87-32.50- 
455/87-30 A 60-456/07-28.Coireclive actions: ulrl conducled slop by stop comparison 
ol Byron A Braldwood emergervey procedures Including emergency procedures 
8UIi6RFIELD,L. Commonwoalln Edison Co. 87/10/f6. OAVIS.A.B. Region 3. Ofc of 
iho Director 5pp. 43308:185-43306:169. 


6711080040 Forwards Safety 'nsp Repts 50 454/87-40 A 50-455/67-34 on 871013- 
iSNov:(Naiicns iwied. 

SHAFER.WO. Roglo.n 3. Olc ol the Director. 87/11/03 REED.C Commonwealih 
E(*5onCo-2pp 43314 029-43314:049 

-8711090046 Insp Hepis 50-454/87-40 A 50-456/87-34 on 6710I3-15NO 
vlolauons.d8l£lenc'os cr dev-aUons noted Major areas l.nspected emorgoncy prepared- 
ness exatciso.inctuding koy lunctions A locations during excrose Rolalod info end. 
PATTERSONJ. PLOSKI.T. CHRISTOFFEfl.G Reg on 3. Ofc cl the OifOCIor. 87/11/ 
02. 1^ 43314:031-43314:040 

8710390234 NRC Inlo Noiico 87-056, “Improper Hydrau'ic Control Uml Iristal.’olion al 
0Wn Pianis." Sve fist encL 

ROSSl.C.E Division of Oporaiional Events Assessment (Post 870411). 67/11/04. 
Consol'daled Edison Co. of New York, Inc. 1 12pp. 43324 228-43324 339 

8711020017 NRC tnlo Nottca 87 057. "Loss Of Emotgeersy Botaton Capablty Quo lo 
Nilrocen Gas fnbesion ’ 5vc list e.''cl 

ROSSl.CE. Oiyislo.n Of Oporal'onal Events Assessmoni (Posi 870411). 87/11/06. 
Consdidsued Edison Co o' New York. Inc. 1 16pp. 43355 003-43335. 1 19. 

0711080040 NRC Co.'npl.ance Du lotln 87-002. “Fasionor Testing to Ootnrmlne Con 
lorma'tco W/Appi cable Mad Specs." Sve list enci 

ROSSl.C.E Division ol Oporaional Evonis Assess.Tent (Post 670411) 87/11/06 
Coosdidatod Edison Co. of Now York, Inc. it 6pp. 40397:142 43397:257. 

8711000140 NRC Info NoVco 87 058, “Conlin-jous Communicai'cns Following Emergon- 
M Nolrlicabans." Sve isl and. 

raSSl.C.E. Division of Oporaional Evonis Assossrrcni (Post 870411). 37/ti/iC. 
(Consofidaiad Edison Co. of Now York. Inc. 1 13pp. 43404 176-43404:280. 

6711120027 NRC fnfo Notice 07-059. "Potential RffH Pump Loss " Sve hsi end. 
ROSSl.CE Oiwsion ol Operational Evonis Assessment (Post 070411) 87/11/17. 
Coosofkfaicd Edisen Co. of New York, Ire. t20pp 43407.001 -43407. 121 . 

8711130006 Supp: 2 to NRC Info Notice 86-108. "Dogradat on of RC5 Prossuro Bound- 
ary Rosuitirrg Prom Doric Acid Corrosion." Sve I st nncl. 

ROSSl.C.E. Oivido.n ol Operational Evonis Assessmoni (Post 070411). 87/11/19. 
Conaotkfaied Edison Co of New York, Inc. 1l9pp 4344 4: 195-43444 314. 

6711300166 Ferwa-ds SalDly Insp Ropis SO 454/87 39 A 50-455/87-36 on 071002- 
30 No violauons noted 

FOflNEY.W.L. Rogon 3, Ofc of the Dirodor, 87/11/19. REED.C Commonwoallti 
EdtsenCe 2ap 4f4Q7.072’43467 006 

-8711300171 Salety Insp Roots 50 464/87-39 A 50-4 55/87-36 on 871002-30. No via'a- 
uorts or deviaiions npiodMe or areas inspociod I’censoo action on prov'ous hap 
linangs.operations summery.cfosign channos A moils, train rig A Surve I'anco. 
HINOS.J.M Rc^0n3. Olcol IhoDrOCCor. 07/11/19. 13pp 43467:074-43467.086 


ft. Periodic operating reports A ratated eorrsspondenes 

6711160002 Monir.ly pppreting ippis for Oct I607.W/871 1 10 Hr. 

SPITZER.OJ. QUERiO.RE Commonwealih Edison Co- G7/10/31. I4pp. 43369:109- 
43309:123 


S. Reporlable ocourrancaa. LERa A roioiad corraapondance 

671110032$ Forwards corioclerl LER 07-019 00 LER onglna'ly issued w/ error In LEfl 
number m crMii-rsd f-oid (Oiock 6). 

OUERIO.R.E CornmonwosHh Edison Co. 67/10/29. Oocumani Control Orancii (Docu- 
mom Conuc4 Dosk) ip 43330 249-43330 253 

-0711100042 Corroded LER 67-019-00:on 07lG02.<'.lgh aleam gonerator level caused 
lutb-no trip A oquipmonl operalor Opened wrong d sconnoci lo rua'igrt switchyard ring 
efier bip.causoo by poraonnei orror.D.scipl nerv taken. 

SCHUSrcn.T Commonwealth Ed-sonCo 07/10/30 4pp. 43330 250 43330 253 

6711100301 lER 07-00i-01:i7n 8701 16.c1uring inliiai cniical-ty/low powici physics elan- 
vp test tequinng bistable uip.reacio: trip occurrod.CauSOd by reactor cco'anl roslsi- 
anco temp detector spl.ce lakire.Splice connoctlon corrpclod.W/07ll03 Hr. 
SCHUSTER, T.. OUBRiO.R.E. CommonwooHh Edison Co. 87/11/03. 4pp. 43344-259- 
43344:262 


DOCKET STN-50'466 BRAIDWOOD STATION, UNIT t 


F. Security, medical, emergency A lire protection plans 

671103QU2 Revised omorgency plan implementing procQiluros,lnclurlinQ Rov 2 to 
BwZP OOO-t, “Acting Station Director ImpfotTiantinn Procoduro (Primary Roponsibilily- 
SNfi Erwineer)'' A Rov 1 to QwZP 090-1^, “App B,UnuSual Event Chock'isl." 

* Commonwealih Ed son Co 67/10/20. 38pp. 43255 145-43255:182. 

8711638291 Revised omernoncy plan Implementing proceduros.lncludina Rov 3 lo 
OwZP 100-3. “Tochnical Diredoi Implomonling Procoduro" A Rov 3 io OwZP 100-7, 
"Seevnty Director Implemenling Procedure " 

• Commonwealih Edison Co 87/10/23 30pp 43246 249 43246 278. 

6711060148 Forwards commonts on ul>l 661126 proposed amond lo physical socurily 

g an lor reaponao within 60 days 

kND^S. Project Dirociorale III-2. 07/10/27. BurTERFlELD.L. Cemmonwealin 
Edison Co. 4pp. 43300.034-43300.037. 

8711060261 Revised omergency plan Implementing procedures.conslatlng of Rev 2 lo 
BwZP 600-7, “Operational Check of Staff Augrr.onietion (Primaiy Rosponsibllity - 
G8EP Coordinator)" A Rev 1 to BwZP 600-7At, "App A Staff Augmentation Ortll....'' 
* Commonwoellh Edison Co. 87/10/29. ilpp. 43303.128-43303:138. 
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6711170243 l^oiilios (flat con'.b.'r^Od rcsponso to r«quests lot addi into re ubl 361126 
secunty plan amenda Jn tasponao to changes in 10CFn73.5S & l0Cfft73 70 wll be 
sent by 67 1 21 l.per 671027 lelcon agreement 

ALLEN, C.M. Commonwealth Edison Co 67/11/09 Document Control Branch (Ooc<i- 
mo.nl Control Desk)- ip 43383 357-43363:357. 

6711190214 Pro/ides updale on corrpletion ot fi/e prolection prograni & servos to nolifv 
o1 addi areas o1 sirucima) sieel Dial loquDe iitoprooting Upon completion ol sur^- 
lance ouiaoe, full compliance w/Nre prolociion requlrornenCs oirpecied. 
HUNSADEh.S.C. Commonwea-ir» Edison Co. 97>ll/io. MURlEY.T.E. Crttice ol Nu- 
clear Reactor Regu’ation, Oirecior (Post 8704ti). 4po 434OO.270-434OO-282. 

8711170271 Forwards Rev 3a to Emetgency Plan Table BYA 5*1 re omctgoncy aciton 
levels in response to 871913 notico of violation. Ufmitlng condition tor oporaUon 6 
acUon terMjirement time Iim4 must be exceeded lo doclsie unusual ovent. 

JOHNSON, I.M. Commonwealth Edison Co 87/)l/i2. Document Control Branch 
LOocumenl Conlfol Desk), ip. iV33B5.l9B-<l33eG-.l91 

-8711170274 Rev 3a lo Emergency Plan Table QVA S-l ro emergency action levels 
• Commonwealih Edison Co 87/11/12. 3pp. 43365 189-43385; 191. 


0. Adjudicatory correspondence 


8711190031 Advises that Commiss'nn docLned review ol Appeal Board Decision ALAB- 
874. Hmo provided by NRC regulaHona li:r Commission lo act oxplred.Oocislon 
becarne final agency action on 671 104. Served on 871 ti 7. 

HOYLE.J.C. OfliCG of lha Secretary ol tho Commission. #407 48<9. 67/1 l/l7. Atomic 
Salaty and Licensing Appeal Panel, tp 43392 19S'43392.1B5 


K. t/tlllty Pinal Safely Analysis Report (FSAR) 6 amenda 

87112S0035 Forwards Amend 49 to FSAR lor Byton Steiton & BrakSwood 
Sielion.Amend 49 consists of minor changes ol lechnical Info based upon cu'ieni 
designAnstawa'.ion info & emended tesponses for I'Slod ouesiiorys 
HUNSADER.SC. Commonwea.'lh Ed.son Co. 87/11/10. MliRUEY.T.E. Off-co ol Nu- 
clear Reaclor Regulallort, Oirocioi (Posi 870411). I5pp. 43438 1 64-43437 265. 

-6711240179 Amend 49 lo PSAR for Byron Siai-on Unlis i & 2 & Bra.idwooif Station 
units 1 & 2. 

’ Commonwealth Edison Co 67/10/31. 400op. 43436 179-43437 26S. 


P. Oparaiins llCMise sUfie documents & correspondenca 


871 1020389 Forwe/ds rapt wh'cb lepresonia besi oaiimaio analyticat study of poienbal 
lot increased proesunzor PORV openmg tosu'ifng from turbine (np wfo reactor trip 
below 30% power iransieni (P-6 se'poini siudyl.por NUREO'C737. 

AlNOER,K.A. Commonweaitn Edison Co 67/10/30. Oocumont Conuoi ©ranch (Oocu- 
manl Control Des)>). l2pp. 43236.245-43236 256. 

8711090382 Ptopoeas mlonin oporaiii>n plan to use svo bldg chiiior sys wh/e comp.'ei- 
ing reiub'ng ect/vitlas ol control room vonlilaiion ays chi;ie/8.Cro$$uo would ink sve 
bldg 6 control room chliled waior svs as nolod in ukI 870326 li/ 
tlUNSAOER.S.C Commonwoalih fdaon Co. £7/10/30. MURLEY.T.E Olfir» of Nv- 
clear Reactor negulalron. Oirecior (Post 870411) 2pp 43322.064-43322085 

8711100196 Forwards Amends 1 1 to Licenses NPF-37 6 NPF 86.respetiivoty 6 Amend 
1 License NPF-72 6 safety evafuailon Amend allows ono-lirre exisctsion lot diosel 
Q^enaratOT surva<llance Amend also applies lo Qiaidwood Un'4 2 
OLSHAN.LN. projecl CKreclorale 111-2 87/10/30. BUITERFIELO.L. CommonwoaHh 
Edison Co. 3pp. 43342.001-43342 026. 

-8711 100168 Ameniis 1 1 Co Licenses NPF-37 3 NPF-66, respectively 3 Amend I lo Lf- 
cense NPF-72,allowing one iima edenslon for diesel generator survoiHanco testing iiv 
tervel from 16 to 31 months & correebng ovorslghf made in 670723 Amond 6. 
MULLER.O R. Pfolect Directorate 1(1-2. 87/10/30. 20pp. 43342004.43342 673 

8711100201 Safety evaluallon supporting Amends 11 lo Licenses NPF-37 & NPF ee.ro- 
speclively S Amend f lo License NPF-72. 

' Oifice ol Nuclear Reactor Rogtiiaiion, Oirecior (Post 670411) 87/10/30 3dp 
43342024.43342028 

8711 f 00431 Qenanc Ltr 67-15 lo all fielders of CPs for rurclear power ptartls to policy 
sfatemenl on deferred plants Svo Ust encL 

MIRAGLIA/.J. Associate Director for Pio|ecls (Post 870411). 87/11/04 Consoltdaled 
Edison Co. ol New York, Inc 46pp. 43402. 001 43402. 046- 

6711170265 Appiicaiion for amends to licenses NPF-37.NPr-e6 8 NPF-72. revising 
Tech Spec Tables 3 3-6 & 4.3-3 lo allow control room ventilation sm to remain In 
operatlonjirovided thai radiation moniiors operable on veniiialron iraui.Foe pakL 
hUNSAOER.S.C. Commonwealih Edison Co 87/11/06. MORLEr.TE. Otlfce of Nu- 
clear Reactor Regulation. Director (Post 870411). 2pp. 43384:007-43964:017. 

-6711170270 Prooosed Tech Spec Tables 3.3 6 & 4 3-3 to allow control room ventda- 
tion sys lo remain in operation provided that two radialion monitors operable on venif- 
(ation tiain that is opetetlno 

• Commonwealth Edison Co. 87/11/06. 9pp. 43364;OOO-43304;O17. 

8711208090 Forwards EGG-NTA-7643. "Conformanco to Reg Guide 1.97 Byron Unlla I 
& 2 & Braldwood Units 1 & 2." ro emergency response capability.for review & com- 
manl wiihin 60 days.Somo exceptions to reg guide unjuslrffod 
OLShAN.L. Projecl Oireclorele lli-2. BTfiUOB. BUTTERFiELO.L. Commonwealih 
Edison Co. 3pp. 4340a077-434nA-rn9 

ite 1 & 2 & BraM- 

Idaho National 
RC - No Detailed 


Q. inspection reports, IE Builstins 8 eorraspondence 

8012170462 lE Bulletin 80.?5, "Operating Problems W/Target Rock Safely- Poi.el 
Vatvos At BIVRs " 

* Ofc of Inspeciion A Enforcemem, Director (820201-670413) 80/12/10. Cc.-seiUS!- 
odEOisonCo. ol Now York, Inc. 5pp. 43226 201-43226:205. 

8906110473 lE Info Notice 63 39, "Failure of Safoiy/Rolief Valves lo Opert at OvV'Rs • 
Iniohm Rspt " 

JORDAN, t.L. Div of Emergency Preparedness A Enginooiing Respon8a,IE(8502i2- 
8704131 83/06/17. Consolidated Edison Co of New York. Inc 2cp. 43228206- 
43226207. 

8711090093 Responds to NRC 870620 A 0918 lire re violations noted In insp RopisSB- 
237/87.28.50-249/87.27,50466/87-26. 50-457/67.26,50-373/e7.25 & 50374/87- 
2S.Correctlve aciions: clerical personnel sent to finish liling procedums 
TUR6AK,M.S Commonwealth Edison Co. 67/10/01. OAVis.AB. Region 3. Ole ol the 
OiroClor 2pp 43252 216 43252:217 

8711100390 Provides descripllon of inservice Insp (ISI) program A prosonis di'fcro'cos 
onstmg Behvoon facility & Byron Unit 1 iSl program Cross-reterenco i sis ol program 
notes a roitef requests A ISl A testing program plan end. 

HUNSAOER.S.C. Commonwealth ErJson Co. 87/10/16. MURLEY.T.E Olf.co cl Nu- 
clear BaaciOf Regulation, Oirecior (Post 67041 f). 1 1pp. 43330:254-43332.1 10. 

-8711100364 "Sraidwood Nuclear Power Slaiion Unll 1 Insorvice Insp A Tosi-ng Pro- 
gram Plan First In^ Interval." 

’ Commonwoaim Edison Co. 87/10/31. 566pp 43330 265-43332 HO 

8710230213 NRC Into Notico 87.065. "Portable Molslure/Denslty Gauges: Rcccrii H<i- 
denis of Poneb.'o Gauges Going Stolon or Lost " Svi: list end 
CUNNtNGHAM.R £. Owisloii Of liMjuatnal A Medical Nuclear Safety (Post 070773) 
87/10/20. Consolidaied Edison Co. of New York, Inc. 89pp. 43324;i99-49324 227. 

0711060165 Ack roceipi of B7I0IS lir Informing NRC of stops taken to correct v.olatcns 
nMed m lf»p Rapis 50-454/&7-32, 50-465/87-30 A 50-456/87.28.AssiQnmenl o' So- 
vaniy Levof iv appropriate 

MtVlER.HJ. Region 3. 01c of tho Oirecior. 67/10/30. REtD.C. Commonwoatlh 
EcLSOrt Co. 2pp 43308'ie9-43306;16g. 

-87)1060195 Rrtsponds lo NRC Hr re violations noted In Insp Repts 50'454/67>32,S9- 
455/67-30 A £0 456/67-28.Corrective actions: ulU conduclod step by step compo'^scn 
ol ^on A Braidwood emergency procedures Including emergency procodoros 
BUrTERflELD.L Commonwesiin Edison Co 87/10/15. OAvIS.A-B Rog'on 3, Ofsof 
the Oiroctor. Spp. 43306: ie5'43308:169. 

£711180147 Provides util posiiion re closure of RH8716A valve during Moda i opoia‘^ 
A resuitirw Tech Spec fmemreianon of operability for RMR sys for NRC rovlow A tub- 
sequent aiscussion,pst 671023 request (or meoting. 

HUNSAOER.S.C. Commonwealih Edison Co. 8?n f/03. MURLEY.T.E. Office cl N'v 
deer Reactor Heoulaiion, Oiiottot (Post 670411). DAVIS, A B. Region 3. 0(c of 1l» Oi- 
rector. Bpp. 4336e;240>43368:245. 

8710290234 NRC Info Nonce 67-056, "improper Hycfraulio Control Un.'t inele'lsLon al 
BV/R Wants." Sve list enct. 

ROSSi.C.E Division ol OpeteHonai Events Assessment (Post 6704H). 87/11/04. 
Consolidated Ed«on Co. of New York. Inc. 1 1 2pp. 43324:228-43324:339. 

8711090318 Forwards Safely Insp Repts 50-456/e7-92 A S0'4S7'/e7-3l on 870909' 
102 1 No violaiions noted. 

WRIOhT.CC Region 3. Ofc of me Director. 67/11/05. flEE0.C. Commo.nwoaith 
Edison Co- 2pp 43322.110 43322;122. 

-8711090321 Safety insp Repts S0-4S6/a7-32 A 60'457/e7-3t on 870909-103 1 No YlO- 
faiions or rfovlaiions nolod.Two unresolved Hems A tS open items ldenii'iod.Major 
areas Inspoclod acuons on previous insp itema A pteopetatlonol testing 
OUMLOP.A. STASEK.S., lANkSBURY.R. Region 3, Ofc of iho D.rector. 87/11/03 
lipp 433?2-.n2-43322 122 

0711020017 NRC Irjlo Notice B7-057, "Loss pf Emergency Boratipn Capabil'Ty Ojo to 
Nitrogen Gas Intrusion." Sve list end. 

nOS&.C.E. T^riston Ol OperalipriBt Events Assessment (Post 870411). 87/11/06 
ConsoL'daied Eckson Co. of New York, Inc. t t6pp. 43355:003-43355:1 19- 

8711050040 NRC Compliance Bulletin 87-002, "Fastener Tosting to Daiermine Con- 
iotmartce W/Apphcabte Mall Specs." Sve list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post B704lt). 87/11/06. 
Consofcdaled Edison Co. ol New York, Ino. n6pp. 43397:142-43397:257. 

8711300103 Submits correct ref lo 871027 request to loevaluate application of nolice ol 
violailort in insp Repis 50-457/87-26 A 50-4S7/67-26.Correct ref shoutct have been 10 
IOCFRK3.47. 

HUNSAOER.S C. Commonwealth Edison Co 87/11/12 OAVIS.AB. Region .3. Ole ci 
thaOrerdor ip. 43470:084-43470:094 

87l 1090140 NRC Info Notice 87-056, “Continuous CommunlcaMons Following Emergen- 
cyNoblicationB." Sve list end. 

ROSSf.C.E. Division of Operational Events Assessment (Post 870411). 87/11/16 
ConsotidBled Edison Co. of New York, Inc. I13pp. 43404;i 76-43404:280. 

6711120027 NRG Into Notice 67-059, "Potential RHR Pump Loss.” Svo »si end. 
ROSSLC.E. D, Vision of Operational Events Assessment (Post 6704lf). 87/ll/f7. 
Consolidated Edison Co. ol New York, inc. 120pp. 43487:001-43487:121. 

£711130008 Supp) 2 to NRC Into Notice BS-lOS, "Degradation ol RC5 Pressure Bound- 
ary Resulting From Borfc Acid Corrosion." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 6704ff). 67/11/19. 
ConsolWeted Edison Co. of Now York. Ino. 1 19pp. 43444:195-43444:314. 


fl. Periodic operating reports A related correspondence 

£711190192 Annual 10CFR50.69 repl.bassd on 861017 fuel load License NPF.S9.ol de- 
scifpilons A saiety evaluations lor changes to facilrly as described in SAR. 
HUNSADER.S-C- Commonwealih Edison Co. 87/10/14. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 3pp. 43400:120-43400:122. 
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8711190219 Monthly opetating »opt for Oci 19e7.W/07l 1 10 Itf 
PEACOCK, B.M , FITZPATRICK. E. Commonwoollh Edison Co 67/10/31 Boo 
43400 2a5-<13400:202. 


S. Reportable occurrences, LERs & related correspondence 


8711170271 Forwards Rev 3a to Emergency Plan Table BVA 6-1 re emergency aclion 
twela In response to 671013 noilco of violation Llmliing condillon lor oporaiion 6 
^tlon roquTomenl time Mm t must be exceeded lo declare unusual event 
.WHNSON.IM. Commonwealth Edison Co. 97/11/12. Documont Control Branch 
(Oocumonl Control DesK) Ip. 43385;I88-43385:191 


67f|02053f LER 87-047-0fl:on 870920, discovered lhai roqutrud siirvelllanco lor diosel 
generator 1A not po.dormod & diosol declared inoperable Caused by persor^ error, 
burvelllanco compteied & diesel found opereble.W/87t02B Itr. 

KURDENOK.G., FITZPATRICK, E. Commonwealth Edison Co B7/10/16 4pp 
43235.199-43235:202 


-8711170274 Rov 3a lo Emergency Plan Table BYA 5-1 re eme/oency 
Commonwealth Edison Co. B7/t 1/12, 3pp. 43385:180-43386:191. 


action lave.'s. 


O. Adjudicatory correspondence 


8711090033 LER B7-024-01:on 870622 & 27 fuse for primary power supply lo card 
frame 2 blow resulting in reactor trip signel.Causod by designed fuse sira at card 
frame Z.cabmet IPAOIJ Fuso reptacod & reactor trip clearod.W/87lt02 ttr 
RAMOS.F.. FiTZPATRlCK.E. Commonwealth Edison Co 67/10/19. 4pp 43314-357- 
43314:360. 


Aflvisos that Commission declined review of Appeal Board Decision ALAB- 
874.Tlma provided by NRC roQuIaiions for Commission to act evpired Decision 
became imal agency action onO/t i04.Servad on 871117 

HOYLEJ.C oince of the Socrelary of the Commission. #487 4849. 87/11/17. Atomic 
Saloly and Licensing Appeal Panel ip 43392.195-43392.-i95. 


6711020273 LER 67 06S-00:on 070927,28 & 1002, Tran Q containment veitUallon isola- 
t'on signal annunciated In main conirol room Caused by defective detector Monilors 
plastic covering rearrangod & lomporary warning signs poslod.W/a7t020 Hr. 
STANCZAK.P., FiTZPATRlCK.E. Commonwealth Edison Co 87/10/20 600. 

43232 301-43232:305. 

6711090115 LER B7-056-00.on 671009, mo‘n conirol room outside air inlalio radlaVon 
monitor gas channel procossod spurtoua high radiation signal to ESF causing reciicu- 
lat on charcoal to rea'ign venliiatlon dampers 10 emergency modo.W/B7t03oTb. 
RCl/NTREE.R.. FITZPATRICK, E. Commonwealtn Edison Co 07/10/30 4po 

43314343-43314:346. 

871 1 100332 LER 67.057-OOon Q7t0Q9,rcaciQr trip rcsulMng from turbine trip on enlL 
mo'orlng occurred Cause not yei determined. Stable plani conditions established & 
temporary Insirumeniation installed on sensing line.W/67l 104 Hr. 

S.WITU.M.J, FiTZPATRlCK.E. Commonwealth Edison Co 67/11/05 4pp 4333S'i3l>- 
43335:133 

8711240144 LER 87-054. 00:on 671021,27 & PO.colorimolrlc cslculafiorts peilottnod oul- 
sldo time allowed by Tech Specs duo lo Inconstant reactor power Cpusod by boosioi 

K -np strainer cloggng Addi du'denco & controls irvillalod.W/67lit9 lit. 

WSQN.O., FITZPATRICK, t. Commonwoallh Edison Co- 87/11/18 6op 43442071- 
43442,076. 


K. UtllHy Final Safely Analysis Report (FSAR) & amends 


87112S003S Forw^ds Amend 49 lo FSAR for Byron Station & Braldwood 
blaaort-Amand 49 consists of minor changes of technical into based upon current 
design/tnsiaiiat>on Info & amended rasponses for lisled questions 
HUNS«3GR,S,C. Commonwealth Edison Co 87/11/10. MURLEYTE Ollice of Nu- 
clear Roaefor flogulailon. Director (Post 87041 1). 16pp. 43436:164-43437-285 


Amend 49 lo FSAR lor Byron Station Units 1 & 2 A Braidwood Slotlon 

Uniis 1 & 2. 

• Commonwealth Edison Co. 87/10/31. 400pp. 43436:170-43437:205. 


P. Operating license stage doeumanis & correspondence 

8711200090 Forwards EGQ-NTA-7643, "Conformance lo Reg Guido 1 97:Qyron Unils 1 
a 2 & Braldwood Unils 1 & 2," ra emergency response capabi'ity.lot rov.ow & com 
moni wiinn 60 days Sorne otcoplhns ic fog guWo tm/usiifiafl 

Dirocloraie il|-2. 87^1700. BUnERFIELD.L. Commonwoallh 

Edison Co 3pp 43400 077-43408:102. 
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O. Inspection reports, IE Bulletins A eorraapondenee 


A. Appileation/conaiructlon stage documerila A correspondence 


87)1020389 Forwards repi whr'ch roprosonts best esiimate anaiyricaf sfndy of potonffaf 
lor fncroesod piossurisoi POnv opening resulting from turbine (rtp w/o roacior ufo 
below 30% power ironslent (P-0 aolpolnt aiudyj.por NUREO 0737 
AINGGR,K.A Commonwealtn Edison Co 07/10/30 Oocumeni Control Branch (Oocu- 
monl Conirol Oosli). 12pp. 43236 245 43238:266. 


8711090368 Proposes interim oporaiion plan to use eve bldg chiiior sys whio cempiot- 
mg retublng acitvit<e8 ol control room veniilation sya chiliore Crossfio would knk sve 
blog & conirol room chillod water ays as nolod in util 870325 Hr. 

HUNSaDF.R.S C. Commonwoallh Edison Co. 87/10/30. WURLEY.T.G. Ollico of Nu- 
clear Roaoior Ragulaiion, Oirecior (Post 9704 1 1;. 2pp 43322 064-43322.005. 

8711100190 Porwarris Amonda 1 1 10 Liconsea NPF.37 & NPF-eo.iespocUveiy & Amend 
1 LIcanso NPF-72 & safety ovaluallan.Amond allows ono-iimo exionsion lor d-osoi 

g anerafor surveillance Amond also applies lo Braldwood Unit 2 
il 3HAN,L.N. Pioleci Olrecloralo lll-2. 87/10/30. OunERFlELOL Commonweahh 
Edison Co. 3pp. 45342.001-43342.023. 


8711100201 Safety ovalusilon supporting Amonda 11 10 LIconsos NPF-37 & NPF-eOre- 
spocLvely & Amend 1 lo LIconso NPF-72. 

* Office of Nuclear Roacior Rogulalion, Diroclor (Post 8704f|» 07/10/30 3oo 
43342,024-43342.020. « 1 w 


8711100431 Genofic Llr 07.16 lo ell holders ol CPs for nuclear power p'eme re policy 
slalemont on dolarred plants.Svc list onci. 

MlRAGLIA.F J Associate Director lor Projocls (Pofll 87041 1). 87/11/04 Consoi-darw) 
Edison Co. ol New York, Inc. 46pp. 43402,001-43402:046. 

8710050162 Preliminary "Conformance 10 Reg Guido l.97;Bvron Units IASS Brwd- 
wood Units 1 A 2.” technical ovaluellon root 

STOFFEL.J.W. EGAG Idaho, Inc. (subs, ol EGAG, Inc.). FIN A 6483. EGG-NTA-7643 
07/08/31. NRC • No Dotallod Affillalion Given. 23pp. 43408.080 43408:102 

8711260001 Notificailon of 871202 moollng w/ulil In Braldwood.lL lopermii NBCmgilo 
assess operational readiness ol facllHy. Mooting agenda end 
SANDS.S.P. Proleci Direclorale 111-2. 87/i 1/20. CRUTCHFIELD, D. Division of Reactor 
Projects - III.IV.V A Special Projects (Post 97041 1). 2pp, 43440.311-43448:313. 


F. Security, medical, emergency A fire protection plane 


8012170462 IE flu’ieiih 60-25, "Operating Problems W/Targel Rock Safety- Rollol 
veivos ai BWRs.” 

• Ofe of iftspeciien A Enlorcemoni, Director {e2020t-e704l3). 60/12/10, Consolidat- 
ed Edison Co, of Nowyprk, Inc. 4322a:20l-43226;20S. 

8305110473 l£ info Notice 63-30. "Faliuie of Saiety/Reliof Valves to Open at eWRs • 
IniodmRMl" 

JOROAN.I.L. Oiv ol Emergency Pioparetinoss A Engineering RO8ponse,IE(8502l2- 
670413). 63/08/17. Consolidstod Edison Co. ot New York, Inc. 2pp. 43228206- 
43226:W7. 


8711030093 Responds lo NRC 870820 A 0018 Hrs re violailons noted In Insp Repts 60- 
237/87-28.60 240/67 27,50 450/87-26. 50 457/87.20, 50-373/67-25 & 00-374/87- 
26Corteciivd scilons- clerical poieonnei son) 10 finish filing procedLires 
TunBAK.MS. Commonwealih Edison Co. 87/IO/Ot. OAV1S.A 8. Region 3, Ole ol iho 
Oirecioi. 43252:216-43252.21 7. 


8710230213 NRC Into Notice 87-056, "Porloble Wolslure/Oonsity Oeirgos: Reconi liicl- 
dome el Ponabio Gsi^es Being Stolon or Losi." Sve list oncl. 

CUNNING1fAM,R E Division ol Indusuisi A Medical Nuclear Safely (Post 870729). 
07/10/29- Consolidsled Edison Co. ol Now York, Inc. BDpp 43324:139 43324 227. 

•7I02M234 NRC Info Notice 67-056. "Impropai Hydraulie Conirol Unit InslnMalion at 
BWn Plants " Sve list enci 

ROSSI, CE. Division of Operational Evonls Assoasmonl (Posi 870411). 67/11/04 
Consotidafod Edison Co. of New York, Inc. 112pp. 43324 228 43324:339. 

•711090316 Forwards Safety Inep Repis 60-456/87-32 A 60-457/87-31 on 870909- 
102l.No vIoloHons noled. 

wnWHI.GC Region 3. Ole of the Director. 87/11/05. REEO.C, Commonwealth 
Edison €0 2pp. 43322:110-43322:122. 

•^711090321 Safety insp Roots 50-466/87-32 A 60-457/87-31 on 670909- t03l.No vio- 
leilom or doviaiions noleo.Two unrosolvod Items A t6 open items idonliliecl.Major 
areas fnspeefad: aclions on previous (nap items A preopersilonal tesHng. 

OUNLOP.A. STASEK.8., LANKSBURY.R, Region 3. Ofc of the Diracioi. 87/11/03 
11pp.43322:n2-43322:122. 

17110200 17 NRC Into Nolico 87-057, "Lose of Emergency Borailon Capability Duo (0 
NUrogan Qas hlruslon." Sve list end. 

ROSSt.C.E. DIvlalon ol Operational Events Assessment (Post 870411). 87/1i/06 
Consrdidaled Edison Co. 01 New York, Inc. 1t6pp. 43355:003-43355:1 19. 


8711030112 Revised amergoncy plan Implemenling procedures.indud ng Rev 2 lo 
BwZP 090- 1. "Acing Station Dfrecfor fmpfomonling Procedure (Primary Repondblity- 
ShHt Engineer)" A Rev 1 lo OwZP 090-1A2, "App O.Unusual EvonI ChocMsl” 

• Commonwealih Edison Co. 87/10/20. 30pp. 43255:146-43255:162. 


871 1050040 NRC Compliance Bulletin 87-002, •'Faslenor Testing to Oeioimine Con- 
tomanco W/Appncabk Mail Specs." Sue fisi encL 

ROS^.C.E. Division of Operational Events Assessment (Post 870411). 87/11/06 
Consoildaled Edison Co. 01 New York, Inc. 116pp. 43387:142-43397:267 


6711030291 Revised emorgoncy plan Implementing procedures.lncfudlng Rev 3 to 
BwZP 100-3. "Technical Director Implomonling Procedure" A Rov 3 lo BwZP 100*7. 
"Security Director Implemenling Procedure " 

• Commonwealih Edison Co. 67/10/23. 30pp. 43246:249-43246:270. 

67110S0148 Forwards comments on ulil 661126 proposed emend lo physical security 

g len for response wllhm 60 days. 

ANDS.S- Project Direclorale 111-2. 87/10/27. 8UTTERFIEL0.L. Commonwealth 
Edison Co. 4pp. 43300:034-43300.037. 

8711060261 Revised emergency plan implemenling procedures.consisling of Rev 2 to 
BwZP 500-7, "Oporaiional Check ol Stall Augmentation (Primary Responsbifity - 
GSEP Coordinator)" A Rev 1 to BwZP 600-7A1, "App A Stall Augmenlallon Ofl».._" 
• Com/nonweal(h Edison Co. 87/10/26. 11pp. 43303;128-43303;l3l. 


8711160111 Forwards Safety Insp Rapt 60-457/87-40 on e71Q2e.No violations noted 
HARfllSON.J.j. Region 3, Ofc of Ihe Director. 87/11/12. REEO.C. Commonwealth 
Edison Co. 2pp. 43368:289-43368:293. 


-•711168115 Safety Insp Rept 60-457/87-40 on 871026. No violailons or dovlatlorrs 
rKKed-MsIor areas ln8pected:C-E automated uluasonic exam tachniqua. 

WAHO.K.D., DANIELSON, D.H. Repfon 3, Ofc Of Ihe Dkootor. B7/U/12 3 do 
43380:291-43368:293. 


9711300103 Submits correct ref lo 871027 roquest lo raovaluaie application ol notice ol 
vkteUpriln Insp Repla 60-467/87-28 A 60-457/87-26.Ck)rract ref should have boon (o 
tCCFfl 50,47. 

HUNSMJER.S.C. Commonwealth Edison Co. 87/l 1/12. DAVIS, A B. Region 3. Ole ol 
(he Director. Ip. 43470.094-43470.094. 



cy Ncsxaeons. ^vc bsi qtcl 

nC^S>.CE. 0<'>«<OA o( O^aboraJ Events Assessment (Post B704tl^ 87/1l/]S. 
Conscidsied EcSson Co Ot Now Yodt. loc. I I3pp- 43404:176-43404:288. 

4711120077 NRC Into Nobce 674)59. ‘ Polenbal 8HR Pump Loss." Sveksi end. 
ROSSi.CE. Ovision of Op^abonal Events Assessment (Post 870411). 87/11/17. 
CoftsoBetaieO Edson Co of New Yofk. Inc ITOpp 43487.001-43487:121. 

8711130001 Su^ 2 to NRC Into Notice 66.108. ‘ Oeoratfation of RCS Pressure Bound- 
a>Y Reeunmg Prom Bcv<c AckI Corrosion.'’ Svc hst encl. 

ROSSiCE. OEvts«n of Operational Events Assessment (Post 870411). 87/1 t/id. 
Corisoticiated Ecison Co. d New York, inc 1 19pp 43444 19543444:314. 

1711300104 Forwards Note 8 to be added to 670973 presenrice Insp prooramNoie 8 
addresses indcabon in eftiow io isolaton vaNe weld Section IWB-3U2(t>)o( 1983 Edi- 
tion of ASUS Seceon XI wB be used to (tsposilion sut^ Indiceiion. 

KlNSAOER.SC Corrvnoriwealtb EtEson 03. 87/11/20 MURlEY.T.E. Office of Ku- 
Clear Reactor Regulation. Ovector (Post 87041 1) 2pp 434e7:0e7.43467:0e& 
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BOOKERJ.E. Gulf Stales Ulilillos Co. 87/10/27. Opp. 43302.073-4330; 

8711000176 Submits roeulte ol analysoa on two unknown llrguld BOniRl 
870707 from Radiological & Environ Scioncoa Lab lor rodiocfiontlcai e 
of Confirmatory Measuremonls Program. 

0OOKER.J.E. Gull States Ulilillos Co. 67/10/28. MAHTfN.n.D. nooloi 
Dhecior. 2pp. 43321:266-43321:257. 

6711060218 Summary of 871007 moollnp w/ffydrogon Control Ownora 
re HCOG submittals on mothods lor calculating oaulpmont tornp boi 
scale tesi data & impact of station blackout consiuoraiiona on JICCK 
end. 

KINTNER.L.L. Prolect OIrocloralo 11-2. 07/10/30. Proloct Dirocior 
43301.074-43301:081. 

8711100444 Forwards supplomonial Info to ulil Inlllnl ropi on ATWS rule 
son 870910 iequesl.Vil/30 ovorslze dtawlnos. inclutilnn nlno final tlosinn 
BOOKER.J.E. Gulf Slales Uillltlos Co. 67/10/30. Documoni Conirol i 
ment Control Desk). 9pp. 43333:301-43333:300. 


L NRC Safety Evaluation Report (SER), auppli & eorreapondenee 


87M020019 Forwards safety evaluation accepting util 870716 8 0921 revised sohd 
waste process corwoi programs Programs submitted per SSER 2.Sectli)n tl 4 wMcfi 
Mres ihsi NRC rrtusi awove program prior to operation alter first refuekrta. 
PAUlSON.W A Prefect CVeciorale IV. 87/10/28. OEOOENSJC Gull States UfliUes 
Co 2p(i 43240315-43240317. 


-8711020033 Salety evakjabon supporting plant soM msis process conlrol 
progfam.submmed per Section 1 1 4 of SSER 2 (NUREG-0989) Approval roqui/ed prku 
to startup from first refuetrig outage. 

43^1^1 7*^3240 3?7 Regulation. Qitecux (Pom 870411) 87/10/26. ip. 


8711100073 Forwards Amend 16 to LIconso NPF.47 & safoty ovnlualic 
lends completion daio for Inslallatlon of mocliflod communicniion octulpn 
lo reslari from first refueling outage until 880&3I. 

PAULSON.W.A. Proieci Directoralo IV. 87/1 1/02 OEODENSJC Gull 
Co. 2pp. 43340:009-43340.015. 


-87I11D0DB3 Amend 16 to License NPF.47.oxtondlng com()lolion clato fO' 
modified commun/cadon agulpmoni from prior to foslatl Irom'firal rol 
until 880531 w/linal losling & luilhor mods prior to roslarl from socond C 
CALVOpJ.A. Ptolecl Ofracloiaie IV. 07/11/02 3pp. 43340:01 1.43340 OK 


-8711100084 Safety evaluation supporlino Amend 16 to LIconso NPF-47 
Ofllce of Nuclear Reactor Rogulallon, Dirocior (Pool 670411). 07 


43340:014-43340.016 


F. Seewftty. tnedksL emergeney A Are prelection plant 

security computer 8 MUX loop 
**'■ 

SSSSJ dKi 

-o”"* 

e'/ll/OJ. 3<pp. 

,o«.. 


ooied In ins 


60-458/87- 
4 mamiained at 



bD Stawn Ope. 


iC. d7/11/l7 9nrt AlAtn 


pilfit mana^enUt^^o •mpfamentawn 
. Ote of the Oroctor. 87/1 l/f 7. 2pp, 434 10.133-43410:134. 


"rapSSdtoel^ noiodM^ areas 
8 mami ot)sei^tion.aaleiy m walk<iown^r^2?l'Sf' *^s.9vrv^StKe test 

CHAM8eHLAIN.O..^ek W BMAtSS ^TcS^!!' «"^®»on 

18 12pp. 43410:135.43410 !^' 87/11/ 

P. (^leraUng Icenae tttga doeuriMnta A corresporKfence 

Amend defer, 

ta Rev 2 10 Reg GuWe 1.97 
c5. DEDDENS.3C, Gulf Sfeles Ufrkfies 

-4711020121 Amend 14 to Ucwniai PJDi:.^».4_j—.. . 

LVOJA P»(M ^ «J31H».I3Z39:I50 

»frs Co. 2pp. 43S6:268-4323^**^‘"' ^'*0/26. OEODENS.JC Gulf Sfefea U» 
Co. tP.43238326!!i3^y ^ViO/S?. DEODENSJ.C. Gull States 


W. . . .vv »>u rulwaius rtiiiuiiu 10 10 UCOnSO Nt'|--4r S SalOlY Qvaluollon. I 

“ eufvoillance for TDI omorgancy dioeol noiiorolon 
ffip1fS';33'2:gL“3“ ''' »*'>ENS.3.C Oull 

-8711100168 Amend 16 to License NPF.47, revlelnn Tech Spoce ro molnl 
of TDl emergency diesel genaralors. 

CALVOJ.A.Ptoj0cl Dlredoraie IV. 07/l1/O2. 6pp. 40341:034-4 3341:33( 


A,?® ®k8luation eupporling Amend 16 lo LIconso NPF-47. 

Olllce of Nuclear flaactor Rogulftt^r — •- » 

43341:34043341;342. 

711100431 Generic Lir 87-16 lo all holder 
on ooferred planis.Svo llai end. 


8711100431 Generic Lir 87-16 lo all holders of CPa lor nuefoar power r 
on ooterred plania.Svo llai encl. * 

m'RA0UA.F.j, Associate Director (or Prolocia (Poai 0704 
Edison Co. of Now York, Inc. 4epp. 43402.001-43402.048. 

Con.fOl i 

"®L’uiSwBle7iem”‘* RoQuIromont 4.7.1. 2.iovla 

• Gull States Ulllilles Co. 87/ ft/ to. ip. 43400;092-4340Q'002. 

“VtmenSSled® for amend to LIconso NPf 

Q. Inspection reporti. IE Bulletins 8 correapondtnot 

" vIWbwRs^'""" W/Targol Rod, S 

of Safely/Reliel Valves lo Opo 

e7Mi3i^'B3/06n7°*(^s3S]HL^pHi®'®‘'')?®* * Engineering flespona 
43228:^7. ■ Edison Co. of New York. Ino. *2pv. 

’M^Srr’ecSl^ctions^uJ'oluJfall^ 60.458/87-20 

procedure tracking program 4 CS®Pn^nn,I^‘^ ^®r?'’'* ''’>0 eurv 

DEDOENS J.C Gulf Sfntao ^ fevlaed. 

martlGQtitrdOeah) BpV^SSs®^ Docirmanl Conlrol Bn 

during C^le°ro^at^ af^mRMf « * «>'i'a'f>'»'enl pur 

l^e data collecN^" * P'ani.Repl aatisllea SER Section 6.4.2.3 re 1 

menlSrotcfeBl5.1?ip® 43*5^308?^^ Document Control Sn 

Hydraullo Conlfol Unit In 

Consolldaf^'EdisSn o/ngw Y^r'k 870411). 

O' New York, Ino. 1 12pp. 43324;228-43324:039. 
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8711020017 NRC Into Noiics &7-057, Loss ot Emergoncy Qoretion Cspsbilty Ogo lo 
Nirogon Gas Intrusion.'' Svc list enci 

ROSSI.C.E. Drvision ol Opnratonal Events Assessmont [Post 870411). 67/11/06 
Conso'idaied Ed son Co. of Now YofK, Inc ii6pp. 43355 003-4336S I 10 

8711050040 NRC Corrplianco BuMotm 87 00?, "Fasienor Testing lo Delotmino Con* 
fonnanco W/Apphcablo Mall Spocs." Svc ilsl onci 

ROSSI. C E. Orvision ol Operational Events Assessment (Post 870411) 67/11/06. 
Conso'idated Edson Co ot Now York, Inc ii6pp 43397;142-<13397.257. 

6711130268 Forwards insp Rept 50’45B/67-2S on 07i00S-O9.No v.olaLons or devi- 
ations noled.Unrosolvod ilom Iclontifiod. 

CALLAN.L J. Region 4, Ole ol the Onector. 07/i 1/C6. OEDCENS.J.C. Gutl Stales Utt- 
illes Co. ?pp. 43355:211-43355 224. 

-6711130270 Insp Rept 50-458/07-26 on 87l0O5‘0g.No viQlaiions or deviations 
noted Major areas inspected insorvica insps, Inservico tosting.conlalivneni local leak 
rate lesling.iest & oxpenmenls ptograrn & correclivo action program. 

HUNNICUTT.D.M , GILBERT, L.D., STEWART.R.C. Region 4, Ofc ol the Oieelpr. 67/ 
11/04. t2pp. 43355:213-43355:224. 

871 1090140 NRC Info Notice 87-056. ''Continuous Communicalior.s Fo'low.'ng Emergon- 
cy NoliUcailons." Svc list end 

ROSSI.C.E. Division ot Operational Everits Assesarnoni (Post 870411) 87/lt/i6. 
Cortsolldaled Edison Co. ot Now York, Inc. 1 l3pp. 43404'176 43404.268 

671 1200330 Responds to NRC 871016 Ur re violations noted m map Rept 60'4S8/67* 
24.Corractive actions work copioa of incorrocl Procedure STP.QOQ-3001 maintained at 
security compl-anco section Immodialoly dosiroyod 

OF.DDENS.J.C. Gu'it Slaloa Uiilillos Co. &7/tl/i6 Oocumoni Conlro! Brancit lOocu- 
ment Control Desk). 4pp. 43412;355-43412:350. 

8711120027 NRC Into Notice 87-059, "Potential RHR Pump Loss " Svc list end. 
ROSSI.C.E Oivisdn ol Oporatlonal Events Assnssment (Post 870411). 67/11/17 
Consolidaiod Ed son Co. Or New York, Inc I20pp 43487:001-43487.121 

8711200034 Forwards Insp RopI 60-4S8/Q7-27 on 871001-31 & noheo Ol 
viQleton Actions taken to previously Identified Insp llndings also oxomlncd & results 
Idoniitied In Paragraph 2 ol rept. 

CALLAN.L J Region 4, Qlc 01 the Diroclor. 87/11/17. OF.DDENS.J.C. Quit Slatos Ulil- 
itloa Co. 8pp 43410:130 43410.148. 

-8711200046 Not CO ol violation (lom insp on 67i00i-3i.ViQial'ons noted. Siai-on Oper- 
ating Procedure TP-07-29 not approved by duecioi ol Held engineering & plani man- 
ager or ass'stani plant managers baioro implemoniation. 

• Reg'on 4, Olool lUa O-roctor. 07/11/17, 2pp. 434tOrl33-434iO:l34- 

-8711300063 Insp Ropt 60 4S0/87-27 on 07l0Oi-3i.Vioiaiions notodMalor aroas 
Inspocladliconsao actions on previous map findings, lOCFR?! repis.surveJlarKo tost 
A mefni observellon.saloty ays waikdown & operational saioty vorilicaiion 
chamberlain, D, JONES, W.O, MAOSEN.G L. Region 4, Olc ol tho Diroclor. 07/ii/ 
16. 12pp. 43410:135 43410:146 

8711130006 Suppi i to NRC Info Noi'co 66-106, "Oegradaiion of RCS Ptassuie Bountf- 
aiv Rasuiting From Boric Acid Corrosion " Svc iiat enci 

HuSSI.C.E. Division ol Operational Events Aasessmont (Post 0704ii). 87/ii/i6. 
Conaolidaiad Edison Co. ol New York, Inc. 1 19pp. 43444:195 43444.314. 


R. Parlodic operating raporta & related eorraapondenee 

8711030446 Forwards addendum to "Semiannual Radioactive Effiuoni Reioeso Rept lor 
Jan-June 1987." Addendum provides Info witicn was not avaiiabio at lime of ong'-nal 
submilal 

BOOKER.J.E. Gull Slates Util.lios Co. 87/10/27. Documoni Control Btancli (Oocu- 
monl Control Desk). lp. 43262.076-432S2:084. 

-6711030812 Addendum to "Somiannual Rad<oacllv« Efiiueni Roioase Ropt let Jan- 
Juno 1087." 

FANTACCl.C.L.. CARGILL, E.M. Gull Slates Ulllit.os Co. 07/06/30 8pp. 43252 077- 
43252:004. 

6711190194 Monthly operating ropt lor Oct ig87.W/071 113 Ur. 

MARTIN.R.H.. BOOKER.J.E. Gull Stales UliMlos Co. 07/10/31. Spp 43400:263- 
43400:267. 


S. Reportable occurrences. LERs & related correspondence 

6711040361 PNO‘IV-B7'OS7;on 871022 & 26,temparery worker alarmed portal monitor 
whf'e oxliing retiiaiJon conlro) sroa.Survey loonlitled Co-60 perdcis on workers 
sleave.Shin had boon taken home.washod & worn again. Nottiing found at rostdorKO 
MURRAY, Q. Region 4, Olc ot the Director. 07/10/30. ip. 43290:332-43290332. 

6711090139 LER 07-019'00.on 370630,dlscovored that change made to post- (uei-toad- 
Ing inlial test program not reporlod to NRC.Siartup tests rovlewed.Conctuslon that aU 
tosis portormed ulrltfing proper acceptance crilorla niado.W/071030 llr 
OnANT.E.R., 800KER,J.E. Gull States Utilities Co 07/10/30. 4pp. 43314:276- 
43314:278. 

6711090173 LER B7-006'01:on 070525, aulomallc initiation of Train 0 ol main rxmtrol 
room charcoal liltrat on sys occurred.Causod by spurious signals. Malnl work order Initl- 
alod to Iroubieshool drywell almosphere radiation monitor .W/07 1030 lit. 

QRANT.E.R.. BOOKER.J.E. Gull States Utilities Co. B7/t0/30. 5pp. 43321:258- 
43321:262. 

6711100269 LER e6 06e-02:on e6t223,RCIC high steam supply How deiecilon transmit- 
ter fa-lod Caused by moisturo accumulating in elocironics noad.TransmItler reptaced & 
sys declared operable on 88l227.W/87t030 Ur. 

GRANT, E.R, BOOKER.J.E. Gull Stales Utilities Co. 87/10/30. 4pp. 43330.243- 
43330 246. 

8711090299 Special rapLMarker 34 dotarmined lo have total selllomeni of 1.03 Inches 
found outside of Tech Spec Table 3.7.10.1 limits. per latest quarterly survey perfonned 
In Oct 1987. No structural damage occurred.Calculallon G(c)-232 revised. 

BOOKER.J.E. Gull Slates Utilities Co. 67/11/02. Document Control Branch (Oocu- 
meni Conirol Desk). 2pp. 43322:128 43322:129. 


0711100158 Forwards Arr.ond 16 to L'cerise NPP-47 & safety eua'uailon. Amend revises 
Tech Specs <e inainl & Hurvei lar.co lor TD1 emergency diesel genoraiors. 
PAULSON.WA rtojocl Drroctorato IV, 87/11/02. DEDDENS.J.C Ou'f Stales Uti iiies 
Ca 2pp. 43341.332-43341:342 

— B71110016B Amcrid 15 to Liconso NPF-47.revlslrig Tech Specs re maint S surveil'ance 
of TDl eme/goncy dlesoi generators. 

CALVOJA. Piojoci DiiQctorate IV. 07/11/02. 6pp. 43341:334-43341:336. 

8711200066 Discusses util 070902 special rept re inoperable status ol Seism.c Monitor 
iEflS-N6CiB.Uiil roqunstorl to rovhw plant procoduros (hat app'y In case ol OBE ox- 
ceclance & verify that proceduros consistent w/10CFRl00,App A. 

PAULSON.WA Proioct Duccloraie IV. 87/11/09. OEOOENS J.C. Gull States Uti^itos 
Co 3pp 43408:051-43408 053. 

8711170180 LER 87-02i-00.on 871015, discovered that tiro seal not Insta'ied h spent 
fuel pool cooling pump cubicle wa'I. Caused by coniraclor tmawaroness of 
oponmnaManl werk order roquasi written to soal openings lV/871 1 12 llr. 
GHANT.E.n, BOOKER.J.E. Gulf Slates UNillos Co. 87/11/12. 4pp, 43361:044. 
4330 ) 047 


6711100168 LER B7'022-00'on 67i016.dunng performance ol surveilonce test 

E eduro.tsolalon ol RHR sya shutdown cooing supply voluo occurred Caused by 
oporly sequa.ncod stops In procodurn Procedure coirnctod.W/87l 113 Itr. 

44T.ER. flOOKEn,J.E. Ou'l Stflioa Uli'IUos Co 67/11/13. 4pp 43397:258- 
43307:261. 


87II23045I LEH 86-024-0S:on 660325, ESF actuations occurred d.io to broaKor 
laluro O-n fi6i224,power to roaclor protoclion sys bus 0 lost due to spurious breaker 
trip rdsutUng in hail- scra.m Caused by mallur.ciion ng logic cai<t.W/87l 1 16 Ur 
OhaNT.gr. OOOKL'R.J.E Gu'f Slatos Uii'ltles Co 07/li/l6. 4pp 43421:226- 
43421:220. 


67II30013I LER 67-024 00:on 07l020.luli reactor scram Signal In ilaiod on reactor pro- 
leciion sya duimg inslo'lailcn ol Mod Roquosi 85 0770.Ca'jsod by com.mun canons 
breakdown Procoduros lor work on logic chan.nols raviSOd.W/B7t116 Ur. 

GnANT.£.fi. DDOHEfi,J.e. Du'/ Slatos UiiHies Co. 67/11/19. 4pp, 43487.156- 
43467.159 

6711300226 NPDES nuncompUanco not licabo.no.’i 07t 1 1 l.somp'a Irom OuUall 2 Ir.di- 
caiad 24 mg/l oil S grceso.Causo under invosiigaiioaPrevariitvo moasuros wi'i bo im> 

K amenlod when moro into ovaiiab'o 

EOOENS.J.C. GuH Stsius Uiiiiios Co. 07/tf/2O. C?IVENS,J.D. Louisana, Sfata of. 
2pp 434e5.070-'13465 07l. 

07I13002S7 LER 67-025 00 on 871021, wh'le porlorming mcnihly surveillance losl.D.v II 
drosoi generator ouipui broakor railed lo dose.Causo undotermhod Addi eianlicailons 
& procauiions added to sno proeoOurn W/C7 1 igo Hr. 

QRANT.E.R. BOOKER.JE. Gull Slates UliM'ss Co. 67/11/20. Spp. 43471:123- 
43471:127. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Appllcallon/constructlon stage doeumeitls fi correspondence 


6711100431 Genone Ltr 67-15 to all holders ol CPs Id nuclear powor plania lO po'icy 
sraiement on ooloffoo planis Svc fist end. 

MiRAGLiA.FJ. Associeto Diiocid lor Projects (Posi 870411). 07/11/04. Consolidaiod 
EdlsonCo ol New York, Inc 4epp 43402001-43402046 

6711200023 Forwards 28 pages ol too dala lor costs bITsd on Invoices Fi47G & F1476 
tor plant lof e-monih review period ending on 6Oi220.pcr 8/1028 request. W/o and. 
OIGGS.R M Ifconso Fee Manageinonl Branch. 07/11/(3 SORENSEn.G C. wash'ng- 
lon Pub'ic Povvof Supply Sysiom. Ip. 43407.032-13407:034. 

-8711200035 Roquosts supporting documentallon providing bas'S lor OL application 
review costs (or period of 860628-1220. Documenlatlon 6 verification roquiiomenis (or 
pubbe fund o;mendilLires exist aince WPPSS Is shrlo mur:lclp8l com 
SORENSEN.OC Washington PubTc Powor Supply Sysiem, 87/10/20. 
HOLLOWAY.C J. l.lconso Foe Managomenl Branch. 2pp 43407 033-43407 034 

67II300I67 Adwisos that 671002 changoa In Rov to Oovlation 17.1-6 (WP) lo faclTty 
PSAR conslstont w/provistons of lOCFlTSO S6(|)(3) & acceptable. 

KiRSCH,O.F Region 5. Ofeof iho Oroefor. B7/II/25 DAVIO.W.F. Wash-ngfort Pobl-c 
Power Supply Syslom. lp. 4347l;D67-4S471:067. 


P. Operating license alage documents & correspondence 

8711060193 Forwards OA prograrn description currenlly Implomoniod at planl.per 
i0CER50.55[f) (3) Doscriplion reflocis recent organlrailonal changes In corporate OA 
Sprojocl orgonlaalion 

OAVIO.W.F, Wash'ngion Public Powor Supply System 87/10/14. MARTIN.J.B. Region 
5, Olc of tho Director 39pp 43382 345-4331)3.023 


O. Inspection reports, IE Bulletins & correspondence 


6711090258 Forwards Insp Ropt 50-460/67-01 on 870920-t002.No violations noted 
PATE.R.J. Region S, Ofo of tho Diroclor. 87/10/26. ftOLMSERQ.e.A, Washington 
PUillc Power Supply Syslom. 2pp. 43322:234-43322 240. 

-8711090262 Insp Rapt 50-460/67-01 on 670929-l002.No violations or dawalions 
n(Ked.Ma|or areas inspecied.OA program tor extended const delay 6 proservalion 
p«wam. 

ROTACK.M.J.. RICHAROS.S.A. Region 6. Olc of tho Director. 87/10/26. Spp. 
433221236-43322:240. 



DOCKET 50-461 CLINTON POWER STATION, UNIT I 


P. Operalinfl license stage documents & correspondence 

6711050216 Summary of 871007 meeting w/Hycfrogert Control Owners Group (HCOG) 
ro HCOG submittals on methods lor calculating equipmeni lemp based on quarter 
scale test data S Impact o1 stat'on blacKout considoraiions on HCOG progiems-W/ 
ertc' 

KiNTNEflLU. Project D.rectorole 112. 67/10/30 Pto.'oci Directorate 11-2. Opp. 
43301:074.43301.081, 

9711090311 App'ication lor amend to Liconso NPF-ei.cons'Sl-na o> 24 separate Tech 
Spec changes.includ ng CHViCS Insirumeniaiion, remote shuiaown tnonhoring inslru- 
monlation £ conlainmertl isolation valvos.Fca paid. 

HALL.D.P lllino's Power Co. 87/10/30. Documoni Control Branch (Oocvmoni Control 
Desk). tOpp 43014 062-43314 224. 

— 37ll0903t6 Proposed Tech Spocs ro cnviCS inSlrumemalloruremote monitoring 
(nstrumemai oh.coniaii^ment Isolation valves & radiation monitoring insliumonlaliorK 
■ ll’inois Power Co 87/10/30. t53pp 43314.072-43314:224. 

6711050135 Nolilicatlon ol 671109-10 meetings w/util In Bolhesda.MO to discuss Tech 
Spec amend package. 

WANGA Pro'oet Di/oclorale III 2 07/11/03. MULLER.O.R. Project Ofioclotaie 111-2. 
2pp. 43301.163 43301.194 

871 1100431 Generic Lir 87-15 to ell holders ol CPs lor nuclear power plants ro poicy 
siatemenl on deferred p'ants.Svc list end 

MiRAGLIA.F J Associate D rector lor Projecis (Peat 870411). 87/tt/04. Consoiitfaled 
Edison Co. ol Now York. Inc. 46pp. 43402 001-43402.046. 

6711190297 Forwards toquesl (or eddi info re ellocis 0( Lawtencevi-le. iL 
earthquake, per 070910 moQdng.Siia visit scheduled (or Nov 1967 to diacess 
rosponso Response toquesled wilhln 30 days ol Hr receipt. 

WULlEROn Project Directoralc III-2. 87/11/10. SPANGENSEflG.F. lILnois Po«iw.r 
Co 7pp. 43404:113-43404 119. 

6711250QS9 Submits addi mfo re Into flow between uiil 8 GE.par A Wang regu^sL 
SPANGENBERO.F tltnota Power Co 67/1V\fi Document Conttot Branch (Oocu- 
mont Conirol Desk). 2pp. 43457:032-43457:033 


O. Inspection reporle, IE Bulletins & correspondence 

6012170492 IE BuHeHn 60-25, "Operating Problems W/Targai Rock Safety- Rohei 
Valves at BWRs " 

• Ofc Ol Inspection & Cniofcomon', Director (820201-870413) 80/12/19. Consoiidei- 
ed Ed-SOhCo. ol Hew YotW, Inc. 5pp. 43236:20V43226 205. 

830S1 10473 IE Into Notice 03-39. "Fa-lure of Safoty/Retiof Valves to Open at BWRs - 
inienm Repi " 

JORDAN.EL Div ol Emergency Preparedness & Engmee/ir^g Ro$porise.iE(8S02i2- 
870413]. 83/06/17. Consolidated Edison Co ol New York. inc. 2pp. 43226.208- 
43226:207. 


8711120027 NRC Into Notice 07-059. "Potential RHR Pump Loaa." Sve list end. 
nOSSl.CE. Division ol Operational Events Assessment (Poet 870411). 87/11/17, 
Consolidaied Edison Co oi Now York, Inc. I20pp. 43487:001-43487:121. 

8711130OD6 Suppi 2 to NRC Info Notice 86-108. "Dogradallon ol RCS Pressure Bound- 
ary Reauliing Vtom Boric Acid Corrosion " Sve list oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 67/11/10. 
Consedidated Edison Co. oi Now Yotk, tnc. IlSpp. 43444.195-43444:314. 

8711300261 Responds lb NRC 671021 Hr ro violations noted In Insp Repl 60-481/67- 
32.Correcitve actlons.uHl Proceduro 3002.01, "Hoatup & Pressurizalion," revised to in- 
clude channei lunclionai test requ remonts 

SPAfUGENBERQ.F. fiinois Powor Co. 87/11/19. DAVIS, A B. Region 3. Ofeof Hie Di- 
rector. Spp 43467.166-43467:170 


R Periodic operatlrsg reports & relaled correapondance 

8711200126 Monthly operating repl for Oct ig07.W/87l 1 13 Hr. 
SPANQENBERG.F. Illinois Power Co. 87/10/31. 7pp. 43402-297-43402.303 


S. Reportable oceurrencea, LERs & related correspondence 

8711300055 LSR B7-064-0O.on 571102, Dw 3 diesel gonetalor aulomaf'cally starKnJ 
while technician disconnected undorvoltage rolay. Caused by Inedoquaie procoduro S 
personnti error Proceduro revised & lochniclans iralnod.W/67l 124 Hr. 

CAMILLERIJ.J., SPANGENBERO Illinois Powor Co. 87/11/24. 4pp 43473:005- 
43473 098. 

8711020002 LER 87-05g-00:on 87t002.RClC Steam supply inboard containment isc'a- 
i«n valve actueted. Caused by lechnlclan not vorifying jumper conneclor configu'ation 
after insudation of cable Technician counseled W/87j027 lir. 

CAMtL4.£fil,T.J . SPANGENBERG.F. Illinois Power Co. 67/10/27. 4pp. 43233.001- 
43233.004. 

6711090294 Advises Ihol Part 21 Defect 21-S7-03 ro damaged high pressure core spray 
diesol generator oxciier leads will bo replaced during Doc 1967 insiead oi during fail 
maini outage due to schedule conslralnis. 

HALL.OP 1l5f»is Power Co. 07/1 1/0.3. DAVIS,A B. Region 3, Ole of the Director. Ip 
43322 154 43322.154 

6711180270 LER 67-05v00.on 671l>t4.rev1ow oi procedure Idontllied that chsnnol 
ctMck ol coniainmeni pressure high Ihp funcllon lor eontalnmoni sproy 
missed.Caused by iiconsed oporator error. Personnel will bo trained re procoduroa.W/ 
871109 III. 

HOLESINGER.D.L., SPANCENBERQ.F. iliinois Power Co. 87/11/09. Spp. 43369.206- 
43389.302. 

8711240143 Forwards response to NRC 671,110 reduesi lor sddi Info ro 670010 
LdwiehC6viiio.it. earthquake. 

SPANGENGERG.F. Illinois Power Co. 87/11/19. Document Control fltenth (Oocu- 
men) Con(rc4 Desk). I3pp. 43430:327-43430;339. 


8710230213 NRC Inlo Notice 67-055. "Pohebio Uolaluro/Oensity Gauges RoconI tncl- 
dents ol Portable Gauges Being Stolen 0( Lost " Sve net end. 

CUNNINQHAM.R E Oivieion ol induslrlai & Medical Nuclear Safety (Post 670729). 
87/10/29. Consolidated Edison Co. ol Now York, inc. 89pp. 43324:139-43324:227. 

8710290234 NRC Inlo Notice 87-056. "improper Hydraulic Conirol Urut Installation at 
BWR Plante." Svo list end. 

ROSSl.CE. Division ol Oporatlonel Evortia Assessment (Post 670411). 87/11/04 
Coneolldatod Edison Co ci New York, Ine. l t2pp. 43324'226'43324:338. 

8711100130 Oiscussos saleiy-related inairumeni tubing program.m rosponso to NRC 
860109 llr.Summary ol sample results oncl. Insp resuHs Indicate that fnsKumeni tubing 
wolds ol acceptable quality. 

SPANGENBERQ.F. Illinois Power Co 87/11/05. Document Control Branch (Oocu- 
moni Conirol Desk). 3pp 43330:188-43330:190 

8711020017 NRC Inlo Notice 87-057, "Loss ol Emergency Boraiion Cap8b4ily Due to 
Nitrogen Gas intruslort." Sve list end. 

ROSSl.C E. Division of Operalional Events Assessment (Posl 870411). 87/11/06. 
Consolideted Edison Co oi NewYork.Inc. 1 16pp. 43355.003-43355:119. 


6711050040 NRC Compliance BuMeiln 87-002. "Fasioner Testing to Oeiermlrw Con- 
(ormartoeW/Appilcable Metl Specs." Sve hsl enci. 

ROSSi.C E. Division ol Operational Events Assessment (Posl 870411). 87/11/08. 
Consol'daled F/iisoh Go, oi New Yorii, Inc. 1 16pp. 43397:142-43397:257. 

6711090164 Forwards Safety Insp Rapt 50 461/67-26 on 670617-1013 & noUco ot 
vtolalloh.Two doflcioncies In finpremenlailon ol program lo meet I0CFR50.49 requve- 
menls observed A under evaluation for possible enforcement action. 

HARRISON J.J. Hegton 3, Ole ot the Ofiecloi. 87/11/06. GEnSTNER.W.C. Minots 
Power Co. 2pp. 4332 1 .278-4332 1 :296. 

-8711090169 Notice of violation From insp on 6708t7-l0t3.Vlolatiort noied:(ailure lo 
qualify equipment for installed conriguration.lncluding ASCO Solenoid Valve ORA027 
fount] to be conilnuously energized. 

HARRISON, J.J. Rogiory 3. OfC of the Director. 87/11/08. Ip. 4332t;260-43321;280. 

-8711090172 Safely Insp Repl 50 461/87-26 on 670817-tOt3.Vlolalion S defcienctos 
noted.Mftjoi eroas inspecledAnviron quaUlicaUott (EQ) of safely-related oqulpmeot 
within scope of t0CFR50.49,lncludlng adequacy ol EO documeniailon. 

QAUTAM.AS. GARDNER, R.N. Reglofj 3, Ofc of the Oiroctor. 87/11/05. 16pp 
43321 281 43321:296. 


6711170127 Forwards insp actions laVon lor plam BWR stainless steel piping.pef Ge- 
neric Ltr 64-1 1 on IGSCu.Acilons taken to mitigate lOSCC during const recommer>ded 

S r Rev 1 to NUREG-0313. 

ALL,O.P. Ill'nols Power Co- 67/11/12. Document Control Branch (OocumonI Control 
Desk) 4pp. 43384:251-43384 254. 


6711090140 NRC Irtfo NoHce 67-066, "Continuous Communications Following Emergen- 
cy Notifications." Svc hsl end. 

RO&Sl.C.E. Division of Operational Events Aessssmenl (Posl 870411). 87/11/16. 
ConsoHdaled Edisori Co. oi New Voih, int. 1 13pp 43404'.176-434CM.258. 


8711300230 LER 67-062-00:cn 87i025.iocal leak rate losling identified lhal pilmaty 
coftiatrxtkent leakage tales of MSivs on Lines A, B & C oxcoedod Tech Snpq 
itfhis.Causod by enomaiiOB in seating surfaces of inboard &,euiboard vsivos.W/ 
871124 Hr. 

SCHALLER.R.F.. SPANGENOERO.F. Illinois Power Co. 87/11/24. 4pp. 43472.3?6- 
43472 329. 


DOCKET STN-50-482 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plane 

8711040320 Change notice lo Rev 6 lo Emergency Response Plan Implementing Proce- 
dure EPP02-t ?. ’Training Programs " W/ 871030 Hr & revised table of conlanU. 
WITHERS.e.D. Wolf Creek Nuclear Operating Corp. 87/10/30. 6pp. 43280.0e6- 
43290 073. 

8711050074 Forwards responses lo six NRC comments re 670417 rev to application lor 
amend lo License NPF-42. modifying lira protection requliomenls In plant piocodutoe 
8 updated SAR Insiead of Tech Specs Rovised Tech Specs encl. 

WfrHERS.0.0. Wolf Creek Nuclear Operaimo Corp. 87/10/30. Document Control 
Branch (Oocumsni Control Desk). 8pp 43293:254-43293:261. 

-8711050079 Proposed Tech Specs.changing lire prelection requiromonis. 

’ Wolf Creek Nuclear Operating Corp. 87/10/30. 2pp. 43293:260-43263:261. 

8711040368 Forwards Insp Repi 50-482/87-22 on 87090t-30 & notice ol vlolatlort. 
CALLAN.LJ. Rogiort 4, Ole ol Ihe Director. 67/11/02. WHHERS.B.D. Woll Creek Nu- 
clear Oporaling Corp. 2pp. 43273 3t3 43273:328. 

-0711040375 NoHca ol violation from Insp on 870921-25. Violation noted: lalluro to por- 
fwm swveiKance tost (n accotdattce w/ procures. 

' Re^n4. Ole ol the Director. 87/11/02. lp- 43273:315-43273.3t5 

-8711040378 Insp Repl 50-482/87-22 on 07O9O1-3O.Vlolatlons noiedMajor areas 
Inspected operational safety verincetlon, monthly eurveHlanco observation, lire ptoloc- 
dOT/pre'venilon program, emergency preparedness exercise & radiological proieci<on. 
CUMM1NS,J.£., BARTLETT.B.L. MULIikin,R.P. Region 4, Ofc ol tho Diredor. 87/10/ 
28. t3pp. 43273:316-43273:326 

6711330222 Forwards Amend 13 to License NPF-42 & safety evaluation. Amervl revises 
Tech Spec Figure 6.2-2 lo reflect changes In organizational reporting relalfonships & 
Tech Spec 6.3.1 to replace ref lo site health physicist. 

O't^NOR.P.W. Project Directorate IV. 87/11/10. WITHERS, B.D. Wolf Creek Nudo- 
ar Operating Corp. 2pp. 43426 177-43426:185. 

-6711930243 Amend 13 to License NPF'42,revlslng Tech Spec Figure 6.2-2 to relleoc 
changes Irt organizational reporlfng relationships & Tech Spec 6 3.1 to replace rol to 
site health physicist w/ ref to radiation protection manager. 

CALVO.JA. Project OUeclotate IV. 07/tl/tO. 6gp. 43428:1 79-43426-.ie3. 


i3'»i'6:1D4-'l3426 186. 


071 1150267 Polilicn por i0CFfl?2O6 lOfjuoslinQ Invesiigaiion of plant securttv orotwaniQ 
rosuHing from oasy access to cooling lake whtcti may be exoloitod bv 
tonorlsia Support.ng Inlo & Coriilicato o1 monrig end ^ 

EYf^R.V Nuclear Aworonoss Network. 07/11712. Commissioners. I2pp 43400.860- 
43^00 074 , 


psw wwo accumulaiof inopo*abie i.wj 

GAlVOJ A. Project Directorate IV. 07/n/O2 6pp 4334) 353.43j< , 357 

evaluation si^porting Amervi 1 1 lo License NPF-42 
43aIu5M334'i'359 "®9u'a'rOn, Director (Posl 070411) 87/11/02 2pp 


•0711190306 floquosis expedited action on author 2 206 petitMut lor hrd 
IrrvosiraoKofi.enfo/CGfnsnt & correcllvo ocnon re (ax plant secunly & fiiooal tresDassnn 
Irom lisliotmon. are 

STEPHirNS.S Nuctopr Awareness Network 87/1 1/)2 NRC • No Oota'locl AfAFaiion 
Oivor>. 2pp. <t3400-073-43400.074. 


fi^h 4^ 4 , 1^"'®'^ * «'e'V tTvaluasor, A.meryj ,ev«es 

rech Spec 3/4 3.1 tn a/ea of specified sutveii'.ance intervals & oui-ot svc tmes f~ 
reactor protection sys msirumentabon. tmes v 

aCMUNOa.PW Piojeci £>reclorato IV 87/| 1/02. WiTHeflS B 0 WoH Creek Niicie- 
ar Opotaiing Corp. 3pp. 43356001-43358 024 


8711170096 Forwards Insp Ropt 50-402/87-23 on 870908-11 & noUco ol 
vlolatlon.Nollce ol violniion withhold (rol tOCFR73.2l). 

CALLAN.L J Roglots 4. Ole ol the Director. 07/11/13. WITHERS.BO. Wolf Creek Nu- 
cloar Operating Corp. 3pp. 43301;030-43381.D4t. 


li-Kj .. ® ■ "x.'CYiiriKj lecn apec 3'4 3 i m area ot soec 

sunr0-.l.8nce imervais S oul-ot-svc times Irx reactor pro'eetipn S)S msKirwu 

CALVOJ A. Project Directorate IV. 67/11/02 ISpp 43356004-43356 021 


~«71M7O109 Pariioiiy withhold Insp Rent 50-482/07-23 on 670908-11 (lel 
iOCFn73 2N l/idloiions notod.Me|or areas inspeciod.rocorda. ropta.sec«jniy program 
audit, losling.proioclud area barnoc, powor supply.iighiing.cttmpensalotv 
mrsssures.lochs & hciys. 

KELLY, J A., YANDEUL.L.A. Roiiion 4, Olc Ol the Oirociof. 87/11/03 Ip. 43301041- 
43301.041. 

07 1 1 190360 AcK rocolpi ol 070506 Hr Inloiming NFiC ol slops taken 10 correct vtolaUons 
noiod In insp Rept SO 462/07-07 

CAILAN.L.J Region 4, Olc Ol IhQ Diroclor. 07/11/17. WITHERS.B O. tWoll Creek Nu- 
Clonr Qpurollng Corp 2pp. 43401:053 43401055. 


O. Adludloatory correapondence 

071 1190267 Polii on por lQCFn2 200 roquosting invosUgelloti ol plant seewrty proMoms 
rosutt.ng from oooy access lo cooling lake which may bo exploKod by 
lortorists.Supportinn into & Cortiticato ol mailing and. 

EYE.n.V. Nuclear Awaronosa Noiwo/k. 07/11/12. Commissioners. I2pp. 43400.060- 
43400 074. 


sva’uaion exporting Amend 12 to bcense NPF-4? 
43^022-43356024 (Post 070411) 87/11/02 3pp 


07^100370 Forwards WCAP- 1 1 553, "Analysis ot Capsule U From woil Oeok Nuclear 
^M/aimg Corp won Creek Reactor Vessel Radiation Sunroiflance Progran ' Tech 
Spec change request will be submined by 600621) to update Foores 3 4 2 3 4-3* 3 4- 
4. 

BailEYJA Wolf Creek Nuclear Operating Corp 87/11/04 Document Convoi Branch 
(Oocumeni Control Desk) tp. 43338 069-43336.171 


-WI1100376 "Analysis ot Capsule U From Well Creek Nuclear Operating Corp Wc>h 
Creek Reactor Vessel Radiation Sunreil'ance Progra.m " 

VAN01KO.SE, LIPPlNCOTI.E.P., MEYER.T A Westinghouse Eloctnc Corp WCAP- 
II553 87/O0/3t. lOtpp 43338071-43330171 r, . 


0711100431 Generic Lit 87-f5 10 alt holders of CPs (or nuclear power pianu re poiicv 
siaiemoni on deferred plants Sve list enci 

MIRAGliA.F.J. Associate Direclor lor Prolecls (Post 670411) 87/11/04 Consotsdated 
EdisonCo ol New York. Inc 46pp. 43402 001-43402 046. 


B71I190306 R&quoals oxpcdiiod action on euthor 2206 peintort tor lull 
invoatlgal.on.onlorcumoni & corrnciivo action ro lax ploni security & aiogai Irospassing 
from lishoimon. 

STEPHENS, S Nuclear Aworonoss Network 87/11/(2 NRC • No Detailed Alliiauon 
G.von 2pp. 43400:073 43400 074 


P. Operating license etage doeumenia & correapondonce 


8608010204 Forwards aaloty evaluation ro ulli response to Qoneric lit 63-28.liem 1 2 
coftcowi/w posi-uiR row'ow data A ln(o capeWi'ty.flosponse accepiabie. 

0'C0NN(3r,P W. r»wR Proloct Oirocioraio 4. 00/07/24 KOESTEn.O.l. Kansas Gas 
6El0fir.cC0 Spp. 3735B.135-373S8'M6 

-801)0010299 Satoty ovoluntion supporting util rosponsos to Generic Lir 03-26.llem 1.2 
re post-trip rovlow data & into coiiebiiity. 

* NRC ■ No Datallod Affiliation Olvon. Oe/07/24. lOpp. 37356.137-97358:146. 

8711170056 Forwards SER nccoptiiig uiii response 10 Generic Lir 83-28. Hams 3 1.1 A 
3.1.2 re posl-malni resting of rcpcie/ (rip syv cempdnenta.Pdst-rRaint testii'g program 
acconloblo. 

O'CONNOR, P.W. T’Wn Prolocl DrfrKlorate 4, 86/10/07. KOESTER.G.I. KansesCas 
A ElocliIcCO. Ip. 43373.06^49373.070. 

-6711170001 Snn eccopllng uiil 840220 A 080520 responses to Generic lU 83- 
2a.lioms 9.1.1 A 3.1.2 re post meinl lasting o( reactor trip syS componenia. 

• NRC • No Ooialled Allillplion Given. 60/ 10/07, 2pp. 43373:0e9-43373;070. 


0711160300 Forwards environ ossossrnom A finding of no slgiuficent impaci re requosl 
lor bxomptlon tram roquliomenis of Foomolo d-2(a of l0CrR20.top A. 

O'CONNOR, P.W. PWR Proiocc OlrocMrsfe 4. 80/11/20, KOESTER.OL Kansas Gas 
A Electric Co. 2pp. 43370.0t0-43370.022. 

-0711160300 Environ assessment A finding of no signillcant impaci supporting hcenseo 
O6O7OLI1O0 A 600500 roquosls (or oxornplion from requirements ol Foolrkoio d-2(c) 
ol l0CFn2O. App A ro use ol sorbents against rad.oacliva gases or vapor. 
YOUNGBLOOO,G J. PWR Project Dirocloralo 4. 0Q/il/(9. 3pp. 43370020- 
43370.022. 


8711020448 Nolifiea thai.offectivo on 07i02e,JL Pellet will assume posroon A duUas^ 
section chiel ol Operator Licensing Section In Oiv of Reactor Selety.replacing R 

CA?lX'n,L.J- Region 4, 0(c of llio Director. 07/10/20. WITHERS.B.O. WoH Creek No- 
c/oar Operating Corp. 2pp. 43237:S07-43237:208. 


6711030098 Confirms understanding mat util completed englnoanng ovatoalioo to deter- 
miflo offoc^s of tippatenl hydrogon bu<n In prosswlzer & off6Cts on fcewai®! « 
stoom gon era lord ffom iniroductlon of laKo wator.per 671021 meetlr^ 

CALLAN.L .J. noQlon 4, Ofc of Iho Director. 87/10/28. WITHERS, B.D. Wolf Creek Nu- 
clear Operating Corp 16pp. 43260-177-43260;t94. 

0711050074 Forwards responses to six NRC commonla re 070417 rev to appHcPtloo tor 
emend lo Ltcanso NPF-42,modlfying fire praiocftort toqvlremertis n plant proce<ki»es 
A updated SAR instead ol Tech specs. Revised Tech Specs end. 

WJTHERS.B.O. WoH Creek Nuclear Operating Corp. 87/10/30. Oocorrtenl Corrtroi 
Blanch (Oocunvonl Control Desk). 6pp. 43293:254. 43293:281. 


-8711050079 Pfoposod Tech Spocs.changing lire protection foquircrnOTfa. 

■ Wolf Creek Nuclear Operating Corp. 87/10/30. 2pp 43203:260-43293:261. 

8711100103 Forwards Amend 11 to License NPF -42 A safety evaluation. Amend rer^ 
Tech Speo 3.6.1 to accumulator to allow unit to remain fn hof siandby w/RW> pw- 
aute less than or equal to 1.000 psig w/one accumulator 'hopemWe. ki-u- 

O'CONNOF.P.W. Pro|0Cl Direcforale IV. 87/11/02. WITHEffs.B.O. Wo» Creek Ttode- 
ar Operating Corp. 2pp. 43341;351-43341:3S9 


8711090358 Documenis 871104 meeting iti Arlirtglen.TX Exchange ol views 
banelKSalAniicipalas sfii.lar meeLng al fuluie dale 

MARTIN, RO Region 4. Die of Iho Director. 67/11/06 KOESTER.G u Won Creek 
Nuclear Opcraiirig Corp. 2pp. 43321 1&7-43321:188 

8711230222 Forwards Amend 13 to License NPF-42 A salely evaluaPon Amend revises 
Tech Spec Figuia 6 2-2 to teilsct changes in oigaruzaionai lepodirig roiatonsnips A 
Ted) Spec 8.3 t to replace ret to sue health physicisL 

O'CONNORPW. Pro^l OireCloraia (V. 87/11/10. WITHERS.eD WoHCreoii Nude- 
at Oporaimg Corp 2pp 43428:177-43426 l85. 

-8711230243 Amend 13 lo License NPF-42,cevisine Tech Spec Figure 63'2 to refteci 
changes in p/genr/aiipna) reporting reiauenships S Tech Spec 83 ) to replace ref lo 
site ttoeiih physicist w/ ret to rad>eiion protection manager. 

CALVO.-7 A. Pio;ect Diiecioiaio IV. 87/l1/i0 5pp. 43428 1 79-43426 163 

-8711230255 Selety evalusion Simpomng Amend 13 loUcenso NPF.42 
• Oliice ol Nuclear Reecter Regulation, Director (Post 8704ii) e7/it/to 2op 
43426.184 43426 185. 


0. intpecfton reporfs. IE euifetlni « correspondence 

8012170402 lE Buiiohn 80 25, "Oporabrig Problems W/Targot Rock Safety Rekef 
valves el BWRs." 

* Ofc of Inspeciipn A Enforcement. Director (820201-8704 13J 80/12/19 ConsoMei- 
ed Edison Co. ol New York. Inc 5pp. 43226 201-43226 205 

03051 10473 IE Into Nouce 83-39, "Failure ol Saloty/Reiiol Vaf/os to Open ai BWRs • 

JOROAN^L Dw ol Emergency Preparedness A Engmeenng Rasponss.iEfeM^E- 
870413) 03/00/17. ConsdiOated Edison Co. ol New York. Inc, 2pp 43228206- 
43326207. 

0711190007 Forwards Special Repl 08-09 addressing tesuHs ol firsl sieam generaw 
tube Insarvice insp on 871019-27 during firsl relueling outage Pt«»otvK0 map results 
ol S'eam Generators BAG showed five lubes w/reportaWe mdreaborK. 

WITHERS.BO WoH Creek Nuclear Opeieting Corp 87/10/27. Documem control 
Branch (Oocumeni Control Desk) 6pp 43395 352-43395 357. 

87II020235 Responds to NRC 871028 «r re vwlatrons noled m insp Rept 50-482/87- 
20 Correcllvo actrons permanent signs posled on Door 361 7 1 A srrslar doors miorm- 

fng lhal doors pari 0/ corjirol room preswre boundary. rAnwra 

WITHERS, B.D. Won Creok Nuclear Operating Corp 87/10/28 Document Control 
Bran^ (DocurnenI Conliol Desk). 3pp 43234'i96-43234 198 

8710230213 NRC Into Notice 07-055, "Portable Moislura/Den^ Gauges. Recant ino- 

dw«s of Ftortable Gauges Being Stolen Of Lost.;' Sve (IS1 arid. nrorpai 

CUNNINGHAM,R E. Division ol Industnal * ’ 
87/10/29. Consolidated Edison Co of New York. Inc. fl9pp 43324 139-43324 227. 

8711020521 Forwards Insp Rept 50-482/87-26 Ort 
alions noled Status of actions taken re prevkwsfy kJenlified insp firxkngs included m 

^LAN L J Region 4, Olc ol me Orector. 67/10/29 WGHERS.B 0 Wo« Creek Nu- 
clear OpWal'ng ci^ 2w)- 43237:106-43237:126. 

-8/1J020529 map Rept 50.482/67-26 on 070921-25 No v;^bc«;^dm^^^ 
noieO.Majot arMS Inspected.licensee chemistry/ tiem 

chemistry A radiochemistry confirmatory measurements Previously Idenbfieo aem 

NK^OLA5J0.WlSE.R, MURRAY, 0. Region 4. Olc of the Ovecior 07/10/19 I9pp 
43237:100 -4323 7:126. 


6711040366 Forwards ln$p Repi 60-462/67-23 oo 670001-30 S notice of vtolatioa 
CALIAN.IJ- Reg-on 4. Ofc oJ the Qfeclof- 87/11/02. WITHERS, 8.0. Wolf Creek Nu- 
clear Operating Corp. 2pp. 43273 313 43273 328. 

-6711040375 Notice ol violation from inap on 670921-25. \/iolation rtoteff-. taikita to per- 
torm surveillance teel in ecccrdanco vr/ procedures. 

■ Reg'on 4, 0(o ol Ihe Director. 67/11/02. Ip, 43273.316-43273.315. 

-6711040378 insp RepI 50-462/67-22 on 870901-30 Violations noted.Maior areas 
inapecledoperetiofval safety verifjcatiort.monihiy aurveillanca obaerv8liork.fse pro^- 
tlon/prevenilon program, emergency preparedness exercise & radiotoolce) pioieciion 
CUMhIINS.J B-, BARTLErn.6 L . MIJLUKIN.R.P. Region 4, Ofc of the Olreclor. 87/10/ 
29. 13pp. 43273.318-49273326. 

6711050038 AcK receipt of 871021 response to violallons noied In Insp Repi 50-482/ 
87-21 & Itr ra doficlencies did 670627. Implenvenlatlcn of cotreclrve ecHons wll be 
reviewed during Mure insp. 

GALLAN.1. J Region 4.01co1 the Director. 87/1 1/02. WITHERS, 8.0 WoM Creak Nu- 
clear Operating Qirp. 2pp. 43302 088-43302.089. 

6710200234 NRC Info Noirce 87-056. "improper Hydraulic Control Urttt fnsialaiion at 
BiNR Planis." Sve list end. 

ROSSI.CE. OMsian of OperaUonal Events Asaessmeni (Post 870411). 87/11/04. 
Conaolidaied Edison Co. ot New York, Inc. 11 2pp. 43324:228-43324-339. 

8711110122 Notification ol 871117 meeting w/util In Betheada.MO lo (flacuss erosion/ 
corrosion pipe wall thinning insp results 

O'CONN0R,P-W. Proleci Directorate IV. 87/11/04. CALV0.3A Proiect Oliecioiale IV. 
2pp. 43346 073-43348 074. 

8711020017 NRC Info Non'ce 87-057, "Loss of Emergency Goralion CapabHiiy Due lo 
Nivogen Gas Irtlruslen " Sve lisi ertcl. 

ROS5l.CE DNislofv ot Qpeiaiicnat Events Aseessment (Post 670411). 67/14/08. 
Consolidated Edison Co oINew York, inc 116pp 43355 003-43358:119 

6711050040 NRC Compliance 0uTetin 67-002, “Fastener Testirrg te Oelarmine Con- 
tormanca W/Appllcabie Mail Specs." Sve list end. 

ROSSI.C.E Division of Operational Events Asaessmeni (Post 6704i|). 67/11/06. 
Consol'dated Edison Co of New York, Inc. 1 16pp. 43367:142 43397:287. 

6711130121 Forwards Insp Repi 50-4a2/87-2S on 67092i-2SNo violations ot devi- 
ations doled. 

CALLAN.L J. Region 4, Ofcot the Olreclor. 87/11/09 WiTHERS.8.0. WoH Creak Nu- 
clear Operetirig Corp 2pp. 43354-266-43354-276. 

-6711130124 Insp Repi SO-462/67.25 on 670d2l-2SNo violations or deviations 
noiod.Malor areas Inspected: foUovrup ol Insp findings in insp Repis 80-482/66-14 6 
SO-462/66-18. 

NORMAN.OE. IRELANO,RE Roglon 4. Ole of Iho Oireclor. 87/10/28. dpp. 
433S4 270-43384 276. 

871 1230213 Forwards safety evaluation 6 iNEl technical evaiuaiion repi supporting ubi 
subrnitial ol Rev 2 le fiisi lO-yr inierval inservica insp program piart. 

CALVO.J-A. PfOiect Oireclorace IV. 67/1 1/12. WiTi?ERS.1 0. WoH Crook Nwdeer Op- 
srailngCorp 3PP 43428 176-43428 226 

-6711230323 Safety evaNeiion supporting utH submittal of Rev 2 to lirat lO-yi interval 
inaervice insp program plan. 

' Oldco el Nuclear Reactor Regulation. Oiector (Rost 870411). 67/l)/l2. 8pp 
43426:181-43428 228. 

8711170095 Forwards Insp Repi &CI482/67-23 on 670608-11 6 noUce oi 
vidtaiion Noiice ot violation withhold (re' 10CFR73.2I). 

CAILAN.L J. Region 4, Olc of the D^ecior. 67/11/13 WiTHERS.e.O. Well Creek Nu- 
cioar Opo/ating Corp. 3pp. 43381;038-43361;041. 

-8711170109 Partially withheld irsp Rept 50482/8723 on 970908-11 (ret 
10CFR73.21). Violations noted Mafor areas inspecled records, repls.secunty program 
audit, lesllng,p(olocled area barrier. power suppiy.lighting.cotnpensalory 
measures, to^a & Iveys 

KELLY,JA , YANOELL.UA Region 4. Ofc of the Director 87/11/03. ip. 43391.041- 
43381:041. 

6711990140 NRC Into Notice 87-088. “Continuous Communications FoVowIng Enrergen- 
cy Notifications." Sve Irsi end. 

ROSS1.CE. Oivfsion ol Operational Events Assessment (Post 870411) 87/11/19. 
Consolidaiod Edison Co. of New York. Ino. 113pp. 43404:176-49404.299. 

8711 130027 NRC Info Notice 67-059, “Polenital RHR Pump Loss." Sve net end. 
ROSSI.C.E. Division ol OperaUonal Events Assessment (Post 870411). 87/11/17. 
ConaolidaiedEdisoriCa dfNewYork.Kic t2Qpp 43487/]0i-43487.121. 

8711190249 Ack receipt ol 871023 Itr Informing NRC of steps taken to cortod violations 
noted in insp Repi 60-462/87-17. 

CAILAN.lX Region 4. CMc ot the Oitecloi. 87/il/t7. WITHERS.B.O. Wdl Crook Nu- 
clear Operating Corp. 2pp. 43400:18S-434I>0:189- 

6711190356 Ack receipt ol 670506 Hr informing NRC of aleps taken to correct violallons 
r>oted In Insp Repi 50-462/67-07. 

CALLAN.L X Region 4. Ofc olthe Director 87/11/17. WITHER8.BD. Well Creek Nu- 
clear Operating corp. 2pp. 43401:053-43401:055. 

6711130008 Su^I 2 lo NRC Info Notice 86-108, "Degradation of RCS Pressure BourxF 
ary Resulting Rom Boric Acid Corrosion." Sve list and. 

ROSSI,C.E ONislon of Operational Events Assessment (Post 670411). 97/11/19. 
Cotvsoltdaled Edison Co. of New York. Inc. 1t9pp 43444.195-43444.314. 

6711300146 Forwards Investigation repi initiated lo determine whether utH mgt had utt- 
lized quality first program In manner to suppress employee conceme.No wrottgddng 
could oe determined. 

CALLAN.L J. Region 4, Ofc ol Ihe Diroclor. 87/11/24. WITHERS.8.0. WOH Creek Nu- 
clear Operabng wrp. 2pp. 43467:120-43467:124. 

-6711300164 Investigation Rept 4-86-004 re credibility & effectiveness of quaRy Aral 
program.Evkfer^ca old not establish util mgt wrongdoIng.NRC should r>o( place great 
refianca on quality first Investigetiva program 

GRIFFIN.H 6 .. oAlSKiLL.0 0. Re^ 4. Ofc o< Uta Director. HAYES, B.S. Office of Ici- 
vsstigailons. 87/11/10. 3pp. 43467:122-43467:124. 


8711300228 Informs that synopsis ol NRC Investigation repi re alleged mall falsa sti 
meni by util mgt Iransmitied lor inlo.Rept dolails will be reviewed by regdn per rou: 
fliacl'co. 

MARTIN.RO. Region 4. Olc of Iho Diroclor. 87/11/24. WITHEflS.BO. Wolf Creek, 
dear Operat-ng Corp. 2pp. 43467:220-43467:221. 


R. Periodic operating reports & related correspondence 


87f 1170136 Momhiy operating rept lor Oct 1967.W/671 113 Itr 
WILLIAMS,M.G., WlTHERS.B D. WoH Crook Nucloar Operating Corp 97/10/31. J 
43375:245 43375:251. 


8. Reportable occurrences. LERs 8 related correspondence 


8711030116 Describes self. Imposed cuhailmont of activilies re oulage S condili 
under which activilies lo bo rosumod.per 871016 discussion w/J Jauoon.Mgt decl; 
on 671016 10 cuTlaH rosuHed liom Dccuirenco ol Hsiod events. 

WITHERS, B.D. Wolf Creek Nuclear Opereiing Corp. 87/10/20. MARTiN.R.D. Rd( 
4. Olc Ol the Diroclor. 4pp 43255 334 43256:337. 

8711020341 LER 87-04 l-OO.on 670927, reactor Irip occurred from approx G6% powo 
result of power range iiux high negative ralo. Caused by cognitive persor 
error.Evsluailon lo remove switch handles will be conducled.W/87l027 Itr. 
WILLlAMS.M G., WITHERS.BO Well Creok Nuclear Operating Corp 87/10/27. ' 
43237:297-43207:301. 


8711020439 LER 87 04400:on 870930,dlscoveied lhat snubber AE04-H005 had 
bean visually inspected dunng first refueling oulago.per Toch Spec 4.7.8 Csusac 

e iocodurai orrors by nonHcansed personnel when revising proceduro.W/e71027 Hr. 
fiLllAVIS.M.Q.. WITHERS.8.D. Wolf Creek Nuclear Operating Corp. 67/10/27. i 
43235 052 43235:055. 

8711040303 LER B7-042-00:on B70930,hi-hl water level In sleam generator 0 miiir 
leedwaior Isolation signal tripping mam turbine & teedwalor pump.Caused by cogn 
personrtel error Sys rsstorea 8 personnel Involved counseled. 
mLlAM5,M G , WITHERS.B.D. Wolf Creek Nuclear Oporaling Corp. 87/10/27. i 
43291 03843291:040. 


8711030252 LER 87.043.00 on 870929,discovared lhat testing of power range neu 
Aux low solpolm & reader Irip sys interlocks P-8, P-9 & P-10 not performod.por T 
Spec loquiremonis.Caused by procodurai defidanclosVy/871028 itr. 
WILLIAMS.M.G. WITHERS.B.D. Woll Creek Nuclear Operaiing Corp. 87/10/26. • 
43260:211-43280:214. 


8711060186 LER 87-04S'00.on 67i002.delerm[rted thal on lour occssions batw 
661116 6 1207,ASUE Bolter & Prossuro Vessel Code piping nol properly preei 
tested following repair.Caused by insdsquale procedurs.Procoaures revised 
871030 Hr. 

WIIIIAMS.M.Q . WITHERS.BO. WoH Creek Nuclear Operating Corp. 87/10/30. i 
43303:171-43303:176 


6711090167 LER 88'043-0i.on 660805, discrepancloa In Intornal wiring & terminal bic 
in mptonzeo valve actuaiors Idenittiod. Caused by failure of wiring & lugs lo n 

» n cniotis. Wiring & luge lopiaced & evaluation conducled.W/87T 102 Hr. 

lAMS.M G . WITHERS.B.D. Woll Creek Nuclear Operating Corp. 87/11/02. I! 
43321 263 43321:277, 


6711200133 LER 67'048'00.on 871014, unusual event declared due lo fire being rej: 
ad Irt E5F swilchgoar room. Caused bv failure of qualified elacirfclan lo lollow m 
procedure Procedure revised lo make step 8.4.3 mandatory.W/B?! 1 13 Hr. 
WILUAMS.M.O. WiTHERS.e.O Woll Creek Nucles/ Operating Corp 87/11/03. 11 
43413 330 43413:348 


8711170226 Summary ol Opereimg Roadors Events Meeting 87-38 on 871 103. Lis 
attendees.viewuiaphs & summary of reader scrams end. 
lANNINO.W. E^vents Assessment Branch. 67/11/05. ROSSI.C.E. Oivislorv of 0| 
alipnai Evonle AssassmenI (Post 870411). 20pp. 43365:215-43385:234. 

9711170(90 PNO-IV.87.056:on 871 109.radloadive mail mislakenly released from ra 
logicelly controHod alia & subsoquenlly dumped at Coffey County landfill.Llcensoo 
ihaved all but 3 of 36 pieces ol dud S associated hardware from dump. 
JAUOON.J. yANDELL.L. Roglon 4. Otc ol the Diroclor. 87/11/12. 2pp. 43381 ( 
43361.043. 


8711190211 LER 87.050'00:on 87lOI4,conialnment Isolation valve leiled during l< 
leak rate leat.Apparenl cause of vafvo slicking open nol detormlned.Evonl considE 
Isolated & no other conecliva acilon plannod.w/871 1 13 Hr. 

WILUAMS.M.O . WITHERS.B.D Wolf Creek Nuclear Operating Corp. 87/ 1 1 /13 I 
43400:274 43400:278. 


8711230087 Forwards request lor eddi Info re 87091 1 Special Repi 87-10 8 65120 
860306 submittals. Response requested within 30 days ol Hr receipt 
O'CONNOR.P.W. Proiect Oirectorate IV. 87/11/13. WITHERS.B.D. Wolf Creek Nu 
ar Operating Corp. 4pp. 43416:207-43416:210. 

8711200328 LER 67-O49-O0.on 871015. isolation signals for containment purgo.cor 
room ventiiallon & fuel bldg actuated due to low battery vofiage.Caused by persor 
error.Procedure will be written re supplying power lo batterle8.W/671 1 16 Itr. 
WILLIAMS.M.G.. WITHERS.B.D. Wofl Creek Nuclear Operating Corp. 87/11/16. : 
43417:212 43417:210 


8711200327 PNO-1V-87-058A-on 871 ll6,bag found at Coffey County landMI conlaii 
radioactive rags lhal had been released at facility lor disposal as lr8sh.Ca 
unknown Licensee will perform radiological survey of trench where bag loured. 
OAUCXJN.J-. YANOELL.L. Region 4, Olc ot the airector. 87/11/17. 2pp. 4341Q.C 
43410.044 


DOCKETED ITEMS 185 


V. Operator Examinations 

87110&0004 Forwards opdatod listing ol a'.l peisonnol licensed or carliiied at t arr-t y no 
longor mainta'nlng licenses or ceitillcations prior to 670526 & that ceased ntaintaiixna 
I senses aftor 870626.per lOCFn60.74. ^ 

iVITHenS.O.O Wolf Ooeh Nuclear C^orallng Corp 67/J0/30 Oocurnant Control 
Brar^ch (Document Control Desk). 3pp. 43302:131. <13303:133. 


OOCKGT STN-SO-183 CALLAWAY PUNT, UNIT l 


F. Security, medical, emergency & fire protection plana 

6711050345 Forwards proposed ctiengoa lo Tech Specs 6 responds to NRC questions 
ro util 070219 amend application requesting Iransler ol lire piolociton toquremonts 
|rom Tech Specs lo plant piocoduros & FSAH. 

SCHNELl.D.F. Union Gloctrlc Co. 67/10/30. Document Control Branch (Document 
Cortliol Oaak). 5pp. 43262:133-43292:I20. 

-671105D250 Proposed Tech Specs ro (iro ptolocilon roqu remenis 
' Union Eleoiric Co. 67/10/30. 3pp. 43293:128-43362:(S9. 

8711300170 Forwards Safely Insp Ropl 60 403/Q7-3t on 671006-09 & notice ol viola- 
Iron. 

SHAFER.W O Region 3. Qlc ol me Director. 67/11/19. SCHNELL.OF. Ur4on Electric 
Co. 2pp. 43471:O37-43471;O02. 

-8717300(94 Insp RepI 60-463/87-3) on &7l606.09Vtolations notoatA^ areas 
Irvspoctodtroolation protection program, Including changes In 

oieani 2 elion, personnel, fac'litles.oquipmoni, programs & procedures. 

QlLL.C F . GREOER.L.R. Region 3. Ole ol the OIroclor. 67/11/16. ?3pp 43471.040- 
43471:062. 


6711 170288 Forwards eddi Into ro adequacy ol reactor trip breaker life lescng as docu- 
nwnied in Westrrtghoose 1VCAP-t0835,per NRC 870908 request lor addi mlo ro Ge- 
neric Ltf 83 28.ltem 4.2 (Parts 3 & 4) 

SCHNELl.DF. Unien Electric Co 87/ii/i3 Document Conl'ol BrarKh (Document 
Control Desk). Spp. 43 364 08743384 091. 

8711180144 Rsvlewa latest performance indiceiora to determine whether i.*idic8io/s can 
oa used to ascertain qua'ity porlormance FNe ol stx plants aclveving very good qua! ty 

K rformance wh-.le orie plant achieving good quality performance 

MOLD Pfo)ect D.reclorate 111.3, 87/11/13. HljuAHANGM. Assistant Duccior lor 
Region 111 S Region V Reactors. 17pp. 43394 29343394 310 


Q. tntpaetlon reports, IE Buliaiins & correspondence 


8013170482 IE Bullotin 80.25, "Operatng Problems W/Taroei Rock Sa'ety. fleiiel 
Vatvoe at BWRs." ' 

• 0(c ol inspecUon & Enlorcement, Director (820201-870413) 60/12/19 ConsoWai- 
ed Eastfi Co. ol Now York, Inc. 5pp. 4322620143226 205. 


830S1 10473 IE Into Notice 63-39, "Falluro ol Saiety/Relol VaNes to Opon at BWRs • 
Intaflm R^t." 

JOftOAN,t.L. Div of Emergancy Preparedness & Eng-neenng Rosponse,iE(6502i2. 
8704 83/06/ 1 7. ConsoWaied Edison Co. of New York, Inc 2pp 43226206- 
43226.307. 


8711030021 Foiwarda app to SALP Board Rapt 7 te Insp RepI 50-463/67-01 lor June 
1086 - May 1987. App contains no changes lo repi based on no comment in 871002 
responso to repi. 

OAviS.A.e Region 3. Ole of the Director. 67/10/26. SCHNEILOF. Umon Electnc 
Co 3pp 43252.164.43252:170 


8711200163 Rev 6 lo Emorgoncy Plan Implamqnting Procoduie EIP-Z2-00224. •'In^xy 
or lllnoss Procedure (or Canaway Plant.” 

SUDNAK,P. Union Elocltlc Co. 07/11/82. 33pp. 4341 7:103 43417:135. 


-6711030023 App to SALP Board Rapt 7 re Inso RepI 50 483/67 01 lor June 1986 ■ 
1987. 

• flegron 3. Ole of the Ofeclor. 87/(0/26. 3pp 43252. (S7-43252;i 70 


P. Operating llcanae ataga dooumenta & correapondence 


6711030360 Forwards aaloty evaluation accepting llcensea 67072$ inservlca testing 
program update (or Implomontoiion. Program will pro'vide reasonabto aasutance ol 
ono.-oiionanoadlnosn ol pumps 6 valves To podorm aaiety rolsiod lunchons- 
WlQOlNTON,QL. Proloct OIroclorolfl 111-3. 67/10/26. SCHNEa.D.F. Union Eloctrtc 
Co. Spp. 43260;232'43268:243. 

-6711C3O380 Sa(a(y evaluation supporting ttcansoo first tO yr tnssrvfca (eeitng program 
updaio 

' Oliice ol Nuclear Reactor Regulation, Oirocior (Post 870411). 87/10/26. tOpp- 
4326a:234.43250:243. 


8711030185 Forwards engineering oveluation demonstranng that normei tensioning ol 
83 studs Will assure roaclor vessel integrity, (or rovlew.Current schedule lor attaining 
cniicaMy is 07t t04. 

SCHNEU.O.F. Union Electric Co. 67/10/29. Document Control Oraneh (Oocument 
Conirol Oosk) 22pp. 43265:308.43255:329. 


87 1 1020368 Responds lo NRC itr on queiiiy ol spent luol racks labricaied by US Tool & 
Ole.lnc & prodccossor.Ulil informs NRC tnat Bociitoi inspector perlormed Isiod quaiiy 
program vorillestlons & that no further action planned. 

BCHNELL.OF. Union Eleciric Co. 67/10/30. Document Control Brencti (Oocumenl 
Conirol Oosk) Spp. 43234:066-43234;072. 

8711QS0246 Forwards proposed Changes to Toch Specs & roaponds lo NRCquesuona 
re util 670219 amend application requesting transfer ol lire protection requ-rementa 
Ifont TocR Specs (o ptanf pracediiraa A FSAH. 

SCHNELL.DF. Union Eleoiric Co- 87/10/30. Document Control Btench (Oocumenl 
Control Desk). 6pp. 43292:123.43292:120. 


-671 (080260 Proposed Tech Specs ro Are profacdon roquiremonls. 
• Union ElacliIcCo 87/(0/30. 2pp. 4329S;128.43292.(20. 


871 1066255 Forwards corrected Pago 3/4 2-1 to Amend 20 lo Ltcerwo NPF-30- 
ALEXION.T.W. PfOlecl Olrocloralo 111-3. 07/(0/30. SCHNELt.O F. Union Electric Co- 
2pp. 433Ol;127-4350l:l30. 


6711049062 Forwards Enlorcement Conloronce Repi 60-'i83/87.34 on 871002 re find- 
ing $ violations noted In Insp Repis 50-483/97. 23 & 50-483/87. 28 6 applicable NRC 
enlorcement policy. 

PA(>ERl£UO.C.J Reg-pn 3. Ofc Ol the Director. 87/i0/27. SCHNELL.DF Union 
EleciricCo.Spp 43290.078-43290 983 


-8711040072 Eniorcemeni Conlerenco Rept 50 483/87-34 on 671002 re events in 
Which rMspositloned valve resuUeO In reduced flow capatxlity ol one essential sve 
water betn 6 breached seals resulted in emergency venlilaion sys inoperabiiiN. 
HINOS.JM Fle^n O.Olcoi the DneeW. $7/10/1?. Spp 40SWO$t-43S90.lf$3. 

6710230213 NRC itMo Nbt>ee 67-055. ’Ponsb’e Moislure/Density Gauges. Recenl Ino- 
dents ol Portable Gauges Be.ng Stolen or Lost." Svc list end. 

(>jNNiNGHAM.n6. Otvlsion ol indusiriel 6 Medical Nuclear Safely (Post 670729) 
67/10/29. Coneoiideied Edison Co. oi New York, Inc. 89pp 43324:139-43324 227. 


8711(169218 ConOrma 871028 plans te 871110 enlorcement conference w/ uui at 
Retf^ III oic to diScuss cono^^iion in which misposilioried liow balancing damper al- 
lecTed p^ormanco oi one irein oi control room emergancy venuiabon sys. 
NOREliUSC.E. Region 3.0icot the Ditaclot. 87/n/Ot. SCHNELL.O P. Union Eloe- 
WcCO- ip. 433a3;294 43303204 


8710290234 NRC Into Noilcs 87-056, "Improper Hydraulic Control Unit insuilaiion St 
8WR Ptems ■■ Svc list end ^ 

ROSSI, C.E. Division Ol Operau'onal Events Assessment (Post 670411). 67/11/04 
CwtSondaleO Edison Co of New York, inc. t I2pp 43324 22843324 339 


8711999278 Forws'de insp Repi 50-483/87-33 on 87l007-l7.ViolBtions noted Util will 
be noMfed by separate correspondence of NRC decision re eniorcemeni acbon based 

MOREL^CE^^Segion 3, Ofc ol the Director. 87/11/04 SCHNELL.OF. UtUon Elec- 
Me Co- 0pp. 433??; 188-43322. 178. 


-8711990286 Safety insp Repi 50-483/67 33 on 67l00/-i7.Violaijons noted, failure lo 
periorm adequate preoperalional lest & failure lo promptly rept condibon adverse to 
qu^ Mejor B/eae Inspecletfmisppsilioned balancrng damper. 

lA R©alon3.0lc ol iheDIreclor. 87/11/04. Spp 43322:171-43322:178. 


-8711050269 Errata lo Amond 28 lo License NPF-30,corrflcl!ng error on Pago 3/4 2-i 
by changing word max to min. 

' PtolocT Dlrocloralo 111-3. 87/10/30. 2 pp. 43301:129-43301:130. 

871 1090354 Summary of 671023 mooting w/ulil ro stuck reactor vessel ho^ cloeoio 
tioM^ dt pIfinl.Ulil foquoslod lo submll analysis of ihree sdjflcsnl bolls & Isiso cofTnw* 
monts, including strict leakage limit on vessel llange. 

ALEXION.T.W. Project Directorate 111-3. 87/11/02. Project D/ectoielo III-3. 7pp. 
40324.059-43324.0fe. 

6711(00068 Advises lhal evaluations & commilmonls in 871029 Hr ro status o( reactor 
vessel head closure studs acceptable & NRC agrees lo operation of plant for ss opei- 

C^TCH^ELO.D. Division ol Reactor Projects • III.IV,V & Sp^sl ftoja^fPosi 
8704(1). 67/11/03. SCHNELL.D.F. Union Elactrlo Co. 2pp. 43340:007'43340.008. 

8711100431 Ganerfc Lir 87-16 (o all holders of CPs lornueleer p(?ww pfaras re poffey 
sialemeni on deferred plants. Svc list end. . 

MlRAQLIA,F.J. Assoclalo Director lor Projects (Post 870411). 87 / 11 / 04 . ConsoWaied 
EdisotkCo. ol New York, Inc. 46pp. 43402:001-43402:046. 

8711170234 Forwards Rev 1 lo WCAP-1137<1, "Analysis ol Capsule U FfoipCalww 
Unit 1 Reactor Vessel Radiation Surveillance Program." Rev corrects plentneaii4> * 
cooldown operating limit curves & Reg Guide 1.99 reactor tnp NOT calcdaitons. 
SCHNELLaF. Union Eleoiric Co. 87/11/10. Document Conirof Branch (Docimrri 
Control Desk). 2pp. 43380:280-43361:020. 

-8711170248 Rev I to WCAP-11374, "Analysis o( Capsule U From Callaway Unli 1 Re- 
actor Vessel Radiation Surveillance Program." uiv-aDitn?^ 

LOn.R O., YANICHKO.S.E , LOCANTCJ. Wostlnghouse ElaeWe Corp. WCAK-iij« 
R01. 67/06/30. t04pp. 43380:262-43361:020. 


8711130017 EN-87 l)99on or about 07l1O9,not)ca of violabon 4 proposed imposibon of 
cMI penalty Irt amouni ol $50,000 will bo Issued.Acbon based on vtoiabon re inoper- 
eWXy of control room emergency vanlilallon sys VidaUons , 

MtLANO.P., LIEBERMAN,/ Olc of Enlwcamenl (Post 8^13). 87/11/04. 1p. 
43350:173-43350;J73 

8711020017 NRC Info Notice 87-057, “Loss of Emergency Borabon Capability Duo to 
Nibogen Gas Intrusion." Svc list end. , 07 /i.>ne 

ROSSfCE Ocvi'sion of Oparattonal Events Assesameni (Pest 8704H). e7/tl/0$ 
Conaoi’idaled Edison Co. oINew York. Inc. I I6pp 43355.003-43355 1 19. 

8711050040 NRC Compliance Bulletin 67-002, "Fastener Testing to Determine Cork- 

(ormance W/ Applicable Mall Specs." Svc tisl enci. . ,d omxin flY/urnn 

HOSSl,C.E. DMsIon ol Operational Events Assessment fPos' 87/11/06 
Constated Edison Co. of New York. Inc 1 16pp. 43397:142-43397.257. 

8711090140 NRC Info Nobce 87 058, “Conbnuous Communicaiions Following Emorgerv 

§bsa.w'!°D^aion°ol'^r8bOMl Even« 87/11/16. 

ConsoSdated Edison Co. of New York. (no. »!3pp 43404176-43404 288. 

8711110027 NRC Inlo Notice 67-059, “PotenUal RHR Pump Loss." 

ROSSI.CE. Division of Operational AssessmenifPost 87W^^ 87/11/17 

Consolidated Edison Co. ol New York, Inc. f20pp. 43487.00T-43487. 121, 

8711230165 Submits procedure for Insp of wessuri/er code wiely vatves attar each fiH 
bwytvina loM soAi Ol wsler discharoftper TW Atexlon 670910 tMuesi. 
^I^U^f^nlon ElMlfic Co.®e7711/17- Oocumenl ConiS Branch (Document 
Control Desk). 2pp. 434t8:147-434l9:148. 



aiv fiesulUriQ Ftonn Bone Acid CofKW'cn Sve lis\ end 

nOSSI.CE Oiv.s:on ol OpefaLonal Evanis Assessmenl (Post 870411). 97/J1/19. 
Conso'iclatecl Edison Co ol New Yo.'k. Inc 1 19pp. 43444 195'43444:3I4. 

6711300170 Forwards Safely foso Hep: 50 463/e7-3l on 671006 09 & noboa of viola- 
tion. 

SHAFER W D. Region 3 Ole ot the D rector. 87/11/19. SCHNEU.DF. Un'onEieciiic 
Co. 2pp. 43471:037-43471 062. 

-871 1300183 Notico ol violation from Insp on a/IOOS-OO.Vio'atlor) nolod: rr«nmv sam- 
pi ng S analysis ol vent gaseous Irit.um olli'uenl regu rod tiy 670625 rust accoffl^shed 
uniiTero/ao. 

SHAFER.W.O. Regions. Ofc ollh© D.rector. 87/11/19. ip 43471.039-43471;039. 

-8711300194 Insp Rapt SO-483/e?-31 on 871006-09.Vi{ilaiions nolod.M8)» ««eas 
inspected radailon protection program, Including changes In 
orgamzal on personnel, facilities, egulpmoni, programs & procedures 
GtluCF. GHEGSn.L.B Region 3, Ole ol Ihe Oiredot. 87/11/19. 23pp. 43471.040- 
43471:062. 


R. Periodic operating reports & related correspondence 


oevisiions noted Me|or areas mspecieo. imptemenianan oi curraenve ectiu»s im emui- 
g^cv »sparedness appraisal deficiencies. 

TERC.NM. FISHER, W.L. Region 4, Ole ol the Director. 87/11/06 5pp 43421:153- 

43421:157. 


67112(K)187 Advises Ihai 871008 changes to emergency plan consislonl w/provisiens 
ol 10CFRS0.S4(4) K l0CPR50,App E & acceptable. Changes do not docroase ellec- 
tivenesa o> plan. 

CALLANlJ. Reg-on 4. Otc ol iho Director. 87/11/18. GOLDQERG.JH. HOJSlon 
Lighting i Power Co. 2pp. 43413:144-43413:145. 

8711300092 Forwards Insp RepU 50-498/87-43 & 50-499/87-43 On 070622-0620.HO 
wolalions or deviations noted 

CAILAN.LJ. Region 4, Ole ol me Director. 87/11/23. GOLDBERG.J.M Houstpri 
Limiting & Po-wer Co. 3pp. 43470:101-43470:105. 

-8711300097 Parllally withheld Insp Repis 50-496/87-43 & 50-499/67-43 on 870622- 
0820 (rot l0CFn73.2ivNo violations or deviations noied Malor e'oas 
Inspecind.security plans i procedures.mgt eilectivenoss. security ciganirntion & 
eudiis 

KELLY.JA.. CALDWELL, R.A., EARNEST, A B. Beg'on 4. Olc ot Ihe Oreclor. 87/11/ 
12. 2W1. 43470:104.43470.105 


8710220095 Forwards monthly opeiaimg repi lor Aug 1967 to revise nel electrical 
energy generaied entered w/typo. 

BLOSSER.J.O. Union ElecVic Co 87/08/28 Oocumnni Cpnlfol Bfsnch (Documew 
Control Desk). 3pp. 43123:237-43123:243. 

-8710050008 Revrsed monthly operating ropi tor Aug 1987. 

Sl/.MMERS.J.R. Unon Electneco 87/08/31 4pp. 4ai23:240.43ll>3:243- 

6711170206 MonIhV operating repi lor Oct toe7.W/a7t 1 12 llr. 

SUM.U£flSJR-, ei.OSSERJD Union Eleclnc Co 67/10/31. 7pp 43365:089- 
43365 095. 


O. Adjudicatory correspondence 

6711040092 NRC Stall conseni lo motion to quash subpoena Hied by E Slites ' Stall 
concedes possibility ol deliclencles In eve ol subpoena lo Stiles & Ihorelors does ncl 
opposo motion to quash Coriilicale ol Sve end. 

PATON,W.O. Assistanl Gonoral Counsel lor Enlorcemeni. #487 4716- 67/10/20- 
Comm'sslonma. 6pp. 43255 056-43255:060. 


R. Operating Hcanae stage documents & correspondence 


8. Reportable occurrences. LERs 8 related correspondence 

8711030459 LER 37-026-OOon a71003,pQrsortnel lalerl to maniain coniinuous 
hrewalch lor blocked open firo door upon hearing mislnlaipreiod lire a'ar/n.Csi/sect by 
personnel error.Tralning program rov:sed.W/67l028 Itr. 

DAVIS.J.E., BLOSSER.JD. tin, on Eleclr.c Co 87/10/28. Spp 43251 137-43251 141. 

6711090365 LER 87-029-00:on 871006, ESF aulcmaHc acluai on received resuiung in 
conlainmonl purge & control room veniilaiion isoiation Coniainmeni purge & conbol 
room emergency veniJai'on sya restored lo normal lineup W/67 1 103 Hr. 

CORIA,A W. BLOSS6R.J.O Union Elaetric Go. 87/11/02 Spp 43313.304 <33l3:308 

8711090279 Olscuesas end LER 87-013-01 re inoperable control room emeigoncy ven- 
tUsVon eye LER discusses iwo evanis when both trains ol sys simuiienoously londered 
inopeiebioFnst event caused by pcisonnei ertet 

BLOSSER,-/ 0. Union Elecbic CO. 67/11/04. Oocumeni Conbol Branch (Oocumeni 
Control Desk). 2pp. 43322;t57-43322.t66. 

-6711090290 LER e7-0i30l:on 670709.control room emergency veoMsHon $ye 
ICREVS) failed to most test due to unses'ed ponotretions on 07060%ll 8 
0706 Caused by personnel error.On 670814, misposilioned damper onCREvSTreitiB 
discovered 

9HePPAR0,W.H., AFFOLTEH.R.O, Union Efocinc Co. 87/11/04. 8DP. 43322:159- 
43322:166. 

8711170226 Summary ol Cpereiing Reaciore Events Meeting 87-38 or> 871103 Liai oi 
ettondees.vlowg'spne & summery of rescior sersms onel. 

LANNiNG,W. Evanis Assessmeni Branch. 87/11/06. ROSSi.C.E. OrvleOn oi Oper- 
atioMl Evonte Asscesntent (Post 870411) 20pp. 43385 215-43385 234. 

6711230450 LER 87-01 7-00'on 670629 & 071S,salety injection pumps lo refuebng wator 
eloiage sya band control velve momentaniy sbvi.Cauaed by personnel erior Piocedute 
revlsed.W/87ll13llr. 

AFFOLTER.fl.O., BLOSSER.J.O. Union Eleciric Co. 87/11/13. 9pp- 43421:230- 
43421:237. 

6711190177 Special Rept 87-f4on 8710i0,lree Held seismic sensor mado 
inoperable.Caused by voltage surge in power cable lo sensor due to Sghtoning 
strixe.Sefsmic monitoring instrumeniailon sys expecied to be restored on 871130. 
0LOSSER.JO Union Elecbic Co 67/11/16. Document Conirot Branch (Oocumeni 
Conirol Desk). Spp. 434130:146-43400.160. 

8711190307 Special Repi SZ-lS on 87t t06orloi lo fuel Cycle S.modeiator lomp coein 
cient measured to bo positive 0.372 pem/F. Control rod withdrawal limits esiablished & 
control rods have been mainteined within limiis. 

BLOSSER.-J.O. Urvlon Electric Co. 87/11/16. Document Conttol Branch (Oocumeni 
Control Desk). 3pp. 43401:356-43401:360. 

8711300240 LER 87 030-00 on 871023,28 & 29, ESF aclusiions occurred upon lose o( 
power to radiaiion monitors rcsulling in conirol room vsntilsllon 8 conisinmeni purge 
fsofatlons Caused by upscale signal spikes from monitor l90iaiors.W/B7t I23lir. 
HOGG.J.F., BUOSSERJO. Union Elocirlc Co 87/11/23. Bpp. 43472:288-43472.«96 


DOCKET STN-SO-498 SOUTH TEXAS PROJECT, UNIT 1 


F. Security, medical, emergency 8 lire protection pleni 

8711160145 Forwards FEMA R^on VI exercise evaluation tepl of uiil 8/0408 ovefctee 
& FEMA 670930 memo lo NRFT.No deficiencies noted. 

CALLANLJ Region 4, Ofc ol Iho Director. 67/11/10. GOLDSERG.J.H. Houston 
Lighting & Power Co. 2pp- 43364:247-43364 319. 


8711040298 FOIA request lor documenis provided by Dept of Labor lo NRC re C Jones 
8 eny 8 alt oiher Dopt ol Labor complaints from plant from May 1 965 to presani. 
BAUMAN.L Govarnmont Accountability Project. 87/08/06. NRC - No Oela-led Allll- 
aifon Given 2pp. 43276:270-43278:271. 


87100S0208 Final response to FOIA request for documenis.App I documents aveilab'o 
in POn.App F & H docurt\enls bel(^g made available In PDR & lorwarded PortiQ-n ol 
App H docirment & all of App Q documents withheld (tol FOIA Exomplrpn 6). 
GfllMSlfiY.O.H. Division of Rules & Records (Post 8704131. 87/09/33. 
nuBiNTON.OS Goveinrntml Accountability Piolecl. 7pp. 43464.095-43484:120 

8711038288 Forwards description of change In Initial test prog'am.per FSAR Section 
14 OesenpHon addresses rjeleiion ol reactor upper iniornais a reactor head ihstaKa- 
Uon as prerequisites to moveable incore detector sys checkout procedure. 
VAUGHN.G.e Housien Lighiinu & Power Co, 87/10/22. Document Cent/el Branch 
(Oocumoni Control Desk). 4pp. 43250’3 1 3-43250:3 1 6. 

8711028458 Advises the> allocUva 87I025JL Peiiei will assume position & duties ol 
sociHin chidi of Operator Licensing Section in Oiv ol Reactor Seleiy, replacing R 

CaluXn.u.J. Reoipti 4, Olc pi the Oirectpr. 67/10/28. GOL086RGJ.H. Houalan 
LighlingS Power co. 2pp 43252 24 1 43252:242. 

8711096109 Advises lhai uii) intends to incorporate two listed sddi etTangemenis Icom 
Wyie Test Ropt 53575 into lacHity rfesign entene lot installation ol wiring & cab-o w/o 
special dMumeniRiion tor Unit 2 compliance w/Reg Guido 1.76. 

VViSENSUflG.M.a Housien tighimg 8 Power Co. 67/10/29. Oocumem ConVDl 
Branch (OocAiment Conhol Desk). 3pp. 43321:106-43321:108. 

8711056206 Forwards description ol change In initial test program. Completion of p-'oo- 
perakonsJ testing of saiety-rciaied neat trace panels delayed from 870930 utttH pricr 
to IniUel ctUlCakty 

VAUGHN.GE Houston Lighlihg & Power Co. 87/10/30. Document Control Branch 
(Oocumom Conirol Desk). 5pp. 43293 2 14-43293:2 IB. 

8711096005 Advises that based on raanalysis of NRR costs included In Invoices D0155 
8 OOl58.ciodii for plant due lo util as highlighted In listed table through 040623 Oo- 
laSed HRR review costs enc) 

HOILOWAY.CJ- License Fee Management Branch 87/11/04 GOLDBERG.J H. 
Hrxrsion Lighting & Power Co. 17pp. 43315 098-43315:1 14. 

8711100431 Generic Ltr 87-15 lo all holders of CPs lor nuclear power plants re po'icy 
statement on deferred plents.Svc list end. 

MlFtAGHA.F J Associate Director lor Projects (Post 870411). 87/11/04. Conso'idaiod 
Edison Co. ot New York, Inc. 46pp. 43402.001-43402:046, 

8711110011 hfinih partial response lo FOIA request tor records, Including notes ol inter- 
view of K McMenon.Forwards App K documents. App K 4 L documents partially 4 
compleioly wilttftold (lei FOIA Exemptions 6 & 7,(eepectlvety). 

OniMSL^,O.H Division of Rules & Records (Post 870413) 67/11/09 DIXON Gov- 
oromeni Accounlebility Project. 4pp. 43346:136-43346:198. 

-8711110029 Partially wllhheld comments re Bosirom-Bergen allegations made in 
840118 Hr to JB Martin of NRC Marked-up partially withheld 631213 sworn slalemeni 
by QW Oossoy & partially withheld 63122/ interview of K McMahon also end. 
SHACKIETON.O.C. Olfica of Investigations 64/0t/2S. Office of Invosligatlons. 23pp. 
43346-l78-43346:ieB. 


6711170089 Application for emend to License NPF-71 4 FSAR, allowing response Hme 
o( 0 s lor ovdttemp delta-T 4 overpower delta-T instrumentation based on supporting 
anatyda discussed In end safely evaluation Fee paid. 

VAt&HN.GE- Houston Lighting 4 Power Co. 67/11/12. Oocumoni Control Branch 
tOocumeni Conttol Desk). i3pp. 43375.062-43376.161. 


8711230191 Forwards insp Repis 50-496/67-67 & 50-499/87-67 on e710ig-22.No vio- 
ls lie ns or deviations noted. 

CALLAN.L.J. Region 4. Ofc ol the Director. 87/11/17. GOLDBERG, J.H. Houston 
Llghting& Power Co. 2pp 4342f:lSl-43421:1S7. 


-8711170111 Proposed Tech Specs.aliowing response lime ol 8 s lor overtemp delta-T 
4 overpower de]ta-T Instrumeniailon based on supporting analysis discussed in end 
safety evaluation lor significant hazards considerations. 

* Houston Lighting 4 F^wer Co. 87/11/12, 67pp. 43375:095-43375:161. 
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6711170179 App'icstion loi amend to License NPF-71.changing TecD Spec 6.6.1 B U> 
require titat plant ODeralions review committee mooting minutes be sertl (o vice 

e residont.nuclear plant operations instoad ol group vice president, nucloar.Foe peid 
AUGHN.G.E Houston Lighting & Power Co. 87/1 t/l2. Oocumervl Canliol Otartch 
(Oocumont Control Desk) 4pp 433B3:O21-43303 025. 

-6711170181 Proposed Tech Spocs.char^glng Tech Spec 6S.i 8 re todp^int ol plant 
operations review committee moeting summary. 

• Houston Lighting & Power Co 07/1 1/12 ip. d3383.O25-43303:O25. 

6711170227 Applcaiiort lor amend to License NPF-7t, revising Tech Spec 05.2 2 to au- 
Iho'izo appomtmont ol addi nuclear selety review boaro mambots by group vice 
presIdeni.nucioar.Fee paid. 

VAUGHN, GE Houslon Lighting & Power Co 07/11/12. Document Control Brattcb 
(O^ument Conlrol Desk). 4pp. <13303:040 43303:045. 

-8711170237 Proposed Tech Specs, auihorirlng appoinimoni ol addI nuctoar saleiy 
re^ew hoard motnbors by group vice president. 

' Houston Lighting & Power Co. 07/11/12. 2pp. 433Q3:044'433Q3.045. 

8711170291 Appl'calion for amend to License NPF-7l,rovising Tach Specs 3.0.4,4.0.3& 
40.4 In accordance w/Gonerlc Ltr 87-08. Fee paid. 

VAUGHN, G E. Houslon Lighting & Power Co. 07/11/12. Documeni Control Branch 
(Document Control Desk). 5pp. 43304 047-43304:002. 

-8711170294 Proposed Changes to Tech Specs 3 0.4,4 0 3 & 4.Q.4 In accorrlanco w/ 
Generic Ltr 87-09. 

* Houslon Lighting & Power Co 07/11/12. 1 1pp. 43384.052-43304.062 

8711190117 Fonvards results ol qualitatlvo avaluailon ol oasenhai cooiaig pond 
seepage, per NRC request Seepage rate of no concern to sale oporaiion of UHS 
during design basis events. 

WiSB4BURG,U.n. Houston Lignimg & Power Co. B7/tt/»2. DocomenI Conuol 
Branch (Oocumont Control OeskL 0pp. 43400:327-43400:234. 

8711250051 Submita lee lor 071009 submittal ol QA program lor radwasio mgi. 
WISENBURQ.M R. Houston Llghilng & Power Co. 07/11/17 Oocumenl Conuol 
Btarch (Oocumenl Control Desk) 3pp. 43739:162-43739:164. 

6711200313 S'jmma'ires 671023 aito mooting w/uiil & consuitanie ro description ol 
eoir.ponent cooling water riosign change neoded to (ix (low nducod >^iahon 
problem List ol attondoos & mealing handouts end. 

CAIUN,L.J Region 4, Ofc Of the Dliedor. 07/1 1/10. QOLOBERGJH. Houeion 
Ughting & PowOiCo. 23pp. 43417:234-43417:256. 

6711300263 Submiia doscriplion ol changes to inliial tesimg program, inciudng tov to 
FSAH Section 14.2, "Loss of OKsilo Power (LOOP! Teal 4 Containmoni MVAC Peno- 
trelion Space Changes win bo incorporated in future FSaR omond 
VAUQHN.OE Houslon Llnhiing & Power Co. 67/11/20. Document Control Branch 
(Ooeumoni Control OosK). T2pp. 43465:105 43465-116 


Q. Inspection reporta, lE Bulletins & oorreependence 

6012170462 IE Builolin 80-25, “Oporating Problems w/Tergot Rock Saloiy- Ro'iel 
Valves al BVVHe " 

* QIC ol Inspoct'On & Enlorcemont. Oiredor (620201-870413). 60/12/10. ConsolKtai- 
ed Edison Co. Ot New York, Inc. Spp. 43226:201-43226:205. 

83051 10473 l£ Inlo Not-ce 63-39, "Failure ol 8eieiy/Ro<ioi Valvos to Open ol BWRs • 
Inienm n«l." 

JOROAN.L'.L. Oiv ol Emergency Proparodnsss fi Engineering nosponso.lE(6S02l2- 
870413). 63/06/17. Consoldaiocl Edison Co. ol Now York. Inc. 2pp. 43226 206- 
43228 207. 

6710060208 Pinal response to FOIA request lor documents App | documents ovaliablo 
In PDR.App F & H documents being made available In POR 4 lorwerdod.PorHon of 
App H document & all of App Q documents vylihheld (ref FOIA Exampllon 6). 
QFllMSLEY.DIl. Division of Rules & Records (Post 8704t3) 07/09/30. 

RUBINTON.O.S. Government Accountability Project 7pp. 43464-0D5-43<f64:10l 

6710230213 NRC Info Notice 87-055, "Portab'o Molsture/OonsHy Gauges Recent Inci- 
donts ol Portable Qat^os Being Stolon or Loei " Sve I'Sl end. 

CUNNINGHAM, R.E. Civision 01 Industrial & Medical Nuclear Saleiy (Post 670729) 
67/10/29. CortsoLdated Edison Co. of Now York, Inc. 89pp. 43324.139-43324:227. 

6711030509 AcK receipt ol 870917 Ur Informing NRC of steps taken to correct viofaiions 
noted in Insp Repis 50-49e/87-39 & 50 499/87-39. 

CALLAN.LJ. Region 4. Ofc of the Director. 87/10/30. GOLDBEROJ.H. Houston 
Lighting S Power Co. 2pp. 43255:196-43255.21 1. 

8710290234 NRC Info Noiico 87-056, "Improper Hydraulic Control Unli fnalelarton el 
ewfl Plants." Sve list end. 

ROSSl.CE. Division of Operational Events Assessment (Post 070411). 87/11/04. 
Consolidated Edison Co of New York. Inc. 1 12pp. 43324-220-43324:339. 

8711090323 Insps 50 406/07-60 & 50-499/07-60 cancelled. 

CALLAN,LJ, Region 4, Olc ot Iho Oirocior. 87/11/04. GOLDGERQJ.H. Howlon 
Lighting & Power Co 2pp. 43321:129-43321:130. 

6711020017 NRC Info Notice 67-057, "Loss ol Emergency Boration Capablll^ Due to 
Nitrogen Gas intrusion " Sve list end. 

ROSSLCE. Division ol Operational Events Assessment (Post 870411). 87/11/06. 
Consolidated Edison Co. of New York. Inc. 1 16pp. 43355:003-43355:119. 

6711060040 NRC Compliance Bulletin 67-002, "Fastener Tasting to Determino Con- 
lormance W/Appiicabfe Mall Specs " Sve list end. 

ROSSLCE. O.vision of Operational Events Assessment (Post 670411). 67/11/06. 
Consolidated Edison Co. ol Now York, Inc. 116pp. 43397:142-43397:267. 

8711090140 NRC Inlo Notice 67-068, "Continuous Communications Following Emergen- 
cy Notifications." Sve list end 

ROSSI.C.E. Division ol Operational Events Assessment (Post 070411). 67/11/16. 
Consolidated Ed'son Co. ol New York, Inc. 1 13pp. 43404:176-43404:286. 

6711120027 NRC Inlo Notice 67-069, "Potenliel HHR Pump Loss " Svo list end. 
ROSSI.C.E. Division ol Oporellonal Events Assessment (Post 670411). 87/11/17. 
Consolidated Ed.son Co. ol New York, Inc. I20pp. 43487:001-43407:121. 


6761800272 Forwards Insp Repis 50-490/87-58 8 50-499/87-50 on D70907-i0t6.No 
violalions or deviations noted 

CAILAN.LJ. Region 4, Ofc ol the Oifecior. 07/11/17. QOLDQERG.J.H. Houston 
LIghUng & PowOt Co 2pp 43410:007-43410:103. 

-8711200276 Insp Ropts 60 490/07-50 6 50-499/87-58 on e70907-l016.No violations 
natodVa^ areas tnsBDCled.liconseo action on previous insp find nge, piping sys as- 
bdHvenltcatpn, reactor pressure boundary piping & saloty-relaiod pimnn. 
JOHNSON.C.E, GARRISON.O.L, CONSTABLE.G L. Region 4. Otc ol the Director 
67/11/(8. (Spp 43410009 43410.103 

871(230161 Forwards Irisp Rapts 50-490/87-07 & 60-499/07-67 on e71019-22.No vio- 
lations or devlBllons noted. 

CALLAN.LJ. Ragon 4, Olc ol ihe D-roclor. 87/11/17. GOLDBERG.J.H. Houston 
Lighling & Power Co 2pp 4342i.l5i-4342t:i57 

-8711230230 Insp Rcpt 50 499/87-67 & 50-499/87-67 on 071010 22.No violations or 
(feviadofls nolea.MsJor atoas inspected. impfemonlQiion of corrective actions lor emer- 
gaiHw preparedness appraisal dofic-encioa. 

tERG.NM. FISHER.w.L flagion 4. Otc of the Dliodor. 07/11/08 6pp. 43421.153- 
4342l;(57. 


8711130006 SuppI 2 u> NRC Info No'.iCs OG-lOB, ‘‘Oogradslicn o) RCS Pressure Bound 
ary Resi/ting From Boric Acid Corrosion" Sve fist oncl. 

ROSSI.C.E OvHslon of Oporellonal Evonla Aesessmoni (Post 670411). 07/11/19. 
Consd-datedEd-SOn (3o- ot Now York, Ijtc. ItBpp 43444.195-43444:314. 

8711230279 Ack receipt ol 870928 ltr inlorntina NRC of steps lakon to correct violations 
miod n Insp Repis 50 498/87-27 5 50-499/67-27. 

CALLAN.L.J. Roglon 4, Ofc ol the Director. 87/11/19. QOLD8ERO,J.H. Houston 
Lignilng 8 Power Co 2pp. 43421:004.43421:060 

8711240132 Forwards Insp Repis 50-490/67 68 & 50-499/87 60 on 671019- tl06.No 
violaiions or deviations no lad. 

CAILAN.L.J Region 4, Olc ol Iho Oireclof. 87/11/20. GOLDUERO.J.H. Houston 
Lighling & Power Co 2pp. 43431:125 43431130 

-6711240139 insp Ropis 60-490/07 66 & 50-499/07-68 on 071018-1 1C6 No violations 
or devtaiions noted Major proas inspecied:HX repairs & InstaHaiion of coniainmonl 
Mnetreiions. 

OiieERT.lO, IRELAND.R.E. Region 4, Olc ol the Dliecior. 87/11/19. 4pp 
43431:127-43431:130. 


8711300092 Forwards insp Ropts 50'49D/07-43 & 50-499/07-43 on e7CB?2-0a20Na 
vioiBi'Ons or dovlai'Ona rioied 

CALLAN.LJ. Roglon 4. Olc ol Iho Dirodor. 87/11/23. GOIOBERO.J.H. Houston 
Ughting & Power Co. 3pp. 43470. 101-43470:105. 

-6711300097 PamalY wnhho'd insp Ropis £0-498/87-43 & 50-499/07-43 on 870622- 
0620 (rel lOCFn73 2iiNo violut'ona or oevlallcns holad Major areas 
Inspaotod secuhTy plans & ptocoduros.moi effoclivoness.scicuiiiy otganueiion & 
audiis. 

KEILY.3.A.. CAIOVMELL.RA, EARNEST.A.Q. ROQiOh 4. Olc Ot the D.roclOi- 87/11/ 
12 2pp. 43470.104-43470:105. 


n. Periodic operating reporle 6 related correspondence 


8711200232 Monihly oporaiing ropl lor Oct l9B7.W/e7llt2 Hr. 

P/LRKEY.OL, VAUGHN.GTE. Houston Lighting 6 Power Co. 87/10/31. 7pp. 
43416.323 434)0 329. 


8. Repotfabie occurrences, LERs & related correspondence 


a7t>030l40 Pins) doficfency rspi re felure of sfendby d-asef eeneralor fuel injection 
nozrlos initially topoilod on 670720. Doleciivo spray noizle lip,luol c 1 1 Hers & lubileat- 
Ingo I r^acsd.AII spray nozzio bps exam'nod lor cracks. 

GOLOetflO,J.H. Houston Ughlmg & Power Co. 07/10/23. Document Conrrol Srancti 
(Oocumenl Conliol Desk). 4pp 43239.020-43239 023. 

9711060236 Part 21 repi re component cooling weler HXs.lnitiar.y reported on 
071029 Oetailod Into will be subm nod In delicioncy root by 871105. 

VAUOHN.Q.E. Houalon Lighting & Power Co. 07/tf/02. Oocumenl Control Branch 
(OocuirienI Control Doak). 2pp. 43303:354-43303 353. 

6711109282 Final Part 21 8 doftclonc/ repi to lafluvo ot tubas in compeneni cooirng 
water HXs.lnilially reportod on 671006. Discussions w/vondor.Slrulhers Wells- 
QuIlporLIne Indicated Inal aholl side How induced vibration problem existed. 
00LC6ERG.J.H. Houslon tigWing & Power Co. 87/11/05. Document Conlrol drench 
(Oocumenl Control Deak). 6pp. 43333 349-43333:354. 

6711170329 Summery of Operating Reactors Events Mooting 07-30 on 071103. LIsI of 
aiiandeos.viewgtepns & summary ol reactor scrams end. 

LANNiNQ.W. Events Assessment Branch. 87/11/05. ROSSI.C.E. Division of Oper- 
ational Events Assosament (Post 070411). 20pp. 43305:215-43365:234 

9711330374 LER 87-01 l-OOen 87l0l7.8cfu8llonor corttrol laom vantnallon fo/edrcula- 
Min rnode occurred.Caused by failure of toxic gas monitor prinled circu'.t board.Boaid 
replac^ & monitor restored lo normal opeisllon.W/67f 1 1I Ur. 

AYAlAfi.. VAUGHN.G.B. Houslon Liflhfing 8 Power Co. 87/ 1 l/l t. 4pp. -134 10.049- 
43419 .- 052 . 


9711300226 PNO-1V-87-060:on 671 122.auxillary faed ays vbralion resulling In p'pe fail- 
ure occurred.Occurrence will Impact startup schedu'e.Llcensae Invesl-gaiing fs.iure & 
NRCmonltormo activities. 

CWSTABLE.G.L. Region 4, Olc ol the Director. 87/11/23. 2pp. 43472:330- 
43472:331. 



0. Adjudicatory correspondence 


DOCKET STN-W^99 SOUTH TEXAS PROJECT. UNIT 2 


A. Appdcation/constructlon stage documents A correspondence 

87 1 1040298 POIA request tor documents provided by Oepi of Latx>r to NRC re C Jones 
& any A aJI other D^t of Labor complaints from plant from May 1935 to present. 
BAUMAN u Government Accountability Project 87/08/06. NRC • No Dotated Atlli- 
8bonG^en 2pp. 43278 270-43278 271. 

8710050208 Final response to FOIA request for documenisApp I documents ava-lsbta 
in POR App F A H documents being made available m POR A foiwa'dod.Ponion ol 
App H document A all ol App G documenls withheld (ret FOIA Exemption 5). 
GRIMSIEY.OH Division of Rules A Records (Post 870413). 87/09/30. 
RUBiNTON.OS Goverrvnoni Accountability Projecl 7pp. 43464:095-43464;I20. 


8711040092 NRC Staff consent to motion to quash subpoena filed by E Slltes.* Stall 
concedes possibility of doficioncios In sve of subpoena to Stites A ihoroloro doos rxil 
oppose motion to quash. Corllficaio of Sve end. 

PATON.W.O. Assistant General Counsel for Enforcement. #487 4710. 07/10/20- 
^mmlssloners. 5pp. 43265:056 43255 000. 


Q. Inspection reports, IE BuilsHns & correspondence 

8012170482 1£ BuHolin 80-25, "Oporaling Problems W/Targel Rock Safety- floTof 
Volvosal QWRs." 

* Ole of Inspection A Enlorcemenl. Director (820201-070413). 60/12/10. Consoirdal- 
ed Edison Co. of New York, inc. 5pp. 43226:201-43226:206. 


871I0204S8 Advises thal effective 67102S.JL Pellet will assume position A dutios ol 
seetton chief of Operator Licensing Secijon In Orv of Reactor Saiety,teplacing R 
Coofw. 

CALLANLJ. Region 4, Ofc Ol the Oueclor. 87/10/26. GOLOBERG.J.H. Houston 
LIghling A Power Co. 2pp. 43262 24 1 -43252 242. 

8711090109 AcMses thal util intends to incorporale two listed addi arrangemenia item 
Wyie Test Rept 53575 into facility design cnierta for Inslallabon of wiring A cable w/o 
special documentation for Unit 2 compliance w/Reg Guide 1.75. 

WISEN6URO.MR Houston Lighting A Power Co. 67/10/29 Oocurrtortt Coniroi 
Branch (Document Control Desk! 3pp. 43321.106-43321:108 

8711090005 Advises thaLbased on reanalysia ol NRR costs included m invoices 00155 
A O0lS6.credil for plant due to util as highlighted in Haled lablo through &40623.Oe- 
tailed NRR review costs end 

HOLLOWAY.Cj License Fee Management Branch. 67/11/04. GOLDBERO.J.H 
Houston Lighting A Power Co. 17pp. 43315.098 43315 1 14. 

8711100431 Cenenc Ltr 87-15 lo all holders of CPs lor nudear power plants re policy 
ataiement on deferred pianls.Svc list end. 

M.’RAQLIA.P J Associate Director for Projects (Post 870411). 67/U/04 Consoiidaied 
Edison Co. of New York. Inc. 46pp 43402.001-43402.043. 

8711110011 Nmth partial response to FQIA request for tecords.inciuding notosol irtiei- 
view ol K McMahon Fqrwa/ds App K documents App K A L documents parUatly A 
compleleN withheld (ref FOIA Exemptions 6 A 7,respoclrveiy]. 

GRlMSLEY.O H Orvislon of Rules A Records (Post 670413) 67/11/09 OiXON Gov- 
emmenl Accountabiiily Project 4pp. 43346:136-43348.198. 

~a7ilii0029 Partially withheld comments re Bostrom-Bergen allegations made m 
840118 Hr to JQ Manm of NRC Marked-up paniatiy withheld 831213 swori3 siaiemeni 
by GW Dossey A partially withheld 631227 interview of K McMahon also end. 
SHaCxlETON.oC Office ol investigabons. 64/01/28 Office of fnvestigaiiona 23pp 
43348:178-43346,198. 


8711190117 Forwards resuKs of quslitabve evaluation of essential codiog pond 
seepage.per NRC tequest Seepage taie of no concern to safe operation of UH$ 
dunw deign bans events. 

WiSENBuflO.MR Houston Lighting A Power Co 87/H/12 Oocumerw Control 
Branch (Document Control Desk) 6pp. 43400 227-43400.234. 

8711290091 Submris toe (or d7t(X)9 subir.itial of OA program for radwasle mot 
WiSENBURO.MR. Houston Ughttng 4 Power go 87/tt/t7 Oocument Contiol 
Branch (Oocumeni Conuol Desk). 3pp 43739:t62-43739.i64. 

8711200313 Summanres 671023 site msebng w/util A consullanis re deaenpbon ol 
componeni coofing wafer design change needed to fix flow induced inbralkm 
problem List ol sflendees A meeting handwts enci. 

CAILAN.LJ Region 4, Ofc ol the Direcior. 87/11/ifl, GOLOBERQJH. Hewetoft 
Ughbrig A Power Co. 23pp. 43417:234-43417:256. 


F. Security, medical, emergency A (Ira protection plena 


8711180145 Forwards FEMA Re^ft Vi exercise evalualton lepl ol util 870408 exorcist 
A FEMA 870930 me-ho lo NRR.No defldendoa noted 

CALLAN.LJ. Region 4. Ofc of the Director. 87/11/10. GOLDBERQJH Houslor 
Ughbng A Power Co 2pp. 43364 247-43364:319 


8711230191 Forwards Insp Repis 50-498/87-67 A 50-499/87-67 on 871019-22 No vio- 
lations or deviaUons noled 

F^I-j-^Nj-J. Region 4. otc ol the Director 87/11/17. GOLOBERG.J.H. Houston 
Lighbng A Power Co 2pp. 43421.151-43421:157. 


-8711230230 Insp Repi 50-498/87.67 A 50-499/87-67 on 871019-22.No vtotaBone or 
deviabons noted.MaJor areas inapecied: implementation ol correcbve actions for emer- 
gency preparedness appraisal deficiencies. 

TERC.N.M Region 4, (3fc ol the Direcior. 87/t 1/06. Spp 43421:1S343421-I57 


emergency plan consistent w/provteions 
Ol lOCrMM.54(ci) & lOCFR50,App E & accopUble. Cha/ifles do noi decrease effec' 
wef>e88 ol plan. 

Oireclof. 87/11/18. GOLOBEBGJH. Houston 
UghbngA Power Co. 2pp. 43413:144-43413:145. 


871130jX»2 Forwards Insp Repis 50-498/87-43 A 50-499/87 43 on 870622-0620 No 
violations or deviations noted. 

f^':f:^Nj_j. Region 4, Ofc of the Direefor. 87/11/23 GOLDBERQJH Houaion 
Ughtirvg A Power Co. 3pp. 43470.101-43470.105. 

"mtVn^J 50.490/87-43 A 60-499/87-43 or> 870622- 

i or deviations noted Major areas 

^^wted.secunty plana i procedures.mgl efleclrveness.securfty organization A 

NsS'Oh *■ Ofc ol the Director. 87/11/12. 2 pp. 43470:104- 


8305110473 IE Info Notice 83-39, "FaJuro of Saloty/Rolief Valves to Open ol OVYRs • 
Inierim Root " 

JOROAN.E.L. Ulv ol Emergoncy Proparednoss A Engineering Ro8ponso,IE(650212- 
670413). 63/06/17. Consofidaiod Edison Co. ol Now York, Ino. 2pp. 43220206- 
43226 207. 


8710060208 Pinal responso lo FOIA roquosi lor documonts App I documonts avallablo 
In POR. App FAN documents boing made avallablo in PDR A fotwardod PorOort of 
App H documoni A all of App Q documonts withhold (ref FOIA ExompHon 5) 
GRlMSLEY.OH. Division of Rules A Records (Post 070413L 07/00/30. 
RUBiNTON.O.S. Qovornment Accountability Profocl. 7pp. 43464:095-43-464:101. 

6710230213 NRC Info Notice 07-055, "Portable Molsluro/Oonally Gauges: Roconl Inci- 
dents ol Portable Gaimes Being Stolen or Lost." Sve Net oncl. 

CUNNINGHAM.R E. Division ol Industrial A Medical Nuclear Safely (Post 070720)- 
87/10/20. Conspfidaied Edison Co. ol New York, Inc. 89pp 43324:130-43324:227. 

8711030609 Ack tocolpl of 670917 lit informing NRC ol steps taken to cotroci vlolailone 
ruled in Insp Repis 50-490/87-39 A 50-409/87-39. 

CALLAN.LJ Region 4, Ole ol the Orocior. 87/10/30. QOLDBERa.J.H. Houston 
LIghling A Power Co. 2pp 43255 196-43255:21 1. 

8710290234 NRC Into Notico 87-056, "Impiopor Hydraullo Control Unit Instal'al'on oi 
BWR PlaniB." Svc Hal and. 

ROSSI.C.E. Oivtaion ot Operational Evenla Assessment (Posl 870411). 0//I1/04 
ConsoHdaled Edison Co. of New York, Inc. 1 12pp. 43324:228-43324:330. 

6711090323 Inspa 60 498/87-60 A 50-409/87-60 cancelled. 

CAILAN.LJ Region 4, Ofc Of the O.'roctor. 87/11/04. GOLDQERQ.J.H, Houston 
LlghUng A Power Co. 2pp. 43321. 129-43321;130. 

6711020017 NRC tnlo Notice 87-057, 'Loss of Emergency Borailon Cepnbiiily Duo lo 
Nitrogen Gas fniruaion.'’ Svc list oncl. 

ROSSi.CE. OMsion ol Opereliotvai Evonie Aaeoasmenf (Post 670411). 87/11/00 
Ckinsoiidsted £d.aon Co. of Now York. me. ii6pp. 43355:003-43355:119. 


9711050040 NRC Cornphanco BuHotin 87-002, "Fasibner Testing lo Doloimino Oon- 
fotmanco W/Applicable Mail Specs." Svc lisi oncl. 

ROSSi.CE. Division pi Opaiaiional Evonta Assoaameni (Post 670411). 67/1 1/00 
Consolidaiad Edieen Co. of New York, Inc. liBpp. 43397;142-43397;2B7. 

6711180DD8 Responds to NRC 870622 Hr re violations noted In Insp Ropl &O'409/B7- 
48.Corioclivo ecuona-.piocedute win be leviaed to tsquite use ol Week otoctromegnollc 
2inc-coai«d bolting mall tor luiu'e inaiaiiaiion ol duel flanges. 

OOLOBEPO.JH HpuBlon Llgniing A Power Co. 87/11/12. Document Conlrol Brnncli 
(Oocumeni Control Desk) 6pp. 4338e:085-433e6:091. 

6711090140 NRC Info NoHco e7-058. "Continuous Communlcatlona Following Emornon- 
cy Nobncallons." Svc list end 

fiOSSLC-E. Division ol Operational Evonta Aeaessment (Post 870411) 87/11/16. 
Consoddated Edison Co ol New York, Inc 1 13pp. 43404:178-43404:288. 

8711120027 NRC Info Notice 87-059, "Potential BHR Pump Loss." Svo list encl. 
ROSSI.CE. Division ol Operational Evenla Aeaesemont (Post 870411) 87/11/17. 
Consolklaied Edison Co of New York, Inc I20pp 43487:001-43487:121. 

8711200272 Forwards Insp flepts 50-498/87-58 A 60-499/87-50 on 870007-1016 No 
violeb'ons or deviations noled. 

CALLAN.LJ. Region 4, Ofc of the Director. 07/11/17. GOLDBERG, J.H. Houston 
Ughilrtg A Power Co. 2pp 43410 087-43410:103. 


-8711200279 Insp flopis 50 498/87-58 A 50-499/87-58 on 870907-10ie.Mo violallona 
noiodMmor areas in3pecled:licansoe action on previous Insp findings piping eye ae- 
buit vocation, laacfot ptessuro boundary piping A aaletv raialed pipTnb. 
-lOHNSON.C.E., GARRISON, D.L., CONST AbLE.G.L. Region 4, Ofc ol Iho Dlioolor. 
87/11/16. ISpp 43410:089-43410:103. 


9711230191 Forwards Inep Repis 50-498/87-67 A 60-499/87-67 on 87l010-22.No wo- 
laUora or deviations noted. 

'*■ Director. 87/11/17. GOLD8EflQ.J.H. Houston 

Ughimg A Power Co. 2pp 43421:151-43421:167. 


-9711230230 Insp RmI 50 498/87-67 A 60-499/87-67 on 8710ie-22.No vfolalions Or 
dewettons noied.Maiot areas mspedod: implemeniallon ol correclivo acllone lor omor- 
ger<y peperednoBS appraisal deficiencies. 

* f^'SHER.W.L. Region 4. Ofc ol the Director. 87/11/06. 5pp. 43421:163- 
43421:157. " 


2 'S 1^*0 Notice 86-106. "Oegradallon of RCS Pressura Bourvf- 
From Boric Add Corrosion " Svc Hsl encl. 

7 '.-^'?'°'’/?' Operallonal Events Assoaameni (Post 870411) 87/11/10. 
Consoiidaied Edison Co Ol New York, Inc. ll9pp. 43444:195-43444:314. 

^l^i pow%" 2W°M:08l4°S'S89®''''^ QOLOBERQ.J H. Houston 
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B711240132 Forwards Insp Rapta 50-490/67-68 & 50-469/07-60 qn 871019- llOONo 
vfo'ations Or davTanons notod. 

CALLAN.L.J. Region 4, Ofc of the Uiiectoi. 07/1 1/20. COLDQERQ.J.H Houston 
Ughiing & Power Co. 2pp. 43431:125-43431:130. 

-6711240139 Insp Reals 60-490/67-60 & 50 499/07-60 on e7lOI9-l106N'o violabons 
or deviations noted.Major areas Inspectod.HX repairs & inslollation of conlainmem 
peneltallons. 

GILBERT, L.O., IRELAND, R.E. Region 4, 01c of Ihe Director. 87/H/19 4pp 
43431;127-43431;130- 

6711300092 Forwards InSp Repts 60-490/07-43 & 50-499/07-43 on 870622-G&20.NO 
violations Or deviations noted. 

CALLAN.L.J. Region 4. Ofc ol Ihe Director. 07/tl/23. GOLDBCRG.J.H Houston 
Lighting & Power Co 3pp. 43470:101-13470:105. 

-6711300097 Partially withheld irtsp Repts 50-490/07-43 & 50-409/07-43 on 870022- 
0820 (ref tDCFR?3 SilNQ violations or davf&rions rtotodMetof eroAS 
Inspected. security plans & procedures. mgl offectivuness, security otganiaoilon S 
audits. 

J(eLLY,J.A., CALOWELl.RA. EARNEST.A 0. Region 4, OIc o) ihe DJ/ector. 07/11/ 
12. 2pp. 43470:104-43470:105. 


S Reportable occurrences, LERs & related correspondence 

8711020140 Final deficiency lopl re failuro of slendby diesel a&neiator fuel irtfection 
noriles.lnitially reported on 070728. Oofoctivo spray norrle tip, fuel oil iillots & lubncal- 
ing oil r^laced An spray nozzle lips examined for cracks. 

GOLOBERG.J.H Houston Lighting & Power Co. 87/10/23. Document Conliol Orarv:ii 
(Document Control Desk). 4pp. 43239:020-43230.023. 

8711060236 Part 21 rapt ro component cool.ng water HXa.Inilially tcporlod on 
871029 Ooiatled info wifi be submtlledfn deficiency ropt by 871105. 

VAJGHN.Q E. Houston UghUng & Power Co. 87/11/02 Document Control Branch 
(Oocumeni Control Desk). 2pp. 43303:354-43303:355 

6711100262 Final Part 21 & deficiency ropt re (allure ol lubes In componoril cool-ng 
weler HX&.lnillaily reported on 8/1006. Discussions w/vondar.8liuii>cta WoRs- 
Giilfpon.lno Indicated inat shell side flow induced vlbranon problem oxisiod 
GOLOBERG.JH Houston Lighting & Power Co. B7/I1/0S Document Control Drench 
(Document Control Desk). 6pp. 43333:346 43333 354. 

6711170 226 Summary ol Operating Roeclora Evenio Meeting 07-38 on e71103 lisl ol 
aliendeei.vlewgrapna & summary of reactor acrama encl. 

lANNINQ.w^ Events Assessment Qranch. 87/it/OS. ROSSi.CE Division oi Opot- 
etionel Events Assessment (Post 870411). 20pp 43385:215-43365:234. 


DOCKET STN-60-608 WPPS9 NUCLEAR PROJECr, UNIT 3 


A. Applle»Hoi>/cen$trvctlofl stage documents A correspondence 

6711100431 Oenoric Ur 87-15 to all holders of CPa for riuciesr power pianta to policy 
sisiemeni on deferred pfanis Svc list onci. 

MinAQLlA,r.J. Associate Director (or Projocis (Post 870411). 07/11/04. ConsoHdaietf 
Edison Co. ol New York, Inc. 46pp. 4340^:00 1 -43402 040. 

6711160030 Forwards Structural & Gooscloncos Branch observation S Ondngs ro con- 
crete module on (C3-02) • const assurance piogiam.Obsarvaiion 8 lindinge should bo 
Identified lo Region V lead reviewer. 

RUBENSTElN.LS. Standardization & Non-Powor Reactor Proieci Oiiectoreio. 07/ii/ 
06 KIRCH.OP. Region 6, Ole Ol IMo Director. 7pp. 43362:176-43362:181. 

6711200033 Forwards 26 pages of foe data (or costs biilod on invoices Pi475 A Pi476 
for plant lor O-rnonth revlow period ending on 661220, per 871020 roouesi.W/o ond. 
DlQQS,R.M. License Fee Managemoni Branch. 67/11/13. SORENSEN.Q.C. Washing- 
Ion Public Power Supply Syslem. Ip. 43407:032-43407.034, 

-8711200036 Requests supporting documonlation providing basis lor OL appbcallon 
rsvfew costs for period of 660622- 1220. Oocumenlalion & vartficBl/on roqtiiramonls ^ 
public fund ei^ndiluraa exist since WPPSS is stale municipal corp 
SORENSEN.O C Washington Public Power Supply System. 07/10/20. 
HOLLOWAY.GJ. License Fee Managemenl Branch. 2pp. 43407:D33-434O7;M4. 

8711300161 Advises thai OA program description (or proservaUon stage, aubmliiod in 
Seelion 17.3 lo FSAR.aatiades requlremenia of 10CFF(60,^App 6 & ecci^ab<o. 
KIRSCH.O.F. Region 6. Ofc ol the DIreclor. 67/11/20. SCjRENSEN.G.C. WosNnglon 
Public Power Supply System. Ip. 43467:235-43467:235. 


Q. Inspection raporle, IE Bulletins & correspondence 

6012170482 IE Bulletlh 60-25, '‘Operating Problems W/Targei Rock Safety- Reliol 
Valves at BWRs." 

' OIc of InspacUon & EnlorcemenI, Dirocior (620201-870413). 60/12/18. ConsoKdal- 
ed Edison Co. of New York, Inc. 6pp. 43226:201-43226:205. 

6305110473 IE Info Notice 83-39, "Failuro ol Safeiy/Rollel Valves to Open at BWRs • 
/nlerlfli RotL” 

JORDAN, E.L. DIv ol Emergency Preparedness & Engineering Response.lE(6502l2- 
670413). 63/06/17. Consolldaied Edison Co. of New York, Inc. 2pp. 43226:206- 
43226:307. 

6710230213 NRC Info Notice 07-055, "Poriablo Moislure/Denslly Gauges; Recent Inci- 
dents Ol Portable Gauges Being Stolen or Lost " Svc list end. 

CUNNINGHAM, R.E. (^vision ot Industrial & Medical Nuclear Safely (Post 870729). 
67/10/29. Consolidated Edison Co. of New York, Inc. OQpp. 43324:136-43324:227. 

6710290234 NRC Info Notice 87-056. "Improper HydreuHc Control LinH InsteHatlon el 
8WR PJants." Svc Hat encl. 

ROSSI C.E. Division ol Operational Events Assessment (Post S70411). 07/11/04. 
Consofidated Edison Co. of New York, Ino. 1 12pp. 43324:228-43324:339. 

6711020017 NRC Info Notice 07-057, "Loss of Emergency BoraUon Capablllly Due to 
Nitr^ri Gas Irtfrusfon." Svc Kst end 

ROSSI, C.E. Division of Operational Events Assessment (Post 370411). 87/11/06. 
Consolidated Edison Co. of New York, Inc. llOpp. 43355:003-43356:119. 


87110S0040 NRC Compi ance Bulelin 07-002. "Fastener Testing to Ooleimino Cen- 
torniance W/Applicabio Mall Specs." Svc list encl. 

FLOSSl.C.E. Div;slon Ol Oporaiional Events Assossmonl (Posl 370411). 87/11/06. 
Consd-daicd Edison Ckj. ol Nev» York, Inc. tlBpp. 43397; 142-43397:257. 

6711090140 NRC Into Not-ce 07-058, "Continuous Communications Following Emergon- 
cy Nobheauens." Svc list end 

WOSS/.C.E. D.visien ol Oceralionel Evertls Assessment (Post 67041IJ 57/if/ie. 
ConsoVdaiod Ed son Co of Now York, Inc. I13pp. 43404:176 43404:206. 

871 11M027NRC Info Noiice 67-059. '•Polenilsl RHH Pump Loss." Svc tof end. 
ROSS1.C.E. Orison of Oporaiional Events Assessment (Post 870411), 87/11/17. 
Consoltoatod Edison Co. of Now York, Inc i20pp. 434O7;OO1-43'‘.07;121. 

6711130006 Soppi 2 to NRC ln(o Noiico 06-100, ''Degradation ot RCS Pressure Bound- 
ary Rosuldng From Boric Ac'd Cofioston" Svc l:sl encl. 

R0SS1,C.£. 0-vlslon ol Operaiional Events Assossmeni (Post 070411) e7/n/i9. 
Censakdatod Ed son Co. of Now York, Inc. 1 19pp. 43444:195-43444.314. 

6711300190 Oscussas viotal'on noted during Insp Root 50-508/82-04 re qvosi.onable 
weldslloms Ideniiliod on Noncontoimanoe flepi (NCR 16313) & Implementation of 
conecliva action vrJl bo onlerod into Site tracking sys & accomplished at resian 
OLSON.P.D. Washington Pubic Power Supply System. 07/i t/23. Document Control 
Branch (Oocumeni Control Dosk). 2pp 43467 276-43467 276 


S. ReporUbiB occurrences, LERs & related correspondence 

6711170100 F-na1 doficisncy r^t re lailuio ol LPSI pjirp when onorgized In tially report 
od on 840S23 Reauhs of C-E analytical & test program showod chat excessive shall 
del.'ecUort ekminaKH) by uso ol larger d'amalor motor shaft. 

OLSON.PO.. CHERRY.j.M. Washington Public Power Supply System. 07/11/13. Doc- 
umoniConur^ Branch (Dooimonl Control Dosk). 6pp. 43303.011 43363 015. 


DOCKET SO-S22 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


O. (napeeifon reports, (E BulleKns A correspondence 

8012170482 l£ QuHotin 00-25. ''Opoiaiing Problems W/Tergol Rock Salaly- RoKof 
Vehroa ei BWRs • 

* OIc ol iitspeci'on & Enforcomoni, Orecior (020201-070413). 60/12/19. Consol dal- 
Od Edison Co- Ol Now York, he 5pp. 43226 201-43226 205. 

8305110473 IE (nio Nolico 03-39. "Fa’luro ol Safoty/RoiioP Valves to Open at BWRs - 
Inledm Ri^ " 

dOROAN.£.L. Ov of Emeigency Ptopatodneas A Engineoring ne8ponse,fE(6502i2‘ 
070413}. 63/06/17. Consolisatod Edison Co of Now York, Inc. 2pp. 43226:206- 
43228207. 


DOCKET 50-523 SKAGiT NUCLEAR POWER PROJECT, UNIT 2 


O- inspeclien reports, lE Bullelins A correipendenee 

8012170462 IE Oulioih 0l>'25. ''Oporaiing Probloms W/Tergei Rock Safety- Roligi 
Valves at BWRs." 

* 0(c Of fn^echon A Enforcomoni, Director (820201-870413). 80/t2/f9. Conso'idat- 
ed Edison Co.Of NowYoiK, Inc. 5pb. 40226:201-48220:205. 

6305(10473 fC into Noilce 63-39, "Fsfluro of Safeiy/ReHaf Valves to Open el BWRs • 
Inierim RmI " 

JOROAN.E.L DIv ol EmoiQoncy Propatednoss & Enginoeiing RospCins9.IE(6502t2- 
870413). 83/08/17. Corrso’Waled Edison Co. of New York, he 2pp 43220:208- 
43228:207. 


DOCKET 3TN 60-526 PALO VERDE NUCLEAR STATION. UNIT I 


F- Security, medical, emergency & firs protecllon plans 

8410310317 "Pefo Verde Nuclear Generating Sfeiion Control Room Human Factors 
Siudy:Exacui)ve Summary Ropt Suppi 2." 

* Torrey Pines Tocbriology. (jA-C1639a S02. 04/10/31. 17pp. 27193 247-27193:263. 

67110305S2 Advises that uM will review aecurlty logs on periodic Instead of dally 
basis.M 071008 change In reporting requ romanls & 660505 nolice of violation. 

VAN flhuNT.EE. A/tfona Nuclear Power P/o.’ocI (formerly Arizona Public Service 
Co). 87/10/20. MARTIN.J.B. Region 5, Ofc of the Director. Ip. 43261:310-43251:319. 

8711090264 Forwards Meeting Repts 60-520/07-36.50-529/07-35 a SO-530/87-37 ol 
meeling 8710l4.NnC understanding of key points aildrossed d-jflng meeting 
summ^od.UIII wTI provide description of commlimonts re annundaiors by B71026 
MAHTIH,J.0. Region 6, Ofc ol the Dirocior. 87/10/21. VAN QRUNT.E.E. Arizona Nu- 
clear Power Prolecl (lormeily Arizona Pubkc Sorvice Co). 2pp. 43320.350-4 J380 355. 

-6711100186 Meeting Repts 60-52e/e7-36.5O-529/07-35 A 60 630/67-37 on 
671014. Major areas discussedtennunclalor goals, maini backipg.lraining.fire doors a 
pertormence Indies lore 

RICHARDS, S.A. RoQlon 6. Ofc of the Diroctof. 87/10/20. 4pp. 43320:352-43320.365. 

8711190069 Teniporeiy Change Notices 1 & 2 to Rev 6 to Emergency Plan Implement- 
ira Procedure EPIP-33, "Olfsile Assistance." W/ 871029 Hr A revised Index. 
PK)GG1A,M.. BROWN.W.S.. HAYNES.J.Q. Arizona Nuefear Power Pfo/eci (formeily 
ArUorm Pubic Service Co ) 87/10/29. 25pp. 43395 327-43395:351. 

8711060152 Forwards Control Copy Numbers S-3,8‘4 A 8-9 o( Amend 18 to security 
plan replacing pages of security plan currenliy held by NRC.EncI withhold (ret 
tOCFRa790). 

VAN 6RUNT.E.E. Arizona Ndctear Power Ptoleet {formerly Arizona Public Service 
Co). 87/11/04. Document Control Branch (Document Control Desk). 2pp. 43303 222- 
43303:223. 
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6711060197 Fomards ernorgoncy p!ann ng Impidmenting procedure (£PIP) checkhsi for 
review & compleHon Checki St prowdod To verify holder o) set of EPiPs & cunent rev 
of oecti EPiP netd by leciplonl otc coirec). 

HAVNES.J.C. Aiirona Nuclear Powoi Project (formerly Arizona Public Service Co.)- 
87/11/04. Documont Control Branch (Documoni Control Desk], tOpp. 43^9:070- 
43303.068. 

6711260279 Forwards change to faci'i^ emergonoy plan, per tOCFRSOS4((i}W/o end 
VAN 8RUNT.E.E. Arizona Niiciear Power m|oct (formorly Arizona Public Service 
Co.). 87/1 1/16. Documeni Control Branch (Document Control Desk) to 43460621- 
43460 021. 


P. Operating Ucanee stage documenta & correepocvdectce 

8711040235 Corrected Hr providing info util recoived from C-E & KSB Pump Co re KSB 
reactor cootaril pump shaft cracks experienced In European power fecililles.Sub] shall 
cracks &lor failure at European lacil iios la not safety concorn for plant. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Pubhc Service CoK 
37/10/06. Document Control Branch (Oacu.ment Control Desk). 3pp. 43260.329- 
43290.331. 

6711030275 Provides ksted info ro plans to taduce number ol bogus annunciators & 
target goals.per 871014 meeting.lnifi’al goals for units will bo evaluated & adjusted In 
Dec 1686, based Qr> tesuKa of anrvjnclato' evaluaUorv program 
VAN BRUNT, E E. Anzona Nuclear Povrer Project (formerly Arizona Public Service 
Co). 87/10/23. MARTIN.J.Q. Region S. Die of the OIroclot. Tpp. 43250.317- 
43250318. 

67 1 1030260 Informs that dale for lormafizing program to trend ma'nl backlog scnetfulod 
lor 67l226.por 871026 lolcon. 

VAN SRUNT.E.E. Arizona Nuclear Power Project (lormeny Arizona Public Service 
Co) 87/10/27 MARTIN, 08 Regon S. Ofc ol Iho OUecioi. 2pp 432S1-347- 
43251 348. 

8711040259 Forwards correrlod 871008 & 21 lira re reactor cooiar\i pevnp shalts.W/o 
ends. 

HAYNES.J Q. Arizona Nucioar Power Project (formerly Arizona PubK Service Co 1. 
67/10/29. Oocument Conirol Branch (Documoni Control Desk). Ip. 4326S3S4- 
4328S3S4 

8711090126 Forwards Amends 25,14 8 3 to Licenses NPF-i4.NPF-5t & NPF-6S.ra- 
spoctrvely & safety evaluation Amanda revise Secdon 8 of Tech Specs (o ktcozpotale 
Changes raiiucting revised otganizaUonai structure of plant 
LICithA.EA. Project Oirectorale V. 87/10/30. VAN flRUNT.E.E. Adzotta Nudoar 
Power Project (formerly Arizona Public Service Co.) Spo- 433 iS tSf -43315 233. 

-STIIOOQm Amanda 25.14 & 3 to Ltesrtsaa NPF-41.NPF-61 & NPF-65. 
respectively, revising Section 6 of Tech Spoch to incorporate changes reffecNng ro- 
viaeo organizationaT structure of plant. 

KNfQHTON.Q.W. ProjiKl Oirecforaie V. 67/10/30 . 75pp. 43315:154-43.315.220. 

-6711090142 Safety evaluation supporting Amends 25,14 8 3 to LicereesNPF-4I.NrF- 
51 & NPF-85,r«8pectwaly. 

' Office of Nuclear Reactor Regulation, Director (Post 87041 n 87/10/30. Spp. 
43315:229 43316:233. 

6711030339 Partial response to FO'A reduoslForwards documor^ts lisied in App 
A Documenis ai&o avarlabie in POR. 

◦RIMSLEY.D.H. Division of Rules « Records (Post 870413). 87/it/02. CONKOR.L 
Ooc. Search Assoclales. 2pp. 43258 339-43258.346 

—8606080190 Forwards performance info for C-E supplied nuclear lusi for CY85 on 
lanc-by plant basis, per NRC 860618 requesl. info Includes number of lu<4 essombtes 
fuel rods Irradisted 5/or discharged & batch average burnups 
SCHERER.AE. Combustion Enginoenng, Inc. 86/O8/O1. SERLINGER.C.H Reactor 
Systems eranch (PWR AJ.Opp. 43258.347-43260.352. 

671 1100431 Generic Ltr 67-16 to all holders ol CPs for nuclear power pfariis re policy 
statement on deferred plants. Sve list encl. 

MlRAQt.lA.F.J Associate Oiieclor tor Piojecls (Post 870411). 87/11/04 ConsOMaled 
Edison Co. of New York, Inc. 46pp. 43402:001-43402:040. 

8711120126 Advises lhal util will implement augmented vibration moniloring progiamfor 
each reactor coolant pump.per 871104 meeting w/NRC Response to NRC quesHotts 
re reactor cixrlani pump cracking 5 util 871104 meeting presonlaiion encL 
VAN BRUNT, £.E. Arizona NucToar Power Project (formerly Arizona Pub-Tc Service 
Co.). 87/11/05. Docurnent Conirol Branch (Document Control Oosk). Tiix. 
43349:001-43340.072. 

8711160307 Revised application lor amends lo Licenses NPF-41 & NPF-st. revising 
Tech Spec Pages 3/4 <•31 & 3/4 1-22/0 movable control assemblies. 

VAN BRUNT, E-E. Arizona Nucioar Power Project (formerly Arizona Pubfk) Service 
Co ). 67/11/10 Document Control Branch (Documeni Control Desk). 2op. 43369 106- 
43369.205. 

-8711180310 Revised Tech Spec Pages 3/4 1-21 £ 3/4 1-22 re movable cotrtrol as- 
semblies 

’ Arizona Nuclear Power Project (forrnerly Arizona Public Service Co.). 87/1 1/10 6pp. 
43369.200-43389.205. 

6711240247 Forwards responses to equipment quaiilicalion audit open itema.per NRC 
audit during wk ol 871 tO?. 

VAN BRUNT.E E. Arizona Nuclear Power Project (formerly Arizona PubBc Service 
Co). 67/11/20 Documant Conirol Branch (Document Conirol Desk). lOpp. 
43442.004-43442.013. 

8711240255 ^plication for amends to Licenses NPF-41,NPF-51 & NPF-OS. changing 
Tech Specs lo correcl Table 3 3-6 re measurement ranges of main steam effluent tno 
monitors Fee paid. 

VAN BRUNT, E£. Arizona Nuclear Power Pr^ect (loimarly Arizona Public Service 
Co.). 87/11/20. Oocument Ck>ntrol Branch (Documeni Control Desk). 5pp. 43442-171- 
43442:178. 

-8711240206 Proposed Tech S^s.conectlng measuramani ranges of mam steam ef- 
fluent firm monitors in Tebla 3.3-6. 

’ Arfzorra Nuclear Power ProjecI (lormerfy Arizona Public Service Co.). 87/11/20. 3pp. 
43442:176-43442:178. 


8711250278 Discusses considotadon ol full power licensing of fecl'lly. Updated 
maiUncluding revised briefing slides for full power briofing, revised Attacnn'onl I l3 
proposed lull power license & proposed SSER 1 2,oncl. 

8TELLO.V. Ofc of the Executive (Sirecior lor Operations. 87/ 1 1 /23. 2ECH. ROBERTS. 
8ERNTHAL Commissioners 30pp. 43463:022-43463 060. 

-6711250046 Trip repi ol 871026-30 visit to KSB pump mig In Frankonthal, Germany & 
GRS In Garshina, Germany to learn more about cracking problem encountered it) 
pumps used In European plants as well as at Palo Vorde. 

MinAGUA.FJ. Associate Director lor Projocts (Post 870411). 87/tW'8. 
MURt£Y.T.E. Olfica ol Nuclear Reactor Regulation, Director (Post 87041 1). 17pp. 
43463 068-43463:180. 


Q. Inapecllon reports, lE Bulletins & correspondence 


8012170462 IE Bulletin 80-25, "Operating Problems W/Targel Rock Safety- Re^el 
Velvos at BWRs." 

* Ofc of Inspection S Enforcemeni, Director (820201-870413). 60/12/19. Consolidat- 
odEdlsonCo of Naw York, inc 5pp. 43226-201-43226:205. 

8306110473 IE Info Notice 83-39. “Failure of Safety/Roliel Valves lo Open at O'lVRs - 
Inieilm Rept.' 

JOROAN.E.L. Div ot Ernorgoncy Preparedness & Engineering Responso.rE{8502l2- 
870413). 83/06/17. Consolidated Edison Co. of New York, Inc. 2pp. 43226.206- 
43226207 

8711030SS2 Advisos lhal ulii will review security logs on periodic instead ol daHy 
basiaaor 87 fOOS change In reporting requirements & 660505 noMce of vlofaHon. 

VAN BRUNT.E.E. Arizona Nuclear Power Proleci (formerly Arizona Publfo Soivleo 
Co) 87/10/20 MARTlN.J 8 Region S, Ole ol the Otieclof tp. 43261 319-4325V310. 

8711020108 Provides prolrmlnary results of reactor coolani pump shall Insp for poientisl 
faiiguo cracking. Including comparison ol results w/Europoan insp resulis.astion plan 
lor latilily & fusliNcaiion lor operellon ol units. 

VAN brunt E.E. Arizona Nuclear Power Project (formerly Arizona Pubi c SorviCO 
Co). 87/10/21. Documont Control Branch (Document Control Desk). Upp- 

43237:095-43237 105. 

8711040195 (^rsciod Hr providing preliminary results ol reactor coolant pump sha'u 
map lor potential fatigue cracking, including comparison of results w/Europearr lisp 
reeuiis. action plan for facility & lusiification lor unit operalion. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona PubTo Servico 
Co). 07/10/21. Document Control Branch (Documeni Control Desk), itpp 

43289:142.43289.152 

8711090284 Forwards Mealing Repis 50-S28/87-36,50-529/87-35 & S0-S3t)/B7>37 o' 
meeting on 87I0I4.NRC underslanrling ol key points addressed during meolirK; 
summarizod Util will provide deschpiion ol commitmams re annunciators by 671026. 
MART1N.V8. Region 5, Ofc ol the Oiroctor. 87/10/21. VAN BRUNT.E.E. Anzona Nu- 
cioar Power Proleci (lormerly Arizona Public Sarvice Co.). 2pp. 43320.350 43320 356. 

-8711100188 Meeting Ropia 50-52e/e7-3e.50-529/e7-35 & 60-680/87-37 on 
87iOi4.Uajor areas discussed annunciator goals, malnl backlog.trairiirg.llto doors & 
perfotmertco indrcetoie. 

RlCHAROS.S A Region 5. Ofc ot the Ditoctor. 67/10/20. App. 43320.852 43020 355. 

8710230213 NRC Info Notice 87-055, "Portable Molsture/Pensity Gauges: RoconI Inci- 
dents o' Portable Gauges Being Stolen or Lost." Sve list encl. 

CUNNfNGHAM.R.E. [Vision of Industrial & Medical Nuclear Safety (PosI 870720). 
87/10/29. Consolidated Edison Co. ol New York, Inc. 69pp. 43324:139-43324:227. 

0710290234 NRC tnic Notice 87-056, "Improper Hydrauhc Control UNI Installalion et 
BWn Plants ’’ Sve list encl. 

R05Si.CE. Division ol Operational Events Assessment (Post 870411). 87/fl/04. 
Consoiidaiod Edison Co. 01 New York, Inc. 1 12pp. 43324:226-43324:330. 

8711190186 Forwards Insp Rept 50-528/87-35 on 87l0T0-27.No violations nolod. 
PATE.R.J. Region 5, Ofc ol Ihs Director. 87/11/05. VANBRUNT.E.E. Arizona Nudoof 
Power Protect (formerly Anzona Public Service Co ) 2pp. 43401:319-43401:326. 

-8711190196 Insp Rept 60-528/67-35 on 87i0l9 27.No violations noted. Major eroas 
Inspadediinservica Insp acitvIUes & NRC Insp Procedures 30703.73051,73052,73763 
& 73765 

WAGNER.WJ. RICHARDS.S Region 6, Ofc of the Director. 87/11/05 6pp. 
4340l;321-4340l:326. 

8711020017 NRC Info Notice 87-057, "Loss of Emergency Boration Capability Duo lo 
Nilrogen Gas Intrusion." Sve list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 67/11/06. 
ConstSldatad Edisotr Co. ot Now York. inc. 1 16pp. 43355.003-43355-.t 19. 

6711060040 NRC Complisnco Bulletin 87-002, "Fastener Testing to Determine Con- 
lormance W/Applicable Mall Specs." Svo list end 

ROSSl.C.E. Division of Operational EvenIs Assessment (Post 870411). 87/11/06. 
Consolidatod Edison Co. ol New York, Inc. 1 16pp. 43397:142-43397:257. 

8711170284 Forwards Irtfo re reactor coolani pump shaft (naps.ftKludng descrlpllon of 
use of spectrum analysts to prrh/ide earlier determination ol Increasing shaft 
wbration. Shafts behaving like healthy shafts having no abnormal vibrations. 

VAN SRUNT.E.E. Arizona Nuclear Power ProjecI (formerly Arizona Public Servico 
Co.). 87/11/12. Document Control Branch (Document (Dontioi Desk). 9pp. 433B&.t95- 
43386:»}3. 

6711090140 NRC Info Notice 87-058, "Continuous Communications Following Emergen- 
cy Notificetlons." Sve list encl. 

ROSSl.C.E. Division of OjTerallonal EvenIs Assessment (Post 870411). 67/tl/16. 
Consoiidated Edison Co of New York, Inc. ft 3pp. 43404:176-43404288. 

8711120027 NRC Info Notice 87-059. "Folentlal RHR Pump Loss." Sve list encl. 
ROSSl.C.E. Division of Qperallonal Events Assessment (Post 070411). 67/11/17. 
Consolidated Edison Co. of New York. Inc. 120pp. 43467:001-43467:121. 
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8711130008 Suppi 2 to NRC Info Nolice 86-10B. "Dogfaclalion of RCS Pfesaute Bound- 
ary Rosulling From Bone Acid Corrosion " Svc dst encl. 

ROSSi.CE. OWson of Operational Events Assossmenl (Post 870411). B7/H/10. 
Consol.doled Ed.son Co. of Now York. Inc 1 19pp 43444 105 ‘134'14 314. 


8711280270 Forwards change to faci'ity omotooncy plan per lOCFflSO 64(u).w/o end. 
VAN eRtAVT.e.E. Anrona Nudoar TOwsr Pro.eci (formerly Aeiiona Pvbhc Servico 
Co). 87/11/10. Oocumeri Control Branch (Document Control Desk), ip. 43460021- 

43460821. 


R. Periodic operating reports & related correspondence 


P. Operating license atage documenta & correspondence 


8711170290 Monthly operating ropts lor Oct 1987.W/Q71112 lit. ^ 

hULC J L HAYNES J G. Arizona Nuclear Power Project (formerly Arizona Public Serv- 
ice Co.) 87/10/31. 17pp. 43384:063 43384:070. 


S. Reportable occurrences, CERs & related correspondence 


8711090340 PNO-V-B7 069:on OZlOIS.Hconsoa Informed cesldonl Inspectors ol hratbus 
from u'basonic exams of reactor coolant pump ahalts as resu'.t ol mlg experiences in 
Europe re crack Indicators at ond of impeller kayway. 

RICHARDS.S., OALL.J. Region 5, Ole of tho Direcior. 87/t0/l5 2pp 43321;133- 
43321 134 

0711030412 Forwards examples of weak LER content discussed w/utH at 871014 mgl 
meet' no Important functions d scussod only ellactivo H event ropi comploie In every 
deioil Hesponse clarifying Issues listed in end requested wilh'n 30 days 
KlRSCH.O.F Reoion 5, 0/c ol the D rector. 87/10/28 VAN BRUNT, E.E. Artzona Nu- 
clear Power Project (formerly Arizona Public Service Co.) 3pp 43260.310-43260:312. 


8711040001 LER 67.022-00on 871001, deiermmed that new fuel handling crane net 
su/vei'lanco tested prior to uso on 870925 & lOOl. Caused by inadequate oJdanwIo 
cersonnal using crane Tost perlormod & caution lag attached to crane.W/87i028 nr. 
BRADfSH T.R . HAVNES.J G. Arizona Nucloar Power Project (lotmerly Arizona Pubic 
Service Co). 87/10/28. 4pp 43273357-43273:380. 


8711040012 PNO-V-87.072on 871020 sovoro Ihundorslorm struck silo, knocking owl 
one source ol ollsito power & 26 ol 30 oineruency sirens In Maricopa Couniy.Unil i 
fuel bide door dameood & two individuals standing nearby Injured. 

SORENSEN, c. DALL,J Roglon 6, Ole ol Ihti Director. 07/10/30. ip 43280.188- 
43290:168. 


8711120071 Special Repl i-SR 07-023;on Q7Q930,cfllhodlc ptoiecltoit ays for (kes^ 
oeneraior fuel oil slorego tanks Inoporable for more than 30 days.CauSOrl by delay « 

Ueirveryol anode bed backfill mall Mod completion expected by 871216 

HAVNfcSJG Arizona Nuclear Power Projocl (formerly Arizona Pubic Sorvlco Co.). 
87/11/05. OocumonI Control Branch (Documoni Control Desk) 2pp 43349:360- 
43349 361. 


671)300159 PNO-V-87-076on 071 123-24.iwo modorato cartliquokos cerMotod near 
Wosimotaiand.CA occurred.triggenng seismic e'arms at San OnofroUnuaal event 
declared Plant sys & componoma not advorsoiy alleciod Elfocis on oihor locauone 

JOHNSON, P. Regions, Otc ol tho Director. 87/ll/24.2pp 43488:284 43466295. 

6711300193 LER 67-026 00:on e7t027.euiomaiic autuation Of ba'ancool ploni ESP oc- 
curred duo to inedvortoni containment purge isolated actuation signal Caused by par- 
aonnai cnor. Responsible Ind.viduoi win be rolnsirucied W/871 124 itr. 

BRAOiSH.T.R,, HAYNES, J.Q. Arizona Nuefoar Power Projoct (lormetly Arizona Public 
Service Co.) B7/tt/24. 4pp. 43470:350-43470:353. 


6711040236 Corroded Hr prov'ding info ulil received from C E & KSQ Pump Co re KS3 
reaezw coolant pump shell cracks exporionced in European power fac,liiies Subj shaft 
cractes &/or fai'ure ai European lacilities is not safety concern for plant 
HAYNESJG Arizona Nuclear Power Projecl (formerly Ahzona Public Service Co). 
07/10/08. Document Confrol Branch (Oocun-.onf Conlroi Desk). 3pp 43290.329- 
43290 331 

0711030276 Provides haled info re plans lo reduce number ol bogus annur^claiors & 
targe! goals, par 871014 maermg Infhal goals for un.ts will be ovafualed & adjusted .n 
Dm t98fi,besed on results ol annunc aior evaluation program. 

VAN SRUNT.E.E. Arizona Nuclear Power Projecl (lormorly Arizona Public Service 
Co). 87/18/23. MARTIN, JB. Region 5, Ofc ol the Director. 2pp. 43250:317- 
43260:316 

0711030260 Informs that dale lor formalizing program lo trend ma n! backlog scheduled 
(or 671229.061 871020 le'con 

V/tN BHUNTf .E. Adzona Nuefoar Power Project (formerly Arizona Public Servico 
Co). 87/10/27. MARTIN, JC. Region 6. Ofc of tho Oirodof. 2pp 43261:347- 
43261:340. 

0711040369 Forwards corrected 671008 & 21 lira re reactor coolani purr.p shafts W/o 
oncis 

HAYNDSJ.G Arizona Nuclear Power Projecl (lomierly Arizona Pubic Service Co) 
87/10/20. Oocumeni Control Branch (OocumonI Conlroi Desk), tp. 43265.354- 
43285:354. 

07ni>98f26 Forwards Amends 26,14 6 3 IP licenses NPF-14,NPF-6l & NPF 65.re- 
specbvoly & salely ovaiuadon-Amends revise Soction 6 ol Tech Specs to mcorporala 
cnangas icnocting revised organizailonal sfructuro of p'ont 

LlCnT)A.EA. Projaci Dueciorsta V. 87/10/30 VAN BRUNT, E.E. Arizot'a Nucloar 
Power Prr^oct (lormorly Arizona Public Sorvlco Co ) 3pp. 43315 161-43315 233 

•4711098130 Amanda 26.14 6 3 10 Licenses NPF-4l,NFF-5l & NPF-65, 
tospecHvtrfy.ievising Socion 6 ol Tech SiOOCh lo Incorporate changes retfeci ng re- 
visodorgsnuailonai structure of pisni. 

KNIOHTON.OW. PfOiecI Direciereio V. 87/10/30. 75pp 433I6;164.43316;228, 

•4711898142 Salely evdiuabori supporting Arnonds 25.14 & 3 lo Licenses NPF 4l,NPF' 
51 8 NPF-65,tosp«clivo<V 

• Olfice el Nuefoar Reatior Rogjiailon, D,reciof (Post 870411), 87/10/30. 5pp 
4331S229 433I6 233 

0711030339 Periini rpsponso lo FOIA roquesi.Fotwords documenlB listed in App 
A.Oocomonfs o'so avBitablo in POn , 

ORIMSIEy3h. Division ol Rulos & Rocords (Post 870413). 87/11/02 CONNOR, L. 
Ooc-SwcbASSOCiaioS 2pp 43258:330-43258:346. 


V. Operator Examinations 

0711020050 Certifies that utii requeiificaiion training program based on sys epproacti to 
irain ng.per i0CFfl65.4.Ucoii8O training programs accfodnod by Nall Nudoat Accrecfci- 
ino Board on 870722. _ „ ^ , 

hAynES j 0 Arizona Nuclear Power Pfo;oci (lormorly Arizona F\»bi.c Sorvlco Co ). 
67/10/29 Ollico of Nuclear Reaciof Regulaiion, Oirodor (Post 8704H) tp. 
43230; ffl5-43233; 105. 
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F. Security, medics), emergency 6 fire protection plena 

6711030S62 Advises that ulil will fovlow socurily logs on periodic Instead ol daRy 
bas’s per 871008 change In reporting roquitumenis & 860605 nofico of violation. 

VAN BRUNT E E. Arizona Nuclear Power Projecl (formerly Arizona Public Sonrtco 
Co). 87/10/20. MARTIN, J.B. Region 6, Ole of ine Difoclor. ip. 43251:319 4326t;3i9. 

0711090264 Forwards Meeting Reple 6O-52O/B7-a6,6O-629/07-3S 8 5l)-630/B7-37 ol 
meeting on 071O14.NRC understanding ol key points addressed during meehra 
summarized Ulil will provide doscriptlon of commlimonts re anrumetetore by 871026. 
MARTIN, J.B. Roglon 6. Ole ol Ihe Oiroctor. 87/10/21. VAN BRUNT.E.E, Arizona Nu- 
clear Power Projecl (formerly Arizona Publ.c Sonrico Co ). 2pp. 43320.360-43320-35S. 

-8711100188 Meeting RepIS 60 620/07 36, 5O-620/D7-35 & 60-500/87-37 OA 
87IOl4.Maior areas discu8SOd:annundator goals.mainl backlog, ualning.(lr« doors 8 
performance Indicators. 

niCHAnDS.S.A. Region 6, Ole of Iho Diroctor. 67/10/20. 4pp. 43320;362'40320355, 

8711 198088 Temporary Change Nollcos 1 S 2 la Rev 5 lo Emergency Plan Implemenl- 
Ing Procedure EPIP-33, •'Olfsilo Assisianco." W/ 071029 Ilf 5 revised index. 
PlOCGIA,M BROWN.WS., HAYNES.J.G. Arizona NuCloor Power Pfo|eci (lermerly 
Anzona Public Senrico Co.). 87/10/29. 25pp. 43395:327.43395:351. 

8711060162 Forwards Control Copy Numbers 6 3 8-4 & 8-9 ol Amend 16 lo security 
plan replaong pages of socurily plan curronily ho/d by NRCEnd wrtMwW (rol 
10CFR2.790). 

VAN BRUNT.E.E. Arizona Nuclear Power Project (lormetly Arizona PuDlio Service 
Co.). 87/11/04. OocumonI Conlroi Branch (DocumenI Control Desk) 2pp. 43303.222- 
43303:223. 

8711060197 Fonvards emorgency planning Implemenling procedure (EPIP) chockkst tor 
review & completlon.CheckHsl provided to vorlly holder of set of EPIPe & current rev 
of each EPiP neld by recipient ole correct 

HAYNES.J.G Arizona Nuclear Power Projocl (formerly Arizona Public Servfee CoJ. 
87/11/04. DocumenI Control Branch (OocumonI Control Desk). 19pp. 43303J)70- 
43303.088. 


-8008000190 forwards poriormenco info tor C-E supplied nuclear fuel lor CY6S on 
plant-by-piBni bat's pm NRC 060618 rcquosl.lnlo includes number ol fuel essamblies 
& tool rode iirad aioo 8/or d.schetgod & botch avorego turnups. ^ ^ 

SCH£n£R.AB CorTbuslIon Encineorlng. Inc. 88/08/01. DtRLiNCEfl.CH. Resct&r 
Sysloms Branch (PWR A). 6pp 43258 347-43256.352. 


0711190431 Generic Lir a7-1& 10 (ill holdeis Ol CPa lor nucloar power planis re policy 
statemenr on deWued ptenis Sve lisl artel. ^ 

MiRAOlfA.F.J. Associeto DJedof lor PfOlecls (Posi 070411). 87/11/04. Consolidaiod 
EcBsonCo. ol Now York, Inc. 46pp. 43402.001-43402.048. 


0711 120120 Advises Ihoi ulil wi:l Irrplomeni augmented vibration monforlna program lor 
eedi foactor coolsnl pump. per 071104 mooiir.g w/NRC Response lo NRC questions 
10 reactor coolani pump cracking & ulil B/f 104 meeting proseniat.on encl. 

VAN BRUNT BE. Arizona Nucloar Powor Pio;6Cl (lormorly Arizona Public Service 
Co) 87/11/05. Document Control Branch (Document Control Desk). 72pp 
43349001-43340.072. 


8711160307 flov/aod application for emends to LIconsos NPF-Al S NPF-51, revising 
Tech &OC Pages 3/4 l-2l & 3/4 1-22 re mevablo control assornbfios. 

VAN 8RUNT,E.E. Arizona Nucleor Powor Projocl (formotly Arizona Public Service 
Co.). 87/11/10. DocumenI Conlroi Branch (Document Control Desk). 2pp. 43380.100- 
43389:205. 


-0711160310 Rovlsarf Tech Spec Pagos 3/4 |-2t a 3/4 1-22 re moveblo control as- 

• Arizona Nucloar Powor Projocl (lormorly Arizona Public Service Co.) 87/11/10. 6pp. 
433Q9;2OO-43360.2O5 


0711340247 Forwarde resporisoa to equipment qualification audit open lloms.per NRC 
•udil during wk of 071 102. ... i 

V/W4 BRUNT EE. Arizona Nuclear Power Projocl (lormorly Arizona Public Service 
Co) 87/11/20. Documoni Control Branch (OocumonI Control Desk). lOpp. 
43442004-43442:013. 


8711240260 App'icBfIon for amends lo Licenses NPF-4KNPF-5I & NPF-85, changli^ 
Tech Specs (o correct Tab'o 3.3-6 re measuremenl ranges ol main steam elllucnt line 

VAiq*BRUNT.E*E. Arizona Nuclear Power Project (lermerly Arizona Public Servico 
07/11/20. Documoni Control Branch (Document Control Desk). 6pp- 43442.171- 
43442:170. 


I711S40266 Proposed Tech Specs.correcting measuremenl ranges ol main steam el- 
fluent anemonitoia In Table 3.3-8. ./oa 

• Arizona Nuclear Powor Project (lormorty Arizona Pub'ic Seniice Co.). 87/11/20. Jpp. 
43442:176-43442:176. 
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d71l2&0278 Discusses consideration ol lull power licensing of facility. Updated 
maii.irvciudtng re-rised Utet.ng ekdea lor luU power bcleling.revised Allacomani ^ v> 

g roposed luir power license 8 proposed SSER I2,encl. 

TELLO.V. Ore ol the Execuin/e Director lor Operations. 67/11/23. ZECH Commis- 
aionots. aetpp. 43n63.022.«4&3060. 

-8711350263 Confirmatory order modifying license [efiective Immedialoly) lo include 
listed commiimonis by licensee re augmonlod vibration monilonng program. 
UURLCV.TE. Oflice of Nuclear Reactor Regulailon, Director fPosi 670411). 67/tt/ 
19. Aniona Nuclear Power ProiocI {formerly Arizona Public Service Co.). 7pp- 
43463;061-43463:067. 

-871 13S0046 Tnp repi of 97t028'30 visit to KSB pump mfg in Prankenihal, Germany 8 
QRS In GarsNrtg.Gormarty to learn more about cracKtng problem encounlered Irt KSB 

E umps used Irt European pianta as well as al Palo Verde. 

IIRAGUA.FJ. Assijciete Director (or Piolecls (Post a704ttj. 67/11/16. 
MURLEY.T.E. Offico ol Nuclear Reactor Regulation, Director (Post 8r041t). I7pi>. 
43463:068'43463:ta0. 


O. Inapectlon reports, IE Bulletins & correspondsnee 


8012170483 IE Bulletin 60-3S, "Operatng Problems W/Targot Rock Safety* Rei'ef 
VaK-es at BWRa.’’ 

* Ole of inspection & Entorcoment, Director (e2020l-8704l3). 80/12/16. Consok'dat- 
ed Edison Co. ol New Vork. Inc Spp. 43236;S01'43226:20S. 

8305110473 IE Info Notice 83 39, * Fei'ure of Salety/Relief Valves to Open al OWRs ■ 
Interim R^t " 

JORDAN, E.L. Otv of Emorgoncy Piepatodness & Engirieenng RaapQnfia.t£{8S02l3- 
870413). 63/06/17. Consolldatod Edison Co. ol New York. Inc 2pp 43336:206- 
43226 207. 

87110305S2 Advisoe the) ulii will review security logs ori periodic Instead ol da4y 
basis. per 871008 change In reporting roquiromenis & 860S05 notice of vioiaiiort 
VAN BRUNT.E.E. Arizona Nuclear Power Proleci (formerly Arizona Pubkc Service 
Co.) 87/f0/20. MARTIN,J B. Region 5. Ole of me Director, ip. 4325t:3t6 43251:319 

8711020108 Provides preliminary rosuHa of reactor coolant pump ansli fnsp lor poiantial 
laligue cracking, including comparison ol tosulla w/Eutopean Inap reauus.aciiort plan 
lot (acliity 8 justification Tor operation ol umta. 

VAN BRUNT, E E. Anzona Nuclear Power Project (formerly Arizona Pubkc Service 
Co). 87/10/21. Document Control Brancit (Oocurnent Control Desk) iipp 

43237.095 43237.t05, 

671 1040185 Corroded Itr providing preliminary results of resetor coolant pump shafts 
tnsp lot poiontlal laiigue cracking, indudirig compadson of lesubs w/Eutopean map 
results, action plan lor facility 8 jusiflication Tor uni) operation. 

VAN BRUNT.E.E. Arizona Nuclear Power Projeei (lornioriy Arizona Pubfrc Service 
Co). 67/10/21. Doeumeni Control Branch (Oocumenl Control Desk), iipp. 

43289:142*43289:152. 

8711090284 Forwards Meeting Repis SO S28/87-36.S0 S29/87-35 8 5(7530/87-37 of 
mealing on 87i0t4.NRC underslanding ol key poinia addressed du/irfg nteeiirM 
eummariTed Util will provide descdpiion of commilmenta re annundatore by 87I02£ 
MARTiN,J B. Region 5, Ofc of the Oirecior. 87/10/21. VAN BRUNT.E.E. Arizona Nu- 
clear Power Project (formerly Anzona Public Service Co). 2pp. 43320 350-43320.355. 

-8711100188 Ueetmg Repts SO-53e/e7-38.SO-529/67-3S 8 50-530/87-37 on 
e7l0t4.Ma,'or areas diacussedrannunclaior goals.inslnt backlog.tr8ining,r>ie doors 8 
perlocmanco indlcaiors. 

RICHAROS.S A Region S, Olool the O.rector. 87/10/20. 4pp 43320 352-43320-355 

8710238213 NRC Info Nolice 87-055, "Portable Molstuie/Density Gauges. Recent IikI- 
denls of Portable Gauges Being Stolen or Lost." Sve list end 
CUNNINGHAM, R E. Division ol Industrial 8 Medical Nuclear Safely (Post 870729) 
87/10/29. Consolidated Edison Co. of New York, Inc. 89pp. 43324:139-43324 227. 

8710290234 NRC Info Notice 87-056, "Improper Hydraulic Control UnrI InsielaUort al 
6WR Plants.” Sve fist end. 

ROSSI, C.E. (Division of Operational Events Assessment (Post 670411). 67/11/04 
Consolidated Edison Co. of New York, Inc. 1 1 2pp. 43324:228-43324 339 

6711020017 NRC info Nodee 87-057, "Loss of Emergoncy Boralfon Capatxtfiy Due lo 
NittogertGas Intrusion." Sve lisi end. 

ROSSI. C.E. Division of Operational Events Assessment (Post 670411). 87/11/05. 
Consolidated Edison Co of Naw York, Inc. 1l6pp. 43355 003-43355:1 19. 

6711050040 NRC Compliance Bulletin 67'002, "Fasloner Testing to Determine Coo- 
foimanco W/Applicabie Mail Specs." Sve Fi$l end. 

ROSSt.CE. (Vision ol Operational Events Assessment (Post 870411). 87/11/06. 
Consolidated Edison of New York, fnc. 116pp. 43397:142-43397:257. 

8711170284 Forwards Info re reactor coolant pump sfiaft Insps.lnduding descrtpiioa of 
use of spectrum analysis to provide earlier determination of increasing shett 
vibration. Shafts behaving like healthy shafts havirvg no abnormal vibrations. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (tormerly Arizona PubSc Service 
Co.). 87/1 f/t2. Document Control Brandt (Document Control Desk). 9pp 43365.195- 
43335:203. 

671 1090140 NRC Info Notice 87-058, "Conllnuous Communicalions Following Emergerk- 
cy Notifications." Sve (isl acwl. 

ROSSI.C.E. Ofvislon of Operational Events Assessment (Posl 670411). 67/11/16. 
Consolidated Edison Co. of New York, Inc. 1 1 Spp. 43404: 1 76-43404;286. 

6711120027 NRC Irtio NoUca 87-059, "Poienlial RHR Pump Loss.” Svo Hat end. 

ROSSI, CE. Division of Operational Evanls Assessment (Posl 870411). 87/11/17. 
Cortsolidatad Edison Co. of New York. Inc 120pp. 43457:001-43467:121, 

8711130008 Suppi 2 lo NRC Info Notice 86-108. "Oegradaiion of RCS Pressure SoutKf- 
aiy Resulting From Boric Acid Corrosion." SvC fist end. 

ROSSI,C.E. Division Of Operational Events Assessmsrrt (Posl B70411). 87/11/18. 
Consolfdaled Edison Co ol New York, Inc. t19pp. 43444:195-43444:314. 


A. Periodic operating repoila 8 related correspondence 


8711170290 Monthly operating repts for Oct i987.w/67l 1 12 Itr. 

HULL/J.L . HAYNES j.G Arizona Nuclear Power Prelect (lotrtieriy Arizona Puf'e Serv- 
ice Co ). 67/ 10/3 1 1 7pp 43364:063-43364:079 


S. Reportable oeeurrencea, LERa & related correspondence 

8711020410 Special Repi 2-SR 67-a03-01:on 870222.fnoperability ol h'gh-rango noble 
gas activity monitor nu-144 exceeded 72 h Tech Spec limli.Causod by porformanco 
d mslnl work on monitor .Voit&ge supply replaced & mori.loi returned to sve. 
HAYNESj.O. Arizona Nuclear Power ProfecI (formerly Arizona Public Serv-co Co.). 
87/10/23. Document Control Branch (Document Control Desk). 2pp 43235 263 
*3235 264 

8711020479 Supplemonial Special Repi 2-SR-66-037-0l:on 861107, Tech Spec rocu'e- 
mont videied Caused by inoperability ol containment monitor Ru-t for more Ihon 72 b 
due to irroporabla particulsle channel Channel lesied & declared operable. 

HAYNES. J.G Arizona Nuclear Power Proleci (formerly Arizona Pub'lc Service Co) 
07/10/23. Document Cohlrol Branch (Document Control Desk). 2pp. 43235:164- 
43235:165 


8711030019 Special Rept 2-Sfl-S7 021 01:on 07O625.condon8er evacuation sys h^'i 
range mor^ltor inoperable for greater than 72 h. Caused by microprocossor 
lockup Centiai processmg unit repTeced. 

HAYNES.JQ. Arizona HAiclear Power Proleci (formerly Arizona Public Service Co) 
87/10/23. Oocumoni Control Branch (Oocumont Control Desk). 2pp. 43262 2i4- 
43252216 

8711030169 Suppis Special Rept 2-SR-S8-029.On 870B0l.conialnmeni bldg almos- 
phoro latflalion monitor declared inoporable Caused by faulty d.-aphram in d.schargo 
solertdd valve Valva robullt 8 relumed to operable status. 

HAYNES.J.O. Arizona Nudoar Power Proleci (formerly Aiirona Public Sorvico Co.}. 
87/10/23. Doeumeni Control Branch (Document Control Desk) 2pp 43255 360- 
43255361. 


8711030412 Forwards examples of weak I.ER contont discussed w/ulil at 871014 mgt 
meoiiMimponani tuncbons discussed only effectivo if evoni rapt comp'sle In ovory 
tieia4.Ho^>onse ciariiying issues fisted )n enci requested wrthin 36 days. 

KlflSCH.OF, Rogion 6, Die of Ihe Diroclor. 87/10/20. VAN BRUNT.E.E- Arizona Nu- 
clear Power Proleci (formerly Arizona Public Service Co ). 3pp. 43250.310 43250:312. 

6711060161 lER 67-0i8-00.0n 87i004,E5F Signal Initialed on Train "B" & eross-lrlppod 
Train "A” ae dosignedCaused by spurious signal duo to voltage spiko causro by 
eiecbonic noi$e.Piant change package initieled.W/67i026 Itr. 

BRAOlSH.T.R, MAYNES.j.G. Arizona Nuclear Power Proleci (formerly Arizona Pub'C 
Service Co ). 67/10/29. 4pp 43310:175-43313:179. 

87II09034S Special Repi 2-SR’67'02S on 671002, radlaHon monilorlng unit RU'142 da- 
ciatod mopeiebte lot gieetet iben 72 b.Ceused W Inlerrrniieril Itucluei'ons oeeurilng in 
CPU board resei switch Monitora dedarod operable & roiurned lo eve. 

HAYNES.J.O. Arirena Nuclear Power Project (lormerly Arizona Publ'c Service Co). 
67/10/29. Docurneni Control Branch (Doeumeni Control Desk). 3pp. 43321:136- 
43321:137 

9711040012 PNO'V'e7-072:on 871029 severe ihundorstoim struck site, knocking oui 
one source of offsite power & 26 of 39 emergency elrens in Maricopa Coiinty.Unlt 1 
fuel Wdg door damaged & two indrviduels siandma nearby in(ured. 

S(mEN5EN.C., Ball.J. Region 5, Ofc of Ihe Director. 87/10/30. ip. 43290:168- 
43280.168 

8711100293 Spodel Repi 2-SR-e7-026 on 671007, radiation monitor inoporablo for 
greater man 72 h Caused by noises In air pump.RU-l declared operable after salialac- 
lory fnsiBiiaiion & lesUng ol leplacemom air pump. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service CoJ. 
87/11/03 Doeumeni Control Branch (Document Control Desk). 2pp. 43330:227- 
43330:228. 


8711120157 Special Rept 2'SR-87.027:on 671009, high range noble gas monilor inoper- 
able tor greater than 72 h.Caused by malfunctioning of nLf-143 SMIC display 
board (^play board replaced- 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Servioo CoJ. 
87/11/05 Oocumont Conirol Branch (Document Control Desk). 2pp. 43365;260- 
43355 291. 


8711190070 Special Rept 2-8R'B7-00S-0l:on 870l10,hign-range noblo ges acUvity mon- 
Hor Inoperable lor greater man 72 h. Monilor removed from sve lo alTow replacement 
of meinory chip aa sye upgiade.Momior declared operable on 670316. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service CoJ. 
87/11/05. Document Control Branch (Document Control Desk). 2pp. 4336S:09C)- 
43365.081. 


8711190167 LER 87-020'00'on 671013, control room essential Mitetlon actuation signal 
automatically initiated on Train B & cross tripped Trein A as designed Caused by volt- 
egs spIke.Plartt change package approved for plant. W/67t 109 Hr. 

BRADISH.T.R.. HAYNES.J.G Anzona Nuclear Power Proleci (lormerly Arizona Public 
SerweeCo ). 87/11/09. 4pp. 43365:204-43365207. 

87112SQ185 Spoclel Rept 2-SR-B7-02e.on 87lOU.poai-0CCidetil sampting sya (PASS) 

a rable dua lo radioactive water leak. Caused by leakage through PASS sample 
on valve. PASS sample isolation valve & liquid septum replaced. 

HAYNES.J.G. Arizona Nucleat Power Pidect (lormetly Arizona Public Service Co}. 
87/11/18. Document Control Branch (Document Control Desk). 2pp. 43450.100- 
43460.101. 

8711300159 PNO-V-e7-076:on 871 123-24, two moderate earthquakes cenlored near 
Westmoreland.CA occurred.triggerlng seismic alarms at San Onofre.Unusal event 
dedared.Pfant sys 6 components not adversely effected. Effects on other locations 
noted 

JOHNSON.P. Region 5. Ofcol the Director 87/11/24. 2pp. 43466:294-43466-295. 
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6711300176 SuppI 2 lo Spoclal Rept S-Sn-Oe-OOO on 060326.conclQr)9Qr evscueUon sys 
hlgh-range radiation monitor declared inoperable & exceeded Tecl^ Spec bmll.Caused 
by rpoisiure In In procoss/aempio flow media causing flow l-ltor clopg'nQ. 

HAYNES.JG. Arizona Nuclear Power Prolecl (formerly Arizona Public Service Co3. 
67/11/24. Document Control Branch (Oocumonl Control Desk). 2pp. 43467.06&> 
43467:066. 

8711300177 LER 87-0t6-0l:on 870816, control room essential filtration eciualion Initiat- 
ed on ESFAS Channels A S B.Caused by voltage spike on flt/.3a.Mofuior reset.Trah 
B returned to sve & procedural change inItlaled.W/B/l 124 Hr. 

BflAOlSH.T.fl.. HAYNES.J G. Arizona Nuclear Power Proiact (loimorty Arizona Pobk 
Service Co). 87/f 1/24. 4pp. 43470:368-4347036f. 


V. Operator Ezamfnatfons 


8711090126 Forwards Amonds 25,14 & 3 lo licenses NPF-l4.NPF-5t 4 NPF-86,re- 
Mctivaty 8 saloiy evaluation Amends revise Sectiori 6 of Toch Specs to Incorporate 
chenges'rellocting revised organizational structure of plant. 
llCiniA,EA Project Oireclotaie V. 87/10/30. VAN BBUNT,E.E. Anzona Nue'ear 
Power Project (formerly Anzona Public Satvico Co-). 3pp 48315:161-43315.233 

-^11090136 Amends 25.14 & 3 to Licenses NPF-41,NPF-51 & NPF-65, 
to^eaivo1y,revising Soct on 6 of Tech Spech to Incorporate changes reflecting re- 
vised organizafionel structure of plant 

KNiGHfON,G.W. Projaci Directorate V. 87/10/30. 76pp. 43315:154-43315:228. 

-8711090142 Safely evaluation supporting Amends 25.14 S 3 lo Ucenses NPF-4f.NPF- 
61 & NPP-6S,respeclive1/. 

* (Vllce of Nuclear Reactor Regulation, Director (Post 870411). 67/10/30. Spp. 
433fS:2294331S233. 


671 1020658 Certilies that ulil roqueUllcatiOn training program based on %ys approach to 
ualn'ng.per 10CFn5S.4. License training programs accredited by Natl Nuclear Acitredit- 
ing Board on 870722. ^ ^ 

HAYNES.J G. Arizona Nuclear Powor Prolaci (formerly Arizona Public Servfco Co). 
87/10/29. Office of Nuclear Reactor Regulation, Director (Post 670411). Ip. 
43233:185-43233:185. 
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F. Security, medical, emergency & fire protection plane 

8711090264 Forwards Meeting Repls 5O-S2a/07.3e.5a-S29/a7-3S & 60-S30/87-37 of 
meeting on 671014 NRC undoraianding ol key points addressed diamg meoi'ttg 
summarizsd.Utll will provide description of commitments re annunciaiois by 87i02d 
MAflnN.J.8. Region 6, Ofc of (ha Oirodor. 67/l0/2f. VAN BRUNr.E £. Anzona Nu- 
clear Power Project (formerly Arizona Public Service Co.). 2pp. 43320 350-43320-355 

-8711100188 Meeting Repla 6O-526/87-36.6O-620/67-35 8 50-530/67-37 on 
871014. Major areas discussed:annunclalor goala.maint backiog.tratnsig.Hre doors & 
performance Indicators 

RlCHAnoS,S.A. Region 5. Ofc of (he Droolor. 87/10/20. 4pp. 43330 352-43320:355 


6711100431 Genoric Ltr 87-15 to all holders of CPs for nuclear power plants re policy 
sldtsme/H or> delsmcd ptartis Sve Irsl end. 

MinAGLiA.FJ. AssociBla Director lor Projects (Post 87041 1 ). 87/1 1/04. Conso'idatod 
Edison Co. ol Now York. Inc. 4epp- 43402001-43402.046. 

6711130128 Advises that util will impfemoni augmented v bration monitoring program for 
each reactor cr^olanl pump, per B7t 104 meeting w/NRC Response to nIhC questions 
re /eaclOr cooJani pump c/ediing & ulJ 67 f >04 meet ng presonfaiion end. 

VAN 8RUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Publ-c Sorvico 
Co). 87/11/05. Oocumenf Control Branch (Document Control Desk). 72pp 

43346001-43348072. 

6711170285 Fonivards results Ol loaKsgo monitoring testing ol sys outside containment 
which coidd contain redloacth/p fluids lollowing accident.por cornmitmeni lo implement 
program n response to NUREG-07a7.ltom III. D. 1.1. 

VAN BRUNT, E.E. Arizona Nuclear Power FNojset (lorm.erly Arizona Public Service 

Co) 67/11/13 Document Control Branch (Oocumeni Control Desk). 22pp. 

43384010-43384:040 

8711340247 Forwards responses to oquipmeni qua'ilicalion audit open nems.pat NRC 
aud.l during wk ol 671 102. 

VAN ORUnT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Servico 
Co.). 87/11/20. Document Control Branch iDocumenl Control Desk). lOpp. 

43442.804 43442.013 


8711190080 Temporary Change Notices 1 & 2 to Rev 5 to Emergency Plan Impiomonl- 
iofl Procedure eP/P-33, '•Olftile Aas/sferwo." W/ 871028 Hr 4 revised mde/. 
PIOGQIA.M., BROWN,W S . HAYNES.J G. Arizona Nuclear Power Project (tormorly 
Artzona Public 'Service Co.). 87/10/29. 2Cpp. 43395.327-43395:351. 

8711060182 Forwards Control Copy Nuntbora 0-3.8-4 & 8-9 of Amend 16 to security 
^lan r^iadng pages ol security plan curroniiy rioid by NRCEncl wtihneid (rel 

VAN BRUNf,6.E. Arizona Nuclear Power Project (formerly Arizona PuWic Service 
Co-). 67/1 1/04. Document Conlroi Branch (Oocumeni Control Desk) 2pp. 43303 222- 
43303223. 


8711S402S5 Application for amends lo Licenses NPF-41,NPF-S1 & NPF-65. changing 
Toch Specs io correct Table 3.3-6 re measuromoni ranges oi ma-n ataam effiueni imq 
monilofe Fee paid 

VAN 8RUNT.EE Arizona Nuclear Power Project (formerly Artzona Pubic Sonneo 
Co.) 67/1 f/20. Document Control Brandi (Oocurneni Central DesM. 5pp. 43442.171- 
43442 178 

-87(1240288 Proposed Toch Spece.correci ng meaeuromenl ranges ol mam sNarn of- 
riueni Fno mooHore in Table 3 3-6. 

• Arizona Nuclear Power Prelecl (formerly Arizona Public Service Oo). 87/11/20. 3pp. 
43442:t76-43442:f76. 


8711060197 Porwarde emergency planning implementing procedure (EPIP) checMei for 
review & compietion.Checkiiei provided To veriiy holder o' aei of EPiPs & cutroni lov 
ol each GRIP held by recipient oic correct. 

HAY’NGS.J.Q. Arizona Nuclear Power Project (formerly Arizona Public SorvhMi Col. 
87/11/04. Oocumeni Control Branch (Oocumonl Control Desk). tOpp. 43303.070- 
43303 066. 

6711190147 Forwards response to violaiion noted in Insp Rept 50-530/87-28 on 
870826 0918 Responaa withheld (ref 10CFR73 2I 4 2 790(0)). 

VAN BRUNT.E E. Arizona Nuclear Power Project (loimotly Arizona Public Servico 
Co.). 87/11/07. Document Control Branch (Documonl Control Desk) ip 43397.0O4- 
4^397:004. 

6711280279 Forwards change lo (aclllly emergency plan.por 10CFR60 54(<i).W/o encl. 
VAN BRUNT, £ £. Arizona Nuclear Power Projeef (formerfy Arizona Poofto Servico 
Co.). 87/11/18. Oocumeni Control Branch (Document Control Ooak) fp 43460021- 
43480:021. 


P. Operating llcenat stage documents 4 correspondence 

8711040236 Corrected Hr providing Inlo util received from C-E & KSB PumpCore KS6 
reactor coolanl pump shalt cracks oxperlonced In European powor fscilties Sub] ahah 
cracks 4/or failure at European faclfu/^es Is no! safofy concern (or plenl. 

HAYNES.J G. Arizona Nuclear Powor Project (lormofly Arizona Public Service Co) 
87/10/06. Document Conlroi Branch (Document Control Desk) 3pp. 43290.329- 
43290:331. 

8711030276 Provides listed Inlo ra plans to reduce number of bogus annur^olors 6 
target geais.per 87(014 meeting. InItrsf goafs for unifa will be evafualad 4 adorned In 
Deo 1686,based on results of annunciator evaluation program. 

VAN BRUNT,E.E. Arizona Nuclear Powor Project (formally Arizona PubUc Service 
C£X). 87/10/23. MARTIN.J.B. Region S. Ofc el ine Olroclor. 2pp. 43260r3l7- 
43250:318. 


87112S0174 informs that propot dosing date ro proposed oonsumation of two sale S 
looseback iransaoirons rosohoduied To dafo no oarlia/ than 07(298.Uirl recaipl of 
amend to CA duri 
COUGHLtN.FJ 
KNICHTON.Q W. 

43480:097-43460:099. 


ig wk of 87 1 1 30 also conliimsif. 

Mudgo. Rose. Quihne. Alexander & Patden. 87/U/20. 
6/fica of Nudear Raacior Reouieiron, D'rocior (Posr 8704 1 1) 3pp 


8711250278 Discusses consida/aiicv) of lull power iiconsing ol fsci'ity Updated 
mall, Including rovisod brleimg slides lor lull power brlefing.revised Aiiechmant t to 
propos^Mrpowar license & proposed SSER 12, end. 

STELLO.V Ofc of the Executive c5ireclor lor Oporetlons 87/11/23. 2ECH, ROBERTS. 
BERNTHAL Commisslonera. 30pp. 43483.022-43463:050. 


-8711250253 Conlirmaioty order modifying license (oHecilvo Immediately) to Includo 
Het^ commllments by hcensoe ra augmented vibration mon'toring program. 
MURLEYT.E Olfce ol Nuclear Reactor Bsgulallon. Director (Post 870411). 87/11/ 
19. Arizona Nudaar Power Projecl (lormerly Arizona Public Servico Co.). 7pp 
43493 061-43483:057. 


-8711250046 Trip rept ol 871029-30 visit to KSB pump irilg in Frankenihal, Germany 4 
GflS In Gatshing.Garmany to learn more about cracking problem oncouniered (n KS0 

R svaed In European plants ae well as at Palo Verde. 

OUAT-J. Assoclafo Dirociot lor Projects (Post 8704ii). 87/11/18. 
MURLEY.'r.e. Offtco ol Nuclear Reactor Reguiaf-on, Di'ocfot (Post 870411). f7pp. 
anam nsR.a taRit- 1 8 n 


8711180066 TECHNICAL SPECIFICATIONS FOR PALO VERDE NUCLEAR GENERAT- 
ING STATION, UNIT S.DocVel No. 60-S30.(Arlzona Nuclear Power Project) 

• Wvirtw ol Reactor Pro ecta • IIMV.V A Special Projocta (Post 870411). NUREG- 
(287.87/11/30. 400pp. 4438B;I f2-43387;24a 


O. Inspection reports, lE Bulletins 4 correaportdence 


8711090157 Certifies Ihst Hem I.e of Attachment 1 to License NPF-65 contptotad for 
Initial entry Into Mode 2.0perabllily ol ell sys required for entry Into Mode 2 demon- 
slraied by meeting acceptance crileria of Tech Specs. 

VAN BRUNT, E.E. Arizona Nuclear Power Projecl (formerly Arizona Public Service 
Co.). 87/10/25. MARTIN,J.B. Region 6. Ofo of the Director. Ip. 43313:311-43313:311. 

8711030260 Informs that date lor formalizing program to trend main! backlog scheduled 
lor 87122e,per 871026 telcon. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly /Vrizona PuMc Service 
Co) 87/10/27, MARTIN.J.B. Region 6. Otc ol the Difector. 2pp 43261J47- 
43251:348. 

8711040269 Forwards correotod 071008 & 21 Itrs re reactor coolant pump sNrnaW/o 
ends. 

HAYNE8J.Q. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
67/10/29. (jocumenl Control Branch (Document Control Desk). Ip. 43285:354- 
43286:364. 


8012170482 IE Bulletin 80-26. "Operating Problems W/Targel Rock Safety- Re'lel 
Valves at BWRb.” , , « 

• Wc ol Inspection & Enforcement, Oitecior (820201-870413). 60/12/19. Consol-dat- 
ed Edison Co. of New York, Ine. 6pp. 43226:201 -43226 205. 

83051 10473 IE Inlo Notice 83-39. "Failure of Salety/Rellef VaWea to Open at BWRs • 

JoflWN.?l! ON of Emergency Preparedness A Engineering Resportse.(£(e5£>2l2- 
970413). 63/09/17. Consolidated Edison Co. ol New York, Inc 2pp. 43226.206- 
43226207. 

9711020108 ProvkJea ptelimlnary results ol reactor coolant pump shall insp (or poler^iial 
fallgue cracking, including comparison ol results w/European Insp resulls,acilon plan 
tofTacHKyA luslif/ceWon lo/operal/oftof {mile. 

VAN BRUNT, E.E. Arizona Nut:leat Power Proleci (formely Arizona Pubho SeMce 
Co.). 67/10/21. Document Control Branch (Document Control Desk), tipp. 
43Z37.'096-i3237:IOS. 
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6711040195 Corrected Ur providing prelm;nary results o1 reactor coolant pump shafts 
<nsp (or potential (alguo ccacMng, Inciudirvg coTipanson of (esulis w/Ei^ropoan nap 
resu'ts, action plan for lac:l ty S lustificei'on tor un i operation 

VAN BRUNT, E.E. Arizona Nuclear Power Project (lormerly Arizona Pubic Service 
Co.) 87/10/21- Dooumenl Control Branch (Documeni Control Desk), ilpp, 
43269 1<12.43289.tS2 

8711090264 Porwards Meeting Rcpis 50-52e/a7-36.S0-£29/a7-3S & £0-530/87.37 of 
meeting on 87I0M.NRC undetsiertdng ot l<ey po'nls addressod (krUng rrtooing 
summarried Utl viiil ptovtdo description ot comm '.rncnta le ertnunclaiors try 871026. 
MARTIN-J B. Region 5. Ole at ilio Olrector. 87/10/21. VAN BRUNT.E.E Anzona Nu- 
e'ear Powor Project (formerly Arizona Public Service Co.). 2pp. 43320:350-43320:355. 

“8711160106 Meetng Repta 50-52a/a7-38, 50-520/67-35 & 60-S30/e7-37 w 
871014. Major areas discussed annunciator goals. ma ni backlog.lis>rving.iira doors & 
performance Indicators. 

RlCHAROS.S A Region S. Ofcol me Otector. 87/10/20. 4pp 43320 352-43320:355. 

8710230213 N'HC Info Notice 87 055. "Portable Uolsiuro/Oensity Gauges: Recent Inci- 
dents of Portable Gauges Being Sio'en or Lost." Sve list end. 

CUN.VNGHAM.R E. Division ol industriaP & Medical Nuclear Safe^ (Post 670729). 
67/10/29. Conso'ideted Edison Co ol Nevr Yoik, Irtc. 69op 43324 139-43324.227. 

8710290234 NHC (n'o Nouce 87-056. "Improper Hyd'A-ji c Control ijrvt Installation ai 
BWR Plants." Sve list end. 

ROSSI, ce. Oivteton of Operational Evervts Assessment (Post 870411). 67/11/04. 
Consolldaied Fd son Co of Now York. Ine. 1 12pp 43324 220-43324 339. 

8711020017 NRC Info Notice 67-057, “Loss of Emergency aoralion Cepablfy Ouo to 
Nnrooerv Gas intrusion ■' Svc list oneV 

ROSsi.C.E. Ofrision of Operational Events Assessment (Posi 870411). 07/11/06. 
Conso'idalod Ed son Co of Now York, Inc. Il6pp 43355.003 43355.119. 

8711QS0040 IIRC Con'plance BulloLn 67-OQ2, "Fastener Testing to Oe’.crrrtne Con- 
formance W/Appiicabie Mail Specs." Svo Usl end. 

ROSSI.C.E. Division of Operaiionai Events Assessment (Posf 8704)1). 87/11/06. 
Conso'ideted Ed-son Co of Now York, Inc 1 i6pp. 43397.142-43397 257 . 

8711190147 Eorwaids responso to violation noted in Insp Rep> 50 530/87-28 on 
870826-09(8 Response vr4hhel<l(rel tOCFR73.2l 8 ?.7g0(d)]. 

VAN BRUNT, E-E- Arizona Nuclear Power preject (formerly Arizona Public Se/X'^e 
Co.), 87/11/07 Document Coniiol Btetch (Oocurnent Conuot Desk), ip. 43397-.004- 
43397.004. 

6711170384 Eorwarde into ro reactor coolant pump shaft insps.indudmg description of 
usa of apaettum analyaia to ptcride aaitie< detetnurvaiion of fiKieesirig ahali 
vibration Snafia behaving like neelihy shafla having no abno'mai vibraiions. 

VAN GRUNT, E.E Arizona Nuclear Power Proloct (formerly Arizona Pubke Sendee 
Co> 67/11/13. Oocumeni Ojntrol Branch (OocumenI Control Desk). 9pp. 43365:195- 
43385 303- 

8711090(40 NRC Info Nobca G7-0S8, "Continuous Communications Foifow.ng Emergen- 
cy Notifications." Sve iisi end. 

ROSSf.C.E Owsion ol Operational events Assessment (Poat 870411). 87/ii/i5. 
Conaol dated Edison Ce. of New York, inc. 1 13pp 43404: 1 76 43404:288. 

6711130627 NRC Info Nohco 87-0S9, "poieniiai RHR Pump Lose." Sve ksi «ncl 
ROSSi.CE Orvislon oi Op^auonal Evanls Assesamsni (Post 870411). 87/ii/i7. 
(Consolldaied Edison Co. of New York, Inc. t2(7pp 43487:00i-43497'l2l. 

8711130008 Suppf 2 to NRC Info Nolico 06-106, "Oogradation of RCS Pressure Bound- 
ity Besulltng From Bono Acid Cotios’cn " &<c list enc'. 

ROSSI.C E Division of Operational Events Assessment (Post 87Q41I) 67/11/19 
Consolldaied Ed son Co. at New York, Inc. t I9pp 43444:195-43444 314 


R. Periodic operating reports S related correspondence 

6711170390 Monthly operating repis for Oci I967.W/8/11 12 tir. 

HULL.J.L., RAYNbS.J.G. Arizona Nuclear Power Project (faimorly Arizona Public Serv 
IcoCo ). 87/10/31. 17pp. 43304:063 43384:079. 


8. Reportable occurrences. LERs & related correspondence 

8711020367 PNO-V 87-070 on 87l025.reacior brought critical fo-Towing iKubon of 
ROS Actual c'llic^ boron c-oncentrat-on 1,010 ppm w/Group 5 control b^k 60 ktches 
withdrawn. Ros-derxl Inspector witnessed approach. 

RfCHAHDS.S., IVEY.K. Region 5, Ole of the Diroc(Oi. 07/10/26. fp. 43236143- 
43238.143. 

8711030412 Forwards examples of weak LER content discussed w/ubi at 871014 cngl 
meeting Important functions discussed only effoctive t( event rrmt comptete in every 
dolail Response cfanfying issues listed In enci requested wUhin 30 days. 

KiRSCH.ID.F Region 6, Ole ol the Dnector. 87/10/28. VAN aRUNT,E.£. Arizona Mu- 
cleat Power Projacl (formerly Arizona Public Service Co.] 3pp. 43250:310-43256.312. 

6711040012 PNO-V-67-072.or) 671029 severe ihundersiorm struck site, knocking out 
one source ol offsite power 8 26 ol 39 emergency sirens (n Uarlcops County tJnll 1 
fuel b)dg door damaged 8 hvo individuets standing ncerby injured. 

SORENSEN.C. Region 5. Ofe of (he Director. 87/10/30 ip. 43290 168-43290.166. 

0711180232 Special flepi 3-Sfi-97-007 on 87l0t3,emergerwy diesel generator A tripped 
on Incomplete sequence Caused by defective power rosislor duo 10 overheating & (a- 
tigue. Design change Iniliated to replace power resistors 

hfAYNES.J.G. Arizona Nuclear Power projeci (lormerly Arizona Pubke Service Co.J- 
67/11/09. Document Control Branch (Document Control Desk). 3pp 43364:350- 
43364 352. 

0711250198 Special Rept 3-SR 87-005.on 871020.condenser evacuation sy$ radoaclive 
aseous ettluent mon'Iors declared inoperable due to erraQc readmgs on RU- 
4t Caused by noise wUh-n dateclor. Detector replaced 6 surveillance commenced. 
kVLYNES.J.Q. Arizona Nuclear Power Projeci (lormerly Arizona Public Servica Co,)- 
'e7/ir/te. Document Control Branch (Oocumeni Control Desk). 2pp. 43460;219- 


8711306169 PNO-V'87-O76:on 071 ]23’34,two moderate oarthquakos centered near 
Wesimoroiand.CA occurred.trlggering seismic alarms at San OnolreUnusal evoni 
dedared.Plani sys & components not adversely allocted.Eliecls on other locat-o's 
noted. 

JOHNSON.?. Region 5. Ole of Iho Director. 87/11/24. 2pp. 43466 294-43466295. 

8711360256 LER 87-a65-00on B7l030,while unit In mode 3, mam steam Isa'alo.n sys 
aulOmaucaJly zictuated.Caused by faulty logic card for MSIV-l70.Fau'ty logo card 
repleced.w/871124 Itr 

6hA 0ISH,TR., HAYNES.J.Q. Arizona Nuclear Power Project (lormerly Arizona Public 
Service Co ). 87/11/24. 4pp 43472:128 43472 131. 


V. Operator Cvemlnatlona 

8711026058 Certifies that ulil roQualifIcation Iraming program based on sys approach 10 
fraim'ng.per 10C^R5S.4 License training programs accredited by Natl Nuclear Accred l- 
mg Ooard on 870722. 

flAYNES.J.O. Arizona Nuclear Power Project (lormerly Arizona Public Service Co). 
87/10/29. Offico ol Nuclear Reactor Regulalian, Director (Post 870411). tp 
43233:105-43233:185. 

8711250278 Discussos consideration of full powar licensing ol facilty. Updated 
matUncludng revisod briefing slldos lor lull power briefing, revised Atlacnmenl 1 1-0 
proposed full power license 8 proposed SSER l2,encl. 

STELLO,V. Olc ol Ihe Executive uirecior lor Operations. 87/ 1 1/23. 2ECH, ROBERTS, 
BERNTHAL Commisslonsrs. 30pp. 43463:022-43483:060. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Appilcation/constiucllon stage documents & correapondence 

87III00431 Generic Ltr 67-15 to ell holders ol CPs for nuclear power plants ra policy 
sisiemont on doloired pianis.Svc lisi end. 

MtRACLtA.FJ. Associate D.rector (or Projects (Post 870411). 97/ti/04. Consolidated 
Edison Co. ol New York, Inc. 4epp. 43401001-43402:046. 


DOCKET 6TN-80-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


0. inspection reports, IE Bulletins A correspondence 

8012170482 If. BuHoim 60-25, "Opotaiing Probiemi W/Targei Rock Sslety- Ra 0 I 
Valves at BWRs " 

* Olc Ol inspecilon & Enlorcement. Director (620201-870413). 60/12/19. ConeoHdal- 
ed Eason Co ol NewYoik, Inc. Spp. 43228:201-43226 205. 

0305110473 i£ Info Noiico 83-39. "Failure ol Salely/Reiiel Velves to Open at BWRs • 
Iniorim RepI " 

JORO/LN.E.l. Div ol Ernergsncy Ptepe'odness & Engineering Response, lE(eS0212- 
070413). 83/06/17. Consolldaied Edison Co. of New York. inc. 2pp. 43226.206 
43226 207 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


Q. Inspection reporte, lE Bulletins A correspondence 

6012170482 IE Bulletin 60-25, “Operating Problems W/Target Rock Safely- Roiiol 
Velvos St BWRs." 

* 0(c of Inspection A Enlorcemoni. Director (820201-870413). 80/12/19. Consolldal- 
ed Eason Co of New York, inc Spp. 43226 201-43226 205 

0305110473 tG Into Notice 83-39, ''Failure ot Setety/Rellet Valves to Open at QWRs - 
iiitenm Rwt." 

JOROAN.t.L Oitf of Emergency Preparedness & Engineering Re8pon9e.lE(8502t2- 
870413} 63/(^/l7. Consolidated Edison Co. ol New York, Inc. 2pp. 43226 206- 
43226 207 


DOCKET 50-601 RESAR SP/90 


A. Appilcatlon/conslructlon stage documents A correspondence 

0711060222 Notilication ol 871030 meeling w/NRC In Bothesda.MD to discuss Wes- 
llnjhouse PWR licensing initiatives Agenda end. 

HOOGFS.M.W. Reactor Systems Branch. 87/10/28. THAOANl.A.C. Assistant Director 
for Systems. Spp. 43301 0^43301:096. 

0711050163 Advises that lechnical reviewers for standardized LWR plants should be re- 
fidnded ol responsibility lor assuring that safety-related structures. sys A components 
wtUiin scope of review classified as safety-related by applicant. 

RUBENSiElN.L.S. Standardization A Non-Power Reactor Protocl Diieciorale- 87/11/ 
02. CHENQ.Y., MARSH.L., BAGCHI.G. Office of Nuclear Reactor Regulation, Director 
(Post 670411) Spp. 43300.029-43300:031. 


K. Utility Final Safety Analyala Report (FSAR) A amends 

8711020192 Forwards nonproprietary A proprietary Amend 1 to RESAR-SP/90 PDA 
Mexfuie 2, "Regulatory Conformance." Proprietary amend withheld (ref I0CPR2.79O] 
JOHNSON.WJ. Wastinghouse Electric Corp. 07/10/08. RUBENSTElN.L. Slandardiza- 
bon A Non-Power Reactor Project Directorate. 4pp. 43238:103-43236:129. 

-8711020200 Requests lhat proprietary Amend 1 lo RESAR-SP/90 PDA Module 2, 
"Regulatory Conformance" be withheld from public disclosure, per 10CFR2.790. 
WIESEMANN.R.A. Wostinghouse Electric Corp. 87/10/08. RUBENSTElN.L. Standard- 


' Weslinghouso E^acUiC Co>p 07/09/ 30. 13pp. 43238 1 17-4323B;129. 


DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR 


A. Appdcat/an/const/ueclon acage <focum«nM i eorwponOenee 

8711020302 Informs ihai ofleciivo Q7t026.JL Po'lol wi'l replace R Coo’ey as section 
chMl ol Operalof Licensing Soclior) in 0.v of Reaclw Safely. 

CALLANLJ Reg.on 4 Ofc ol Iho D:rccior. 87/10/26. KLEIN.D.E. Texas, Urttf. ol. 
Ats'in. TX 2pp 43236:060-43236.069 

8711200362 Advises ihai NETL project progress conimues w/pro|ecfecf cocnpletior> cfelo 
cl 680610. Present ligjros indicaio 46‘i<> completion by mId-Oct.Koy Items & deio osU- 
iraieslstcd. _ 

eAUERT.l. Texas, U/iiv. ol. AusDn, TX. B7/11/0& CONSTABI.E.G I Rc^n 4. Ole 
cf the Director. 2pp. 43417 033 43417:034 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0006 BATTELLE MEMORIAL INSTITUTE, COLUMBUS. OH 

6711160172 Forwards Safety Insp Repts 50 006/07-03 & 70 0006/07-03 on B7I010- 
23 Mo vioialions idoniifiocl. 

SHAFER WD Region 3 Ole ol Hio Director. 87/11/10. MADIA, W.J. Baftetlo Memonal 
hsi lute. 2pp. 43368 262-43368 269. 

-0711160188 Healtli & Satoty Insp Repls 50.006/87-03 & 70 0008/67-03 on 071010- 
23 No r.onconip‘lancos noted Major areas Inspected, nuclear criticality saiety^ad-at^in 
protection. spent fuel bandl ng & mgi & orgonlzation control. 

FRANCE GM GREQEfl.LR Region 3. Ofc of (ho Oiroctor. 87/tl/O®. 

43368 264-43368:260. 


DOCKET 70-0027 BABCOCK 8 WILCOX CO., LYNCHBURG, VA 

6711030338 Responds to 870627 request for 10-clay extensions to completo Jul/Aug 8 
Sept/OcI 1967 physical Inventories Now License Condition lOi to Amend SO-I to li- 
cense SNM 42 bo-ng Issued LIconso condiUcn auiamallcelty lotminaios on 67I2IS. 
BRACHEW. Llcenai^ng Branch. 87/09/11. BOYD.C.C Babcock A W/cox Co. ip 
43259033-43259.033 

8711030471 Issues License Condition t03 to Amend SG-i to Uconse SNM-42 as 
I sted.per 870916 request to oxlond lime Krnii lor verlllcstion ot lamper-eafe ctovicos & 

8 ross weig^tiis on scrap receipts from Oak Ridop to 48 nrs. 

RANCH.lW. Licensing Branch 87/09/10. uOYO.CC Babcock & WiKOk Co. ip. 
43260317-43260:317. 

8711100278 issues License Condition 2.4 to Amend SQ-l of Licenso SNM-42 changing 
due dale from 870925 10 i218.as requested m 67Q0i6 itr.lor submiiial of funrfamoniol 
nuclear mall conitoi plan as roqui'od por iOCFR74.5l(c)(i>.Nnc plan review dates 
On-cl. 

BRACH.E.W. Licensing Branch. 87/09/21. QOVO.C.C. Babcock 6 Wilcox Co. 2pp 
43340263-43340.264. 

6711040100 Issues License Condition 102 to Amend SO-l (o License SNM-42 as 
I sied,per 670304 req^jost lor exompiien from i0CFn70. 56(g)(3) (or OOE/NRC Form- 
741 Documenl PCn-F2F-115 

BRACH,EW. Licensing Bianch. 87/09/32. DOYO.C.C Bsbcock & Wiicox Co. tp. 
43279:053-43279.053. 

87(1040384 App/.C8l(on (<Jr amend Je L/conso SNM-42,rews1ng Pago IH.1-2.$ecllo« 
l!i,Cnapiar t to change wording re posting nuclear cmicaiiiy safety Hmiia.labeling ol 
vssse's conialning SNM & nuclear cnlleaiity safety msps.Feo paid. 

SOYO.CC Babcock & Wllcox Co. 87/10/19. ROUSE.LC. Oivlskjn ol Indosuial A 
Medical Nuclear Safely (Post 870726). Spp. 43279.048-43279 052. 

8711240130 Forwards Insp RopI 70 0027/87-19 on 67l019'23.No vlofattgr^s or dovt- 
ailons naiad 

CLINF.W.E. Reg'on 2, Ofc ol iho Ditocior. 87/11/17. TETRAULT.R.E Babcock A 
Wi'cox Co 2pp. 43431.00 1 -4343 1 :003. 

-8711240135 Hart'ally withheld Insp Rept 70 0027/87-19 on 87IOt9-23.No vieladons 
nciied. Major areas inspected socunly plan A Implomenling proceduro8.8ocuniy 
organizai on locks.koys A combinailons & physical barriers - prolocted areas. 
TILLMAN.A , MASVNK.O., MCGI/fRE.O.R. Region 2 , Ole ol (he Ofoctoi. $7/1 1/1$. 
Ip 43431 003-43431.003. 

6711240186 Rosportds lo violations noted In Insp Ropl 70-0027/67-14 A romlia pay- 
ment lor 871022 notice of violation A proposed Imposition ol civil penally In emouni of 
Sl2,500.Coitective actions individual rosponsiblo lor evaluations lerm’nafed. 
TETRAULT.R E Babcock A Wilcox Co. 87/11/20. Ofc of Enforcomonl (Post 8704I3J. 
»3pp. 43-f32 081-13432.073. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8711030436 Responds to 071009 rev lo llomatne.MO facility security plan.CondKIon 
12.1 10 Amend MPP-3 lo l.lconso SNM-33 revised as listed. 

BRACH.E.W. Licensing Branch. 67/10/21. ESKfllOGE.H. Combustion EngInBerirrg, 
Inc. Ip. 43280.360-43200:360. 


DOCKET 70-0135 BABCOCK A WILCOX CO., APOLLO, PA 

8711200161 Responds to roc-plenl 870707 itr roquesting NRC views ort C Vircsiek lir re 
1965 exhumation of burial trenches at NUMEC Parks Township, PA facihty.Search Iw 
too kg ol missing high enriched U discussed.W/o end Insp repls. 

ST£LLO,V. Ole ol the Executive Oiroclor for Operations. 07/09/03. SPECTER.A. 
-Senate 4pp. 43414:238-43414-284. 


5PECIERJ1. Senate 87/07/07 Congressional Affairs. 2pp. 43414:242-43414:243. 

-8711200166 Summary ol 650025 meeimg "fW Klein, P Gaughran.v D’Amico, J 
Scammehorn.Q Wosi A E Kurzus re WAl4l-NU.MEC coniracl for recovery ol scrap 
mall.LC Solom 650825 A EG Tremmol 660920 lo'con records onci 
HAYCOCK.T.J. Atomic Energy Commission. 66/08/20 Atomic Energy Commission. 
0pp. 43414 244-43414:251 

-8711200196 Forwards si< mamos coverirvg activiiles ol NUMEC personnel at burial site 
Ax period of 651311-16 A 35 photographs. W/o end pherographs. 

FOsTER.O.l Atomc Energy Commission. 65/10/20. HAyCOCK,T J Atomic Energy 
Commis^ 2pp 43414 252-43414:284. 

-8711200212 Doscribas NUMEC 65101 1 aciiviiias ai s-to In Apollo.PA. Draglino used to 
removo matis liom 1063 p.iMads included drum iops,shppino containot 
In5otts.stanchion supports A residues from burnt root ol Apol o U facility 
FOSTER.OL. Atomic Energy Commission. 65/10/19 HAYCOCKT.J. Atomic Energy 
Commiss'on. Opp 43414 254-434 1 4-259. 

-87f (280219 Oosenbas NUMEC 65 f Of 2 aciivilies re cont-nu-ng ses'cb of burial pda a( 
Apollo siie.Rosults of spot radiaton surveys discussed.Two bags omiiiing low level of 
(ediat-on found 

F0SI60.0L Atqm'o Energy Commission 65/10/16. HAYCOCK,TJ. Aiomic Energy 
Convn'ssfon Spp. 43414 260-43414 264 

-871120023S Dsscribos NUMEC 851013 oclivilies continuing m search ot buhai pits at 
Apalo siie.NUMEC personnel ercpeci to Imd appreciable quantity o! U in combust b'o 
mall romoyad liom pits 

FOSTER.O.l. Atomic Ehorey Commisalon 65/10/19. HAYCOCK.TJ. Atomic Energy 
Commission. 4pp. 43414 265 43414:283 

—8711200247 Oosciibos NUMEC 851014 ectiviiies during search ol bunal p'ta at Apollo 
site Some mail found emliling low level radialion. 

FOSTER.O.L Alomc Energy Commission. 85/10/19. HAYCOCK, T 3. Atomic Energy 
Comrisslon 6pp 43414:269-43414:273. 

-8711200253 Describes NUMARC 651015 aciiviios du’ing search ol burial pils ai 
ApoPo Site Smell quaniii os of U found In mud at d ggmg site 
F0S16R.D.L. Atomic Enetay Commission. 65/io/f0. HAYCOCK.T.J. Atomic Energy 
Commsston 4pp 434f<l:2/'4-434l4 277. 

—8711200284 Doscribos NUMEC 651018 aciiviHes during search ol burial pile ot Apol'o 
sue Nxie cans drscovared conia'n ng c/vcHjlos A Bomo B'sg mail g-vfng highsei road- 
ina of fatkoeciivity of metis found. 

FOSTER.O.L. Atomic Enoroy Cemm'ssion. 66/10/19. HAYCOCK.T j. Aiomic Energy 
Comrrb»on 7pp 43414 2^ 43414 284. 

8711300184 Ack tocolpt of 671022 Itr h’o'mina NRC of stops takon lo correct violations 
noted In Into Repts 70-0135/87-02 & 70-0364/07-02 

MAnTlN.T.f Ronian ». Ofc ol iho Oliedor. 07/II/27. CXOLEMAN.w.L, Sabcock A 
WJCOXCO IP 45471 029-43471 033 

-871 (3002t6 Responds lo Items of noncompHenco noted In Insp Repts 70 0135/67-02 
A 70 0364/07 02 on 870504-07.Corieclivo acl'Ons revised omorganoy procedure 
boirto (Hopaiod to addioss tssuo ro lu’i dross cliliis 

CUlRtnSON.O.G Babcock A Wiicox Co. 67/10/22 MARTiN.T.T. Roglon I, Ofc ol 
Iho Director. 4pp 43471030-43471 033 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 


8711030330 Responds to 070724 subrnitto) ol chancos to physical ssiogua’da plan par 
I0CFR70.32(0) A 70.34 Onangos acceptable S8togu8ids Amond SQ-2 lo License 
SNM- 124 amended by revie ng Condition 9.1. A.9 I B A 0 I . C as stated in end. 
BRACfiEW. Uconsng Brandt 37/09/14. lONG.J.A. Nuclesi Fuel Ssrvicas, Ine. 
(sobs, of Getty Ol Co ). 2pp 43258:338 432£8.337. 

8711040074 issues new license Condition 221 to Amond 50-2 to License SNM- 
i24.exiond'ng dare vniii 071204 for licenseo to subm I fundamoniol nuclear mall con- 
trol plan por 67001 1 roquosl. P( 0 ;ecied schedule lot NRC review A approval of plan 
islod. 

BRACH.C.W Ucensxig Branch. 87/09/21. LONG.J.A. Nuclear Fuel Services, inc. 
(subs. olGalty Oil Co.). 2pp 43281:094 432A1 065 

8711039349 Forwards page chanoes lo Rov 5 ol soleguards qontingoncy plart lo rctlaci 
oroonizefion sfrucruro cnaitoOs.Lbangas withfiold (ror tOCFRBS). 

JOilNS<W.S.C. Nuclear Puol Sorvlces. Ine. (subs of Dotty Oil Co). 87/10/13. 
STOHRJ P. Reg'on 2. Ole ol Ihe Director, ip 43259:038-43259:036. 

8711030387 Forwaids Rev 15 to physical safeguards plan.lncorpoialing recent changes 
at company A Including tovlsed orgsnlzallonaT chads. Rov vdthhcld (ref 10CFR95). 
JOHtoON.S.C, Nuclear Fuol Services, Inc. (subs, of Getty Oil Co) 87/l0/t6. 
STOHR.jp Roolort2, Olcof the Dlroclor. Ip, 4325a:227-43256.227. 

8711030527 Forwards Rev 10 lo sde treln'ng A quahlicaton plan, reflecting organiza- 
tional sUucturo chanoes withm security dopl^Rev widthoftf (rof fOCFROS) 

JOHNSON S.C. Nuclear Fuol Services. Irtc. (subs, ol Qally Oil Co). 87/10/16. 
STOIIR.J.P- Region 2. Ole Of the Oifoctor. Ip. 4a280;202-43280;282. 

871 1130261 Ack receipt of 870916 A 1002 lirs infoiirilno NRC of steps token to correct 
violabans noted in Irtsp Repi 70-0l43/d7-25.ExBmpla 5 violation concluded lo have 
occuucd.pSr end reasons 

GRACEJ.N. Region 2, Ole of the Director. 07/10/26. LONG.J.A, Nuclear Fuel Serv- 
Icra, Inc. (subs, ol Getty Oil Co.). Spp. 43350:308-43356:310. 

8711090363 Forwards Insp Rept 70-0143/87-37 on 871005-08 A notice ol 
violaUon Notice of violation withheld (ref IOCFR2.790(d) A 73.21). 

CLINE.W.E. Region 2, Ofc ol ihe Director. 87/10/30. LONG.J.A. Nuclear Fuel Serv- 
ices. hie. (sobs, of Gefty Oil Co.}. 2pp. 433I3:2/S-43313:2?7. 


196 DOCKETED ITEMS 


-S711090360 Padiall/ wmh«tct Insp Ropi 70-0143/e7-37 on 871005-07 (<er 
lOCFR2.7dQ & 73 2i).Violaiions noted. MaSot eroae i(^spected.p^y6lce< eecurtty event 
on 87(002 & proQi'am for prolecl-on of unclassiNod safogua'ds Info. 

ENNIS, J.O.. MCCUIRE.O.H. Reoion 2, 0!c of the D'rector. 07/10/30. Ip. 43313277. 
43313.277. 

871(190102 Responds to violation noted in Insp Rapt 70-0143/07-33. Cortedlve 
actions vehlcle gamma expo&uta /a(e surveys lot all exclusive ahiprrienls Inidated & 
Procedure NFS-HS B-39 under revlow & will be revised. 

LONG.JA Nuclear Fuel Services. Inc. (subs of Gelty Oil Co) 87/11/02. 
COLLINS.D.M. Region S. Ofcof Iho Direcior. 3pp. 43400 220-43400.222. 

871(090118 Forwards Insp flop! 70 0143/87-35 on 870906 (002.noilce oi violation 8 
anachment to map reptNotlce ol violalort & aitechment to repl imibPeld (ral 
iOCFR2.7eO). 

CXlNE.W.E. Regtori 2, Otc of the O-tactor. 67711/03. LONG.JA. Nuctoat Fuel Serv- 
ices. Inc (subs, of Gelt/ Oil Co.). 2pp 43314-332-43314:337. 

—6711090119 Irisp Rap( 70-0143/87-35 orv 070SO0-lO02.Tvro vlcJations rioieil. (ylator 
areas inspected tacifity operstions, nuclear cnticaiity s8leiy.radianon 

E rotectlon.fsdwasle mat, mail conirol & eccouniing 8 physical prolocUon 
EE.T.O.. MCALPINE.E J Region 2. Ofc o( ihe D.rector 87/^10/28. 4pp. 43314:334- 
43314:337- 

8711180057 Forwerds propdelary Insp Repl 70 0143/87-36 on 871013-16 8 notice ol 
vlolatlor> Ends withheld (ret 10CFR2.7g0(d) & 73.21). 

CLINE.W.E. Region 2. Ofc ol Ihe Director. 87/11/03 LONG.J.A Nuclear Fuel Serv- 
ices. Inc (subs, ol Getty Oil Co.). 2pp. 43364 228-ti33d4 230. 

8711120097 Confirms agtoemont w/plart to dsposa ol contamlnaUan sou at Enwtn 
wastewater irealmeni plant b/ blending rnati w/othor excavation bechfUi ai Siie.pof 
lelecon Future excavation will provide greater dilution ol mail 
ROUSE ,L C Fuel Cycle Safety Branch. 87/11/00. MOBLEY. U. Tennossoe. Slate ol. 
2pp. 43348 322-43348:323. 

87 1 1 190188 Acit receipt pi 87 1 1 02 response to notice ol violaiiori (torn Insp Repl 70- 
0143787-33. 

COLliNS.OM Region 2. Ofc ol the Director. 8771 1713- LONG.JA Nuclear Fuel 
Services. Inc. (subs ol Gotty Oil Co ). Ip. 43396:33S-43396;336 

8711230407 Forwards Insp Repl 70-0143/87-38 on 871005 30 No viofal-ons or devi- 
ations noted. 

CLINE.W.E. Region 2, Ofc of >he Ojeclor. 87/11/18 LONG.J A. Nudear Fuel Serv- 
ices, (nc. (subs ol Gelty Oil Co-)- 2pp 43424.274-43424 281 

-8711230421 Safety & Safeguards insp Ropl 70-0t43/87.38 on d7l005-30No viola- 
lions Of deyl&tions no\ed.Ma}oi stees Inspected', licensee action on ptevious insp 
findit|gs.operation8. nuclear cnucai-ty safety & radiat'on protaction. 

LEE.t. 0.. MCAUPINE.E.J. Region 2. Olc Of ina OireclOr. 87/l|/l7. 8pp. 43424:276- 
43424281. 


DOCKET 70-0384 BAECOCK 8 WILCOX CO., APOLLO. PA 

871(200181 Responds to recpienl 8707C7 <u recuesung NRC views on CVvostek ll(<e 
1985 exhumation of bunai irenehes at NuMEC Parks rownship.PA facJtty.Sosrch ior 
100 kg of missing high anrfchad U discus$ad.W/o end insp /opts 
STElCO.V. Ofc of the Executive Oiiociot tor OpeiaUons 87/09/03. SPECIER.A. 
Banaia 4pp. 43414 238-43414:264. 

—8711300186 Requests NRC views on and C Virosiele undated tit ro bomb- grado U m 
Perks Township.PA 

SPECTER, A. senate 67/07/07 Congressional Afleira. 2pp 43414 242-43414243. 

-8711200186 Summary ol 650825 meeting w/M Kleln.P Gaughran.V D'Amico. J 
Scammahorn.8 West A B Ku/rlus re WANL-NUMEC contract (cr recovery of scrap 
mat) LC Solem 8S0825 8 EB Trommol 650929 lefcon records end 
HAYCOCK, T.J. Atomic Energy Commission 65/08/29 Atomic Energy Commission 
epp. 434M'244-43414 2S1 

—871 1200196 Forwards six memos covering aciivitias of NUMEC psrsonrrol at bu'ial sue 
lot period ol 651011-16 & 35 phoVographs.W/o end phologtaphs 
FOoTER.O.L. Alomfc Eno/gy Commission. 65/10/20. HArCOCK.T.A Atomic Energy 
Commission 2pp. 43414:252-43414 284 

-8711200212 Desenbas NUMEC 65101 1 activilies el silo In Apollo.PA. Oragine vsod lo 
remove malls from 1963 pil Malls included drum lops.sh.pping container 
tnserts.stanchion supports & residues from burnt roof of Apoilo If facility. 

FOSTER, D.L. Atomic Energy Commission. 65/10/19. HAYCOCK,T.J. Atomic Ertorgy 
Commission 6pp 43414-254-43414-259. 

-8711200218 Desenbes NUMEC 651012 adivilies te continuing search of burial pits al 
Apeltc alte.Resulla of spot cedietton auevoys discusaed.Two bags emitting low level ol 
radiation found- 

FOSTER.D L. Atomic Energy Commission. 65/10/19. HAYCOCK, T J Atomic Ertergy 
Commiaslon. 5pp. 43414t2TO-434l4:264. 

-871 1200238 Oescriboa NUMEC 651013 activities conllnuing in search of burial pits al 
Apollo siie.NUMEC personnel excpeci to rinti appreciable quaniity ot U In combusHble 
mail removed from pits. 

FOSTER, O L. Atomic Energy Commission. 65/10/19. HAYCOCK.T.J. Alomre Ertergy 
Commission 4pp. 43414-265-43414:268. 

—871 1200247 Describes NUMEC 651014 activities dunng search ol bunsi pits al Apolo 
sIte.Some matl found emitting low level radiation. 

FOSTER, D.L. Alomfc Energy Commission. 95/10/19. HAYCOCK.T.J. Atomio Energy 
Commission. 5pp. 43414,269-43414:273. 

—8711200283 Describes NUMARC 651015 acUvitlos durfng search of burial pits si 
Am^o sile.SmsJI quanMiles ol U found in mud at digging sHe. 

FOSTEfl.D.L Atomic Energy Commission. 65/10/19. lfAYCOCK,T.J. Alomic Energy 
Commission. 4pp. 43414:274-43414:277. 

-871 1200264 Describes NUMEC 65 fOl 6 activities durrrtg search of burial pKs at Apollo 
sife.Nina cans discovered conlalning CAJCibles & some slag malJ giving highest read- 
ing of radioactl<dty of maus found. 

FOSTER.Ol. Alomlo Energy Commission. 65/10/19. HAYCOCK.TJ. Atomic Energy 
Convnlsslon. 7pp. 43414:276-43414:264. 


8711300184 Acic receipt ol 871022 Itr Informing NRC of stops taken lo co'reci vioiabcns 
floled to to^ Repis 70-0135/a7.02 & 70-0364/57-02 

MARTIN.T.T. Reoloh 1, Ofc of the Direcior 07/11/27. COLEMANW.L Babcock 4 
WilCOxCO ip 43471;029-43471:033. 

-8711300216 Responds .10 items ol noncomphance noied in Insp Ropis 70-0135/67-07 
8 70-03^/87-03 on 670504-07. Correctivo acilans:rovlsed emorganey procodu'a 
betog prepared to address issue re full dress drills. 

CULBerSon.D.Q. Babcock & Wi.'cox Co. 87/10/22. MARTIN.T.T. Region I. Ofc cl 
(he 0«e(^. 4pp. 43471.030-43471:033 


OOCHE7 70*0371 UNC HAVAL PRODUCTS. INC.. UNCASVILLE, CT 

871(030534 Grants extension (rom 570925 to 67t224 for submittal of fundamental nu- 
dear mall conirol plan.per 570903 roquesl. License Condition 2.3 add^ lo Amond 
SO- 1 to License SNM-368. Proposed schedule lor review listed. 

QBAOI.E.W. Licensing Branch. 87/09/21. COLLOPY.T.J. Unllod Nuclear Oorp [subs 
of UNC Roaources. Inc.) 2pp 43280 280-43280:281- 

8711028S04 Forwards Safeguards Insp Repl 70-037 1/87-04 on 870609- l2.No viola'jons 
noted Steps taken lo correct violai.'on noied in NRC 6611 16 Hr verified. 

MARTIN.T.T. Reoion I.Ofc ol ihe Direcior. 87/10/26. KAUFMAN.NC. UniJod Nuclear 
Corp. (subs, ol UNC Resources. Inc ). 2pp. 43234:1 17-43234:121 

-871(020516 Matl Control & Accounting Insp Repl 70-037W87-04 on 870600- 17No 
viofAifon rvMod. Major aroas inspecled.laclHty organization & mgi controls, oporalic.’s & 
internal conlrols & llcsruoa acton on previously idenlifled onforcemenl Hem. 

DELLA RATTA.A., KEIMiGR.R. Reoion 1, Otc ol the Director. 87/10/10 3pp. 
43234 11943234:121. 

87ti30(X)3B PNO-l-87-1 1 l:oh B7ll25,llro occurred in coniam.-naled area ol 
lacilily.Caused by spontaneous combustion of slightly coniamlnaied zircalipy In 
vacuum ctoaricr Regiorv I wilf review incident tJurino next tosp. 
flOTH.J. BELLAMY.R. Region I. Olc of the Direcior. 87/11/25. Ip. 43470:057- 
434/0 05? 


DOCKET 70-0687 CINTICHEM, INC-, TUXEDO, NY 

8711030421 Informs that fociplont 670923 requoal for oxempllon from submIHal of fun- 
ONnanlei nuctear mail conirol plan approved Condition 2.3 lo Amend 30-I ol Li- 
cense 5NM 539 Issued. 

6URNET7.R.F. Drvision of Safeguards & Transportation (Fosi 870418). 87/10/16. 
MCGOVERN.J Cmllchem, Inc 2pp. 43259;316-43259.317. 

8711300061 Forws<ds Opotaiionai Sa'ety Review Insp Rept 70-0687/87-04 on 070SIO- 
22 & nolice pi violation Team observed number of conductions re facililios ihai woriani 
•iientron of mgi Licensee adequately addressed work control practices. 

MARTIN.T.T. ReglOf* 1, QIC ol Iho Chiecfoi. 57/11/26. MCQOVERN.J.J. CtoWcT.em. 
toe 3pp. 4347(7263-43470 326. 

-5711300081 Notice ol violation Irom map on 6705 1 6-22. Violations noted: fa-'urd to 
wine.ieviow & approve procedure deieiimg proper use of reschig rings & sforago ol 
loose combustibles in oxhausi Ian room. 

* Region 1. Ofcol the Oxecior. 67/11/2.5. 3pp. 43470:266-43470:288. 

-0711300096 Insp Rcpi 70-0587/57-04 Oft 5705l5-22.ViOlatione no'.ed.Melor aia-J9 
inspecii>d:condiilon$ at licensee lacllitres to delormlne existence of potential safely 
hazards which could impect upon public health & safely. 

nOTM.J. AMATO.C.O., CLARK, AT. Roglon 1, Olc oi Ihe Diiecior. 57/11/23. SOpp. 
43470269-434 70326 


DOCKET 70-0734 OA TECHNOLOGIES. INC., SAN DIEGO, CA 

87(1030422 Responds to 870730 lir requesting ilme extension for submitial ol lunda- 
menial nucieer mail cortUol plan per new regulatory tequ'remeni.Crani ng ol roquesl 
will not affect public health or safety. New License Condition 2 5 Issued. 

BRAC^H.E W. Licensing Branch. 87/08/27. ASMUSSEN.KE. GA Technologies, fno/ 
Goneral Atomic Co 2pp. 43259.316-43259 319 

8711230197 Forwards Safeguards Insp Repi 70 0734/87-13 on 871 f09-l3.No vld'alions 
noied Rmi wilhheW (tel lOCFB2.70Oia». 

MONTGOMEHY.J.L Region 5. Ofc of the Director. 87/11/19. RADEMACHER.R N. 
GA Technologies. Inc /General Atomio Co. 2pp. 43422:265 43422:266. 


DOCKET 70*0820 UNC RECOVERY SYSTEMS, WOOD RIVER JUNCTION, Rl 

8711230423 Forwards Safety insp Rept 70-0620/87-02 on d70B27-26.No violations 
noted 

MARTIN.T.T. Region 1, Olc of iho Director. 87/11/18. GREGG.R.J. UNC Recovery 
Syetems. 2pp. 4»24:24l-43424 246. 

—8711230428 Insp Rept 70-0820/87-02 on 670627-26. No violations noied Major aroas 
msracled'slalus of decommissioning of sits & bldgs & conduct of verification survey 
by NRC contractor. Water samples Irom selected wells obtained 
ROTH.J., PASClAK.W.J. Region l, Olc ol the Director. 87/11/18. 4pp. 43424:243- 
43424:246. 


DOCKET 70*0924 BABCOCK & WILCOX CO-, LYNCHBURG, VA 

871(200332 "Gtoundwaier Moniloring Program." W/571028 Hr. 

OLSEN.A.F. Babcock & Wilcox Co. 87/10/31. ROUSE.L.C. DMsion of Fuel Cycio, 
Medical. Academic & Commercial Use Safety 670413-870726. 7pp. 43414:286- 
43414 290. 

8711300207 Fonvards Insp Rept 7O-O024/87-O4 on 07lO29-3O No violations or devi- 
ations noted 

COUINS.D.M. Region 2. Ofc of Ihe Direcior. 87/tt/l9. EANES.J.A. Babcock & 
Wilcox Co 2pp 43467 236-43467:240 
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-8711300214 Iflsp Rapt 7O-O024/B7-O4 on 871029-30 No violations or flo<i4alions 
fiolea Majo' areas inspected review <S evaluation of licensee emergency preparadnoss 

Er^HJL. OECKER.T.R. Region 2, Ole of the O.rector. 87/11/19. 3pp. «13467.238- 
43467 240. 


8711030399 Informs that vendor 070612 pioposod revs to lundamertal nuclo&i mall 
cont.iol plan S flagen li 870529 evehal'On nre.ro concerns wi'l fra addrassod in NRC 
revMT A1 Chapter 4. Use ol currant plan recommondGO until changos approved. 
BH/VCHE.W Liconsng Branch. 67/09/22- VVINSLOW.T.P. General Electric Co ip 
43269.041 432S0 041. 


DOCKET 70-0938 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIOOE. 

MA 

8711300154 Ack receipt of 071016 Itr informing NRCol slops taken lo correct vky&ltons 
noted in Insp Repts 3O-OO763/07-O1 & 7OO930/87-O1.Under5ian(lrQ Irorn 871102 
lelcon that application for amend will be submiltod by 871 104 conlitmeo. 

MARTIN.T T Roo/tyt 1. OJe ol the Direcior. 67/11/27. MASSE, F X Massachueolls In- 
sl.tute ol Technology. Cambridge, MA. 2pp. 43467:1 10 43467 tt 9. 

-8711300167 Responds lo vlolaiions noted In Inr.p Repls 30-00783/87 01 A 70 0038/ 
87-01 on 070420-23 Corrective actions vault posted as high radiation area A indivM- 
uals responsible for waste shipments advised of requirement to list nucBdos. 

MASSE, F. Massachusetts Institute ol Technology, Cambridga, MA. 87/10/16. Region 
1 , Ole of Iho Director. 2pp- 43467: 1 1 8-43467: 1 1 9. 


DOCKET 70-1088 FLORIDA, UNIV. OF, GAINESVILLE, FL 

8711230205 Issues Amend 6 lo Uconaa SNM-lOSO.oxtonding oxpiration deio nj 
680430, per B70925 appUcallon All other conditions of license remain unchangodSER 
supporting amend to license end. 

ROUSELC Fuel-Cycle Safety Branch 07/H/17 VERNETSON.WG. Florida. Unlw. 
of, Gainesv.lla, FL. ip. 43420;OO1-4342e.OO3. 

-8711230209 SER recommending approval of 870925 appl'caiion lot amend lo License 
SNM lOSO.extendina oxplistlon date to 860430. 

WCCAUGHEY.D.A, SWIFT .J.J. Fuel Cycle Safety Branch. 87/11/17. 2pp. 43426:002- 
43426003. 


DOCKET 70-1100 COMBUSTION ENQINEERINO, INC., WINDSOR, CT 


0711030521 AcK receipt of 861 107 & 070218 Ids tranamiuina rova to Chapiera 1-0 & 
40 & Chapter 2-a.re8pecUveiy,ol phyafeal security plan.Llcerise Conctliort 9.1 lo 
Amend SG-1 to License SNM-tb67 revised as etaiod. „ ^ ^ . 

SRACHEW. Ucens/flfl Sranch. 87/08/28. LICHTCN86RQER Combositoo gnglnocr- 
Ing. Inc. 2pp. 43280:278-43280:279. 

8711050013 Appiicailon for amend to License 8NM-I067, eliminating roqu ‘onicnis lor 
tebaHng ves$0>s/cortai/ws w/radJeacUva mat! labels S revisinn number & locai-on of 
cnticalilydalociorsin 8ldo6 4 17 4 cslibr oldoioctOfS.Feo ps d 
Sheehan RE Combusnon Engineering, Inc. 87/iO/Od. ROUSE.L.C. Fuel Cycle 
Saloty Branch. 7pp. 43301;147'433Cl:ie3. 


871 1030363 Conllrms 871020 talcon re imal submiiiai of fundamenial nuctosr man con- 
trol p'srt.per 10CPR74.3i(b].Orall sections dtd 871010 adequaioiy oddrass Imal lunda- 
menial nuclear mall coniroi plan review ccmmenia 4 concerns. 

BRACHEW. Licensing Branch 87/(0/27. MCQiLL.P. Combustion Engineorlno. Ii>c. 
2pp. 432Se.037-43269.038. 


8711040220 Diacussea Insp conducted al facility on 871005-00 4 10-23. Oolicioncles in 
radiation protection program nolod. Corractiva actiena ifial have been imdedoLon or 
lo be underiaKen ll9ied.Addi violallans noted. 

MAHTIN.T T Region 1, Ofo of tha Director. 07/10/27. MCGILL.P. Comtjuslion Engl- 
noenng, Inc. 3pp. 43200:278-43290:280. 


8711090198 PNO-/-87-l03.'or 871 lOS.IIcenees discovered radedOrt levels of up IP 0 -7 
mRem/h In uniastricied area Contamlnallon appeared lo be in soitUconeoo bnmodi- 
elely lostrictod access lo 4 posted area. 

nOTH.J.. PASCIAK.W. Region 1. Ofo ol the Director. 87/11/06. 2pp. 43313195- 
40313:196. 


8711190271 Notification ol Signiticani Licensee Mooting 07-138 on 871201 w/l«mseo 
in K-ng of Prussia, PA for enlorcemenl conference to discuss dellctencos in raiJielion 
protecilori & mgt coniols identified In Insp Rept 70-1 100/67-05. 

ROTH.J Region 1, Ofcol Ihe Dlrador. 87/11/17. Roglon I.Ofool Uk) Diroctor. 2pp- 
43404:310 43404:311. 

8711200168 Forwards Insp RepI 7O-t1OO/07-O5 on 87100509 & 19-23. ErvtotcomenI 
conference scheduled for 871201 (0 discuss short & tong-lorm corrocliva eeVons A 

^ 6171 upgrades Need for enlorcemoni actions will bo subl ol later cor/ospondonce. 

TIN,tT. Region 1, Olo ol Ihe DIreolor. 87/11/17. MCGtLL,P. Combosnoo Eng!- 
neenng, Inc 2pp. 43403:010-43403:033. 

-8711200176 Insp Rept 70-1100/87-05 on 871005-09 4 10-23.Vio1atlon8 noted Ma|ot 
areas Inspectoaradlologlcal controls Including, 870812 pellet shop inc'Kfeni.revlows ol 
Qllegat’One 4 implemenrallon of radiation proloetlon program. 

GRES!CK-aOFFI. SHANBAKY.M-M. Regtoh 1 , O/c ol the Dl/eclor. 87/17/10. 20pp 
43403:012-43403:033. 


DOCKET 70-n]3 GENERAL ELECTRIC CO., WILMINGTON, NO 

8711100003 Rev 18 lo application for amend to License SNM-I097,tovlslng Part I of 
license applicaUon currently approved by Condition 9 of license. Fee paid. 
WINSLOWT.P. General elecfric Co. 87/10/23. Office ol Nvcioar Maloilal Safely 4 
Saleguards.Oireclor. 156pp. 43339:164-43330:319 

-8711100007 Forwards lee for processing Rev 16 to application lor amend to Licanso 
SNM-1097. 

FOLECKRH. General Elecirlo Co. 87/10/27. WEISS.O. License Fee Managomant 
Branch. Ip. 43330:319-43339:310. 

8711030S4S Responds to 861210 submittal of revised pages lo lundamenial nuclear 
mall control plan re timing of reviews 4 eudils. LIcenso Conditions 2.1 4 6.1 to Amend 
SQ-t to License SNM-1097 revl8ed,eHecllve Immedlaleiy. 

BRACH.E.W. Ucenslng Branch. 87/08/26, WINSLOW.T.P. Goneral Electric Co. 2pp. 
43280:235-43280:286. 


8711180017 Appl.ca<ion lo' amend to License SNM-I097.roquosi'ng ono lime aulhorija- 
liai to taedve residual SNM conlair.od In omply G£ scrap zircaloy tubng.Feo 

K d I3ata:l3 0f application withheld |rof 10CFR2 700} 

NSLOW.T P, General Eiccu.c Co. 07/10/20. BRACH.EW. Uconsng Branch 2pp. 
43394 311-43304 312 

8711020228 /1c\ roco'pl ol 871002 Hr informing NRC ol steps lakon to correct violations 
noted In Itup Rept 70-11 l3/87.l0.Siari anelys.s end lo clarity basis of enlorcemenl 
acion 

STOlinj.P. Region 2. Olc of iho Director. 87/10/23. LEES.E.A Gonoral Elecirlo Co 
4pp 43234 101-43234-194. 

8711160236 Ack receipt of response (o NRC lequesi made during Insp 70-Tfl3/87.t2 
on 670824-26 for fwo spl I samplos 4 for analytical data on five aan-pies.NRC will pro- 
vide contract lab rosuits 

COLLINSGM. Region 2, Ofc of the Dirocior. 87/11/09 LF.ES.E.A. General Elociiic 
Co fp 43369 186-43389: 130. 

8711170150 Forwards Amend 12 lo License SNM-t097 & SER. Amend changes Cend - 
llon 9 to incliKlo daio of 871923 4 Condition 11 to aulhorire sloiago ol digest 
SUjdgaCombilon 12 ifaioted 

ROU^.L.C. Fuel Cycle Safoty Branch. 87/11/12. WlNSLOW,T.P. General Eleclnc 
Co Ip. 43385:256 43385 281. 

-8711170173 Amend 12 10 Liconso SNM 1087. aulhonzing use ol U enriched In U-335 4 
Pu It) Qccotdanco w/siBtbm.onis & conditions ol 67 1 923 application. 
nOUSE.L C Oivsion of Irydusirial & Medical Nuclear Sefety (Post 670729). 87/i 1/I2. 
ip 43386 257.433B5-2S7. 

-8711170196 SER recommending approval ol GE application for amend lo License 
SNM-l(^7,incorporaiino ox.simg Condil.on 12 into new Section 1.18 10 A propos'ng 
now Sochon 1 8.1 1 for storage ol digesi aludge 

BIOINGEfl.Q H., SWIFT,JJ. Fuel (^cla Ssfoly Branch 87/11/12, 2pp 43385258- 
4338S269 


-8711170902 noco nmoncjs calogorlcel oxluslon lor GE 871023 app icotlon lor arr.snd 
10 Uconso SNM- 1097. Biiowng edminislreiivo chsr%gos 4 authorizing eccumu'sFon of 
ireat^ sanrtary sfudgo Environ assossmeni A EfS unviairaniod 
ROUSE.lC. Fuel Cydo Soloiy Branch. 67/11/12. Fuel Cycle Sa'oly Breoeh. 2pp. 
43305280 43365261 


0711230369 Fc/wB'ds revised Page 9 lo insp RepI 70 n 1 3/07-12 pri 070Q24-28.Noled 
ciiar)Qosaieo1a9min'«itDltve conitcl nature. 

COIIINS.O.M Roglon 2. Olc of me Oirncior. 87/11/16. LEG8,F..A. Qoneiel ElociriC 
Co 1p. 43410 005 43419:005 


-6711230392 Rovlscd Pago 9 10 insp Repi 70-1113/07-12. 

* n4^n2, Ofcol the Dlroctoi 07/l1/l8 ip. 43419 006-43410.000, 


DOCKET 70-1143 WESTINGHOU6E ELECTRIC CORP.. PITTSBURGH, PA 


6711840217 rerwBids End 4 of NHC 070929 hr ro Comb'ned Insps 70-1143/67-01 4 
3C>-OOI34/67-02.£nci inadvoitonVy omUled during reprcKluciion ol r^l 4 iransmiiiai Ur. 
OELIAMY.R n. Region 1, 0!c Of the O.iecior. 0//10/2?. SLEMBER.R. Wosl.nghouse 
ClecinoCoip. 3pp 43200.321-43200:323. 


6711300139 Ack toccii,nt Ol 871026 Mr informing NHC of slops leken lo correct vio'aions 
nOIOd n insps 78-1 143/07-01 4 30-08134/67.02. 

MARTiN.T.f. Roglon 1, Olc ol Iho Direcior. 87/11/25. SLEMBER.R. Westmghouso 
EkWliic CO'p. Ip 43472:343-43«72:351. 


-0711300181 Rcspornls to NRC 870929 Ur ro viofaiions noted In fnsps 70-l 143/87-01 
4 30-08134/e7-02.Coiroclivo aciicns:livo oporaiing pioceduros wriiten 4 approved lo 
cow l.8ied aspccis of wosio packBQ'ng 4 shippIng.Relalod Info end. 

FERniS.MJ. Wosim^ouso Eroctric Corp. 07/10/56. RUSS£LL,W.T. Rogon l.Ofc ol 
Ihe oireefor. 6pp. 43472.344-4347235 i. 


DOCKET 70-1161 WESTINQHOU8E ELECTRIC CORP., COLUMBIA, SC 

6711030338 Ack race pi ol 070007 4 13 lira ro receipt of cylinders & corresponding 
samplos of low onrichod UFO from USSR.Meihods described in llrs appropnale based 
on unlquo situellon dlclBlod by clicumslancos 

BBACKew L'consfng Branch. 07/09/03. SANOEHS.C.F. H'esUnghouse Elsciric 
Co^ Ip. 43250 032 43259.032. 

8711040186 Forwards propriolary response to Items ol noncomp'lanco noted In Insp 
Real 70-1161/07-11 on 070708-10 4 23-24. Response wilhho'd (ml 10CFR2 790) 
LOcil£P Westinghouso Electric Corp. 57/09/04. STOHn.J.P. Reg on 2, Ofc of the 
OYeolor Ip. 43260.023.43290.023 

6711030426 Responds lo 070731 4 OSiO llrs re changos to certain measurement meth- 
ods for low enriched U piocossod al (aci'lly.Changos accopiablo 4 should be inciucled 
In nexl fundamental nuclear mail control p'an. 

8RACHE.W. Ucansino Branch. 87/00/08. SANDERS.C.F. Wesl-.nghouse Electric 
Corp. ip. 43200.359-43280.359. 

6711040160 Discusses 870620 Ur ro plans to wash 4 racorlify low enriched UF6 cyl-n- 
dors wiNn Boulhwesi plant oxpar^s'on (or rolocalod scrap recovory.AUachmenls in ac- 
cordance w/B70Ql2 discussion. , 

aRACH,E.W. Licensing Branch. 67/09/10. SANDERS,C.F. Wesifnghoose Electric 
Corp. ^ 43270-1 10 43278:1 1 1. 

0711030368 Grants 870824 4 20 requests to expand License Condition 1.6 to include 
iBFA rod acalea 4 any other lube or rod scales that meel Kneariiy aiterla Changes 
should be Included In next submittal of fundamental nuclear mail comrol plan, 
BRAaiE-W. Licensing Branch. 07/09/14. SANDERS, C.F. Weailnghouse Eleclnc 
Cofp. 2pp. 43262:081.4^3262.052. 
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8711130204 forwards Insp Repi 70-1fSi/87-i4 on 87l005-09No violations or tfevi- 
at/Ons noted 

CL''iE.W.e- Region 2, Ole ol the Oifector. 67/10/30. LOCH.E.P. Wosirnghouse Eloc- 
trie Cofp 2pp. 43355 120-43355 122 

-3711130216 Pertialy wittheld in^ Rept 7Q-tl&i/87'14 cm 871005-09 (cel 
10CPR2700) Major e.'ces inapsctedio'low-vp on inspector idenli'ad item & measure- 
cnonte. 

BATES.J.W,, MCALPINE.E.J Region 2, Ofc of me Director. 07/10/29. Ip. <13355 122- 
43355 122. 


DOCKET 70-1201 BABCOCK ft WILCOX CO.. LYNCHBURG, VA 

8711040043 informs that revised 10Cf^R74 lundamenial nue'ear mail conirol plan 
accepiatieNew safeguards Amend SQ-1 Co License SNM II66 w-.li be Issued le re- 
Qu.'re imp'emcnlalion of rev'sed plan 

QRAOl.E W Ucensing Branch 67/10/22. WATIERS.JP Babcock 8 VYitcox Co 3pp. 
43260,142.43280:144. 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 


8711030414 Informs lhai sa'eouard plan accepiable.NRC rov.sng UcenseCortdiiion l.l 
ol Amend S6-2 lo License SNM 1227 w/irnrnediale effeci Enel to 870720 Hr wihMld 
from public disclosure (ref l0CFR2.7Q0(dJ9(J). 

BRACH.E W. Licensing Branch 67/06/25 SCHNElOER.RA Advanced Nuefaar Fuels 
Coip. (lormorfy E»on Nuclear Co.. Inc) 2pp. 4.3258:264 43258:265. 

8711030359 Responds lo 870619 reauesl for one-time evlons on of 30-day repodina re- 
ciuiremenl ol 10CFR74.35(b| Understands that licensee will he vtitfidrawtng reguesF.pet 
870821 lolcon. Ucenso Fee Ugl Branch contaclod lo refund fee 
BHACH.f W. Licensing Branch 87/09/01. SCHNEJOER.R.A. Advanced Nuciea' Fuels 
Corp. (formerfy Exxon Nuclear Co, Inc.), ip. 43256.137-43258 I37. 

6711170178 Confirma 871105 leicon re d.sposal ot sewage atudge at 
Rieft'and.V/A Disposal of sewage sludge conlairilng low certcentraLons of U In larvpil 
appr^nata 

SWiFt.j.J, Fuel Cycle Safety Branch 07/11/0$. STRONG.? fl. Weshmgion. Slate ol 
2pp 43385 273 43385 274. 

8711240006 Forwards Mall Control 8 AccountabCity Safeguards insp Rept 70-1257/$7- 
07 on 871005-09 & 27Na vioiauans o' deviations natedRept wiihhoM (ref 
iocFn2.7eo] 

MONTQOMERVJ.L Region 8, Ole of the Oirecior. 87/11/12 WAlODY.CW Ad- 
vanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co, 'oc>. 2pp 43437.359 
43437.360. 


DOCKET 70*1389 fRT CORP., SAN DIEGO. CA 


S711170208 Forwards tepuesi (or add' info re recipient 670521 renewal appiicaiion (or 
Lieonse SNM<U05 Requeslod possession limits ineppropriaieV descnbod.Rospoose 
feguired widtin 60 days ol Hr date 

PENI1II1QT0N.W3. Fuel Cyda Sa'oly Srench 07/11/09 MASCHKA,P FL IRT Corp 
epp. 43365'302-43365'.‘106. 


DOCKET 70-1425 TRANSNUCLEAR, INC., FALLS CHURCH, VA 


6711300024 informs of onnehed U shipmeni In form of u aiuramim alloy fuel 
e'omenis Oetaifs ol shipmonl es required m lOCFR 73.72(8] listed 
05GO00.S Transnuclear, inc. 87/10/05. HfLLMAN.C. Division of Safeguards & 
Transportalion (PosI 870413} 5pp. 43463 269 43463:272 


DOCKET 70-2951 MANHATTAN COLLEGE, BRONX, NY 


8711200157 Forwards Safeguards Insp Repts 50-199/67-01 & 70 2851/97-01 on 
671007 & 08 No vioiailons noted. 

MARTIN.T.T. Region 1. Ofc of Ifie Ofrecior 87/1 1/13. BERLlN-RC. Manbanan Ckil- 
lege. Rwerdaie. NY. 2pp. 43402 347-43402 351. 

-8711200185 insp Ropis 50.199/87-01 & 70-2951/87-01 on 871007 8 08 Ucensee in 
compliance Major areas rnspeOed nuclear mall control 9 accounting 8 pi^sical 
security .including otaanijalion & opcratioh.inventcry.Tocords & topis. 

OEtLA-RATTA,A. SCHI/LINGKAMP.C. KElMiG.R.R. Region T, Ofc of ih© Oeecior. 
67/11/13. 3pp 43402-349-43402 361. 


DOCKET 70-3941 INTERNATIONAL FREIGHT FORWARDERS. INC., ATLANTA, GA 

6711060295 Provides advance noliticauon ol shipment from Ssvannah.GA to 
Aiken, SC.EncI safeguards info withiie.'d. 

HALPAUS.P. Inlernaiional Frelghi Forwarders. Inc. 87/10/22. H(LlMAN,C- NRC - No 
Oetailod Affiliation Given. lp. 43311:069-43311:089. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0370 AMERSHAM CORF. 


6711160246 Advises that QA program approval for radioactive matJ p8ckags.0370 ex- 
pires on 871t30.Renewal musCne requested wlihin 30 days ol oxpirafioalf renewal 
not das'ted.NRC should be so notified 

MACOONALD.C.E. Transportation Branch 87/11/12 BADBY.L Amersham Corp. tp. 
43370.091-43370 091. 


DOCKET 71-0484 NEBRASKA PUBLIC POWER DISTRICT 


8711160251 Advisss that QA program approval for rad.oactNa m|| 
pac)uige0464,axpi(os on 87ll30Renewal must be reouesied wilhin 30 days ei 
axp'tai-onlf renewal not dasired.NRC should be so notiffeo. 

MACOONALD.C.E. Tisnspoilaion Branch 87/11/12. PILANT.J.M. Nebraska Pob>c 
Power District. Ip. 43369 345-43369.345. 


DOCKET 71-0465 WASHINGTON PUBLIC POWER SUPPLY SYSTEM 

87I11602BS Nolllles that OA program approval tor Radioactive Mail Package 0483 er- 
pl/es on 671 l30.Ronewal of program should bo roquested 30 days prior to expireton 
date.Appicebon foo required. 

MACOONALD.C.E. Transponaiion Branch. 87/11/12. SMITH, K. A. Washington Publo 
Poiivof Supply System. Ip. 433? 1:24 1-43371:241. 


DOCKET 71-0486 INTEC INSPECTION, INC. 

8711160180 Adviaoa that OA program approval lor radioactive mail package 0486 ox- 
piros on 671130.Ronowal must do requested within 30 daya of expiraiion lf lenow-al 
noi deatrnd.NnC should be so notifiod. 

MaCDONALD.C E. Tiansponetron Branch. 67/11/12. BAKER. T. Indusirral Test & 'n- 
speciion Ip 43363:336 43363:336. 


DOCKET 71-0518 ULTRA TECHNOLOGY, INC. 

8711150230 Advisos that OA program approval for radioactive mail package:0St6 ox- 
plros on 871 iSO.Rooewal must 00 requosisd within 30 days of explraL'on.K ronowal 
not doaiied.NRC should be ao notified. 

MACLX)NALD,C.E. Transportai'on Branch. 87/11/12. UMra Technoloov, Ino. Ip. 
43369:328 43369.326 


DOCKET 71-0S51 SIEMENS MEDICAL SYS, INC. 

87112tM379 Forwards QA program lor approval. Fee paid. 

HC^NOASCH.A Siamens Medical Systems, inc- (subs, ol S'emens Capital Corn.). 
87/10/27 MCDONALD, C Otfice Of Nuclear Maiori^ Safety & Sefeguaids.Dirocior. 
ip 434l4:30t-434l4:322- 

-9711200363 "OA Piofliem for Siemens Shipping Conlainera for Therapy Soufcoa." 

* Siemens Medical Systoms. inc (subs, of Siemens Cspilai Corp.). 07/fO/27. 20pp. 
43414:302-434 14 322. 


DOCKET 71-0576 FLORIDA, UNIV. Of, OAIN8VILLE 

87(1090023 FooNStda OA program appioval tor tadioacilye mall package-. 057B.ROV l. 
MACOONALO.CE. Trensporlation Branch. 87/tl/OS. VERNETSON.W.Q. Florida. 
UWv. 0(, GainaavlHO, FL. tp. 43315-.148.433l5-.t60. 

-0711090129 OA piogtam approval (or tadioacUve matl peckage.O570,R«v 1. 
MACOONALD.C.E. Tiansponaiipn Branch. 07/11/05 fp. 433l5:f<19<43316;l60. 


DOCKET 71-0607 MORRISON KNU05EN CO. 

0711040301 forwBida ne-wly isMiaad QA piogtam icr raviaw & apptovai Fas paid 
MARUOAS.O. MK-Ferguspn Co. 67/10/15. Office of Nuclear Materiel Safely & 
Sateguards.Dtrocitx. ip. 43270.31 V43276:3l6. 

-6711040305 Rev \ to OA ptoofem. 

MARUOAS.D, BAQEN.D. MICForguson Co 67/10/16 Spp 43278:312-43278 316. 


DOCKET 71-0832 QUALITY ENERGY SERVICES & TESTS CORP. 

9711090058 Advises that address listed on license submilted under rei cover Hr requires 
rovOA merragar prosidos at listed address.Location 6 ofc where radiography per- 
to'rned Vi Tulsa,OK hsiM} 

POTT£«,R.J. Quoelech, Ino. 87/10/30. MACOONALD.C.E. Transportalion Branch. 
2pp- 43324 009-<l3324 010. 


POCKET 71-0636 PIPING SPECIALISTS, INC. 

9711060150 Forwards OA program approval of radloactivo maif package: oe36.Rev 0. 
MACOONALD.C.E Transportation Branch, 87/11/05. ROUDEBUSH.F.L. Piping Spe- 
Ctaksis. Inc. ip 43309:342-43309:343. 

-'071 TO60 163 OA program approval for radioactive mall pacKaQO.0636 Rev 0. 
MWXONAIO.C.E. Tfansportatlon Branch. 87/11/05. ip. 43309-343-43309.343. 


DOCKET 71-0637 WESTERN STRESS, INC. 

8711090110 Forwards Rov 0 lo OA program approval for radioactive matl pack- 
ageO037. 

MAt^ONALD.C.E. Transportation Branch. 87/1 1/05. FflONGILLO.F. Western Stress, 
Inc. Ip. 43316 025-43316.026. 

-0711090112 OA program approval lot radioactive mail package.0$37.Rev 0. 
MAC(X}NAL0,C.E. Transportalion Branch. 67/11/05. ip. 43316:026-43316.026. 


DOCKET 71-0638 WE8TINQHOUSE ELECTRIC CORP. 

8711060252 Forwards OA program approval lor radioactive matl package: 0636.Rev 0. 
MACOONALD.C.E. Transpor&tion Branch. 87/11/05 NAROl.A.J. Weslinghouse Elec- 
IHcCorp. Ip. 43310.345-43310:346. 



-eni06025raA pfogram approval for ratftoactrvo mad packago 0630, flew 0. 
WACOONALO.CE. TfansporiationBra'icti 07/11/05 Ip 433in.346-433ia34B. 


DOCKET 71-0639 WOS TESTINQ CO., INC. 


8711050113 Requests review ol end OA program General license & appl.ca(>on lor f- 
cense also end. Foe paid. 

WOS.GF. Wos Testing Co., Inc. 87/i0/i'i. GOROON.L Office of Nuctoat Material 
Safety & Safeguards, Droclor. fp *13300 ?30-43300 339. 

-6711050117 tfcenso 12-2-1959 01 lor Wos Tesijig Co.inc.eoiho/tfWB uso o» lOOCIlr- 
102 sealed sources lor use In Tech Op Modol 660 exposure device & 200 Cl Ir-192 
sealed sources (or use in SPEC Modol 2-T exposure dev.co (or Indusirioi radiography. 
MAOERA.J.R. Region 3, Ole ol itio D.rodct. 07/09/30. 2po 43300 237-A3300 238. 

-87(1060123 Application for license Supporting OA program end 
WOS,G.F. Wos Testing Co , Inc. 87/03/12 2pp 43300 939-433Q0:a'10. 

-67110S0131 Rev 0 to "10CFR19. 20,30.34 & 7i OA Program lor indiistnol Radogiaphy 
lor Wos Testing Inc." 

WOS.G F. Wos Testing Co., Inc. 87/03/12. 99pp. 43300 241-43300 339 


DOCKET 71-0640 PUBLIC SERVICE CO. OF INDIANA 


8711000003 Forwards OA program approval lor radioactive mail pacitago. 0640.Rov 0 
MACOONAIO.C E. Transporlellon 87/11/05 DAVIS.GT. PoBlic Servreo Co 

oF Indiana, Inc. Ip. 43315;006-433t5 097. 

-8711090006 OA program approval tor rediooctwo mall paci(ago.Q040.RevO. 
MACOONALD.C.E. Transporiation Branch 87/11/05 Ip 433l5.097-43315.007 


DOCKET 7I'0M2 RTS TECHNOLOOV, INC. 


67 1 1060276 Forwards OA program descriplion For rowiew 5 approval Foopad 
MUNRO,J.J. RTS Technology, Inc. 07/10/2G. Ollico of Nuclear Malonei Saloiy & 
Safeguards.Oirocior. 2pp. 43311:005-4331 1 024. 

-8711060283 "OA Program Ooscrlpiion " 

' RTS Technology, Inc. 87/10/26. i7pD 433U 0Q7.4331 1 024. 


DOCKET 71-0645 HOUSTON L1QHTINO & POWER 


8711260061 Submtla (oo (of 071009 subm ttel ol OA program Igi radwesle mgi 
WlSENBURGM.R. Houaton LlQhting & Powoi Co Q7/tl/l7. Oocvmont Conitol 
Blanch (Document Control Dusk) 3pp. 43739.102-43739:164. 


OOCKET 71-4909 MODEL: QE-21PF-t, GENERAL ELECTRIC CO. 

8711060160 Application lor amend to licnnse.ionowng cortiicaio lor GE2IPF-I 
package OascrtpHon of ope/atmg procoUurea.OC acceptencd lesis & meini programs 
lor license encl per 870826 foquost.Foe paid 

WINSLOW,T.P. General Eloclrlc Co 87/10/21. MACOONALO.CE Trensporielion 
Biencti. 4pp. 43310.005-43310.006. 


DOCKET 71-5480 MODEL: RCC, -1, -2, -3, -4, WESTINQKOUSE ELECTRIC CORP. 

8711230064 Appllcailon (or Cortificaio ol Complanco 5450 auiitor<anQ uso ot Modois 
8CC.RCC-l,RCO-2flCC-3 A RCC-I. 

MROCZKA.E J., SEARS.Cf. Northeast Nudoar Energy Co. (subs, ol NORhoesi Uli'l- 
les). MROC2KA.E.J. Northeast Ulllitios 07/11/03. MACOONALO.CE. OHico ol Nu- 
clear Material Safety & Saloguards.Oirecter. 2pp 43416.041-43418042. 

67(1230179 Notillea (hat NRC registered lecip.em In occoidanco w/ provision ol Pwo- 
graph 71.12 ol 10CFR71 as user of CoiHlicalo ol Compliance 5450.poi 071103 *6- 
quesl 

MACOONALD.C E. Transporiation Branch. 87/11/18. KANGLEY.J.P. Nodhoasi Nuclo- 
sr Energy Co. (subs ol Northeest Uli'itios) ip. 43428 266-43428 269 


DOCKET 71-5580 MODEL: S6W POWER UNIT, ENERGY, OEPT. OF 


67(1230(51 Applicadon For renewal oF Cerlilicaies oF CompAence 9560. 
5757,6003,6142,6406,6441,91 19.9703,8788 & 9791. 

ENQEl.WP. Energy. Oepl. of. 87/11/10. MACOOiyALD.C E Ofl ce ol Nucloer MdIoO 
a1 Salety & Safeguards, Dirodoi. 3pp. 43420. 175-43428:177. 


DOCKET 71.576? MODEL: SSW. REFUEL SRCE, ENERGY, OEPT. OF 

8711230161 Appllcailon lor renewal ol Cerlilicalos ol C-omplance 5SBO. 
5767,6003^142,6408,6441,9119.9783.9768 A 9791. 

ENGEL, W.P. Energy. D^t. ol- 87/11/10. MACOONALD.C.E OKIco ol Nuclear Maloit- 
el Sale^ 8 Saleguards.DIrecloi. 3pp. 43428- 175-43420' 177 


DOCKET 71-8830 MODEL: SNAP 21. NAVY. DEPT. OF 

871(230008 Requosie registration as user ol Model DP-4. 

MAUCK.C.J. Energy. Oepl. ol. 67/10/28. MACDONALO.C E. Trensportailon Branch. 
2pfi. 43416:088-43416.089. 

8711230124 Requests registration as user of Mode) SNAP 21. 

MAUCK.C.J. Energy, (3epl. of. 87/11/03. MACOONALD.C.E. Tiansportailon Branch. 
2pp. 43425:358.43425.359. 


OOCKET 71-6003 MODEL: M-13(J, ENERGY. OEPT. OF 

8711230(61 Appl.caiicn lor renewal of Co'tificales ol Comclanco 5580, 
5757.6003.6142,6406.9441,91 19,9703,9708 & 9791. 

ENGEL.W P fneigy Dept ol. 87/1 i/lO. MACOONALD.C E. OH'ce ol Nud-ear Maien 
al Saloiy & Saleguaids.D iedor 3pp 43428:175-43428:177 


DOCKET 71-6142 MODEL; BETTIS WASTE, ENERGY, OEPT. OF 

87I12301SI Appiication for renewal ol Cerillicates of Compliance 5580. 
5757.6003,6 1 42,6408644 1 ,9 1 1 9,9783,9788 S 979 1 

ENGEL.W P. Energy, Dept, ol 87/11/10 MACOONALD.C E. Ollico ol Nuclear Melon- 
al Salety & Ssloguaids.DirecCQr. ?pp. 43428 17S 43426 177. 


DOCKET 71-6294 MODEL: l)NC-260l, COMBUSTION ENOINEEflINO, INC. 

B71J2300S5 Appi.cai.eo for amo.nJ to Cori.rcaio of Comp'isrco 6294 for Mode) LfNC- 
290l.oliOMr'ng optional uso ol coremc shoot InsUal on lo replace asbestos in top & 
botlo-n of d.-um One oveislzo d'awing oncl.Foe paid 

ESKRIOGE.ME ComPustion Engneonng, Inc. 67/10/14. MACOONALD.C E. Trans- 
ponadon (kanch 5pp. 43425 224 43425 230 

-671(239087 Roquosis submltlnl oi lee lor 67iOi4 appl’caiicn lo' emend to Certiiicslo 
o( Compl anco 6294. 

JACKSON.Q. License Foe Monagennoni Branch. 87/11/06. ESKRIDGE H.E. Combus- 
ton Engincer-ng, Inc Ip 43425 229 43425 229 

-8711230075 Fofweids Ice lor Q71014 epp'lcaiion (or amend to Ceri Lcaio of Compli- 
anco 6294. 

ESKRIOGE.KE CombusHon Engineering. Inc 97/11/13 JACKSCN.Q License Fee 
Managomam Siench ip 43425:230 43425:230. 

6711048980 Requests that listed changes bo Inclcdad In 671014 arr.and request lor 
Modol UNC'2901 10 lae:iialc un'oading peJ.'ol Hay holder.Rov 1 to Drawing NFU O- 
4266 •ncorporaistg changes onci 

ES-KRIOQE.H.E Combustion Gnginnoring, Inc. 87/10/20. MACDONAlD.CE. Ttens 
portetlon Q>andi 3pp. 43280 08O-4328Od52 

6711060288 Requests ragfsiraiton as r/so,' of Model l}NC-29Di. 

NAHOi.AJ wosingt.puso Eloclno Corp. 07/10/23. Ofl CO ol Nudoar Matcnai Solely 
a Sa(voueid3.Dlrocior 2pp. 43311 090-43311.091. 

6711110028 in’eurrs mm iiconseo logisieied es usur of Certliicaias ol Compi snee 9044 
a 6204 macco'danco w/fOCFR/ME.as roquesiocl in 671005 A 23 Krs 
MACDONAlD.CE. Civsion ol Saloguerds & TransportsHort (Post 8704i3) 07/ii/03 
NAROI.AJ Wosimghpuse Eloclrlc (^'P Ip. 43347 301-43347 301 

6711160934 Forwards Cert ncaie oF Compi'eneo 6241, Rev 1 1 lor Model UN(>290i shp- 
oMo pecAogo 

MACDONAlD.CE Trensponot-on Drench. 67/11/09 ESKRIOOE.HE. Combuslon 
£i)glr,oertng Ine. 2pp 43362:940.43302:048 

-8711150043 Coniilcaie oi CompiisncD e294,Rov it.fo' Model UNC-2901. Appiova' 
loco'd oftci 

MACOONALD.C E. TronspCiieHon Diandi 07/ 1 1 /09. 4pp. 43362 042-43362 046. 


OOCKET 71-6408 MODEL; NONE, ENERGY, DEPT. OF 

6711230181 Apni canon For renowei ol Coii-iiceios ot Compliance 6580, 
5757.«003.8l42.6400.e44l, 9119.9763,9708 A 9791. 

ENQEL.WP. Eneigy, DopI of. 87/11/10. MACDONM.D.C.E. OMco ol Njcleai Maioil- 
al Sufeiy 8 SefoguOrds.Diroctor. 2pp. 43426.178-13426.127. 


OOCKET 71-6441 MODEL; D2Q POWER UNIT, ENERGY, DEPT. OF 

8711230181 Appllcailon lor renowei of Ceitiliceles ot Compliance 5580, 
5757.6003.6142.6408.8441,0119.9783,9788 & 9791. 

ENGEl.WP eneigy, Omi. of. 87/11/10. MACDONAlO.CC. Office of Nuclear Materi- 
el Saloiy 8 Saioouards.D rodor 2pp. 43426 175-43428:177 


OOCKET 71-8717 MODEL: 5717-B, OAMMA INDUSTRIES, INC. 

8711180432 NelilicBl on ol rcg'slioilon os user ot Models 8717.9126, 9127,9126 A 9135 
Iniospcmsolo 871013 icquosl. 

MACI^NAIO.CE. TransporlQlon Brcinch. 87/11/09. FEHGUSON.E.B. EQAG Florida, 
Inc. (subs ofCGAG. Inc.) ip. 43342 299-43342 209 

8711260127 Notlllcaiion ol rogisUatlon os user ol Cerlilicalos ol CompLances 
6717.9021.9032.8033.9035,9053,9107.0127.0126 A 9135 in response lo 87(007 re- 
quoai. 

MACOONALO.ee. Tfonspo-iaiton Branch. 07/11/23. DAVIS.GT. Pirfjl.-c Service Co- 
ot Indiana. Inc. ip 43461:225-43401.225. 


DOCKET 71-9010 MODEL: NLI-1/2, NUCLEAR ASSURANCE CORP. 

8711106058 Notilios ol eddioss change beginning 871102.AII coitespondonco A ship- 
meats to be dfrocted Fo f-stod address 

* Nuclear Assurance Corp. 87/10/16. NRC • No Oeiaiied Aftlllaticin Given. 2pp. 
43340 001-43340 002. 


OOCKET 71-9021 MODEL: 760, TCCH/OPS, INC. 

87M0900T7 Roquesis reglairailon as secondary user of Amersham Corp Models 
eSO.660 & 660E,683,750, 050,900 A 020 

BEfjKETT.A S. Columbia Gas Transmission Corp (subs, of Columb'a Gas S/S, IncJ. 
87/10/22. OlHce o( Nuclear Material Salety A Saleguards.DIroctoi. 2pp. 43315:146- 
43319:147. 


cates ol Coniptiance Qf4l,9l4S & 9147. 

MACDONALD .CE. Transportation 8rar>ct) 87/11/09 BECKETT .AS. Coiumbla Gas 
Transmisston Corp. (subs, ol Cotumbia Qes Sys, fnc ). Ip. 43342;204-4334^204. 

8711360127 NoliTca'JOn ol regisUabon as user ol Cemiicdles ol Compliances 

6717.9021.9033.9033.9035.9063.9107.9127.9128 & 9135 in response to ftrfoor co- 
quest. 

MACOONALO.C E. Tcansportation Bcancti. 87/1 1 723. OAVIS.Q.T. PubUc Service Co. 
ol Miana. Inc. Ip. 43461:235-43461:325. 


DOCKET 71-9972 MODEL; CE-2S0-3, COMBUSTION ENQINEERINO, INC. 


6711040006 rorwarOs Rev 11 to Cenlflcale ol Compliance 0022 lor Model CE-360-3 
shrppino package 

MACOONALD.C.E. Transportation Grartch 87/10/30 UCHTEK'QERGER Corr^sUon 
Engineering, Inc. 3pp. 43260.086-43380.091. 

•*6711040010 Certilicale ol Compliance 0033.Rov H.lor Model CE-3S0-3 Approval 
record end. 

MACOONALO.C E Transpodaiion 8rand> 67/10/30 4pp. 43360.088-43260.00I. 


DOCKET 71-9023 MODEL: NLI-10/24. NUCLEAR ASSURANCE CORP. 


6711100056 Notinas ol address chartge beginning 87i 103 All correspondence & shp- 
menis lo bo dirccied to listod address. 

' Nuclear Assurance Corp. 87/10/15. NRC - No Ootalled Aliiliation Given 2pp 
43340 001-43340.003- 


DOCKET 71-9028 MODEL: 684 A 664E, TECH/OPS, INC. 


8711100497 NotTicBlion ol ragisKetlon as user ol Models 9028,3032 & 9033 In te- 
sponse to 671006 request. 

MAGOONALO.C.E. Transportation Branch 87/ 1 1 /09. SMITH, S 6. Amoco 04 Co ip 
43343:301-43343.301. 


DOCKET 71*9032 MODEL: 6S0, TECH/OPS, INC. 


67110900I7 Requests rogialraiion as secondary user ol Amersnam Corp Models 
650.660 & 66OE.683.760,850,g00 6 030. 

BECKETT.A.S. Columbia Gaa Transm'sslon Corp (subs, of Colurnbrn Gas Sys, Inc.). 
87/10/23. Olllce ol Nuclear Material Safety & Saieguarda.Oirecior. 3pp. 433l5:l46- 


6711100403 Advises of registration as user of Csdi/icaies of Compliance 
9031,9032,9033 S 9053.per 871032 requost. Rocipiani already reoisieted for Cedili- 
cales Qf Cornpllance 9t4i.9i43 & 9147. 

MACDONALO^E. Transporialion Branch. 87/11/09 SECKETT.AS Columbia Gas 
Transmission Corp. (subs, of Columbia Gaa Sys, Inc.). Ip. 43343:204-43343:204. 

87)1100497 Nolificaiion ol registration as user of Models 9026.9032 & 9033 In re- 
sponse to 67100S request 

MACOONALD.C.E. Transporialion Branch. 87/1 1/09. SMiTii.S-B. Amoco OH Co. ip 
43342301-43342:301. 

6711260127 NotIQcatlon of tegleiracion as user o( Certilicates o( Oompuances 
6717,9021.9032,9033.9035.9063,9107.9127.9138 & 9135 In rasponse lo 871007 re- 
qu44l 

MACOONALO.C E. Transporialion Branch. 87/11/23. OAVIS.G.T. PoWic ServicP Co. 
at incuana, Inc. Ip. 43461 22S-4348I:22S. 


DOCKET 71.9033 MODEU 660 A 690E, TECH/OPS, INC. 


8711090017 Requests regietrallon as secondary user of Amerstiam Corp Models 
850.660 A 660E 683,750,850,900 A 920. 

BECKETT.A.S. Columbia Gas Transmission Corp. (subs, ol Columbia Gas Sys. frtc). 
87/10/22. Office ol Nuclear Materfal Safety A Safequards.Oireclar. 2op 43315 146- 
43315:147. 


1 ol CompSance 
' Stared for Certiti- 


8711110028 informs that licensee registered as usor ol Certificalos ol Corrplancc 9041 
A 6294 In accordance w/IOCFR7l.l3,as lequaslod In 071005 A 23 lirs 
MACOONALO.C E Division ol Saleguards A Ttansportalfon (Post 870413). 87/11/09 
NAflOLAJ. Wealinghouse.EiecIflc Corp. ip. 43347:301-43347:301. 


(K>CKET 71-9063 MODEL: 683, TECH/OPS, INC. 


8711090017 Requosts regislrpilon as secondary user ol Amersham Corn Models 
€50.660 A BeOE.eeS, 750,850,900 A 930. 

BECKETT.A.S. Columbia Gas Transmission Co'p. (subs ol Columbia Qas Sys. Inc.i 
67/10/22. OKico ol Nuclear Materiel Safely A Saleguards.Olrocior. 2pp. 43315 14^ 
43315147 

6711100403 Advises of rogisiralion as user of Cortificales of Co.rp<a.ico 
9021,9033.9033 A 9053,per 871033 roquost. Recipieni already reg.'sieied lor Cel'i- 
caloaol Con^lianco 914 1. 9143 A 9i47. 

MACOONALD.C.E. Transportellon Branch. 87/11/09. BECKETT.A.S. Columbia Qas 
Transmission Corp. ($ubs. of Columbia Gas Sys. Inc ), fp. 43342 204.43343 204 

8711260127 Noiifrcaiion of registration as user of Coriilicatos ol Compliances 

6717.6021,9032,0033.0035,9053.9107.0137.9128 A 9135 in response to B7l037 ro- 
quesi 

MACOONALO.C E. Transportation Branch 87/11/23. OAVIS.GT Pub'ic Service Co. 
of Indiana. Inc. ip. 43461:225-43461:325. 


DOCKET 71-9070 MODEL: N-SS, NUCLEAR PACKAGING, INC. 


8711040222 Forwards nonproprlolary Rev 2 lo "SAR N-65 for NUPAC N-SS Packoo- 
inp," raviaed por NRC 870513 commenls.Proprlolaty info conia'ned on Drawing X 65- 
2wiD Alhdavit A insorl/delste InsirucNons and. 

TEMUS,C J. Nuclear Packagirig, Inc. 87/10/09. MACDONALD,C.E. Oflice ol Nue’ear 
Maierial Salely A Saleguards, Oireclor. 6pp. 43277:390-43378:043. 

-8711040227 Nonproprielary Rev 2 lo "SAR lor NUPAC N-55 Packaging." 

• Nuclear Packaging, Inc. 87/00/30. 108pp. 43277:296-43278 043. 


DOCKET 71-9080 MODEL: HN-600 A NUPAC 100. WESTINOHOU8E HITTMAN 
NUCLEAR 


8711100463 NoliDcalion of reg'straiion as usai of Model 6080 in response lo 671005 
request 

MACDONAlD.C.E. Transportation Branch. 87/11/09, TOflfl£S,J.L. Energy, Dopl. Of. 
IP 43342:272-43343:373. 


DOCKET 71-9098 MODEL- UCC-30WC-2 A 2A, CINTICHEM, INC. 

87l10$C}62 Forwards Cortificaia ol Compliance OOOS.Rev 6 lor Models CI-20WC-2 A 
Ci-20VyC-2A sMppihg packages. 

MA<^NALD.C.E. rransportalion Branch 87/11/04. STRACK,R.A. Ci'nlicliom, inc. 
ip. 43301. 157-4330l;160. 

-8711050187 Ceniiicaia ol Compliance OOse.Rev 6,lor Models CI-20WC-3 A Cl SDWC- 
3A.Afiproval record encl. 

MACDONAlD.C.E. Transporialion Branch. 87/11/04. 3pp. 4330l:156'4330l;l60 


DOCKET 71-9102 MODEL: NPI-30WC-6, NEUTRON PRODUCTS, INC. 


B71104001T Forwards Rev 5 10 Certilicale ol Comp1lar>ce 9l03.lor Mode) NP)-20WC'5 
sNMino package. 

MACOONALD.C.E. Transporialion Branch. 87/10/30. TURKANlS.M.M Nauuon Prod 
ucts. Inc. Ip 49280092.43260 095. 

— 8711040023 CeniflcBle of Compliance 8l03,Rev 5, for Model NPI-20WC-6. Approval 
record end 

MACOONALD.C.E. Transporialion Branch. 07/10/30. 3pp. 43200.003-43280 096- 


DOCKET 71-9103 MODEL: NLI-6502, NUCLEAR ASSURANCE CORP. 


Columbia Gas 
'142204. 

9033 In ra- 
il Co Ip 


.. Hoiiiicaiion of regisiraiion as user ol Certificates of Compkances 

6717,9021 .9032, 9633,6035, 9053,9107, 9127,9128 A 9135 In response lo 871007 re- 
quesL 

MACOONALO.C£. TransporUtlorr Branch 67/11/23. OAVIS.Q.T. Public Sstvlce Co 
ol Indiana, Inc. Ip. 43461:226-43461:326. 


8711100068 Notifies of address change beginning 871102.AII correspondence A ship- 
menis to be dkecied lo ilsied address 

* Nuclear Assurance Corp. 67/10/15. NRC - No Oelailed Atlilialion Given. 3pp. 
43340001-43340002. 


DOCKET 71-9107 MODEL: 771, TECH/OPS. INC. 


8711860127 NoUllcatlon ol (eglstraUon as user ol Certificates ol Compliancas 

6717.9021.9033,9033,9035.9053.9107.9127.9128 A 9135 in response lo 87f007 ro- 
quest. 

MACOONALD.C.E. Transporialion Branch. 87/11/33. OAVIS.Q.T. Public Service Co 
of Indiana. Inc. ip. 4346l;335'43461:236. 


DOCKET 71-9035 MODEL 680 A 680E, TECH/OPS, INC. 

8711380127 NoliPcation of roglsdation as user ol Certificates of Oompoancea 
6717,9031.9032.9033.9036.9063,9107,9127,9136 A 9135 in response to 671007 re- 
quest 

MACDONALD.C.E. TransporlaSofl Branch. 87/11/33. OAVIS.G.T. Pubfio Seivfce Co. 
oi Indiana. Irtc Ip. 43461:225-43461:236. 


DOCKET 71-91 19 MODEL BAPL 6810 BRDCO, ENERGY, DEPT. OF 


87f1230161 Application for renewal of Certilicalea of Compliance 6580, 
6797,6003.6142.6406,6441,9119.9783,9788 A 9791. 

ENGEL.W.P. Energy, Dept. of. 87/11/10. MACOONALO.C E. Office of Nuclear Malari- 
al Sataty A Safeguards.Direclor. 2pp. 43438:175-43438:177 


DOCKETED ITEMS 201 


DOCKET 71-9126 MODEU 20, 20A, SO, SOA, GAMMA INDUSTRIES, INC. 

87III00432 Notilicatlon of roglslrallon as user of Models 6717,9126, 9127,6120 8 9135 
In response to 871013 reguesl. 

MACOONALO.C E. Tiansportaiion Branch. 87/11/09. FERGUSON.E 6. EQ8G Rukla. 
Inc. (subs, of EG&G, Inc.). Ip. 43342 209-43342:209. 


DOCKET 71-9127 MODEL 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC. 

8711100432 Neufi'caffon of rogisrratfon as user of Models 6717.9126, 9127.9128 8 Ol35 
in response lo 871013 requesl. 

MACOONALO.C E. TransporlaHon Branch. 67/11/09. FERGUSON.E 6. EG8G Flodda. 
Inc. (subs, of EG&G, Inc.], ip. 43342.209-43342:209. 

67112S0127 Nolillcailon of regislraiion as user of Cerlificsies ol Oxr^iancos 
6717.9021.9032.9033.9035,9053,9107,9127.9128 & 9135 In response to 071007 re- 
quest. 

MACDONALD.C.E. Transportation Brench. 07/11/23. DAViS.G.T. Public Sewlca Co- 
ol Indiana. Inc. Ip. 43461:226-43401:226. 


DOCKET 71-9128 MODEL: C-8, GAMMA INDUSTRIES. INC. 

8711 100432 Natrflcailan of regtsfratron es user of Models 6717.6126, 9127.6126 8 6135 
In response lo 871013 requesl. 

MACDONALD, C.e. Transportation Branch. 87/11/09. FERGUSON.E.B. EG&G FierWa. 
me. (subs, of EQ8G, fnc.J. fp. 43342.209-43342:2O9. 

87II2S0127 NetKIcailon ol regislraiion as user of Cenificotoa of Ovnpliartcos 
8717.9021.9032.9033,9035.9053,9107.9127,9128 8 9135 fn response io 87f007 re- 
quest. 

MACOONALO.CE Transportation Branch. 87/11/23. OAVIS.Q.T. Ruble Service Co 
ol Indiana. Inc. ip. 43481:225-43461:225. 


DOCKET 71-9135 MODEL: CENTURY S & SA, GAMMA INDUSTRIES, INC. 

8711160432 Ndi'flcsilon ol regislraiion as user of Models 87)7.9)20. 6167.9128 8 0>36 
In response lo 87 1013 request. 

MACIjONALO.C E Transportalion Branch 87/11/09. FERGUSON.E B. £080 Florida. 
Ino. (subs, of £G8G, lrTC.r fp. 43342.206'49342;206. 

8711250127 Nolilicatlon of regislraiion as user of Cerliiioalos of Comp<«nco$ 
e7f7,0O2t.eO32,9C33.9C36,6OS3.9lO7.9f27.9f26 8 6f35 m response (0 67(007 te- 
Queel 

MACDONALD, C.E. Transportation Branch. 87/11/23. OAVIS.GT. Pub'io Soivico Co. 
Oflnoiane, Ine. ip 43461:223-43461:225. 


DOCKET 71-9141 MODEL: 900, TECH/OPS, INC. 

8711090017 Requests reg/straHon as secondary user of Amorshem Coro Models 
6S0.660 & 6606,683,750.850.900 8 920. 

BECKETT, A.S Columbia Oas Transmission Carp, (subs of Columbia Qae Sys. IncJ 
87/iO/SZ. Office of Nuefear Materiel Safe^ 8 Befeguards.Oirocior. 2pp- -13316.140- 
43316:147. 

6711100403 Advises of regisfreflon as user of Cerllficafoe of (Compliance 
9021,9032,9033 & 9053,per 871022 request. Rociplenl airoady rogisierod for Cortili- 
cates of Conwiiance 9141,9143 8 9147. 

MACOONALO.CE. Transportation Branch, 87/11/09. aECKerT.A.S. ColumWe Gas 
Transmission (k)rp. (subs, of Columbia Gas Sys. Inc.). Ip. 43342:20 a-43342 204 


DOCKET 71-9143 MODEL: 920, TECH/OPS, INC. 

8711090017 Requests registration as secondary user ol Amorsham Corp Models 
650 660 8 660E,6B3,76o!e50.600 8 920. 

0£CKETT,A.S. Co/umbfa Gee Trarjsm/sslon Corp. (subs, of Columbto Gas Sye, Inc). 
87/10/22. Office ol Nuclear Malerlai Safety 8 safeguards.Olreclor. 2pp. 43315:146- 
43315.147. 

8711100403 Advises of registration as user of Certllicales ol Complianco 
9021,9032,9033 & 0053,per 871022 request. Recipient already rogisierod lor Cemn- 
caies ofCon^llance 9141,9143 8 9147. 

MACDONALO.C.E. Transportation Branch 87/11/09. BECKETT, A.S. Coiumbie Gee 
Transmission Corp. (subs, of Columbia Oas Sys, Inc ). Ip. 43342:204-43342:204. 


DOCKET 71-9147 MODEL 850, TECH/OPS, INC. 

8711090017 Requests registration as aacondsry user of Amereham Corp Models 
850,860 & 660E.eS3.760.650,900 8 920. 

BECKETT. A S. Columbia Oas Transmission Corp. (subs, of Columbia Gas Sys, Inc.l. 
87/10/22. Office of Nuclear Malarial Safety 8 safeguards.Olreclor. 2pp. 43315:148- 
43315:147 

8711100403 Advises ol registration as ueer ol Certllicalos ot Complsnce 
80SI.9002.S033 & 60S3,per 671022 request. Redptenl already registered (or (}erif((- 
cates ol Con^liance 914^9143 8 9147. 

MACDONALD.C.E. Transportalion Branch. 87/11/09. BECKETT, A.S. Columbia Gas 
Transmission Corp. (subs, of Columbia Gas Sys. Inc.) tp. 43342:204-43342.204. 


OOCKET 71-9183 MODEL NAC-1, NUCLEAR ASSURANCE CORP. 

8711030440 forwards Bav 1 lo “Repair Procedure • NAC-tfi Shipping Ca$k.“ first 
transm'iiad per 870903 Ur & Inadvertenlly omitted from B70930 llr.Rev ( Incorporales 
comments Irom NRC/Nuolear Assurance Corp 670902 meeting. 

OIXON.G.N. Nuclear Assurance Corp. 87/10/02. MACDONAlD.CE. NRC - No Oe- 


6711100058 NoUias of address change beginning 671102 AM correspondenco & sh'p- 
manis to be d reeled lo listed address. 

* Nuclear Assurance Corp. 07/10/15. NRC - No DeiaMed Alfil-ailon Qivon. 2pp 
43340:001-43340 002. 

6711090088 Advises ol cornpioHon ol repair & annual Insp 8 tosling ol NAC-IE casK In 
accordance w/provts^ons of Rev 6 lo certMicaie of CompI anca 9f83.Cas>i acceptable 
lor use. 

OANESE.Fl, Nuclasr Assurance Corp. 67/10/20. MACDONALD.C.E Transportsiion 
Branch 2pp 43324:043 43324.044 


DOCKET 71-9200 MODEL 126-B, ENERGY, DEPT. OF 

67I109009S Forwards Rov 7 lo "SAR lor NuPac 125 B Fuel Shipping Cask." Rov cor- 
rects two nconslawneiBs racanily tponiihad durfrig (ebrlcaian ol 125-D package & lo 
Idantiy cadmijih plating option lor lastenors 

JOHNSON.nA Nuclear Packaging, Inc. B7/10/12. MACOONALO.CE. Trsnsporialon 
BranOi Spp 43308:324-43300010 

— 67lt09M98 Rov 7 lo "SAH lor NuPsc 126 B Fuel Shipping Cask '' 

• Nuclear Peckag'ng, Inc. 87/10/31 35pp 43308 329-43309.010. 


OOCKET 71-9212 MODEL: 72-B, NUCLEAR PACKAGING, INC. 

67(1030306 Con'iiins plans for 871106 masting w/NRC lo discuss on going deveiop- 
moni eci<vii)os lor NuPac Model 72-B cask (or transport of rcmoto-handlod transuranic 
waste Waiver ol NRC liMng 8 licons-ny rev'ow foe rcquosied. 

QUINN.Q-I Nuclear Packaging, inc. QUINN.G.J. Pac-fic NuCoar Systems Inc. 87/10/ 
16 CHAPPELL.ft Tfansponeiion Branch. 2pp 43259.362.43269 353 


OOCKET 71-9215 MODEL; NPI-20WC-6 MKII, NEUTRON PRODUCTS. INC. 

6711040116 Forwards Coillicolo ol Compliance 921 5, Rov O.for Model NPI-20WC-6 Mkll 
Ssaleiyevaiiraiion 

MACO(5NAlD.C.B. Tiarispettailon Branch. 67/10/30, TURKANIS.M.M. Neutron Prod- 
uds. Inc. ip 43260;23e-‘{3200 246. 

-6711040123 Cortii celo of Compilshco 9l25.Rev O.for Model NPI-20WG-e MKli. 
MACDONALD.C.E. Tiansporisllon Branch 87/10/30. 2pp. 43280’237-43260'238. 

-0711040127 SER concluding lhat Modal NP1-20WC-6 Mkll meois perfoimance toqulro- 
monisol 10^R71. 

MACDONALD.C.E. TrsnspOitsiion Branch. 87/10/30. Spp. 43280.239-43260.246. 


DOCKET 71-9216 MODEL CN8 1-130, CHEM-NUCLEAR SYSTEMS. INC. 

8711080164 Requesls rog siraiion as user of Model CNS-l-t3Q. 

SiMPSON.EC. Florida Power Coip. (Subs, ol Flonds Progress Cotp) 67/10/28. 
MACOONALO.CE NRC - No Detailed Alli'lation Givon. 2pp. 43310 322-43310 323. 

8711200386 Roquosis lOQletraiion as user of Model CNS-1-I3G. 

OLSE77.AF. Babcock 8 Wilcox Co. 87/10/30. Office ol Nuclear Malerfal Ssfaly 8 
Saioguords.DIroclor. 2pp 43414:325-43414:326 

0711230023 Roquosis rpa-slrallon as usor of Model CNS 1-f30. 

TIERN«4,JA BsHimore Gas & Electric Co. 07/10/30. MACDONALD.CE. Office of 
Nudoer Molorfai Saloly & Saloguerds.Droclor. 2pp 43416:115-43416.116. 

67111 10096 inloims of tog'elrsilon in accordance w/provision of 10CPR7l.i2.as user of 
Certificaleol Coimiilanco 92IB.per 871028 requesl 

MaCoONALD.C.c- Transportalion Branch. 67/11/00. SiMPSON.E.C. Florida Power 
Corp. (subs, of Florida Progress Corp.). ip. 43346:070.43346.079. 

6711230125 Nolilicatlon ol rogisirailon as usor of Certificate of Complanca 92l6,per 
871030 raquosi. 

MACCXWAlO.C.E. TransporlaHon Branch. 67/T1/I9. BaMmoro Gas8 Clecfrfc Co. fp. 
43425307-43425:307. 


OOCKET 71-6217 MODEL ANF-280, ADVANCED NUCLEAR FUELS CORP. 


6711100138 Forwards epp'ication (or cotiilicalion ol ANF-260 package to requiromcnis 
ot I0^R71 8 IO roquiromonls ot Safoly Saties B.Foo paid. 

OERRALD.L D. Advanced Nuclear Fuels Corp. floimotly Exxon Nuclear Co . Inc ). 67/ 
10/12. MACDONALD.C.E. Trensportai on Brancli. 4pp. 43340:03S-43340’216. 

-4711100146 Applicallon for certification of ANF-250 shipping coninmer lor trensporlof 
radioacUvo mails 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co, Inc.). 07/JO/3O. f78pp. 
4334(^039 43340:216. 


OOCKET 71-9763 MODEL SSW ITR, ENERGY, DEPT. OF 

6711230161 AppI cation lor renewal ol Cerliilceiss ol Compliance 5560, 
5767,6003.6142.6406,6441,9110.9783.9768 8 9/91. 

ENGEL, W.P. Energy. Dept ol. 87/11/10. MACDONALD.C.E. Ollicool NuclearMeierl- 
alSalety & Saleguards.DIreclor. 2pp. 43428.175-43420:177. 


OOCKET 71-9784 MODEL: LWBR NEW FUEL, ENERGY, DEPT. OF 


a rkersesAA rt‘lQ.6 


071 1030425 Forwards CcrtificaiQ of Compliance 9786, Rev O.for Model S3G core basliei 
disposal conia.nei assemply. 

MACOONALOCE. Transportation eranch. 87/10/30. ENGEL.W-P. Energy. Depl. of. 
1p. 43261001-43261 006 

-8711030434 Rev 0 lo Cert.ficaie of Comp'lance 9786 for Model S3G core basket dis* 
posai coniair.er assembly. 

MACDONALD C E Otfce of Njclea.' Malarial Safety & Safeguards.Oireclor. 87/10/30. 
5pp. 43261 002-43281.006. 


DOCKET 71-9788 MODEL 85W REACTOR COMPARTMENT, ENERGY, DEPT. OF 

8711230151 Application for renewal of Ceniflcaies ol Compliance 5580, 
5757 6003.6142.6406.6441.9119.9783.9768 8 9791. 

ENGEL.W.P. Energy, Oepi. ol. 87/1 1/10. MACDONALO.C E. Olfice ol Nuclear Malon- 
al Sale^ 8 Saleguatds,oifec‘.0!. ?pp. 43428.176-43426^177. 


DOCKET 71-9789 MODEL A1W-3, ENERGY, DEPT. OF 

8711230056 Forwards request for addi inlo te 830512 reqjosi for approval ol Model 
A1W-3 core barrel & thermal shield d-sposal conlainer NRC should bo advised within 
30 days from Itr date whon mlo will be provided. 

MACOONAIOCE Transportation Branch 67/11/19 ENGEL.W.P. Enoigy. Oepi. of. 
3pp. 43416.190 43416.192. 


DOCKET 71-9790 MODEL A1W-3, ENERGY, DEPT. OF 

8711120008 Req^uesls addi m'o re 830331 llr requesting approval of AiW-3 barrel & 
shroud dispos^ container. 

MACOONALO.CE Transponaiiqn Branch. 87/11/09. ENGEL.W.P. Energy. Dept of 
2pp. 43348:113-43348:114 


DOCKET 71-9791 MODEL FWR<2, ENERGY, DEPT. OF 

8711230151 Application lor renewal of Cert.'licatcs ol Compliance 5580. 
5757.6003.6142.6406.6441.91 19,9783.9788 & 9791 

ENGEL, W P. Energy. Depl Of. 87/1 1/10. MACOONALD.C E. Offlee ol Nudeai Malon- 
ai Safety & Salaguards.Direclor. 2pp 43428 175-43426.177. 


8711200314 Forwards CorllfJcato of Compliance 9860 lor Modoi Ui-14A, nov i 10 
OD-326, "SAR for Packaging (Oak Ridge Y-i2 Plant Modoi DT-14A Package for 
richad U)" a SuppI l.Rev 2 to SAR.DOE found ropta acceplablo. 

MAUCK,C.J. Energy, Depl Ol 07/11/03. MACDONALD.C.E- Transportation Brai 
2pp. 43414:156-43414:237. 

-871 1200350 Cenilicale ol Comp'ianco 9e60,Rov G.lor Model DT-MA. 

TORRES.J.l. Energy. Depl. of. 67/11/02. 6pp. 43414:156-43414:163. 

-8711200343 Rev 1 to “SAR lor Packagng (Oak Ridge Y-12 Plant Modoi DT- 
Package for Enriched U)-” 

TAYLOR.R G. Martin MarioHa Energy Syaioms. Inc. Y/DD-326 ROf. 04/01/13. Of 
43414:164-43414:201. 

-8711200368 SuppI l,Rov 2 to "SAR lor Packaging (Oak Ridge Y-12 Plant Modal 
14A Package for Enriched U.)" 

CAOELLl.cf. KENNEDY, W.R. E.l. du Pont de Nemours & Co., inc. OPSPU-85-1S 
SI n2. B7/D7/17. 36pp. 43414-202-43414 237. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0002 VIRGINIA ELECTRIC 8. POWER CO. 


8711030499 Informs that Haled documents. marked as proprieiery.will be withhold I 
pubbe disclosure per I0CFR2. 790. Licensee should notify NRC of change In basil 
wtihhofdrra Inlo. 

CUNNINGHAM, R E. Division ol Industrial & Medical Nuclear Safety (Post 8707 
87/10/26. BARNHART.VJ. General Nuclear Systems, Ino. 2pp. 43283:' 
43283:154 


DOCKET 72-0003 CAROLINA POWER & LIGHT CO. 


8711030497 Advises that 851014.22.1209.860113.30.0710.22.670102.08 & 02l7 i 
mitials ot documonis listed In onci ra NUTECH drawings will bo wilhho-d 
l0Cffl2.7e0). 

CUNNINGHAM, R.E. Division of Induslrial & Modicel Nuclear Safety (Post 6707 
87/10/29. UTLEY, E.E. Caroline Power & Light Co. 3pp. 43280.302-43280.304. 


nuriuv.iuivc i cu 1 1 crao 


lOCFR COMMISSION MESTlNQ RECORDS 

6711040208 Trflnscipt ol 871029 mooting re affitmation/Oi&cus&lort & vote in 
Washington.OC Pp 1.13. 

'Commissioners 87/t0/29 17pp. 4328l:035-432ai:051. 

8711090002 Rev', sod stall requramonis memo re Comrvisslon 871031 brlofrig fe) 
Washinglon.DC cm fedorally lunded rosoarch dovolopmem cii. 

Chilk.SJ. Otflco ol ifie Secroiary ol the Commission MB71C12IB 87/11/04. 
STELLO.V. Ofc ol the Executive Oiioctor lor Operations lp 433tS:09&-433t5.09S. 

6711100416 Staff requirements memo re 671021 briefing on status ol unresolved 
safety/generic Issues Stall requested to provide another brlolmg which focuses on 
progress & improvemcnis in procossmg & resolving genoric issues & USts 
CHILK.S.J. Office of the Seciotary of Iho Cornmisslon M.67t02lA. 87/11/06. 
STELLO.V Ofc of the Executive Director for OporaUons ip 43342 205-43342;2l)5. 

«71fl<W435 Tranecriptof 671 f04 •'flrtafing on ISAP" in Weshinalon.OC Pp l-J^Re'et- 
ed documoniation oncl. 

•Cohimteaioners. a7/n/04. 45pp. 40342:2lO-43342:255. 

87111 10099 Trartscript of 871 1 05 aflirmation/discussion 8 vole In Washtitgton.OC.Pp 1- 
6 

' Corrimlssiotiors Q7/1 1/06. 9pp. 43343;001-43343.009. 

6711110107 Transcript of 871103 briefing on status of high level waste Issues fn 
Washington, DC.Pp 1.36 Supporting documoniation end 
’ Conim.ssloner8 87/11/03. 64pp. 43342:302 43342.355 

8711160212 Stall roquiroments memo ro 871022 briefing m Weshtngton.OC re emtir. 
ggney pisnang rule Chai/man 2ech repuosled Ofc of Secreiery lo schedule SECV-O?- 
257 for affitmaiion on 871029. 

CHILK,B.J. Office ol Ihe Socrelery of the Commission. M67I022 87/11/12 Office ol 
the Secreiery ot the Commlas'on. tp. 43369:342-43369:342. 

6711170047 Stall iequ>emGnls memo re Commission B7tt05 affirmaticn/ (tscusslOA6 
vote In Washington, DC on SECY-87-217 concerning review of ALAB-632 omotgoncy 
p'annlng Issues. 

CIIILK,SJ. OfficQ of Ihe Secretary ol the Commiss'on M67I106A 67/11/12 
PARLER,W.C. Offlca ol the General Counsel Ip 43373 067.43373067. 

671 1 f 70064 Staff ropuiremenis memo re Commission 671029 afiv/nailon/ Otecusslon & 
vole in Washinglon.OC on SECV.67-2S7 concerning emergency planning tulo. 
CHILK.SJ. Ofiice of the Sacreiary ol the C%min£Slon M87i029 67/11/12 

PADLER.W.C. Office ol iho General Counsel. Ip. 43375 062-43376862 

6711170106 Stall requiremanis memo re Commission 671103 D/teimg irt 

Wasl'.irtQion.oc on status & ongoing offods to rneel NRC cong'osvonai mendata to 
license DOE high level ladwasta repository. 

CHILK.S.J. Offica of the Socrolaiy of iho Commission. M07ti03. 87/11/13. 
STELLO.V. Ofc of Ihe Enocutivo Director for Oporatlons, fp. 43386244.43305.244. 

671 11861)54 Transcript ol 871 lOS bnolirw w Washmgton.OC re lac/Jiy steam gortofeiot 
lube rupture event Pp i -56. Supporting aocumentalion end. 

• Cemmlssionere 87/)l/09. Ofpp. 43394.319-43395:037. 

67112S02Q6 Stell requirements memo re Commission 67U09 bdeiirtg m 

Wash'ngion.DCon 670/15 sloem generator tube rupture event. 

BATESJal. Office ol the Socrolary of itie Commission M67ti09 6//I1/24. 

STELLO.V. Ofc Ol ihQ Executive Director lor Oporetions ip. 4346ii34i 4346i:34i 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEQUARDS 

8711040197 Tranecrlpt ol Subcommitleo on insfrumoniation S Control Sye mootvtg ia 
W asiiirnion UC.S^ !■ 179 Supporting documaniaiion end. 

• ACRS - Advisory Commliieo on Reactor Seioguards. 87/10/29. t97pp. 43253060- 
43253:282. 

87110660S4 Transcript of ACRS Subcommifloo on Auxiliary Sye 67100) maoUng In 
Washington, OC.Pp 1.165 Supporting documentation end 

’ ACRS - Advisory Committee on Reactor Safeguards 67/10/01 302pp 43294 305- 
43295:326. 

6711090128 Transcnpi of ACRS Subcommiffee on Systematic Assessmoni ofOpereimg 
Experience 871 103 hearing In Washington, DC le role ol AEOO.Pp t>l70. 

• ACRS • Advisory Commiitoo on Reactor Safeguards. 67/11/03. f82pp. 4330l;l60- 
43301:381. 

6711130046 Transcript ol ACRS Subcommifloo an TVA Organizatronal Issuos tiMoilng 
on 67 1 1 04 In Washinglon.OC Pp 1 -SSB.Supportlng documentation and Ovorsire l4era- 
lure end. 

• ACRS - Adviaoiy Committee on Heacior Safeguards. 87/11/04. 450pp. 43350.174- 
43351:268. 

8711180091 Transcript of ACRS 331 si moating on 871105 In Weahington.OC ro l/SI A- 
44, "Station Blackout." Pp l-teOSi^podlng documoniation end. 

• ACRS - Advisory Commitiee on Reactor Safeguards. 67/ f 1/05. f83pp. 43359.001- 
43358 184. 

871116Q093 Transcript of ACRS 33191 general meoling on 671106 in 
WashIngton.DC.Pp 1-222. Supporting documentalion e/'Cl. 

• ACRS- Advisory Commitiee on Reador Safeguards. 07/11/06. 3?2pp. 43356;I05’ 
43359:180 

8711170146 Comments on potential problems that need to bo addressed re high level S 
tow level radwests mgl research aclivitioa. 

KERR.W. ACRS • Aovisory Commilteo on Reactor Sofeguards. 67/1 1/tO. ZECH.l.W. 
Commissioners. 2pp. 49448:325-43448:326. 

8711200196 Discusses ACRS 331st meeting on 871 tOS-07 re devefopntonf of reOkalfor* 
protection stds. Recommends that NRC continue support ol & lend encouragemont to 
work ol '/nleraoency commlilee & related efforts of ERA. 

KERR.W. ACRS - Advisory Committee on Reactor Safeguards. 87/11/10. ZECH.L.W. 
Commissioners. 2pp. 4344e.327-43448 328. 


8741350153 Tianscripi of 67I11Q meeiing ro ihormai hydrau'fc phenomena in 
WashkiQ'on.OC Pp t-l34.SupportlnQ documentauon end 

•ACRS - Adihsory Con’miiioe on Reactor Safeguards 97/1 f/l8. f48pp. 43438:144- 
43438 290. 

67 11250161 Transcnpi ol ACRS 871117 meoling ro OllR sys in Washington, OC Pp i- 
J94.Supportvm documenlailon end. 

• ACRS - Advisory Commilteo on Reactor Safeguards. 07/11/17. 2l3pp. 43430.291- 
43439143 

6711300019 Transcript ol ACRS 871119 mooting in Wash ngton.DC ro thermal hydrau'ic 
pha.'iomona Pp 269 44t.5i/pportlng documontai on oncl 

* ACRS - Advisory Corr.m.tica on Reactor Saloguarda. 87/11/19. 204pp. 43456 221- 
43459.066 

9711300023 Transcnpi ol ACRS B71 1 18 mooting In Washinglon.OC re thermal hydraulic 
phonomona f^ 135-296 Supporting documentation enci 

^ ACRS - Advisciy Commiicee on Roactor Safeguards. 87/tt/<6. 2f6pp. 43458001- 
43456.220. 


ADVCM NRC ADVISORY COMMITTEE 


67(1040094 Forwards draff minufos of 8710(5- f6 nteet.ng of High Lovei Waste Licens- 
ing Su^wrl Sys Advisory Comm.ttco.aitondeos list S presentation matl.Next meolng 
mjbe iia'don3?li 16-20 in Denver, CO.W/o onci mlnulos 

6ELLMAN.ll. Conservation Foundal on. 07/10/27. High Level Waste Licensing Sup- 
port System Arlvisrvy Convniireo. 9fpp. 43280.145 43260 235. 


COMMISSION NRC COMMISSIONERS 

8710020063 Forwards GAO ropt, "Nudeor Rcgulallon Elforts to Ensure Nudoar Power 
Plant SaiDh’ Car> be Sirongihenod." Ropi raises serious quesiions ss lo whoihar NRC 
has edou^leiy pursued important criteria & onforcod exis\ir>g safety requlnlions. 
O-AMATaAM. Senaio. 87/09/22. ZECH.LW. Commisslonofs. 4pp. 43448321- 
43448 324 

671023001^ Responds lo recipient 870818 Hr requasi ng prevention of p'ani restart until 
proVousiy rdont-llad mgi.resclor safely ft emergency p'anrrlng concerns satlslacionly 
addressed Resolulbn ol omorgeriey plennlr^ Issues required by FEMA. 

ZECH.L.W. Comm'ss'prxors. 87/10/09. DARRY.C.V. Massachusetts. Commonwealth 
01 3pp 43460:293-43450 290 

-6710230013 l/rgas ODrnmisS’’on scLon validating findings of FEMA ropt, "Self initialed 
Ror^ew & mtanm Finding" Ropt oondudes ulU oHsile plans Inadoguelo to proloci 
pubix; nes'rt) ft saioly Pub’ic rtoe'ing prior (c p’eni rosia/t also requoaiod 
BARRY .C.v. Maseechuseita. Cemmonweaiih i)f. 67/08/16. ZECll.L Commissioners. 
4pp 43460296 43460 299 

8711020069 neaponifs 10 87)023 IP re eihprgency pienning rjio ft Conorasaonel lira 
tecoivod ort mornng ol NRC 071022 mooiing.Comrr.i98ion stands by 671021 Ur inai 
erotoss epu'd hardly hnvo boon moro open lor oddrossing issue. 

2ECH.LW. Commissioners. 67/19/2/. MARKEV.6J.. ATKINS, C.Q., MRAZEK.nj, 
House of Rep. spo 43463:209-43483 313. 

6711020133 weekly inlo lepl lo' wk ending 071D83. 

REHM.T./L Olc o! iho ExoCuiivo Dl'eciPf lor Oporefons. 67/10/28 36pp. 43239:104- 
43239 196 

6711660161 Informs that NRC siudy Ol Olo of Investigations briolmg bopor on TVA v/il 
be cenducieo under so'e direction of JM Taytor.Depirty E/ecuiive Dractor lor Region 
ai Opwauons. 

STEIlO.V. Olc ot the Eifoeuiive D rector (or OpofeiWna. 87/ 10/30. ZECH. flOeBRTS, 
eERNTHAl OmmlSS'onoiB. ip. 43209:277-43298 277. 

671 1096666 Weekly In’o rept lor wk ending 871030. 

REHM.TA Ofc Ol Ihe ExecuWo Director for Oporailons 07/11/94 29pp 43318:255- 
43316:283 

671 1100377 Requests that Zoch prov.de oU msmoiando, telephone toga & notes re com* 
munn^elion vv/other egendos ft outside egondos ro proposed emergency planning 
rule bolwoan 671013 ft 29. 

MOYNIHAN.OP. Senaie. 62Fn8oe9. 87/10/20. ZECH Comm'ssloners. Ip. 
43343321-43343:321. 

6711(30294 Weekly info rept forwk ending 671106. 

(SEHM.T.A. Olc of the Executive Director for Operations. 67/11/10. 34pp. 43360:137- 
43360 170. 

8711200994 Penvsrda NRC quarterly efarus ropt lor Th'rd Ouarlor CY07. per House 
Rept 97-850 Rogulelory delays in rept not Impaclod by schedules lor rosolviny olfallo 
emergency preparad/iaas issues w/exceplion of Seabrook & Shcreham. 

ZECH.I.W. Commisspnors. 87/11/13. BEVILL.T. House of Rep., AppropnaiiohS, 
Sfipp. 43463 273-43463 291 

6711240269 Forwards comments on recommendallons ro nuclear safely policy ques- 
tions er^ed by task lorce during Natl Governors Assoc 791h ennual mnoting on 
B70726-28.NRC lavoia doso ft cooporeiive working lelat-onshipw/stalo govt. 
ZeCH.l.W. Convnfsslonere. 67/10/27. CLINTON.B. Arkansas, State of. SUNUNlJ.J.H. 
New Han^ishlro. Stein ol. MOORE.A.A. West Virginia, State of. 6pp. 43448:090- 
43446 69$ 

6711260019 Provides (nfo re NRC esffmerea (or emergency response data sys stated 
dunng 871001 leslImony.NRC executed contract w/ El Inti, Inc lor Implomantatlon ft 
maiiL 

ZECH.LW. CommlBslonofS. 97/10/27. SHARP.?. House ol Rep,, Energy 8 Com- 
merce fp 43440:3>7-43446.3l7. 

671126D030 Weekly Info ropI lor wk ending 871113. 

REHM.TJl Olo ol the Executive Director lor Operatons 87/11/19. 31pp. 43449.009- 
43449.039 
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«7n2S0070 Advises that NRC will respond to 670927 questions re GAOrept "ftolear 
Regulation S Eftorts to Ensure Nuclear Power Plant Safety Can Be Strengthenod " in 
repl that will be submitted to Congress by 67 1 1 13 

ZECH.LW. Commissiouefa. 87/10/09 D'AWATO.A.M. Senate ?pp. 43<W8:319- 
43448.320. 

6711260107 Responds to 870831 Hr re secuiity eC national & local level at laolHesNRC 
concluded that t>o substantial health & safety Issues exists ihal would warrant suspen- 
sion or revocation of arty license o< porm I lor (edl ties. 

ZECH.l.W. Commissioners. 67/10/27. CLINTON.0. Arkansas, State ol. Spp. 
43461:366 43462-002 

•^711360144 Addresses serious prob'ems re erosion of public conlldenco In eb^ly o( 
NRC to safeguard publ<c adOQuaiely from dangers of nuefoer power plarvt acc'-ilenls. 
CLINTON.B. Alaska, Slate of. 87/08/31. UNDO.L.W. Commlsalor^ora. 2pp 
43462.001-43462:002. 

8711380120 Responds lo request (or NRC comments on M R. 1854 & H.R.2726. Mis 
proposlhd Adminisirativa Law Judges Corps Act. Commission concerned w/potential 
atlecl act will have on ASLB & NRC use of judgas 

ZeCH.L.W. Commissioners. 07/10/15. RODINO, P.W. House ot Hap., Judiclwy. 3pp 
43461:222-43461:224. 

8711260147 Informs ol nomination ol KE Perklns.TA Murley & N Zubot (or 1967 Con- 
giesslonal Excal bur Award Dedication & initiative exhibited by Perkins, Uurtey & Zuber 
make oulstanding candidates for award. Nominaiing statemenia end. 

CAnR.KM. Commissioners 87/10/30. WORELLA.CA House ol Rep. 4pp 
43461:260-434ei:263. 

8711250265 Responds to 871014 tv re concerns for adequacy ol noHcaton ol plani 
events to town of Kinsdale.NH. Response la Board ol Selocimen for (own of Hinsdaio 
end. 

STELLO.V. Ofc ol the Executive Drector for Operations. 87/11/19. OREOO.J. House 
of Rep. 2pp. 43463:004-43463:012. 

-87I12S0270 Forwards Town ol Hmsdale.NM Board of Selectmen 870621 Hr to con- 
come over continued communication problems concerning not-licallon of plani evenia. 
OREGG.J House of Rop. 87/10/14 ZECH.LW Comrnissloners Ip 43463010- 
43483.012. 


CONTRACT NRC CONTRACTS ANO MODIFICATIONS 

8711020053 Notification of contract execudon.rv'od b.to "ElKON/TRAC." 
Con traclor: Ene rgy, Inc. 

EOGEWORTH.P. Coniraci AdmInlatiation Branch. FIN 0-1C81. NaO04-66-lt2. 87/ 
10/28. FDRSHANO.W. Program Management, Policy Oeveiopmeni 6 Aneiysia Smfl 
(Poet 670410). AN6 gtte.R. NRC • No Oetailod AKillation Qrven. ip. 43241:001. 
43241:003. 

>8711020098 Mod S.exlending period ol performance lo 87 if 30, to "ELKON/ TRAC" 
MASINQTON.O.K. Gnorgy. fnc. WiGQiNS.E.J. Division of Coniracis (Post 870413). 
PIN 0-1681. NRC-04-86-112. 87/10/28. 2pp. 43241:002-43241:003. 

871 1030059 Notification of coniract exocuiion.Mod 7.to ''Teleprocessing Svee Support." 
C«mraeior:OCLl,Ju8lico Computor Swc.Computer Technology & TeiecommuniceUons 
Siefl. 

KNOX.E Coplracf Admlii;8lr8iion Branch NRC-33-e6<26S. 87/10/28. 

MCDONALPiW.O Office ol Adimniatraiion 8 Resources Managemont. Oireoier (Poai 
8704 13). DIEHL, 0. NRC - No Dela lOd AIIIHatlon Given. Ip. 43240:130-43240:132. 

>8711020066 Mod 7,exiending period of perlormanco through 671230 & increeamg 
Interagency agreement amounl.to "Teieprocesaing Svea Support " 

QUOLIELMO.FA. Jusllce. Oepl. of. WIGGINS.E.J. Oivialon ol Coniraois (Poet 
870413). NRC-33-e&-265. 87/10/28. 2pp. 43240:131-43240:132. 

0711020110 Correcled nclilicallon ol coniraci execuHon.Mod 6.lo "Technical Support 
Sves lor Data Telecommunlcal'on Equlpmonl" Conlraclor.SOASubcootroclor.Pdlen- 
Johnson Aaaoc.inc. 

VELEZ.P. Coniract Adminlsf/ancin Branch FIN D 1069. NRC-I0 85?a3. 87/10/23. 
EYSYMONTT.O.P. Dnrfslon of Computer & Telacommunlcatione Services (Post 
870413). BROWNELL.B. NRC • No Detailed Afflllalion Given. Ip. 43239:360- 
4323 9 360. 

8711020134 Nolificairon of contract execution, Mod 6,10 "Teleprocessing Sves Support." 
Contractor:DOJ. 

KNOX.E. Contract Admlnleltai'on Branch FIN 0-1376. NRC.33.a6265 87/09/24. 
MCDONALD, W.O. Office of Admin'strallon & Resources Managemenf, D'rector (Post 
670413). OIEHL.O. NRC - No Delaifed Affihallon Civon. Ip. 43239199-43239:200. 

>8711020145 Mod S.daobligaling funds, lo "Teleprocessing Sves Support." 
GLfGLiELWO.FA. Juslice, d^f. of. WIGGINS.S.J. Division ol ConUads (Post 
670413). FIN D-1376. NR&30-86-266. 87/09/24. Ip. 43239:200-43239:200. 

8711020191 Nolillcalfon of contract oxecullorv.Mod 8, to "Progtarn lo Supped Opetalo' 
Licensing Aclivilles." Contractor; Sorvalysts.Inc. 

BELLS. Contract Adminisiralion Branch. FIN 0-1332. NRC-03-86'054. 87/10/28. 
BAJY/A.SS Planning, Program 8 Management Support Branch (Post 670411). 
PULSIPHER.K. NRC - No Detailed Affiliation Given Ip. 43239:356-43239 357 

>8711020196 Mod 0, increasing amount obligated under conlract.lo "Program to Sup- 
pod Operator Ucettsing Activities." 

^ Sonalysts, Inc. WIGGINS.EJ. Division of Contracts (Post 870413). FIN D-1332. 
NRC-03-86-054.87/f0/2S. Jp 43236 35?-4323S3i7. 

8711020244 Correcled notification of contract execution, Mod 4, to "Technical Sufwotl 
Sves lor Data Telocommunicaliort Equipment." Contraclor:SBA.Subcontractor:Pailort- 
Johnson A88oc.lnc. 

VELEZ.P. Contract Administration Branch. FIN 0-1869. NRC-lO'65-283. 87/10/20. 
EYSYMONTT.O.P. OMsIon of Computer & Telecommunications Services <Posi 
670413). BROWNELL.B. NRC - No Detailed Aflilistlon Given. Ip. 43239:264- 
43239:254. 

8711020326 Notification of coniract execulion.Mod 6,to "Teleprocessing Sves Support." 
ConlracloriDOJ.Jusifce Mgt Div. 

KNOX.E. Contract Administration Branch. FIN 0-1376. NflC-33-86-265. 87/09/24. 
MCDONALD, W.O. Office Of Administration & Resources Management, Director (Post 
B704t3). DIEHLD- NRC • No Detailed Affiliation Given. Ip. 43239:263-43239:264. 


-8711020333 Mod 6.deobllgaiing lunds.to "Toioprocessmg Svcs Support." 
GUOLlELMO.FA. Justice, Dept. of. WIGQINS.E.J. Division of Co.Vtacts fPcsi 
870413). FIN D-1376. NRC-33-86-265. 87/09/24. Ip. 43239:284 43239 204. 

67118303S4 Notification of contract execution, Mod 1,10 "Rog'on V Data Entry Sves" 
Cmtractoi:SOA. Subcontractor Phoonix Inti 

OORSEY.M. Coniract Admhlstrailon Branch. NnC-32-07-307. 87/10/20. HAMLLK 
OHica ol Administrat'On & Resources Msnagomoni, Oliocior (Post 870113). 
FRlCtlLANA-E. NRC • No Doiailod Affiliation Given. Ip. 43259.039-43259 Q40. 

-8711030361 Mod i.provi&ng adminisiralive chango lo correct conVgclor eddress.lo 
"Region V Data Entry Sves.'^ 

* Small Bus'noss Admlnlelratlon * Phoenix International. WiGQINSEj Orrisen d 
Contracts (Post 870413). NRC'32'07-307. 07/10/29. Ip. 43259.040-43260 040. 

9711030376 Final response lo F01A request tor documents. App C document to Cor- 
Iracl NflC-02-67-003 end & available in PDR. 

ORIMSLEY.O.H. Division of Rules 8 Records (Post 070413). NRC-02-d7-003 87/10/ 
30. BAUMAN, L. Govornmont Accountability Pro|ocl 2pp. 43259.053 43250:060. 

-0711030305 Nolitication ol contract execution, Mod 2, to "Support lor Negoiialed Rtfo- 
tnahlng " ConliaclonCouncll on Environ Quality. 

time.M. Contraci Adminisiralion Stanch (660421-870413). FIN O-l05(3-7. NRC-OZ- 
87-003. 87/04/08. EVANS.J.D. Office of Nuclear Maiorial S&fsV 8 

Safeguarde.DIrocior. KALMAN. K. NRC • No Oetailod Aftillaiion Given. t2pp. 
43259 058 432S9 069. 

8711030397 NoMicalloh ol coniract execulion.Mod 9,lo "Review el RETRAN Ccirpu'er 
Codo & Confirmatory Licensing Calculations." (joniractorSBA Subconvactoi:li'.il Toch- 
ntcei Sves. 

BAZIN J. Contract Adminletrat on Branch FIN D-1350. NnC-03 88 053. 07/10/29 
B/UWA,S. Planning. Program & Managemont Support Branch (Post 8704111 
POSLUSMY.C. NRC- No (Jolailod Affiliation Given. Ip. 43256:225-43258.220. 

>8711030401 Mod 9, providing addi funding (or task orders Issued under Task Vlll.‘.0 
"Rewlow of RETRAN Computer Codo & Cont.rmatory Licensing CalculQlione." 

* Smell Busir^oss Admin'sliaiion. ’ International Technical Services, Ire. 
WIGGINS.EJ Division of Contracts (Post 870413). FIN D-1350. NRC-OS-CQ 053 07/ 
10/20. ip. 43258 226 43256:226. 

8711030405 Noilticaiion of contract execulion.Mod i,to "Heailh Physics Teclmlcal As- 
sistance." ConuaclorXnox Consulianls.lnc. 

BEIL.S. Contract Adminisiralion Branch, fin 0-1743. NRC-04-07-060. 87/10/29. 
GUSTAVE.R Program Menegemant, Policy Development & Analysis Sia'f [Post 
870413) ip 43259:070 43259:071. 

>8711030417 Mod i.ehsnging contractor address & incressing obiigelod amovnl by 
eoniracuo "Health Physics Technical Assistance." 

* Knox Cor^suitents, Inc WI(3QINS,6.J. Division of Contracts (Post 070413). PIN D- 
1743. NRC 04 e?.0e0. 87/10/29. Ip. 43259:071-43259.071. 

8711040016 NoiiUceiiOh of coniiaci oxeculion.Mod 35J0 "Technical Aslisianco h Sup- 
port ol NRC Reactor Liconslnu Actions." Coniractor:Sclenco Appllaatlons intl Corp. 
FlELOS.J. Conltsci Admihiafralion Branch NRCO3-02-O96. 87/10/20. BA'WA.S. 
Planning, Program & Managemont Support Branch (Post 870411). WEST.K.S. NRC • 
No OeiaUedAlhliaiion Given 2pp 43286:000-43280:697. 

>8711040024 Mod OO.changing projaci otticor to KS Waat.lo "Technical AasiSlsnco In 
SuMTort ot NRC Reactor Licensing Aciiona." 

* Scionco Appiicaiiens iniornaiTonai Corp. (formerly Science App'icai-ons, Irvel 
WIGGINS.EJ. Division ol Contracts (Post 870413). NRC-03-62-O0i 87/10/20. tp- 
43280.097-43280097. 

8711040027 Noiiiicaiion ol contract execulion.Mod 6,io "Cognitive MotloHng Behavior oT 
Nuclear Power Fhsnt Personnel." Con(raclor:Wsslinghouse. 

HAOEV.H Coniraci Adminisiralion Branch. FiN D-11B7. NRC-04-05-ID3. 87/10/22. 
GUSTAVE.R. Program Menagomsni, Policy Devolopmoni & Analysis Sialt {PosI 
870413). RYAN.T.G. NRC - No Detailed Alfillallon Given. Ip. 43280.098-43200 099. 

>8711040032 Mod 5, correcting general & administrative rate base.lo "Cogmivo Model- 
ing Behavior ol Nuclear Power Plant Personnel." 

NOGA.OM. Westinghouse Electric Corp. WIGQINS.E.J. Division ol Contracts (Post 
870413). FIN D-11B7. NRC-04-BS-103 87/10/22. Ip 43280.099-43260 000. 

0711040241 NelilIcBtlon of contract execution: "Assess NRC Policy & Piocoduios for 
Work Performed by DOE Natl Labs." awarded lo SGA.Subcontmcior. Irving Burton 
Aesoc.iho. 

THOMPSON.R.D. Division ol Contracts (Post B70413). NRC-09 88-229. 67/10/20. 
MASON.E. Policy & Program Management Stall (Post 870413). HAIMAN.E L. NRC « 
No Detailed Affiliation Qrven. tp. 43278:128-43278*235. 

-8711040255 Coniract: "Assess NRC Policy 8 Procedures lor Work Performed by DOG 
Nell Labe" awarded lo SBA SubconlraclorlrvIng Burton Assoo.Inc. 

' Small Businsse Adminisiralion. BURTON, I. Irving Burton Assoclaios. Ire. 
SWAIIES.M.P. Division ol Contracts (Post 670413). NRC-36-e8-220. 87/10/20. 
107pp. 43270:129 43278:235 

8711050133 Notilicalion ol contract execulion.Mod 4, to "Neoleclonics Studios ot Ea*lh- 
quake Zones In Eastern US " ContreclorUniv of South Carolina. 

HUGHES.A. Contract Administration Branch. FIN B-8287. NRC-04-84-1 10. Q7/lt/03. 
FOREHANDW. Olfica ol Nuclear Regulatory Research, 0-rector (Post 860720). 
ZURFLUEH.E NRC ■ No OelaUgd Amation Given. Ip. 43301r16f-4330l:132. 

>8711050134 Mod 4,deob1igating excess funds remaining In contract while clOSOOul 
procoes conlinuos lor "Neoteclonics Studies of Earthquake Zones Irt Eaelorn US." 
BECKHAM, J.S. South Carolina, Univ. of, Columbia, SC. GELL.S.A. ONletOh ol Corv 
uacts (Post B704I3). FIN B-0287. NRC 04-84-1 19. B7/I1/03. Ip. 433l>i.(82- 
43301 : 102. 

87111)60131 Notification of contraci execuilon Mod 8, to "Stochastic Analysis ol SoMo 
Transport tfl Unsaluraled Soils." Contraclor:MassachuseUs Inel ol Technoli>gy,Orc ol 
Sponsored Director. 

B£LL,S. Contract Administration Branch. FIN 8-8958. NRC-04-e3-174. 07/1 1/92. 
GUSTAVE.R. Program Management, Policy Development & Analys s Stall (Rost 
870413). NICHOLSON.T. NRC • No Detailed Affiliation Given, ip. 43300 339. 
43309.341. 
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-Q71106014S Mod S.exiencling period of performance of conlracl under Arttcts II & cor* 
reeling amounte shown under Article Hl.to “Sfochastlc Analysis of Solute rrensport in 
Unsaturated Soils." 

CULLlTON.J.J. Massachusetts Institute ol Technology. Cambridge. MA WIQQlNs,EJ. 
Division ol Contracts (Post 870413). FIN 0-8S56 NRC-04-63*t74 e7/»0/l6. 2pp. 
43309:340-43309:341. 


6711080176 Notification of contract execution, Mod 7,lo "Invesllgatlon of Oueteinaiy 
Displacement on Washita Valley Fault In Murrey County, OK." Contracior:Un)v ol Ar- 
kansas. 

EOGEWORTHP. Contract Administration Branch. FIN G-1101. NRC-04-67-110. 07/ 
11/05 ARLOTTO.Q A Division of Engineering (Post 670413). MCMULLEM.a NHC - 
No Detailed Alflliatlon Given. Ip. 43309.346-43309:347. 

-8711060199 Mod a.changing project officer to R McMullen.lo "Invesllgation of Queier- 
nary Displacement on Washita Valley Fault In Murr^ County.OK." 

* Arkansas, Univ. ol. Fayettevlllo, AR, WIGGINS.E.J, Division of Contracts (Post 
870413). FINQ.ltOl. NRC-04-87-1 10. 87/11/03. 1p. 43309,a47-43309.347. 

6711060162 Notification of contract execution, Mod S.to "Technical Assistance for 
Design Insp Sves." Contractor:W6stec Svea, Inc. 

BAZIN.JP Contract Administration Branch. FIN B-B762. NRC-OS ed-ISS, 87/11/05. 
BAJWASS. Planning, Program & Managamonl Support Branch (Post 870411). 
8ERKSON.H. NRC • No Detailed AlliHallon Given. Ip. 43310:324*43310:326. 

-6711060189 Mod S.providing Incremental funda,changing Pri^ect Officer to H Qarkson 
6 correcting typos.to "Technical Assistance for Design Insp Svea." 

‘ Westec Sen/Ices. Inc. WIGGINS.E.J. Division of Contracts (Post 070413). PIN 0- 
8762. NHC-05-86*-165. 87/11/05. 2pp. 43310:325*43310.326. 


8711060220 Notilicallon of contract execuiion.Mod 13 to. "Technical Assistance As- 
sessment ol Repository Siting & Design." ConlraclorUS Bureau of Minos. 
lintEM. Division ol Contracla (Poat 870413). FIN 8-6934.5. NRC 02-60 075. 87/ 
11/06 TEN EYCKE.L. Program Menagemenl. Pokey Development & Analysis Staff 
(Post 670413). TIKTINSKY.D. NRC • No Oelaltod Affiliation Given, tp. 43310014- 
43310.016. 

-6711060284 Mod 13, extending period ol pertocmance completion date.lo "Technical 
Assistance Assessment ol Repository Siting & Design." 

WHITTLETON T.R Inierlor, Dept, of, Bureau of Mines. WIGGINS.E.J. Division ol Con- 
uacis (Posi 670413). FIN 8.6934-5. NRC-02-80 076. 87/11/06. tp. 43310.016- 
43310.016. 


8711090007 Notification ol contract axecution.Mod 4,io "Aseessment & Appticab'on of 
Thermal-IHydrauiio Phenomena lor Severe Accident Oecisiona " ContraotocUNv ol 
California. 

FIEUOS.J. Contract Administration Branch. NRC-04-87.396. 67/11/06. SH6RON.B. CM- 
vlaton of Reactor & Plant Systems (Post 670413). ELTAWIIA.F NRC • No Detailed 
AfiliiaUon Given ip. 43316 249.43316:260. 


—8711000065 Mod tO.changing project officer, to "Nemaha Ridge Seismic Research 
Prograia" 

* Owahoma. Univ. of, Norman, OK, WIGGINS, E. Division ol Contracts (Post 870413). 
F1N&.B136 NRC-04 82-008 87/11/05. tp 43324:006*43324:006. 

8711060099 Noiil'cation ol conlracl exocution.Mod 27, to "Reacior Effluent & Environ 
RadloaciiviiySlds." Contracior.NBS. 

KNOX.E. Conlracl AdministiaKon Branch. FIN 6.5fl6. NRC.05-72-tO0. 87/09/28. 
6AJWA,S. Planning, Program & Management Support Branch (Post 370411). 
POS(.USNY.C. NRC* No [Jota.Ied Alfillatlon Given, tp. 43318:021*43316:023. 

-6711090103 Mod 27 .correcting lolal amount ol funding to date & changing NRC 
conlacis.ia "Reactor Ellluent & Environ Radioactivity Slds." 

MCGUFf (TCf C. Commerce. Oopl. of, National Bureau of Sianderds. WiGOINS.E J. D<- 
vaton of Coi'lrecta (PosI 870413). FIN B-Slie. NRC-OS'72-100 67/09/28. 2pp. 
43316 022*43318:023. 

8711090235 Notification of conlracl executlon.Mod 2,10 "Water Hammer Duo to Check 
Valve Fsi'ure." ConiracloriMIT. 

OORSEY.M. Coniteet Administration Branch. NRC04-SMt2. S7/tf/0S. 
SHEflON.B.W. Division ol Raacior & Plant Systems (Post 870413). ZUBER.N. NRC • 
No Dolailad Aflit-Btion Given, tp. 43324:047*43324-.04B. 

-6711090246 Mod 2,de8lgnailng new project ofllcor.lo "Water Hammer Quo to Check 
Valve Fa'Jure." 

' Massschusalfs Irtshfuts ol Tacttnaloaf. Comtrldgo, MA. WIOGINS.EJ. DCvislon ol 
Contracla (Post 870413). NRC.04 87*tf2. 67/1 l/OS Ip. 43324:048-40324048 

8711160039 Nolj!icaflorj ol coolract oxacullon.MoO 2, to "Data Enlry/ P/ocoashtg FBI 
Catda Criminal H sloiy Rule." Contractor: Konrob S Assoc.lnc. 

ViTAlE.P. Conlracl Adm'mslrailon Blanch. FIN D-1433. NRC-33-a7-225. 67/11/05. 
6RAOr.R. DMBlon ol SecufUy (Poat B704»3). BRADSJfAW.B. NRC * No Oeiailod Af- 
Miabon Qivefl. ip. 43361:357-43381:360. 

-671)160046 Mod 2.modifying Socllon H.fl re aeevity background lnvesilg8lior)s,to 
"Dale Entiy/Piocesslng FBI uards Criminal Histoiy Rule.'' 

SW/ULES.M.P. Small Business Administration. ROBINSON, K.W. Konrob & Assodaies. 
ItK. WIGGINS.EJ. Division of Conlracta (Post 870413) PIN D*|433. NRC-33-87.22S. 
87/11/05. 3pp 43361:358-43361:360 

6711180050 Noiiilcailon of conlracl exoculioaMod 13, to "Techr>1cal Assistance lor Fa- 
din'aa Roquiilng Special Assisianco." Conliaclor.Paramaler,lne. 

MEEHAN.8. Contiaci Admlnlaliaiion Branch. FIN D-2102. NRC-05 88-166. 87/11/05. 
AXELRAO.JA Die of Social Ptojecis CORI-EY.D. NRC * No Data.Ied AlfiliaPon 
Givefl. Ip. 43362 162-43362:163 

-6711160056 Mod 13, Increasing lunds.lo "Technical Assisienoe for Faeii.tias Requiring 
Riedel Assisiance." 

‘ P6f8msist. Inc. WIGGINS.E.J. Division of ConUacts (Post 670413). PIN 0-2102. 
NRC*05 86-156. 67/11/05. Ip. 43362:ie3*43362;t63. 


-6711090014 Mod 4,deeignaifng new project ofiicer.to "Assoskmeni & Application ol 
Thermai'HydrauUo Phenomena lor Severe Accident Decisions." 

' Calitoinia. Univ. of. Santa Barbara. CA. WIGGINS.E.J. Division of Cdnlracis (Post 
670413). NRC'04-87‘396. 87/It/OS. Ip 43316250-43316250 

6711090021 Notification of contract execution.Mod i .lo "Ergonom'-c Cha'rs For Consoir- 
oaiion Into White Pllnl One & Two." Contractor.Haner Corp. 

PAGE.M. Conlracl Aomlnisuation Branch. PlN 0-2462 NflC-iO-87-212. 67/11/05. 
MONTOOMERYJ.M. Ole ol Censolldallon (Poal 870413). ISELIN.R E. NRC • No Oe- 
laMed Affiflatlon Given, tp. 43323:356-43323:357. 

-671 109093Q Mod i.adding incremental lunding.io "Ergonomio Chaira for ConsoHdaVon 
Into While Flint One & Two." 

• Harie/ Corp. WIGGINS.E.J. DMalon of Comrade (Posi 670413). FIN B-2462 NRC- 
10-67-212. aWl 1/06. Ip. 43323:367*43323:367. 

8711090034 NoUficafiofl of confraci oxecuUon.Mod 2.lo "Operallng Reaoior Plant Spo* 
clllc R^ews " ContracloriSBA Subcontreclor.Vihlng Sys Ind. 

RELDS,J.A. Contract Admlnlstrallon Branch. PIN i:ri762. NRC 03-e7-026. 87/11/05. 
BAJWA.SS. PlanrWng, Program & Managemonl Support Branch (Poal 670411). 
POSLUSNY.C. NRC * No Delalled Afflllallon Given. Ip. 43323:356-43323:359. 

-671 1090050 Mod 3.corrde<lng typo on Mod f 8 providing Incromantal hnding.io "Op* 
erating Reacior Plant Specific Reviews." 

* Small Business Adminiatrallon. * Viking Systems Inlernalional. WIGGINS.E.J. Divi- 
alOft of Conlracta (Post 870413). FIN 0*1782. NRC-03-87.028. 67/Ji/(»- Ip. 
49323:369.43323:359. 

6711000041 NoHflcallon ol conlrscf eKOorltorr.Mod 10, lo "ADP Sys Oovelopmenl" 
CoritraclonSys Automation Corp. 

BELL.S. Contract Adminisbetlon Branch. FIN 0.6166. NRC-33-87-224. 87/11/04. 
EYSYMONTT.Q.P. Division ol Compular & Telecommunicsitorw Services (Post 
670413). SCATTOLINi.L NRC • No Oelalled Affiliation Given, fp. 43316-251* 
43318:252. 

-6711090046 Mod tO.providing Incremental lunding.io "ADP Sya Development.*' 

' System Aulomallon Corp. WIOQINS.E.J. Division of Conlracta (Post 870413). FiN B- 
am. NRC.33-87-224. 87/11/04. Ip. 433l6.2S2-433f6.262. 

B7110900S6 NoUflcation of contract execution.Mod fO.to "Sys Engineering Expertise." 
ContractorMITRE Corp. 

FIELDS.J.A. NRC • No Detailed Affiliation Given. NRC*04*84*399. 67/10/28. 
GUSTAVE, R.p. Program Management, Policy Development & Analysis Stefl (Post 
870413). CLEARY.cf NRC • No OataKed AtfiNatlcn Given, fp. 49324.'OO5-43324.’O0B. 


6711160051 Noiiiicaiion ol conlracl execution.Mod 7,io "Thormal Mixing." 
ConitaciorUnlv of California, Ssnia Berbers. 

EOGEWORTH.P.J. Conlracl Admin’slielion Brsneh. NRC-04-8e-l 11. 67/ll/OS. 
St|ER<^.e.W. Division ol Reactor & Plant Bysieme (Post 670413). T0VMA88IAN.H 
NRC - No Detailed Alfliieuon Given, ip. 43362:171-43362:172. 

-6711)60052 Mod 7, changing project oihcer 10 H Tovmeseian.to "Thermal Mixing." 

* Caklornla. Univ. of. Sanie Barbaie, CA. WlQQiNS,E.J. DWtelon ol CoiMracte (Poet 
e7«4l3}. Nec*04 86*1 1 1. 67/11/05 lp. 43362:1 72-43362:1 72. 

671 1160063 Noiiilcailon ol conlracl exocution.Mod 3,lo "Technical Aesistance in Oavol- 
opin^ ol Engineering Crllerle & Roquiremente lor Aiiernallve Near*Surtace Methods 
lor...** Coniraclor. USAE Weieiwaya Exporlmeni Siailon. 

uniE,M ConUacI Adminisirailon Branch. FIN D I07t.7. NnC*02 87-006. 87/11/03. 
FUNCHES.J.I. Progrem Managomont. Policy Development & Analysis Stefl (Post 
970413). KANE,J NRC - No Detailed Afrihallon Qlvon. tp. 43362.001-43382.002. 

-6711160066 Mod S.provld ng Incremental lunding.io "Technical Aesisience In Oevo'op 
ment ol Engineering Ciiioria S Requiremente tor Alternative Near-Surfaco Methods for 
OiNTOsai ollow'Levsl Badwaaie.'' 

' Army, Oepl of. Army Engineer Walarwaye Experiment Slatlon, WIGGINS.E.J. Oi’vl- 
slon of Conlracls (Posi 870413) FIN D.107t-7, NRC-O2-B7-0Oe. 67/11/03. Ip. 
43362.002 43362 002. 

6711160244 Noiification of contract execution, Mod 7, to "Technical Assisiance In Hydro- 
gedogy - Project B • Analyale." (^ontractoriNuclear Waste Consiillenls,lnc. 
WIQOINS.E.J. Conlracl Adminisirailon Branch. NHC-02-8S-009. 67/11/03. 

SURMEIRj.J. Program Mensgement. Policy Oevafopmeni A Anelysia Stefl (Post 
670413). POHtE.J.>IRC * No Detailed AlfiHetlon Given lp 43370:146-43370:148. 

-6711160249 Mod 7, extending period ol performance lor one addi monlh al rio addi 
coskto "Nuclear Waaie Consultants, Inc." 

106S(X)N.M.J. Nuclear Wasle Consuffants, Ino. WIGGINS.EJ. Division of Conlracls 
(Post 670413). NRC-02-B6 009.87/10/27. 2pp. 43370:147*43370:148. 

6711160269 Noiiilcailon of contiaoi execuiion.Mod 16.(0 "Review & Evafuailon of Co- 
manche Peek Program Plan." Contractor: Teledyne Engineering Sves 
HAQEV,H. Conlracl Administration Branch. FIN 0-1330 NRC-03-86.CI67. 87/11/05. 
QRIMC^C I. Ofo of Special Projects. l.VONfi,j. NRC * No Oelalled AMiiatvon Given, 
tp. 43370:092-43370.094. 

-87(1160204 Mod 16, adding Incremenfaf funds.to "Review d Evaluation of Comancfie 
Peak Program Plan. 

* Teledyne Engineering Services. WIGGINS.E.J. Oivlalon of Contracts (Post 670413). 
FWO-im Nflc-03-e5-067. 87/11/06. 2pp. 4337O.O03*4337<).O04. 


-6711090059 Mod 10, changing NRC project officer lo D Cleary.lo "Sys Engineering Ex* 

^itre Corp. WIGGINS.E.J. OMsIon of Conlracls (Post 670413). NRC-04-84-398. 67/ 
10/28. 1p. 43324:006*43324:006. 

67I19900S7 NoUficatlon of contract execution.Mod 10, lo "Nemaha Ridge Selsmio Re- 
search Progrem " ContractonUnlv of Oklahoma. 

HAGeV.H. Confraci Administration Branch. FIN e-8f36. NRC<l4*62-006. 87/11/06. 
ARLOTTO.G A. Dlvl^on ol Engineering (Poat 670413). ZURFLUEH.E.Q. NRC • No De- 
tailed Atfiliation Given. Ip. 43324:007*43324:006. 


8711160206 Notificaiion ol confraci execution, Mod 6,lo "Technical Assistance in Hydro- 
geology • Part A ■ Testing.'* Contractor: WVfliams 8 Assoc, ine. 

UTTLE.M. Contract Adnilnlstratlon Branch. NnC-02-85-006. 87/11/03. SURMEIR.J J. 
Program Managamani, Policy Development & Ansiyeis Siafi (Post 870413). POHLE.J. 
NRC • No Oeiaflod AWaWon Given, fp. 43370.0I6-43370.-OI7. 

-9711160208 Mod 6, providing no coat extension to 67tl30,io "Technical Assistance in 
Hydrogeology • Pair A • Taseng." 

WILLIaMS,R.E. Williams 8 Assodsles WIGGINS.E.J. Division of Contracts (Post 
870413). NRC-02-B5-00B. 87/11/03 2pp. 43370.01M3370.017. 
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6711160303 Noir<8tion ol coniraci execution "Weld.ng Technology & Codea Coofse." 
awaided to Amedcan Weld.n9 Insl 

UMBEID. ConUBCt Negotiation Branch 2. FIN B 8789. NRC-26-8a-317. 67/11/10. 
SPESSAROR L Division of Operaiional Asseasmant (Post 870<ll3K ANOBRSON.RL 
NRG - No Deiai'ed AtfiHalion Given, ip. 43389:349-43370.013. 


-3711180104 Mod 14, providing Incremental funding, to “Auiomaiod Data Procossng 
SysMalm* 

• SmaU Suainesa Administration. • Technassocialea. Inc. W1QQINS,E.J Oiv.slon of 
Contwcte (Post 870413). FIN D-1391. NRC-33-06-2e6. 07/11/16. ip. 43384:314- 
43394:314 


>6711160305 Contract •'Welding Technology & Codes Course.” awarded lo Amerfcait 
Welding Inst. 

VANOravELDT H American Weldng Institute. THOMPSON, R.D. Division oi Con- 
tracts (Post 870413). FIN 8 0 769 NRC-P6-08-317. 07/11/10. 24pp. 43369.350- 
43370.013. 


8711180126 Notification of contracl execution.Mod 4, to 'Tniograied Library Sys." 
Contractor.On-LIno Computer Sy8,tnc. 

VEUEZ.P. Contracl Administration Branch. NRC-33-06-260. 07/11/17. 

EVSVMONTT.G. Division of Computer & Telecommunications Services (Post 0704 1 3) 
nEDMONO,J. NRC - No Detailed Affiliation Given. Ip. 433B9.092-433B9 094. 


6711170064 No'jiicaiion ol cooperative agieemeni.Mod l.te "Meint & Operation of 
LPOR." Contraclor.Washington Univ. 

NIEWEYERE Contrecl Negotiation Brench-I. NnC-39-88-17l. 87/11/05. 

GRIMSLEY.OH Division ol Rules 8 Records (Post 870413J. tp. 43408:179- 
43408:109. 


-0711170087 Mod i.ehanging cooperaiive agreemenl number from NRC-tO-BB-l?! lo 
NRC-og-ea-Ui.io "Mamia operation of LPuR.” 

• Washington Univ., St. Louis, MO. NIEMEY£H,E. Orvlsion of Contracts (Post 870413). 
NRC-39-e017l.67/U/OS ip 43374.m4a374:360. 


-8711200312 Nouricalon of cooperairve agreomeni: '•Meini & Oporetion of IPOR." 
awarded to Washington Univ > Oiin Library. 

NIEMEYERE Conlract NegoLaiion Branch 1. NRC-39>8a-17t. 87/11/05 

GRiMSLEY.Dll. Division ol Rules & Records (Post 870413). SOUOER.J NRC • No 
Deiai'ed Alfil.abon Given ip. 43406. 160 43408:181. 


-6711180130 Mod 4, modifying completion date for acquisition sys & Itey poreonnol.io 
"Iniegraied Library Sys.” 

LYNN.O.L. ONLINE Computer Syalems, Inc. WIGQINS.E.J. Division ol Contracts (Post 
870413). NRC-33-B6-268. 87/11/17. 2pp 43366;O93>43309 094 

8711190002 Notification of coniraci oxocuilon.Mod 14, lo "Technical Asslstanco tci Fa- 
clhUea Requiring Special Asslaiance." Conlractor:Perameter,lnc. 

MGEHAN.b. Conlract Administration Branch. FIN 0-2102. NRC-05-86-156. 67/11/17. 
AXELRAO.J.A. OIc of Special Prolecta. CORLEY.D. NRC - No Detailed AfCial-on 
Given Ip. 43395 042-43395:043 

-8711190006 Mod la.lncreeaing funds, lo “Technical Aeslstanco for Fecllities Requiring 
^MCial Assislance." 

• Paramtrior, Inc. WiGQiNS.E.J. Division of Contracts (Post 670413). FIN 0-2102. 
NRCo&ea t&e 87/11/17. ip. 43395043-43395:043. 


-6711200316 Notice of cooperalva agreement' "Malnl & Operation of LPOR." aiwe/ded 
to Washington Univ.Ol n library 

POLMAR § K Washington Unrv , St Louis, MO. NIEMEYER.E. NRC • No Oetanad Af- 
lihailon Given. NRC-10 80-171. 87/1 1/02. IBpp. 4340a:182-434CI8:199. 

6711170203 Noli^calion of contract execuUon.Mod 8,lo "Commercial FacfNes Mgt of 
One White Flint Nonh." ConlracicrParsons BrineVerhofI Malm Svca.inc. 

PAGE.M Contract Administration Branch. FIN B-1400. NRC-lO'67-t7t 87/11/06 
MATTIA.MJ. Division Q( FaciUtiQS 6 Ogerations Support (Post 870413). FiSHER.L 
NRC - No Deleifed Alfi iaiiOn GNen ip. 43385 276-43365:263. 


8711190244 Notification of contract execullon.Mod t,lo "Maint & Operation of LPOR " 
Conlraciat:Fiorlda Inll Univ. 

HOYL6.A. Conlract Negotiation Branch-2. NRC-10-87-426. 67/09/32 

CRIMSLEY.O.H. Division ol Rules & Records (Post 670413). tp. 43'104-260. 
43404:290. 

-8711190247 Mod l.daleiing Cooparativa Agreemont Number NRC-10 87-462 & insorl- 
Ing NRC-iO-87-426.10 “Maint & Operation ol LPDR." 

* Fionda imernational Univ., Miami. FL. HOYLE.A. Qlvlslon o( Coniiocts (Post 
870413) NflC-10-e7-426 67/09/22. Ip 43404:290-43404:290 


-8711170211 Mod a.exlendino coniraci term until 681106 8 revising prices for basic 
monthly svcs.io "Commercial Facll-iies Mgi of One While Fl'nt North 
NOAL.R. Parsons BrinckorhofI Mainienanco Servicas. Inc. WIGQINS.E.J. OtvislOA of 
Contracts (Post 870413). FIN 8-1400. NRC-10-8M71. 87/11/06 6pp. 43365.279- 
43365:263 

6711180023 Notificeiion of eonuacl execution. "On-Call Maini for US NRC M^iocom- 
puiers 8 Related Equipment." awarded to Automai>on Mgt Consuitanis.inc 
DGMARCO.O. Contract Negotiation erancn-2 Fin 8-6174. NRC-39'B8-l70. 87/10/30. 
EYSYMONTT.Q P. Division of Corriputor & Telecommunications Services (Post 
670413). OLIVER.D. NRC • No Ootaifed Aff.listlon Given, ip. 43369 0te>433$9.075. 

-671 1160033 Contract; "On-Call Maml for US NRC Microcomputers 6 Related Equ'p- 
meni.” awarded to Automeuon Mgt Consuitants.trv;. 

POSTELLE.P N Aulomaiic Management Consulisnis. (nc. THOMPSON.R 0. Division 
of ConlcaciS (Post 870413). FiN B-8174 NRC-39 68-170. 87/10/30. SBpp. 43369.017- 
43366:075 

6711160074 Nobfication of confrset execuUon.Mod 9,io "Program to Support Oporaiot 
Ucenslng Aciivilies." Contractor: Sonaiysis.inc. 

0ELL.S. Contract Adminlstrelion Branch. fiN 0-1332. NRO03 86-0S4. 87/11/17. 
BAJWA.SS. planning. Program & Managomeni Support Branch (Post 870411). 
PUlSiPHER.K. NRC - NO Detailed Alfiliailon Given ip. 43389.076 433d9 08l. 


8711200358 Notification of contract execullon,Mod 6, to “Oemounleble Wall Sys for 
NRC Coneciidalion.” Conlracior:TranBwall Corp. 

PAGE.M. Contract AdminisiraMon Branch. NnC'10>D7>203. 87/11/19. 

MONTGOMERY.J M. Olo of Consolidation (Post 870413). ISELIN.R. NRC • No Do- 
(eilod Atlillalion Given, ip. 43415:324-43415:327. 

-8711200384 Mod 6, adding Item to pricelist for Dldg ijevisinn comploiion schoduio & 
Changing invoico procedures to include tsteinago lor punchlist repairs, lo "Ocmounl- 
able Well Sys lot NRC Consolidation." 

AIKENS.H.H. Tienswaii Corp. WIGQINS.E.J. Division of Coniracis (Post 6704(3). 
NRC-10-67-203. 67/11/19. 3pp 43415:326-43415:327, 

8711230029 Notificaiion ol contracl exacutlon.Mod 4,(o "Long-Range Plan for Poll 
Bran^." Conlracloi:JA Upliin.lnc. 

KNOX.E. Contract Admlnislration Branch. NRC-17>B7-1S7. 87/11/16. CHILK,d.J. 
Office ol me Secreiaiy of the Commission. SHELBURNE, E. NRC - No OeioHod AIIIH* 
auonOlvon. ip. 43416:127-43415:126. 

-B711230032 Mod 4,extencling period of performance until 671 123 & revising acbodu'o 
ofdeHverabie to, "Long-Range Plan for PDR Branch." 

* Joel A. li^ln. Inc. WIGQINS.E.J Division of Coniracis (Posi 670413]- NRC-t7-a7- 
157.67/11/18 Ip. 43418:126-43416:128. 


-8711180060 Mod 9,revi8lng indirect raies.lo "Program to Support Operstei Lkensing 
Aclmlies." 

‘ Sonalysfs. Inc. WIGGINS.E.J. Division of Contracts (Post 670413). FIN 0-1332. 
NR&03-8e-054. 67/11/17. 2pp. 43386 080-43386 OSt. 

8711180O7S Noirtcatlqn of contract execution, Mod 13, to "QpereUerx 8 Maint ql NRC. 
Document Control Sys." Contractor SBA. Subconiraclor;Tecnn8S8dClato9.fnc. 

PAGE,M. Conuact Administration Branch. NRC>tO>86-25f. 87/1 i/O?. MAGGE.WA. 
Division of Information Support Services (Post 870413). COLLINS.M.O. NRC - No De- 
tailed Affiliation Given, tp. 43386.082-43389:085. 

-8711180079 Mod IS.changing piolect officer lo MO Collins & performarKO ovaiualion 
board membership.to "Operation 5 Maint ol NRC Document Control Sys.” 
SWAILES.MP. Small Business Administration. MOWERY.E.C. Technassodates. Inc. 
WIQGINS.EJ Division of Contracts (Peal 870413) NRC-lO-86-26t. 87/11/02. Sm 
433Bd.083-433e9:0e5. 


6711230060 NolificailOn ol grant execution, Mod 10,10 “Thermal Hydraulic TrenalOhie 
Behavior of Coofant In Simulated Reaclor-Coop." Qranleo.Univ of Marylarxd. 

8ELL.S Cc^trecl Administration Branch. FIN G-1043. NRC-Q.04-82-013. 87/11/10. 
FOREhANO.W. OHIce of Nuclear Regulalory Research, Director (Post 060720). 
SCOTT.H. NRC ■ No Detailed Aliiiiailon Given, ip. 43416:103-43416:164. 

-8711230088 Mod 10, extending granl period from 670930 through 880531, lo "Thormol- 
Hydreuhe Tiansionle Behavior ol Coolant in Simulated Reactor %oop." 

MEOINA.V. Ma^iand, Univ. of. Collage Park, MD. WIGQINS.E.J. Contracl Adm'nislro- 
UonBrerveh. FINQ-1043 NRC-G-04-82-013. 87/11/19. Ip. 43416:194-43416:104 

8711230103 Nollfication ol contract axecutlon.Mod 2, to “Region V Data Entry SvCS." 
Cenltaclor:F^oenlx Inll. 

(X)RSEY.M Conlract Adminlatrallon Branch. FIN B-8601. NRC-32-B7-307. 67/11/18. 
HAMILL.K.. FRIGILLANA.E. NRC - No Delalled Affillallon Given, tp. 43425:345- 
43425 347. 


S71I1B0O77 Notilicaiion of contract axecutlon.Mod 14, to “Operation 8 Malnl of NRC 
Document Control Sys " Contractor SBA. Subconiisclor.Tochnassoclates.Inc. 

PAGE.M Conuact AdmInistraUon Branch. NHC-1066-251. 67/(1/17. MACEE.W./L 
Division of Information Support Services (Post 870413). SKOCZLASJ. NRC - No De- 
tailed Affifiatlon Qtverx. \p. 43309 Q66-43306-.O87. 


-8711230119 Mod 2.deobligatlnD funds from amount obligated under contracl S cor- 
recting accounilng A appropriation dalB,lo "Region V Data Enlry Svea." 

* SmaB Business Administration. ' phoenix fnlarnatlonal. WIQGINS.EJ. Division of 
Contracts (Post 870413). FIN 6-8691. NflC-32-87-307. 87/11/16. 2pp. 43425:340- 
43425 347. 


-6711180081 Mod H.ralsing llmil on overtime premium costs, lo “Operallon & Malnl of 
NRC Document (^nUol Sys." 

* Small Business Administration. ’ Technassodates, Inc. WIGGINS.E.J. Division of 
Ckiniracts (Post 870413). NRG 10 86-251. 87/11/17. Ip. 43389.087-43389:087. 

6711180097 Notification of contracl exacutlon.Mod 12, lo "Long-Term Porformsnee ol 
Malls Used for High Level Waste Packaging.” Contractor.BMI. 

BELLS. Contract AdmlnlsUation Branch. NRG04-B2-016. 87/11/17. GUSTAVE.fl. 
Program Management, Policy Development & Analysis Staff (Post 670413). KIM K 
NRC - No Detailed Affiliation Giver) Ip. 43369.099-43369:101. 

-6711160096 Mod tZ.extending penod ol performance to 871002 at no addi cosl.lo 
"Long-Term Performance ol Mails Used lor High Level Waste Packaging." 
SEWbLL.H.M. Batlelle Memorial Institute, Columbus Laboratories wIgqiNS.E.J. tNvi- 
sloft ol GorWacta (Post 870413). NRG04.62.O15. e7/1)/)7. 2pp. 43369;1<»- 
43309:101. 

8711180102 Notification of conuact axecutlon.Mod 14, to “Automated Data Processing 
Sys Maint” Contraclor.SBA Subcontracior. Technassoclates.lno. 

LITTLE.M. Contracl Administration Branch. FIN D-1391. NflG33-86-2e6. 87/11/16. 
EYSYMONTT.O.P. (Office of Admlnisiralion & Resources Management. Director (Post 
670413). 8URTON,J. NRC - No Detailed Afflfialion Given. Ip. 43394:313-43394:314. 


8711230104 Notilicaiion of conUacl execution.Mod 3,lo "Ergonomic Chairs for Consoli- 
dation Into Whilo Flint One & Two.” Contraclor:Harler Corp. 

PAGE,M. (Contract Administration Branch. FIN 0-2482. NnC-lO-d7-212. 87/11/18. 
MONTGOMERY.J M. Olo of Consolidation (Post 870413). ISELIN.R.E. NRC - No Do- 
laled Affillallon Given. Ip 43416:216-43416 216. 

-8711230112 Mod 2,addlng Incremental funding to, "Ergonomic Chairs lor Consolida- 
tion Into While Flint One & Two.” 

• Harter Corp. WIGGINS.E.J. Division of Contracts (Post 070413). FIN B-2462. NRC- 
10-87-212. 87/11/18. Ip. 43416:216-43416:216. 


8711230216 Notilicaiion of grant executlorvMod It, to “Thermal-Hydraulic Translenia 
Gehavfor ol Coolant In Simulated Reaclor-Coop.” Qraniee:Univ ol Maryland. 

BELLS. Conuact AdmlrtsuaUon Branch. FIN Q-1043. NRC-0-04.82-013. 87/11/16. 
FOREHAND.W. Office of Nuclear Regulalory Research, Director (Post 850720). 
SCOTT.H NRC - No Detailed AtTiNallon Given. Ip. 43426 004-43426.005. 


-8711230234 Mod 11, correcting mod riumber of previous mod,lo “Thermal- Hydraulic 
Tranalents Behavior of Coolam In Simulated Reaclor-Coop.” 

* Maryland. Univ. ol. College Park, MD. WIGGINS.E.J. Division ol Coniracis (Post 
870413). FtN G-1043. NflC'Q 04 e2 013. 87/1 1 /18. Ip. 43426 005-43426:005. 



DCLL.a wji>i/aci Mommiraiion urancti. NRC-33-8e-S9l. 8?/tt/05 evSyMOMITO 
p vision ol Co.mpulGf & TeJocommunicalions Services (Post 670413). UCCLENOOn'h 
NHC • No DQlailod Alliliaiion Given ip 43426 318-43425:319. ' ' 


SOrGI.O- Msssachuseos, Commonwealth of 87/09/28 
Detailed AfNiason Given. 2pp. 43240.307-43240.308. 


GRIMSLEY.O.H. NRC - No 


'•8711330282 Mod O.oxiendi.ng poriod ol porformanco lo 871 i30,io "Conversion & Im- 
p^lcmcntotlon ol Contract Proparatlon Sya." 

COOPER, R. A. CRC Systems, Inc WIGGINS, E J. Division of Contracts tPosI 870413). 
FIN D-1420 NnC-33-D6-291. 07/1 )/05. Ip. 43425 319-43425,319, 


8711230349 Notification ol contract execution, Mod l.io "Survoy ol Stato & Tribal Emer- 
goncy Rosponso Cqpabillt-os (or Radiological Transportation Irrcldenis" 
Contracfor;lnc/iona Un(v Foundation 

FLYNN,M J. Contract Nogotiat-on Bianch-l. FIN D-1054-7. NRC-02 07-OOt. 67/11/19 
TEN EYCK.E.O. Program Managorr.enl. Policy Development & Analysis Stall (Post 
070413) GOROON,L. NRC • No DeioJod Alliliatton Givon Ip 43426 050-43426051 


-07 1 1230370 Mod 1 ,coffocting oiror in duration of contract period to Indicate Sept 1687 
• Feb I906,lo "Survoy of Stato a Tnbal Emorgency Rosponso Capabilities lor Radio- 
■pplca/ TfOrtSfwriaHon /nctdcnis." 

fARQUHAR.w.E. Indiana Univ. Foundation. Indianapolis, IN HAGAN TF. Onn^onol 
Contracts (Post 870413) FiN D-1054-7. NRC 02-87-001. 67/11/19. tp. 43426-051- 
43426 051. 


8711230393 Noiilicetlon of contract execution, "Fabrication a InsiaiiaHon of Conlerooca 
Totio a Four Video Cabinots In Commissioners Hearing Room,Whiie Fkt»i North." 
awp'dad lo Production Housa.Inc. 

WCLEAREN.T. Division ol Controcla (Post 870413). FIN 0-2461. NHC-39-88-232 87/ 
11/10. MONTGOMERY, J. Ole ol Consolidation (Post 870413). PL6ASANT.E. NRC - 
No Oolailod AIMlollon Given. ip. 43448 239-43446 307. 

-8711230398 Contract: "Fabrication a Inslallatiun ol Conleronco Tablo a Four Video 
Cebir.ots in Commisslonors Hearing Room.Wh'lo FIni North," awarded 10 ProducUon 
Houso.Inc W/lpur ove/siro drawings. 

• Product-on Houso. Inc. HAQAN.TF, Division ol Contracia (Post 870413). FIN B- 
2481. NnC-39 88-232. 07/11/18. 61pp. 43448.240-43448 307. 

971 1240259 Notification of controcl oxacudon.Mod Mo "On-llna Plant Analyzer Uhiiza- 
lion h Control Room lor Survoll'ance ol Plant Saloty." Conlraclor:Oynairok.lnc 
anHNNAN.P.A. Contract Administration Qranch. FIN 0-1652. NnC-04-BS-l38- 87/11/ 
20. SllEHON.B.W. D-vision ol Roactor a Plant Systems (Post 370413}. 
TOVMASSIAN.H. NRC - No Doiallod Alliliailon Given. Ip. 43446.087-43446089. 

-9711240267 Mod Vextondlng period ol portormanco w/o addi cost,lo "On- Line Plant 
Anatocr Ul.lrzawon In ConirS Room for Sorvo/llonco ol Plani Safety." 

FAOiC.S. Oynalrok, Inc. WIGGINS. E.J. Division ol Contracts (Past 870413) FIN 0- 
1652. NRC-04'aS-130. 67/t 1/20. 2pp. 43446;O6B'4344e;0a9. 


8711020009 Partial response to FOIA request for docurjientation re rosiart a util re- 
sponse to Confimislory Action lir 86-10. App A documents available In PDR.App A 
Oocwieids 1-13 also available in LPOR 

GRIMSIEY.OK Division of Rules a Records (Post 870413) 87/10/28 SORGIO 
Massachus^s, Commonwealth of 2pp. 43240 309-43240 310. 


8711020039 Partial response to FOlA requost App M document re proposed AO rapt on 
Unnr<rfCiocf/»nflf<enciaava/lableinPOfl. 

GRIMS^YAH. Division ol Rules & Records (Post 870413). 87/10/29 GORDON J 
PiincC«zen‘sCniical Mass Energy Project. 2po. 4324 0 350-43240.357. 


-W1102M71 forwards proposed AO repi on 840904 misadministrelton ol radiopharm.l- 
1» raaatlai source, Implanted in pationi tor treatment ol brain tumor.leaked Bioassav 
snowed doposhionol 557 uCi 011-125 In thyroid 

XePPLeRMi fleptort 3, Dfcol Ifio Oireclor 86/12/12. HELTEMES.C J. Office for 
Analysis a Ewaluaifon ol Operaumal Data, Drecior. 4pp 43240.354-43240 357 


8711020082 Final response lo FOIA request lor documents Forwa/ds documents listed 
In App 6-Am 8 documents aviilable In POR. 

GRlWSlEYp.H. Dvislon of Rules a Records (Post 870413). 67/10/28. MILLER j A. 
Kenney a Kearney 2pp 43240:181-43240 386 


—8711020098 "InvosUgation ol Former Radium Processing Site " 

ENGJ. New Jersey. Stale ot. 80/12/31. 122pp. 43240 165-43240 306. 

8711020118 FOIA requost lor records document ng util responses to IE Comptianco Bul- 
lehrt 86-001. 

SORGI.O Massschugolts. Commonwealth oMED-SeOOl. 07/09/28 GRiMSLEYDH 
NfiC - No Oarallsd Aifiiiation Given 2pp. 43240064-43240.065 

8711620127 Final response lo FOIA request (oi records. App A a Q records ava-lable m 
POR a /^ B records oncl 

ORiMSL6Y,0,H. Division Ol Rules 8 Records (Post 870413). 67/10/27 SORGi D 
Massachusetts. Cominonwealth ol. 3pp. 43240.068-43240 070. 


-8711020128 Informs that all apprcsbla GE SWR facilities in Region I have appropiiate- 
t^l|e^n^_lo IE Bulieiin 86-801. "Min Flow Logic Problems Thai Could Dieablo 

E0NETER,S.O. Region I. Ofe ol the Director. 1EB86-OO1 86/18/07 JORDANEL 
Oiv of Emergency Prepsiedness a Engineering Response, iE(e502 l 2-670413) 2pp. 
43240060 43240 070. 


8711240280 Notificaiion Ol contract oxocution.Mod 7,io “Teiocommun'caiions Network 
Anoiysis " Coniraeiot cnc Sya, Inc. 

LITTLE, M. Coniracl Adm nlslrolion Branch, FIN 0-1860. NRC- 1 0-06 246. 87/11/1$. 
EYSyMONTT.G O-visiOh ol Compulor & Tplecommu/Hceiions SoAices (Post 870413). 
WOCDALl.K. NRC ■ No DoiaiioO Alliliailon Given. Ip. 43446:108-43446:110 


671 1020167 Partial response to FOIA request for documents.including noLce of ea'.sb- 
nshmeni el advisory committee to negotiate proposed rule le mgi of records.App C 
documeM already ava-iabfa in pdR- 

OR1MSLEY.O.H. lesion ol Rules a RocorOS (Post 870413) 87/10/28. BAUMAN.L 
Government AccoumeblLty Prolocl. 2pp. 43239:201-43239 206. 


-871 1240291 Mod 7,lncroasing lunds.lo ‘‘Toiecommunicaiions Network Anatysia." 
COCPER.flA. cnc ^eiems, Inc. WIGQINS.E.J. Division ol Contracts (Poai 870413). 
PIN D-1060. NRC'IO-dO 246. 87/11/16. 2pp. 43440:109 43446:110 


8711020230 FOIA requesi loi all records le daoradation of sve water pip'ng el pieni 
SOflGf.O. Massechusaits, Commonweaiin of 97/09/28. ORIMSLEY.OH. NRC - No 
Oeia4ed Alfiaahon Given. 2pp 43240 001-43240 002. 


6711260034 NoliliCoHon ol contract uxecuiion.Mod O.to "AOP Info Technology Support 
Cir." Conirocior.NotwoiK Solullona.inc 

PAQE,M Contract Administration Brancli. NRC-33-66-209. 87/11/05. MAOEE.WA. 
DIvis on ol Information Supporl So/vicoa (Post 8704 1 3). van OUSER.k. NRC - No Da- 
ta lodAINTddort Olveri Ip. 43483.314-43483:316. 

-87112S003B Mod 6,torminaiing contract w/no cost aotHernont (0 "AOP info Technolo- 
gy Support CIr." 

Evans, R.L Network Solutions, me. WiOOlNS.E.j. Division of Contracts (Post 
070413) NRC-33-66.209 87/11/05 2pp. 43463:315 43463.316. 

8711260066 /yo!rl/caiio/i Ol conuaci oxocuiloo.MocI ss.lo "fleacior Eff/uom s Enwron 
Radioactivity Sids " CaniraclorNQS. 

KNOX.E. Coniracl Adminisirellon Branch FIN 0-5118. NRC-05 72-100 67/11/18. 
BAJWA.S. Planning, Prootam & Managemonl Supporl Branch (Post 870411). 
POSLUSNY.C. NRCf- No Oolailod Allil-atlon Given. 1p. 43449-084-43449.089. 

-8711250064 Mod 28. providing FVOD work & extending period ol perlormarKO lo 
680930.10 "RoaclOf Eilluor)! & Environ RodoaciMfy Slds." 

MCQUFFIN.J.C. Commotcq, Dopl. ol. National Gureau ol Standards WIGQtNS.E J. Di- 
vison ol Conlrads (Post 070413). FIN B-6110. NRC 05-72-100. 07/11/18. Spp 
43449.065-43449.089. 

67112602&6 NollliCQllon ol contract axGCullon.Mod 9,10 "Commordal Facilities Mgt ol 
Oho Whilo Flint North." Coniractor. ParsOhs GrinckorhoK Malni Svcs.Inc. 

PAQE.M. Contract Administration Drench. FIN 0-2318. NRC-iO-OZ-l/l. 87/11/18. 
MATTIA MJ. Division Ol Facilities & Oporaitons Support (Post 870413). FiSHER.L. 
NRC - No Detailed AKillotion Given. 1 p. 43463 00 1 -43463.003. 

-6711250284 Mod d.corfecting errors made on prior Mod 8 & adding Incremnlal 
luhd ng.io "Commercial Fecilitios Mgt ol One While Flint North." 

’ Parsons Brinckerholl Mamlonanco Son/ices, Inc. WlQGINS.E.J. Division ol Contracia 
(Post 070413). FIN D-2316. NRC-IO 87-171. 07/1 1/18. 2pp. 43463 002-43463:003. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 

8710050208 Final response to FOIA request lor documents. App I documents available 
In PDR.App F & H documents being made available in POR & forwarded Portion ol 
/Vpp H document & all of App Q documents withhold (ret POIA Exemption 6>- 
GRIMSLEY.D.H. Division ol Rules & Records (Post 870413). 87/09/30. 
RUBINTON.O.S. Government Accountability Project. 7pp. 43464:095-43484:120. 

—65(2110164 SlalemenI ol policy on conffdenllafily identify of conffdenti'ai sauivre wfl be 
drvuiged outside NRC to m:n extent possible. 

CHilK.S.J, Office ol the Secretary ol the Commission. 05/11/19. 19pp- 43464:102- 
43464:120. 


8711020297 Partial f»$por»9 ip FOIA raquasi ra osyraitaiion of avc waior prptng al 

S lam Documents listed in App a available m PDR 
'RIMSLEY.OH. Division Ol Rules & Records (Post 8704l3). 87/10/28. SORQI.D. 
Massachuseits. Coflimonwaaiih 01. 2pp 43240.003-43240.004. 

0711020297 Fmel response to FQiA request lor dpcumanis.App 6 documenis end & 
evaiabie m POR 

GRIMSLEY.DH Division ol Rules 8 RocordS (Post 870413). 87/10/28. PELTON.JM. 
Nuclear Ucen^ng Reports. 3pp 43238 247-43238 258. 

-8711020308 Package of undated drali speech outline, speech ouilme Mi deia.apecch 
notes i siatisiicai case date 

HAYES.BB Office ol Invesligaiions. 87/10/28. Bpp. 43233 250 43238-258. 

8711030090 FOIA raquesi for rulemaking psekam on use ol lerms "rmportenl lo 
8elety"ft "aslely-re'aied" as set forth In SECY-05-16'1. 

GORMAN.K L- AIM alien Not Assigned 87/08/20. Division ol Rules 6 RcKords (Post 
870413) Ip. 43283.310 43263:310. 

8711030040 FinM respenae lo FOIA requesi for SECY-B8-I64, "Proposed Rule on Im- 
|0rt8ni-to-S8lety issue" App A document compleisty withheld (rel FOIA Exemption 

GRiM51EY,oh Dtvlsion ol Rules & Records (Post 870413). 87/10/29 
OORMAN.K.L /dMialion Not Assigned. Spp. 43263.31 1-43283:313. 

8711030060 FOIA request lor records re lacility.including documents pertaining lo 
870629.0701 & 07 meeting between uui & Region III. 

KEEOAN.M J Sate Energy Coalition of M.chlgan. 87/07/07. NRC - No Detailed Altili- 
ellon Given. Ip. 43264-297-43264 297. 

871 1030088 Final response 10 FOIA requesi tor records App A & 8 documenis availab'e 
In POR.Aro A documenis end. 

GfltMSt-EY.O.H. Division ol Rules & Records (Post 870413). 87/10729. KEEOAN.M. 
Sale Energy Coalition of Michigan. Spp. 43264:268-43264:31 1- 

-871 W3907S StAmlls darfy staff noiss for 870626 Staff wi'l msel w/util of> 670629 & 
Independent oversighi committee lo review current status ol facility 8 readiness to 
exceed cunent 60T» power restriction. 

StRAMA.J. Region 3, Ole ol the Director. 87/06/26. REHU.T.A Ole ol the Execu- 
tive Oireclof tor Operations. Spp. 43264:301 -43264:303. 

-8711030075 Submits dally stall notes tor 870629.Re9l6nal sdminlslrslor & representa- 
(Ivee from £00 8 NRR writ mael w/uH to review tacil'ly performanca lo assess uhl 
requesi for approval lo operate at Test Cond-lion 3. 

STRA3MAJ. Region 3, Ole ol the Oireclor. 87/06/29. REHM.T.A, Ole of the Execu- 
tive Director for Operations. Spp. 43264:304-43264.306. 


R Ootroii 


ffiNJMNEG 3. O' "'o Direclor 8?/O?/0e SYLVIA.B 

^ 7 i iffwosi Submits daily staH notes On 870707, AB Davis & staff mol w/u« » dto 
0 ^ llwnsee Lasligation into unplanned mode change from cold IP hot 
/Nrt A7nA9fi & woocpsed consctivs atiiofis. _ 

MA^aR R^fon 3, Ofc^ '52K4K?0- 

bve Ovectof for Ope'Stions. 3pp 43264 30a-43264.310. 

-ayiKUPMfl Submits daily staff notes tor 870709 Licensee presented resulls 0l tmeeH- 
MtilSai DfMO^ corfWtnre action re 870626 unplanned heatup event resoltinQ in 
rSXmrw from cold to hot shutdown on 870707 In cRicego IL 
S^LL^V Ole ol iM Executive Oiroclor for Operations. 87/07/10. 2eCH, ROBERTS. 
BERmHAL^mmUnere. Ip. 43264:311.43264:311. 

8711030079 FOIA request for documents genoraied in connection w/Slello 870121 
memo esUtfSr® wmaiKha Peak rept rev-ew oroup. notes of Slello meeting w/im 

irvfivkkiak A fMiOP'wW© IfS.'njno pfOQfflfT) o fluidsne© pi8J> 

BAUMAN L Government Accooniabi ity Pr^oct. 67/09/01. NRC • No Oela.ied Aflil- 
alxJO Given. 2pp. 43263 322-43263 323. 

871t0300M Partial response to FOIA request re plantApp A /ocords avaHaW® ^ 
" pnR/^B records end i In POR.App C documents complelely withheld |iei FOfA 
PTsmoMn s)>Do O documents partially withheld (ref FOIA texempilon 6). 
GfllMSLEYOtf^Division ol Rules & Records (Post 870413). 87/10/89 0AUMAN.L 
Sn^l^couniaWily Prelect. lOpp. 43263 324.432e4-048. 

-8711030130 Advises ol specific regional actions In response to Ofc ol Inspector 4 
Auditor reptUsted aclMties conduced re training ol supervisors & staff Policy guloea 

M^t1n*RD. Region 4. Ofc of the Director. 07/04/14. STELLO.V. Ofc of the Execu- 
twe Ouactor tor d^ratiofts. 3pp. 43263 334-43263 336 

-8711030141 Discusses training lo employees Identified as result of Comanche PoaK 
investioativo repiCondocl of uaining by JW Rode recommendod 
LEAGoE.K.E. Region 4, OicolthaDiiectot. 87/06/07. MARTlN.fl.O. Region 4. Otcot 
the Oirecior. 4pp 43263.337-43263 340. 

-8711030156 Requests reciplenl assistance in erranging (or five iisied 
courses especially conflicl resolution, to be made available to Region IV 
personnel Need fix training Identified In Ole ol Inspector & Auditor rept Reglonel ole 

foi^E^^OJL Region 4, Ofc of the Director. 07/08/31. FOSTEfi,W.H flegiort 4. Ofc 
of the Director. 45pp. 43263.341-43264:025. 


-8711030169 Partially wllhhied memo re interim followup actions taken to reach final 
resolution lo Issues treated in Ofc of fnspeefor 6 Auditor Rept File 86-IO.Format for 
preparation of slaiemenia discussed. 

MARTlN.n 0. Region 4. Ofc of the Dirocior. 86/18/31. PHILLlFS.H.S NRC - No De- 
tailed Affiliation Gmn. 4pp. 43264.037-43264:040. 


-8711030274 Forwards lisled policy guides on training issues AddI training policy guldea 
will be forwarded upon compfetion.W/o encis. 

MARTIN, R 0. RMlon 4. Ofc Of the Director. 67/05/28 TAYLOR. -I M. CTeputy Cxocu- 
Irve Director lor Regional Operabons, EDO [Post 870413). 9pp. 43864.028-43884.034. 

-6711030881 Discusses actions planned re rept of Comanche Peak repi review 
group Review will be used lo esUblish actions which will improve Region iv oper- 
ations 

MARTiN.R 0. RMion 4. Ofc ol (he Oirecior 67/06/26. TAYLOR.J.M. Deputy Execu- 
tfve Oirecior lor Regional Operanons. EDO (Post 870413). 2pp 43264 035-43864 038. 

-6711030489 Oescnbes nature 5 content ol communications (raining contraciod lo 
offer employees 

RODE,J.W. Affiliation Not Assigned. 67/10/29. LEAGUE, K. Region 4. Ofo ol the Of- 
teclOt. 8pp. 43284.04t-43264.048. 


6711030128 FOIA request lor records re NRC hiring of H Bellman of Madlson.Wl.to la- 
ciiitsle 5 mediate procedural rulea ol licensing procedure process as neuirei party. 
BAUMAN, L Govetrarieni Accountability Pioiect. 87/09/24. NRC • No Detailed Afttl- 
sbon Ofven. 3pp. 43262 227-43262 229. 

8711030133 Partial response lo FOIA roquesl for records re HS Bellmen. Forwards App 
A documeni Document also available m POR App B dpcumenis lolally wllhhold (rel 
FOIA Exemption S) 

GRlMSLEY,O.H. Division of Rules 5 Records (Post 670413). 87/10/29. 8AUMAN.I. 
Government Accountability Pro[eci. 4pp. 43262:230-43262.237. 

-6711030135 Resume Of HS Bellman. 

BELLMAN.H S- Affiliation Not Assigned. 87/t0/26 4pp. 43262.234-43262 237. 

6711030186 Final response to FOIA request (or documents, Including V Slolfo 670414 
memo re Comanche Peak Rept Review Group.EncI B documents also in 
POR ^ BBC documents partially 6 completely withhela (rel FOIA Exemption 5). 
QRlMSLEY.O H.Oivlslohol Rytes & Recotds (Post 870413) 87/10/30. TAYLOB.JH. 
Dallas Times Herald. Dallas, TX. 6pp. 43259.320-43266:350. 

-8711030178 Partially deleted memo discussing Implemenlailon of recommendations of 
Comshche Peak Rept Review Group le Investigation Rept se-lO.eddresslng aiiega- 
Uons of Region IV mgt wrongdoing (e insp activities. 

STELLO.V. Ole ol Hie ExecuUve Director lor Operations 87/04/14. Z£CH Commis- 
sioners. 25pp. 432S9.326-432S9;360. 


GRIMSLEYO.H. Division of Huios a necoros jr-uoi u.. 

NUS Corp. 3pp. 43262.224-43262:226. 


6711030233 FOIA request lor SECY 07-146 & SECY;Be-l64 lo bo placoii In POR 
CONNOR.L. Doc-Search Assoclalos. 87/10/20. Division ol Ru.os & Rocords (Post 
B70413). tp 43262:216-43262.219. 


6711030236 Partial rosponae lo FOIA requoal lor records App A document. (rons^Urin 
of SECY-86-164. "Proposed Rule on Important-lo- Saloty Issuos' wilhhald {rol FQlA 

GmwIl^YfA’H. Division of Rulea & Records (Post 070413). 07/10/20. CO.NNOn.t. 
Ooc-Seardt Associates. 3pp- 43262.220-43262:222. 


a7110M299FOIArDquGSl(orSECY-ai-676. 

PHILUPS.J.L. J-L. Phillips InvesHgativo SorvIcos. 07/10/20. Offico of Admlnlslinllon & 
ResTKKcea Manaoemani. Dlioctor fPoal 070413). Ip. 43260:209-43260:200. 


6711030300 FOIA roquesl for documents re commllmenla made by uhl lo NflC con- 
corning Improvements to plant hardware or procedures, per fire pioioct'on loqu ro- 
menle of lOCFRSO.App R. „ „ . . 

SORQl.O. Massachueetta, Comrnonwoalth of. 07/00/20. GniMSLEY.D.H. NRC • f-go 
Ooiallod AffillaUon Given. 2pp. 43262: 1 16-43262; 1 1 6 

8711030304 Pantal response lo FOIA request tor documonta ro plonl tiro 
protecilon.Fofwarda App B documenla.Appa A & Q documonta also tivo Inblo In PDR 
& LPOR In PJyrnoulh.MA. 

ORIMSLEY.O.H Olvlelon of Rules & Records (Post 070413). 07/10/30 SORQi.o. 
MasaadHJsatts, Commonwealth of. 3pp. 43262;! i7-43262.13l. 


-6711030309 Discussea NRC Fire Prelection Insp 66-36 on 061020-24, Including ifo- 
gradod fire barriers, (ire 8ya,modlcal exams on lira brigade mombois,quarloily dr 'e/ 
vaMno 6 tacords.W/ 870429 "FIra Protection DocumonlaHon Index." 

ZlEMl/WSKI.E. Soslon Edison Co. 06/10/29. OXSEN.A.L.. OROSEE.N, LUnON 
Boston Edison Co. 1 2pp 43262: 120 43262: 13 1 . 


8711030306 Final response lo FOIA requasl lor SECY-fl1-576.nopt avolablo in PDIT. 
QfilMSLEY,O.H Division of Rulea & Recofde (Post 070413) 67/11/02 PJfiLLIPS.J. 
J.L PhHI^S Investigailva Services. Ip. 43260:300-43260:300. 


$711030315 FOiA request for Ofo of Invealigallone & Ofo of Inapeclor 5 Auifilor ropts to 
UCS request (or NRC invosllgallon w)iotnar QPU made mail (also slntomonis con- 
cermno environ quaillleation ofselety equlpn\ont al facility. 

WEINER. UrJon ol Concerned ScIbitIIsIb 87/10/16. NRC • No Doiailod Affiliaiion 
Given, ip. 43266:30t-432S6:30t. 


8711030322 Pariiat response to FOIA request lor documonta App A documents aval- 
ablo In POR. 

QRiMSL£y.O.H. Division el Rules & Records (Poal 070413). IEIN-70 01. 07/10/30. 
WEISS.EA Union of Concerned Scientists 2pp. 43260:302-43268:303. 


6711030332 fOiA request tor aumma^ of Exxon Nuclear Fuel Co fuel porlormanco for 
tO^ON Ward 860716 iir,AE Scherer 660601 Hr re C-E CY05 luol porlormanco & 
04W 1988 luel pertormante lepi. _ ^ . 

CONNOR.L. Ooc-Seatch Asaoclalei. 67/10/12. Division of Ruios & Rocords (Pool 
670413) ip. 49258:336 43266:338. 


6711030939 Partial response lo FOIA request Forwards documonle lieloti In App 
/kOocumeois else available In PDR. 

ORlMStEY.D.H. Division of Rules & Records (Post 670413). B7/I1/02. CONNOR.L 
Ooc-Bearch Associates. 2pp. 43258’.336-43269;02t. 


-8608060190 Forwards performance Info lot C-E euppHod nuclear fuol for CY6& on 
pieni orient besis.per NRC 860616 requesi.info Includes number of fuel ossombiloe 

& fuel rode inadialed &/or discharged & batch avarago burnups. 

SCHERER.A.E CombusHon Engineering, Inc. LD-e6-034. 86/0B/01. DERLIKQCR.C.M 
Reactor Systems Branch (PWR-A). 9pp. 43266:347.43268 352. 

-0711030352 Forwards summary ol Exxon Nuclear luol performance IhrOugh Ooo 1065 
per 960619 requasl. 

WARO.QN. Advanced Nuclear Fuels Corp. (formerly Exxon NuolOor Co.. Inc) 
GtW.093.86. 88/07/18, BERLlNOER.C-H. Raactor Systems BiancJi (PWR-A) 6pp. 
43256.341-43259 346. 


-6711030364 "B&W 1605 Fuel Performance Rept." 

MlTCHEll.Oe, NEWMAN.L.W., WAMPLER, TN. Babcock & WHcox Co 66/00/30. 
29pp. 43268:363-43259:021. 

8711030376 Final response to FOIA leQuesl tor documenls.App C documoiM to Con- 
Iract NRC-O2-67-O03 enci 5 available In PDR. 

GRIMSLEY.D H. Division Of Rules & Records (Post 670413). NnC-02-a7-OG3. 67/10/ 
30- BAUMAN.L. Government AccounlabHHy Project. 2pp. 43250.053-43269 060. 

-07t10M396 Nollfication ol contract exacutlon.Mod 2.lo "Support for Nogoiiatod Ru'o- 
maklra." Contractor;Councll on Environ Quality. 

UTTlC.M. Coniracl Administration Branch (860421.870413). FIN 0.1060.7. NHC 02- 
87-(X)3. 87/04/06. EVANS.J.D. Office ol Nuclear Maleriol Safety A 

Safeguafds.Olrector. KALMAN.K- NRC • No Detailed Allillailor) Qh/on. 12PP 
432S9:O5a-43266:06e. 


8711030187 Partial response to FOIA request App 6 documenis.re sleam line falkae al 
Detroit Edison Monroe planl.encl & available in POR. 

GRIMSLEY.DH Oivtslon ol flutes 8 Records (Post 870413). 07/tO/3O. SEPEX-K. 
Haight. Dickson, Brown & Bonesteel. 2pp- 43262:238-432e2:243. 


0711030392 Partial response to FOIA request lor documents re Confirmatory Aci on Ll> 
86.iO.Fo>wards App C documenls.App B documents available In PDR. 

ORIMSLEY.O.H. Division ol Rules & Records (Post 870413). CAL-6610. 67/10/30. 
SORGI.O. Massachuselis, Comiitonwealth ol. 4pp. 43260:202-43268:136. 


-8711030200 Trip rept ol 650212 visit lo DelroK Edison Monroe power planl re slesm 
Bna failureBrevity ol time between detectable leak & rupture unwtmines assumptions 
re slow teak-belore-brsak In steam linea. 

SHEWMON.P. ACRS • Advisory Commlltee on Reactor Safeguards. 86/02/13 ACRS 
- Advisory Committee on Reactor Saleguards 2pp. 43262 242-4326?:243. 

8711030226 FOIA request for SECY-86-164 re definition of Importance lo safety 4 
safety-related. 

JgNNfSfi’Mt ^ CD-LIS-8 7-623. 67/09/08- Division of Rules 4 Records 
(Pott 870413). tp. 43262:223-43262 223. 


-6711030467 Provides addi Info re Confirmalory Action Ltr 66-10 as cornmiiiod in ufil 
860029 response lU.Reuised ealely evalviStton clarifying intent & assumptlorys to con* 
(tolled teak path In RHR sys end. 

LYOON J.M. Boston Edison Co. CAL-06-10. 86/09/17. STROSNIDER.J. Region *. 
Ofc (he Director. Opp. 43286:208-43258:136. 

6711090461 FOIA requeal (or documents re NRC/utll meeting In Nov 1066 concerning 
giant. 

SORGI.O. Massachuaetla, Commonwealth ol. 87/09/26. QRIMSLEY.O.H. NRC • No 
Detailed Affiliation Given. 2pp. 43260 247-43280 246 
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B7tl030467 Partial rosponse to POIA requosi for documonis ro plant. Forwards App B 
docurnertls./^p A & B docurr.onts ava iQble in POP & LPOn locaiod in Plymoulh.MA. 
GRiMSLEY.O.H, Division ol Rules & Records (Posi 870413). 07/10/30. SORGl.O 
Uassachusotls, Commanwoalih of 3pp. 43780.249 43200.277. 

-0711030474 Summarizos status ol staffing Impiovemema In nuclear opeealiona 
dopt Re'ated Info ertcl. 

aiRO.n.G- Boston Bd.son Co 67 041. 67/03/01. MuRLEY.T.e. Region I. Ofc ol the 
Director. 16pp. 43280:252-43200 267. 

-671 10304B3 P/ovidos status of backlog reduction Actions taken over recent months to 
reduce work backlog listed Related into onci 

BIRO.B.G. Boston Edison Co. 07-042. 87/03/01. MURLEY.T.E. Reg on I. Ole ol the 
Oliectcr. 10pp. 43200:263-43280.277. 

6711030492 Responds to appeal to don'al ol FOIA request for documonis concerning 
IE Notico 85*097.Portion of document will coniinuo to bo w.thheld (ref FOfA Exemp. 
(ion 6). 

STElLo.V. 01c ol the Execufivo Director for Operations lEIN-85097. 67/11/02. 
SALIM AN.L. Government Accouniability Proiecl. tp. 432SQ 2 14-43258 214. 

67 1 1030493 Panial response lo FOIA roquosi lor documonis re analog mp sysJIpp 6 
documents oncI & available in PDR. 

ORIMSLEY.OH. D-V.sion of Rules & Records (Post B704I3) 67/10/38. SORGl.O. 
Massachusetts, Commonwealth ol 2pp 43262 244-43262.334. 

-B7UQ40036 Package consisting of Rov 0 to Safety Eva'uallon SE-1806 re snofog irp 
lor reactor protection ays & ECCS at plant, App C,Rev 0 lo PDC-84.70, "Analog 
Trip Sys for Reactor Protection Sys & ECCS at Pilgnm Slotion" & 870917 ole memo 
' Boston Ed son Co 85/03/29 Q7pp. 43262 246-43262:334. 

6711030506 Appeals demal of POIA roquesi for Commission to releaso documonis re 

S uesiod on 060316 by GAP App N document should bo ruloasod. 

AUMAN.L Government Accouniability Project. 67/10/06 STELLO.V Ole ol the Ex- 
ecutive Director lor Operations. Ip 43258.215-43250:222. 

8711040034 Appeals denial ol FOIA request for items listed m /mp K. 

BAUMAN.L QQvornmerit Accounlebilily Project 87/09/23 SitLLO.V Otc of Iho £x- 
ecul.vo Director for Oporakons Ip 43200:100-43280:100. 

8711040036 FOIA roquost for documents ro bid abstract that rosuiiod from 07060S So- 
llciieilon nS'ASB 87.342. 

REBHOL2.R Neal R. Qioss & Co., Inc. 87/10/23 FlEF.NOR.C. Olvision of Contracts 
(Pest 8704 13| ip. 43280:1 12-43200: 1 12 

6711040042 Final response to Fqia roquost for documonia.rorwards App A 
documents Decumonta ava table in PDR. 

GRIMSIEV.O.H. Division of Rulos 8 Records (Post 070413). 07/11/02 REOHOt2.R 
NealR. Qrosea Co., Inc 2pp 43200:113-43200.127. 

-6711040045 Package of abstract of offere from Soiciioiion RS-A$B-67-342 in to- 
sportsa 10 FOIA roquesi. 

aEENOBiC.M. Oivia'on of Conuecls (Post 070413). 67/08/07. I3pp. 43280.115- 
43230 127. 

871104D0S4 Responda lo appeal ro POiA roguasi (or ilocurnonis cor>cornirm lE inlo 
Notice 85-097.ljacumenis listed in onci app win coniinuo to bo withhold (rel fOIA Ex- 
amption 6). 

STuLLO.V. Ole ol the Exoeutivo 0.rectar lor Oporalions lEiN 05-097. O7/tl/02 
BAUMAN, L. Govarnmont Accountability Projoct. 2pp 43200 I0l-43200.I02 

8711040143 Appeals denial of FOIA teriuosi (or items listed m onci App E & F- 
RUSSEIL,L R. TuriCy, V/.. PC. 07/00/ 16. MARTlN.R 0. Rogion 4. Ofc of Iho Oitoclor. 
MARTIN, R.O. Ofc of tho Executive Director (or Oporaiiorts Ip 43278 242-43270 250 

6711040161 Respands to 070819 apnosi ro denial ol FOIA request for documents re 
Kerr -McGee Sequoyah & Gore fac.lillas.Rocurds listed on end App E 8 F mil contin- 
ue to be partially & loia'iy withheld (rel FOIA Exemptions 0 S 4.rospeci)voly}- 
STElLO.V Divfelon of Ru'os 8 Flocotds (Post 870413). 07/11/02 ROSSELt.l.H 
Turley, W., PC 4pp. 43270:251-43270:254. 

6711040)58 Forwards 830410 repi Of sllogaiion ru Pullman-Hlgglne lochnfclao aiiogodiy 
signing oil on NDE work In turbine bldg not actually done AllegaUen h’slory 8 poor 
performance by Pullman-Higgins discussed 

CERNE.A. Region 1, Ofc ol Iho Director. 83/04/10. GALLO, R. Regon 1, Ofc of iho 
Director, Ip. 43280: 103-43280: 111. 

-8711040163 Rept of allogollan re J Padovano.Pullman-Higglns tochniclan, signing off 
on NDE work In turbine bldg not actually done. 

CERNE.A.C. Region 1, Ofc of the Dirocior. 83/04/18. Ip. 43200.104 43280.111. 


6711040276 Panial response to FOIA requaal lor documonis re Dept of Labor doclsiot^ 
& ftriai order in Aiciilsort vs Brown & Root case. Forwards App O documents App 0 
docuT-ents placed iri FDR. 

GRIMSLEY.D.H. Civlsicn ol Rulos 8 Records (Post 870413) 87/11/02 BAUMAN,L 
GovGfRToni Accouniabi'ily Project. 3pp 43231.01 1 43261 0i7. 

—0711040306 Forwards Socroiary ol Labor decision & i nel order n Atch so.n Sect on 
210 case W/o and. 

BROvyN.W.L. Region 4, Ofc ol Ihu Director 63/06/15 LIEBERMAN.J Offco of ihe 
ExecuUVO Legal Duecior (Pie 860701). Ip. 43381.014-43201 014 

—67110403(1 Forwards AU recomrr.ondod decsion to Aich'son vs Drown 8 
RootOecslon is supplnmortal to Secretary of Labor doc sion irr same case wl-ich 
auttior sent 10 days earl ar. 

BROWN.W.L n^ion 4, Ole of Iho Director 83/06/26. tlEQERMAN.J Office of the 
ExocuUra Legal (5i'ecior (Pro 860701). ip. 4328l.0tS-4323l.0l7. 

6711640284 Final response (o FOIA roquost lot plant PRA Forwards App A 
docunsnl.App A document also p'aced In POR.Utii has not Med PRA. 

GRlMSlEY,b.H Div.son of Rules & Records (Posi 670413). 87/»i/02. SHCLLY.5.C. 
MH8 Tochnical Assocaies. ip 43278:046-43270:054 

-6711040299 Forwards curroni iniegiatod achodu'o lo-' PrRA ec(>v.t<03 at plant. All acth/i- 
ties (0/ Cofiiraci XT60000054 completed & no longer shown on schedu'o.Noxi status 
repi will be ptevlded by 670-1 10 

GMEnSON.F.A. Caronia Powpr & Light Co OL-S7.02 07/03/10 HELME,R.E Caro'i- 
na Power & Light Co 7pp 43276 046 43278:051 

671(040289 fxiaf rospo-ise lo appeal of dnn ai of f'CiA roquost to* documents Records 
subi 10 roquest teforiod (c onothur federal agency (pr review & diroci responsoNo 
(udher act on being token on 871020 appeal 

0RIMS1.EY.0H. Divsion ol Rules A Roco'ds (Posi 870413). 07/11/03. BAUUAN.L 
Govainm(»il Accountab My Project. 1p 43278:269-43276:269. 


6711040294 Parbal respohso lo FOlA requosi ro documonts Forwards Apas A & 0 
rtociinienis App A clocumpnis aval-’ebfo in PDR.App s tfccumonls wiihhcfu (ref FCIA 
ExetnpUon 6) 

GRlMSlEY.OH D.vislon of Hu'09 & Rcco.'ds (Pom 670413). 07/09/24. BAUMAN.L 
Oovornmoni Accouniability Projacl 4pp 43276.070-43270 073. 

6711040208 FOIAraquosi lor documonis prov-dod by Dept ol Labu' to NRC ro C Jones 
& any & all eihei Dopi of Labor ccmpla nis from plant from May 1085 lopresont 
OAuPAN.l Qovonimenf Accouniab’l (y Pre'ocf 67/0fl/C8 NRC - No Dola (arf Ah I- 
auonCKron ?pp 43276:270-43276:271. 


6711040344 Responds to appeal ro den-a’ of FO)A roquost for documems lo Oie of 
Inveshoahons invoailgailon 4’64-050 Forwards po.'tionB cl iransmiuol memo iisiod on 
apn.nemaininq documents coni nuo to be w.ihhold (rel POIA Exompiicns S). 
STELLO.V. oh of tho Execullvo D. recto.' (or Cocrouons. 67/11/69 OAUMAN.L. Qov- 
crnmeni Accountab(;(.Y Pro.ocf. 3pp. 43276 253--f 327(1 297. 


—6711040381 Part-ally doloiod morro ierwaid.ng draft proposed unlorcorrionl action ro 
harassmont & iniimldai on at plant icr cornmoni by 860225. 

VOLlMER.n a Ole of Inspoction & Enloicerr.onl. O toclor (620201-070413). 66/02/ 
19. MART(N.R.O. Roe pn <f. Ofc Ol the D rodoi. DENTON.M.n. Olltco cl Nucinar Hu- 
acior nogu’aiion, Dirscici (651 1 25 870411) CUNNlNGHAM.GH Gll.co of the Exocu- 
live ugelCXroclpr (Pro 960701). Ip 43270 2S0-432?6,20?, 


6711040380 Final loaponso 10 FOiA requosl fOf documenis ro SECY>6e-229 sutij on 
AOs App N records withhold (rot FOIA Exompllon 5) 

cniMBLEY.OH Division of Ru'os S Records (Posi 670413). 07/it/03. GOROON.J. 
PubBo C-idon's Ciillcal Msss Energy Pin.ocl. 4pp. a3270.333-4;1270 336 


6711090139 Final rospcnso to FOIA request for dacuirontshcfudng J P^l''ps 921019 
trromo ro diHogallon ol auUiotlly Enel App C & D oocumonis A App F dncumorits I't 
POn App C S F documonis port-a ly A tola ly wiilihcld (ml FOIA Exomphon 5). 
GRIMS^LEY.OH. DMsion ol Rules A Records (Post 670413) 87/10/20. CONDIT.R.E. 
Oovornment Accouniabl'ily Projocl 6pp 43310:270-43310 321 


-8411090394 5ECY-04-417 Roco-'n’nends lhal Comm ss'on dologaie authority to D ree- 
lot ol Ole of (nvosllga(iorT8 lo Issue sulrpoitnas di/rlrg course of mvoshgslons. 
OmCKS.W.J. Ofc OT the Executive Dirocior lor Opo-atlons 04/ 10/26. jpp. 433 1 0:307- 
43310312 


-8711060149 Partially withhold me-no lorwariimg final rule on ilologstion of subpoena 
euthoMy to EOO.W/o end. 

PHILIPS.J Division of Rules 6 Rouords (Pro 070413) 62/10/18 ABRAMS, N E Ofdco 
of fhoExocudvo Logai OIrecior {Pro 960701) ip. 43310 297-43310.306. 


67 1 1 040239 FOIA request lor documonis A ell records generated in connection w/e4 
NRC Insps or Investigations on aHagallons raised by L Penzes from t063 to presoni 
re San Onoire seismic design 

BAUMAN, L. Government Accountability Projoct. 87/07/09. NRC • No Dolallod /Ufiv 
etiOn Given. 3pp. 43279:067-43279:069. 


-671(060161 Advises that Otc of Invostigellons (Ol) dalenaled auihor.ty to Issue sub- 
poonos under Socilen I6lc of Aiomlc Enorgy Act of 1054.01 should perform Hslc-J 
acikxts prior to issuance ol aubpeona 

PAILAISnO.N J. Cominlss'oncra 85/01/11. HAYES.B B. OHIca of Ihvesilgaiions. ip. 
43310:3(3-43310.313 


671 1040263 FOIA request lor plant PRA A roloted documontaiion. 

SHOLLY.S.C, MHB Technical Assoclalos. 87/10/15. GRIMSLeY4>.H. Diviston ol 
Rulos A Records (Post 070413). 2pp. 43276.044-43270 045. 


-6711060202 Draft Commission paper amending lunctons ol Ofc of Investigations (Ol) 
ki Subparl G ol lOCFRl.Cemmlssion dologalecJ auiho.-ity to Ol to Issue subpeonas on 
6501 1 1. Relalod mio onci 

HAYES.8.8. Office ol Invesligat-ons. 87/10/29. epp. 43310 314-43310 321. 


67II04026S Responds lo appeal ro denial of FOIA request lor documonis coiKom'ng 
IncTvIclual allegations from 1983 lo proaonl re San Onofre seismic desIgaThreo cfocu- 
monis withhold (rel FOIA Exemption 5). 

STELLO.V. Ofc ol Iho Exoeutivo Dfreclof for Operations. 87/11/03. BAUMAN.L. Oov- 
ernment Accountability Project. 2pp. 43279:066 43279:066. 


6711060167 FOIA roquoet lor documents NRC Proposals NnC-26 87-416, NRC-26-87- 
417 A NnC-26-97-410 raquostod. 

RAZOAN.K.D. Tochknow, Ino. Nnc-20-B7-4l6. 87/09/22. GRIMSLEY.O.H. Division of 
ftotos A Records (Post 870413). 1p. 43310.021-43310:021. 


671 1040274 Appeals don'al ol FOIA request for documenis ro Info provided by Depl of 
Labor to NRuNo response received since 870814 form Hr ack receipt of request. 
8AUMAN.L. Government Accountability Projoct. 87/10/20. STELLO.V. Ofo of Ihe Ex- 
ecutive Director for Operations. Ip. 43276 268-43278.266 


8711060203 Panial response to FOIA requosi lor documenis re technical/ mgi 
proposels.Forwards App A documents. 

GRIMSLEY.O.H Division Of Rules A Records (Post 870413). 87/11/03 RAZDAN.K.B. 
Tec^iknow, mo. 2pp. 433l0.022-433l0.05l. 


8711040276 Appeals denial ol FOIA requosi for documents requested on 870709.Re- 
sponse to appeal expected within 20 working days of receipt. 

BAUMAN.L. Government Accountability Profoct. 87/09/28. STELLO.V. Ofo of the Ex- 
ecutive Dlreolor (or Oporetlons. tp. 43279.064-43279:064. 


-8711030291 Package cohs'sting of pariia'ly withhold TechnIcsI/Mgl Proposal RS-OIE- 
87-120, ''Specialized Technical Tiain'ng In BWR Tram ng" A RS-OIE 87-125, "Special 
Ized Technical Training in PWB Training." 

* Resource Technical sorvicce, Inc. 87/03/19. 28pp. 43310:024-43310:051. 



Itto. 


8711060300 Hanai response lo hU'A roquosiuocunoQms usiea in App a aveiiQDio n 
POR & also malnlalned In LPOR in Plymouih.MA. 

GRIMSLEY.D.H. D.vislon of Rules 4 Recoids (Post 870413). 87/11/03. SORGI.D. 
Massacltusolts, Commonweallli ot. 2pp. 4331 1 .003-4331 1;0(}4. 

871I0S0028 FOIA request lor documents re lormacion o> Al'ogaiion Roviow Commiltoo 
(ARC) & (inOings o(87062S & 0715 ARC meetings 

BAUMAN, L. Government Accountel) Lry Projoct 07/08/24. NRC - No Oelaiod A|Nli- 
ation Given 2pp. 43323:299 43323.300. 

8711090036 Pinai re^onso to FOiA request App A documents to mg( ol alkmuons aV 
ready ava:labte in PORA^ B decumonl one) & available In POR.App C documenis 
comploleW nilhheld (rel FOIA Exemption 5). 

GRlMSLEY.DR O.viston of Rules & Records (Post 870413). 67/10/20. B/VUMAN.L. 
Government Accountability Proleci 6pp. 43323 301-43323:310. 

■■6706220066 Inlorims of oslabUshment ol Allegation Review Committee charged w/ie- 
viewing all new allegallone & setting forth coureo ol ociion lor evolualion.fo'iowup & 
(Inal disposition. 

OniMES.C.l. Ole ol special Pro|aci3 87/08/16. Ole ol Special Pto)ocls. 2pp. 
43323:307-43323:310. 

8711090047 Partial response to FOIA request (or d3cumonts,tnclucllc>o PNO I-86 028 re 
oveni al plant.Fotwards App E documents App 0 4 E documents also avaCabla In 
PDR & LPOR located In Plymouth, MA. 

GniMSLF.Y.OH Division of Ru'os & Records (Post 670413). 87/11/04. SORGI.D 
Massachuseiis. Commonwealth of. 3pp 43315:234-43315 243. 

-6711090149 PaeVage ol handwiltten excorpte Irom NRC Headquarlora Oparallons Of- 
ficer log CO leakage past two Isolation vaNea Roporlablo Event Numbois 04106 & 
04198 

' NRC - Mo Oetollod Allil atlon GIvon. 66/04/12. 5pp. 43316239-43315:243 

8711090069 FOIA request lor documents ro leap ref In end JB Martin 831201 lu & BNL 
work as consultant io NRC re plant. 

HAMLIN, J B Shaw, Piliman, Poila 8 Trowbridge. 87/09/14. f4RC • No Detailed AHik 
ailon Given. 4pp. 43323:201-43323:205. 

-6711090073 Advisea that NRC employeos fated In end win neoQ unescorted access 
badges tor ell etoas of facility lor spoclal map during 83il28-f2IO.Eniployd09 should 
be provided addi training in omargency roaponsa 6 securtly.W/o end. 

MARTIN, J.B Rog:on 5. Olcol the 0, rector 83/12/01. SCHUVLER.J.O Pacific Gas 4 
Eleclilc Co Ip. 43323 295 43323:295 

871 1090080 Final leaponse lo FOIA request lor documents App A documents aveiabfo 
In POR. No records located re Item t of request. 

GRlMSLEY.O fl. DMs on ot Rules & Rocoids (Post 870413) 67/11/04 HAMILN.J8. 
Shaw, Pitiman, Potts & Trowbridge. 3pp. 43323 286-43323 2w. 

8711090088 Appeals denial ol FOIA request dtd 070910 
BAUMAN.L. government Aecountebility Prelect 07/09/16. STELIO.V Oic oi the Ex- 
ecutive Director for Operations ip. 43323 260-43323 260. 

8711090089 Response to appeal ol denial of FOIA request ler documents ro (nsp Repi 
S0-45S/37-07 & 60-446/87-06 Documents listed in onci epp will conbnue to be wiin- 
held (ral FOIA Exemption 6). 

STELLO.V. ore of the Exoeullve Olrector for Operations 87/11/04 BAUMAN.L. Gov- 
ornmonl Accountetl'ity Project. 3pp 43323 281-43323 290. 

67 f 1 100464 Appeals denial of FOIA request (O' documents. 

BAUMAN.L. Government AocountebiiiN Prdeci 67/(0/16. STELLO.V. Oic ol the Ex- 
ecutive Director for Oporallons. Ip. 43342266-43342:266. 

6711100488 Responds to appeal to denial ol FOIA roquosi for document Nsied in end 
epp Appeal denied due lo document being draft 4i prededsionai in nature DMumeni 
withheld (rel FOiA Exemption 5). 

STELLO.V. 0(c Of ihe Executive Director (or Operations. 67/11/06. BAUMAN L Gov- 
ernment Accountability Prolect. 2pp. 43342:287-43342:298. 

8711 100469 Final response lo FOIA requosi for documents ro Toch Specs lor each op- 
erating reaclor.Recuesled Info coniamed In operating reactor kcense siago Mes tor 
each reactor availsbio In PDR. 

QflIMSLEY.D H. Otvis'on of Rules & Records {Post 8704131. 87/11/09- SlLBERGJ. 
Shaw, Pittmsn, Polls & Trowbndge. |p. 43342.299-43342:299 

6711100491 FOIA request for figure Included In Tech Specs tor each opeteiinQ nuclear 
power reactor which shows ilconseq offsiie organization 8 relatkmsh'p to onsite orga- 
nization. 

SILeERa,J.E. Shaw, Pitlman, POits & Trowbridge 67/(0/08. NRC - No Oeielled AfliT- 
atlon Given. Ip. 43342:300-43342 SOO. 

871111001 1 Ninth partial response lo FOIA request for records.lncluding notes ol Inter- 
view Of K McMahon. Forwards App K documcnls App K & L tfocumonis partially & 
completely withheld (rot FOIA Exemptions 8 & 7,respecitvely). 

ORIMSLEY.O.H. Division of Rules S Records (Post 870413). 67/11/00 DIXON 
DEVINE Oovornment AccountabiUty Projecl. 4pp. 43346: 136-43346:190. 

-8711110017 Forwards partlalty withheld (nio documenting Wagner efforts In support of 
Allegation 96 re Boslrom-Bergan/Meddco Metals. 

CANTER.H Region 5. Ofc of Ihe DIreclor. 84/07/06. SHACKELTON.O. OWco of In- 
vestigations. 33pp. 4334e;143-43348.176. 

-8711110029 Partially withheld comments re Eoslrom-Borgen allegations made In 
840116 Ur to JB Martin ol NRC.Maiked-up partially vrilhhela 631213 sworn siaiemenl 
by QW Oossey & panielly withheld 631227 interview of K McMahon also enci. 
SHACKLETON.O.C. Office ol Investigations. 84/01/28. Office of Invesllgelions 23pp. 
43346: 1 76-43346: 1 96. 

-87 1 1 1 10017 Forwards partially withheld Into documenlmg Wagner efforts In support ol 
Allegation 96 ro Bostrom-Bergen/Meddeo Melsis. 

CAiTTER.H. Region 5, Ole of Ihe DireclOf. 84/07/06. SHACKELTON.O Obice of fn- 
vesilgations. 33pp 43346:143-43346:175 


6711 1 10039 FOIA roquosi for records on summary of 070002-04 audit ro Implom 
lion of piping gonorlc (ochnical Issue resolutions. 

BAUMAN.L. Government Accountability Projoct. 87/10/07. NRC • No Delailod 
atbn Given. 2pp. 43347:050-43347 059. 

8711110049 Partial response to FOIA request (or documents re implomonlaiQ 
piping generic technical issue resolution. Forwards documents listed in App A.A| 
documents avai'able in POR 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/11/09. BAUM/ 
Government Accountability Projoct. 2pp. 43347:060 43347:298. 

-8711110102 Rev 1 to CT-1-137-702-S25R, "Pipe Support Calcuiatloh." Suppe 
documenlallon enci. 

PATEL.P.C. Slone & Webster. Ino. 80/10/31. 04pp. 43347.002 43347:155. 

-6711110114 Rov 1 10 CT-1-137-701-S25n, "Pipe Support Calculation." 

MATTA.G., DALAL.NK. Stone S Webster, Inc. 87/02/ig. 86pp 433-17 
43347:220. 

-8711110132 Rov 1 lo Calculation CT-1-032, "Texas Util Oonoiatlng Co Coma 
Peak Steam Electric Station Conlainmoni Spray Sys 16454 NP(H).'’ 

YAOAfl.n.L Stone & Webster, Inc. 86/07/31. 79pp. 43a47:22i-43347;20e. 

8711110056 Partial rosponso to FOIA request for documonis ro event at plant Forv 
documents listed in App B & C. Documcnls also available In POR.App 0 docurr 
partially wllhhold & App E records withhold (rel FOIA Exemptions 6,/ & S.iospot 

^RIMSLEY.D.H. Division of Hubs A flocords (Post 870413). 07/11/03 TAYL( 
Dallas Times Herald. Dallas, TX. 0pp. 43346 109-43347:057. 

—8703200064 Discusses Ofc ol Investigations Ropl 4-06-005 ro restart ol fac iity.No 
t4Alory acilOh required Analysis ol ropl will not bo prepared since maitpr rolor« 
OOJ. 

IIEBERMAN.J. Asslslanl Gonarol Counsol lor Enlorcomont. 67/02/06 DENTON 
Ofllce of Nuclear Reactor Rogulation, Diroclor (051125-870411). TAYLOR.J.M. C 
ItiTipecilon A Enforcoment, D:roctof (020201-670413). MARTIN, R. Rogdn 4. O 
tlioDIrector ip 43346:348 43346:34A 

-8711110116 Roquosis roviow of ony Info (o droll or proposed final rept IdonilfiC 
NUREG'l 170 prior lo public rolooso. 

HAYES.S 0. Ollico of InMatigatlons. 66/03/ 1 (. STELLO.V. Ofc of fho Exocui-v 
leclor lor Oporotlons. 30pp. 43346:200-43346:247. 

-8711110143 Forwards draft rosponso lo rocommondatlons made by Sequoyah 
dent lessons learned group NRC p'ans to publish modifiod version ol draft rosp 
as app to lessons learned group ropl by Aug. 

DAVIS, J.Q. Offico of Nuclear Molorlai Safety A Safeguards, Diroclor. OO/Oi 
STELLO.V. Otc ol iho Exocullvo Diroclor lo' Oporallons. Sepp. 43340'248 43346 

-6711110144 Roquosta copies of Iniorviow stotomonts A'ropis as gonoralod ro on| 
investigaiion ol faoiliiy. 

TAYLOR.J.M. Olo of Inspection A Enlorcomonl. Director (820201-670413). OO/Oi 
MAYES.D.D Ollico ol invosligslions. Ip. 43346:320 43346:326. 

-6711110146 Forwatrls Index ol documonts roforrod by DH Qrlmeloy 66 
m^o.Soma documenis being wiihho'd per Exemptions 6 A 7A. Documonis tioin 
turned. 

CATERO.W. Oliica Ol ihvasiigailons. 66/08/01. REEO.C.A. NRC • No Dolallfrd . 
alion Given. l/> 43346.329-43346.320. 

-8711110146 Forwards ar/aia shool A mlorma that only change Is dolollan ol ' 
"froquoniiy” Irom second i.no ol Polni 4 on Pago 4. Roiaiod fnio and. 
TAYLOR.J.M. Ole ol inspectloh A Enforcomonl. Director (620201-670413). 8S/0! 
REH.M.T. Ole of lha Executive Director (or Oporallons. MAUSSHARDT,O.Q. Ollii 
Nudear Material Safely A SQloQuards.Diroclor. PARLER.W.C. Commisslonors. t 
43346:330-40346341. 

-8711110160 LlalB (fecumenis reviewed by DOJ to delormlno whether or not rel 
would iniorlore w/po(entiDl acuona.Relaiod info oncl. 

8EACH,A.8. Enlorcomonl Staff. IE (Pro 070413). 80/10/26. Enforcoment Slai 
(Pro 670413). 2pp. 43347.002-43347:003. 

-8711110152 Informs that Ofc of investigation (Ol) Inlands lo rofer enci Ol ropt ( 
vosllgation lo DOj lor prosocullvo consideration as discussed In referral II' alia 
to repi. 

HAYES, BG. Investigaiion Br.DIv ol Fuel Fociliiios, Materials A Saleguarda.IE 
830103). 06/12/09. FITZGERALD, J. Asslslanl General Counsol lor AdJudicaliOi 
Opinions. IpD. 43347:004.43347:004. 

-8711110163 Informs that NRC will roviow oxhibits resulting from InlervlowS vr 
quoyah Fuels Corp operators A supervisors. NRC also confirms 680930 tolcon 
KEARNEY.M.3. NRC • No Delailod Afliliation Given. 86/09/30. HUTCHISON,' 
OfflCB ol Irwosllgations. Ip. 43346-342-43346;342. 

-6711110164 Forwards Pages 27-32 to JC Brower testimony given on 860109 br 
Kerr-McGea inlernal Invaaligalion leom.W/o end Related Info oncl. 
WACKERLY.P. Kerr-McOao Corp. 86/12/09. LEWIS.D. InvosHgallon Br.Div ol 
FacilltlD3.Materials A Saloguards.lE (Pro 030103). 2pp. 43347:005-43347:006. 

-8711110166 Submits rept ol invosllgellon re suspected Inlenilonal violations ol 
Quoyah Fuels facility procedures.suspoctod lalsificallon of required records. 
HAYES, 6. B. Investigation Br.D.v ol Fuel Facilltios.Maierlals A Safeguards.lE 
830103). 87/01/14. MARTIN, R.D. Reg’on 4, Ole ol the Director. 3pp. 43347: 
43347;()10. 

-87111101S7 Forwards relevant pages of pleading tiled by Native Americana lor C 
Brivlron (NACE) In lacility LIF6 lo UF4 proceeding in which NACE requests ala 
produce certain documonis 

RUTBERG.J. Heating Branch 2. 86/12/22. FORTUNA.R.A. Office of Inveallgai 
BANGART,R.L. Region 4. Ofc of the Olteclor. PARTLOW.J.Q. Ofc of Inspocilon 8 
forcement, Director (820201-870413). 2pp. 43347:011-43347:012. 
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-ft7l1l10l56 Forwa'ds rept ot investigation for whatever action OOJ deems appropfi* 
ate. 

HAYES.BB. Otficoof Investigations. 87/01/14. TOENSINQ.V. Justice, Dept ol. Attor- 
ney General, Office of. 3pp. 43346:343-43346.345. 

-6711110160 Native Americans lor Clean Environ response lo NRC Stall rept on impli- 
cations ol apcldent,request lor order from presiding ollicoi d reding prorlucUon iMdoc- 
cmorKs A eddi compl^ms. 

IKARO.J A. Ikard, J. MLA. 86/12/22. Atomic Satoty and Licensing Board Par>el. 4pp 
43347:0t3-43347;016. 

-6711110181 Forwards Ofc of Invest/gallons Rept ol iniresligarions 4. 36-OOS.wftich has 
been sanitized ol info re individuals granted confidential status. 

HAYES.BB. Office ol Investigations. 87/07/17. LIEBERMAN.J. 01c ol Enrorcemoni 
(Post 870413). 1p. 43347;017.43347;017. 

-6711110162 Responds to L Robinson 8701 13 memo & inlorma that Inlo re requosi 
Withheld pet Exemption 7A. 

HUNT J Office of Investigations. 87/04/27. REED.C.A. NRC . No Oela-led AIHralton 
Given. 2pp- 43346:346-43346:347. 

-e7t1 110163 Requests that end Kerr-McGee Otc ot invesitgalons rept bo trenam’tied 
lo Otc of Congressional Affairs In coordination w/cornpleton of rept so that oblgallon 
may be mol. 

KAUMERER.C. Office of Congressional Allalra. 86/03/21. HAVES.B. Oidcool InvosU- 
gallons, ip. 43347:018-43347:018. 

-6711110164 Expresses confidence that NRC will respond to Congressman Metiioy re- 
quest lor NRC Ole ol Investigations draft rept Into mall lalso aiatements re operaUon 
ol Keir-McQoe Sequoyah lacnity in fashion consistent w/lndividuals nghis 
MOORHEAO.CJ. House of Rep. 86/10/17. 2ECH,LW. Commissenots ip 
43346.358-43346:368. 

-8711110166 Requests preparation ol aanallzed version ol Invesilgauoa Rept 4-66-OOS 
re Sequoyah Fuels facility.Enlorcement Action EA-87-iOO being developed as tosuil of 
subl rept & OOJ declination to prosecute mailer. 

LlEfeERMAN,J. Ole ol Enlofcemsnt (Post 870413) EA 67-100 67/06/tO HAVES.0 8- 
Olllce of Invesdgatlons. 1 p. 43346:3S9-43346:369. 

-8711110168 Oiacusaos Otc ol invostigallons rept re uiii eccidont. Recognizer adverse 
imoiicetiona that premature release of rept could have on possible ciwi & criminal 
action 

WARKEY.E.J House Of Rep. 86/10/17. 2ECH,L.W. Ciommissionois ip 43347 010- 
43347:057. 

-6711110187 Partially withheld memo to sarnpie ol boat covor. 

HERfl,R.K. NRC • ^ Oeiailed Alfll«aW/i oivon. 86/03/12. NRC - No OefpBed AiAi- 
sHon Grven 8pp. 43346:349-43346:366 

-6711110166 Requests promptest attention towards completion of ropt re invosugaiion 
of K 0 ry-UcGee.Rep( isot completed S delivered to OOJ m osrly Nov as 

S iennad.Rasourees neaviiy committed in round-the-clock covotago. 

TEllO.V. Ofc of the Executive Director for Operations 66/11/24 HAYES.B. Office 
ol Invostigatlons ip. 43346:357-43346:367. 

-6711110169 Forwards Incomplete draft Otc of investigations ropt, fnciuclmg aasociatod 
exhibcs re alleged mall lalso steiomenis by Kerr McQeo Sequoyah Fuels Corp 
employees W/o end. 

KAMMERCT.C. Office of Congressional Affairs. 86/10/17. MARKEY.EJ. House Of 
Rep.. Energy 8 Commerce. lp. 43347.001-43347:001. 

-6711110170 Forwards Investigation Rept 4-86 005 ro Kort-Mcgeo Corp Sequoyah 
facility Independent review may be required. 

STELIO.V Otc of the Executive Director lor Operations. 97/01/21 OENTON.KR 
Office ol Nuclear Reactor Regulation. Director (851 125 870411) TAYIOR.J M Ofc ol 
Inspection & Enlorcemenl. Director (B20201-870413). 1p. 43346:360-43346’360. 

-6711120040 Notice. Evidentiary hearing In Sequoyah Fuels (acllily proceed ng win begin 
8701 12 until Ot t6 II necessary. 

FRYEJ.H. Atomic Safety and Licensing Appeal Penal. MLA. 07/01/02. lp. 
43347:007-43347:007. 

6711110136 FOIA request for abstract of FY67 Small Business Innovation Rosoarch 
Phase i & Phase li selectees as well as list of Phase I proposers Into shou'd irtekKie 
principal Investigator, company, address, phone number & pro|oci title. 

SAM^.K.S. Small Business nigh Technology Institute. 67/10/23. R0BfN5O>N,l NRC 
• No Detailed Attiliallon Given. Ip. 43346-032-43346:032. 

6711110142 Rnai response to FOIA request for documents. Including abstracts ol FY67 
Small Business Innovation Research Program Phase I selecleesForwards App A 
documents Documents also available In PDR. 

GRiMStEY.O.H. Oivisfon of flufes & Records (Pos! 870413). 87/11/08. SAMET.K.S. 
Stnall Business High Technology Institute. 2pp. 43346.033-43346:072. 

-671 111014S Advises offerors that Smell Business Innovation Research Program Phasa 
II awards made under subf request (or proposal for NRC.Three awards made.ol ten 
proposals received. 

tHOMPSON.R D. Contract Negotiation Branch-2. NRC-04.e7-364 67/10/22. Affil- 
aiion Not Assigned ip 43346:035-43346:035. 

-6711110147 Advises offeror that Small Business Innovation Research Program Phase 
1 awards made under sub] request lor proposal lor NRC.OI 1 1 1 proposals receivod.lO 
awards effective on 870930, made Award Inlo listed. Related mstl onci. 
rHOMPSON,fl.O. Contract Negoflaflon eranch-2. NflC-04.67-365. 87/IO/ie. A/Mf. 
atiori Not Assigned 37pp. 43346:036-43346:072. 

8711120045 Partial response to FOIA request for documents re GAO rept concerning 
NRC safety std & Insp & enforcement enort. Forwards App C docurnenf App C docu- 
ment also In PDR.App 0 documents withheld (ref FOIA Exemption 5). 

GRIUSLEY,O.H. Division of Rules & Records (Post 870413). 87/lt/08. BAUMAN.L 
Government Accounisbillty Prelect. Spp. 43346:034-43348.042. 

-6711120057 Discusses draft GAO rept entitled "NRC Safety Stds 8i Insp A Enforce- 
ment Elforts." Not approrlala lor NRC to Issue press release responding to 
repl.Recio1ent Issue/commenl paper will be used to respond to media Inquiries. 
INGRAM.F. Office of Governmenlal & Publio Affairs (Post 870413). 67/06/30. 

miii aI «hA PvA/-iith.A nifAAtnr fnr nnnralinna. in. 43346.042* 


6711120055 FOIA requesi for all documents between NRC & EGAG A 
subs'4flafias,inc'uding any documented relaiionshp w/LASL, LLL A 1NEL A nuclear 
power plants 

ATKLVSON.M. Cu-fnary Workers UnOa 87/09/25. GRIMSLEY.O NRC - No DetaJod 
AtMiatlon Given lp 43348 329-43348:320 

6711120065 Final response lo FOIA request for documo.-iis re EGAG tor FY79 A FY62- 
OO.Foiwards App a pifnrcuts.Oocuments fisted on pnnfouts evsfletile in POR. 
GRIMSLEY.OM. Oiv.S'on of Rules A Rocoros (Post 870413). 87/11/10. ATKIN50N.M. 
Cdmiy Workers Un'on 2pp. 4334Q 330-43346:358. 

-9711120073 "FIN Listing by DOE Ofc/Conlractor/NRC Ofc.FY 79 A FY82 e6.'' 

' NRC - No Ootalod Afhlai.on Given. FiN A-O20O. 67/09/23 28pp 43346 332- 
4334a'3S8 

6711120060 Partial response to FOIA request lor documents re lacLty Forwards Apps 
FAG documen's.Documents also In PDR.App G document pertially withheld (rel 
FOIA Exem{Aon 6). 

GniMSLEy.O.H Division of Roles A Records (Posi 870413). S7/i V09. rAYlOR.J H. 
Oa'ias Times Hora'd, Dallas. TK. 4pp 43346:006-43318 017 

-67III20092 Partaliy deleted Hr re 860312 canvas boat cover sample. Results of 
drdci A removsbte a'pha survoys lor U contammaiion fisted Aampie forwarded lo 0 
Mcilard to'chemice' analysis W/Rov 0 to Regonal Ole Policy Guido i503. 

EVERETT.n J Region 4, Ofc of >he Director. 86/04/15. Afiiiialion Not Assigned 7pp 
43346011-43340517 

6711130(93 Fnal response lo FOIA request lor documonis No add' agency rocords lo- 
cated 

GfiiMSLEY.OH Division ol Hu'os A Records (Posi 670413). 87/li/l2. TAVLOR.J 
Deles Times Herald. Dal as. TX. tp 43360076-43360.079. 

9711130214 Second appeal for rosponso to FOIA roquoal lor documonts ro Rtiono- 
PouicrM:.jnc f conso or sr»snd lo liesnso A rsgix'ollon of radweslo comir^g from compa- 

a Fre^orL^X rate earths lac kty. 

NCKW.O Hunry A Koiley 07/09/29. ROBlNSO.N.L Freedom cl Inlormel cn A Pn- 
vsey Acts Gtanch. 2pp 43360 080-43360 081. 

6711130230 Appeals don‘ai ol POlA request for documonts duo to leek of response 
BUNCH.W.G. Homy A Kelley. 87/06/26. ROBINSON, L. Froadom ot Infcrmalion A Pti- 
vecy Acts Branch. 2pp. 43360 002 43860 087. 

6711 130266 Final responso to FOiA roquaei lot documenta A appeal re den'el of docu- 
monis re U Mill Td'imgs Pomediat Control Act eite noor Fans C>ty,TX Forwards App A 
documoflie.Documonis also ava<iebio in PDR. 

OfliMSLEY.OH. Division of Rules A Records (Post 070413). 87/ti/t0. BUNCH, W.Q 
HonryAKo'ley 2pp 43360088-43360.103. 

-6711130303 Trtprepi ol 870804-05 vwis to U M.Ji TsilJiDe Ramcdlal Conirol Act aites 
near Fa'is OiyJx to observe chaieclerisi'ca of silo prior lo rovlew cf draff RAP S 
draft environ esscs$rncni/EiS Attendees list A rolotod inlo end. 

BtUiOnN.SO. Operations Biencn. 87/00/30. UOHALIS.P.H. Oporaions Biench tOpp 
43360 090 43.100 0»» 

-6711130313 Oiscussos SiQis n( TX rehu'etlon of Conoco.inc Conqu.sie Proioct A 
RhonePeulenc Fioopon laci'itypor 070504 iii. NRC has no |'jr,sd:cUcini ovor speci'ic 
kcunsing Adsposai aciMios m Siatoof rx.vY/o ends 

OENTONHR Olilco of Qovornmontal A Pub'ic Alfei'6 (Post 870413) Q7/O9/30 
OnAMM.P Sensle 4pp 43360 100-43380 103. 

-6711130303 Trip rept ol 070604-05 visits to J Mi'.l Ta.llngs Rsmou.ai Control Act sties 
near Faits Ctiy.TX lo obsorva characlorislics ol sHo prior lo roviow cf drall RAP A 
draft en^on essossment/EIS Aliondees I si A rotated into end 
BilHORNSG OperoUons Branch. 87/00/30 LOHAUS.PH Operations Branch. tOpp. 
43360 (TOO 43350 099. 

-6711130313 Discusses Steto ol TX lenulslion ol Conoco.inc Conquisla Project A 
nrieno-fAjdoflc Freeport facWiy.por 070904 iir. NRC has ro lurisd-ciicrt over epecit'C 
iicortsfng A dtsposal acllvitlsa In Staio ol TX.W/o ends 

OENTQN.H.fl Olfice of Goveinmontol A Public Affairs (Post 670413). 07/09/30. 
GRAMM.P Senate 4pp. 43360 100 43360 103. 

6711130339 FOIA request lor documents re all reactor technology memos 
CONNOR.L. Oac-Soaich Associalos. 07/10/26. Division of Holes A Records fPosI 
070413) Ip 43360 164.43360 164. 

6711130351 Final response to FOIA request for tiocumonis No agency records subj to 
request locateU 

GRlMSLCY.D.fl. Dmlslon of Rules A Records fPosl 870413). 87/11/10. CONNOR.L. 
Ooc-Soarch Associates. Ip 43360:195 43360:195. 

6711166001 Final response to FOIA request tor dncumonis.App 8 docurr.onts end A 
avariaote (n FOR.NVs rocords located s-jlij lo Item i of request. 

GRIMSLEY.O.H. Division of Rules A Records (Post 070413). 87/lt/l2. HAMLIN.JB 
Shw, RMman, Polls A Trowbridge. 2pp. 43363 27 1 -43363 334. 

-6711160002 SECY'>76'545 Requests Commission approval of HRR program to ovslu 
ate operating powor reactors re current licensing criteria A clocumoni results ol oval- 
uatloa 

RUSOHE-B.C. Olfice of Nuclear Reactor Regulation, Duoctor 76/11/12. 58pp. 
43363:277-43363:334. 

6711160003 Final response lo FOIA request. App C tiocumenl ro summary ol 861124 
meeilog w/uhl in Pfymoulh.MA concerning licensee correcUve aciion progrema encl A 
avBilBWe’«PDR A LPDR. 

GRIMSLEY.O.H. Division of Rules A Records (Post 870413). 67/11/12. 50ROI.D. 
Massachusetts, Commonwealth of. 2pp. 43302:193-43362.322 

-6711160005 Agenda tor 861124 meeting w/utll lo discuss operations, 
rsdiologicat.lechn'.cai.rnamt A mat svo etaius, containment onhancemenl 
design.organizaiion A siaffing.App R/firo protection A emergency planr\ing.viewgraphs 
end. 

* NRC • No Detailed Aftil.allor) Given. 86/1 1 /24. NRC • No Dotaifed Alfil.ation Given. 
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6711160008 Partial tesponsa lo FOIA recast for documania.Forwards App G 
records App F & Q documents available m POR & LPOR. 

CRIM&LEY.O.H. Division ol Rules & Records (Post 870413). 67/11/10. SORGIJ). 
Massachusetts. Commonwealth ol. 9pp. 43362:323'433d3 027. 

~6711160012 Viewgiaphs Irom 680519 meeting re util response to ConRrmetory Action 
L(r CAL-86- 10.860612 "Program for Excellence" task force repi & fadtitY operation. 
* Boston Edison Co. CAU -86^-10. 66/06/19. 60pp. 43362 329-43383.027. 

8711180018 FOIA roquesi lor GK Grimes 790613 memo lo SE Bryan referenced in NRC 
fnsp Manual Pan 9900 technical guidance. STS Section 3.0, "Voluntary Entry Into 
Action SiBlomenIs." 

JOHNSON.M. NUS Corp 67/10/21 Division ol Rules 6 Records (Post 870413) ip. 
43383 040 43383 040. 

6711180020 Final response to FOIA request App A document re clariticetion of STS 
concerning ac & dc disitibullon onci & available in PDR. 

GRIMSLEX.D.H. Division o( Rules A Records (Post 870413). 87/11/10 JOHNSON.M. 
NUS Corp. 2pp. 43363:041-43363 044, 

-7908070039 Discusses review ol STS relative lo AC A OC etocirical power 
d'Sinbution.For short lime.lt is safer to permit plant operaOorta to contlAue rather than 
require initiation of shutdown transient. 

GRIMES.BK Assistant Director for Systems Engineering (Pra 791030) 70/06/13. 
BRYAN.s e. Div of Reactor Opeia'ions Inspecifons, IE. 2pp. 43363:043 43363:044. 

8711160041 Responds to FOIA request for documanis ro Confirmatory Action itr CAL- 
e6-10.App B documents available In PDR A LPOR In Plymouth, MA. 

GRIMSLEV.DH Division ol Rules A Records (Post 670413). CAL -66-10. 67/11/12. 
SORGl.O. Massachusetts. Commonwealth of. 2pp. 433&9'334-433e9:337. 

8711160055 Final response to FOIA request for documents re Stale of NV radiet-'nn 
contio) program. Forwards App A A Q documents App A A S documoAfs avatablo in 
PDR HofA may be obtaineo Itom SR Matahalt at State of MV, Dept ol Fhitnan Re- 
sources. 

GRlMSLEy.OH. Division of Rules A Records (Post 670413). 67/11/12 
MCGEHEE.F M. Ciliren Alert 3pp. 43370 037-43370.056. 

-6711160075 Forwards toTowup rept A eva'uatlon of State of NV radiatlortconiiol pro- 

S ram for 661 121 '87Q60S.FlrKfings ol adequacy A compaiibiltiy to Qe wfihhakt penduig 
iriher improvements In progrem.Oericlanclea found In W> Category I Indicators. 
HORNOR.J.W. Region 5. Ole at the D'rector. 87/06/27. NU&S8AUMER.O.A NRC - 
NoDetallodAllillaliortCNQn. 12pp 43370 046-43370057. 

-6711160084 Ach receipt ol 670803 Itr re review ol State of NV Agreement Sfaia tack 
etion program Plena outlined in Ur urged to ba implemented as soon as possbie. 
KAMMEhER-C. State. Local A Irwlian Tr-be Programs. 67/00/17. GRIEPENTnOGJ. 
Nevada. Slate ol. Ip. 43370 058-43370.058 

8711(60058 FOIA lequosi for dccumenis re ulU "Semiannual Rept on Status ol Reactor 
Consl" 

BAUMAN, L Government Accountability Project 67/08/31- NRC - No Ootafed Alfii- 
Sl'on Given 3pp. 43362; 1 43 43362:1 60. 

571 1160064 Final response (o FOIA request No documanis sub] to requoal locatad. 
ORIMSlEY.DH. Division of Rules A Records (Post 870413). 87/tt/t2 BAUMAN.l. 
Qovornmeni AccounlabilltYProlact. ip. 43362.161-43382' i St. 

8711160066 FOIA request (or documents re 870604 noiCce ol vioieiion finep Repis 60- 
445/87-07 A 60-446/87-06] A 870706 meeting presentation. 

BAUMAN.L Government Accountabiiity Protect. 87/08/24. NRC • No Doiefed Alhs- 
alion Given. 2pp. 43362:152-43362.161 

8711160069 FOIA roquesi lor repts ol violations noted In C Kemmerer 870707 Ur lo 
Slate of NV Dept ol Human Resources re Improvements (n rsd>&tlon contiot program. 
MCQEHEE.F.M. Ciliten Alert. 67/10/14. NhC - No Oetai'od Aflibatfon Owen. Ip 
43370036 43370 038 

8711180080 Final response to FOIA request App A documents re EA-e7-122&uai reply 
Co notice ol violation avaiablo in P0R.Addl documents avaiiebla In file FOIA 07-429 
under recipient name. 

GRIMSIEV.D.H. Ovlslon o( Rules A Records (Post 870413). EA'S7-122 87/11/12. 
BAUMAN.L. Qoveinmern Accountabi'rty Ptoiect. 2pp. 43362154-43362 165. 

8711170001 FOIA request lor documents cnulil commllmenta to NRC re Improvements 
to facility hardware or procedures concerning ATINS, Including orl^nal 
commitment, changes lo commitment A when A how commllmert met. 

SORGl.O. Massachusetts. Commonwealth ol. 87/09/26. ORIMSLEY.O.H. Division ol 
Rules A Records (Post 670413) 2 pp 43373 253 43373;254. 

8711170003 Penia) losponsa to FOIA request for documentation re ATWS rule A Go 
nerlc Ltr 63-26.Forwards App B documenla.Apps A A 8 documenia available al POR 
A LPDR In Plymouth, WA. 

GRIMSLEY.OH. Division of Rules A Records (Post 87Q413J. 01-83-28 87/11/12. 
SOROl.D. Massachusetts, Commonwealth of. 1 tpp. 43373'2S5-43374;358. 

-8711170005 Rev 1 10 Procedure 3.M.1-1, "Preventive Malnt." 

’ Boston Edison Co. 87/11/12. ?pp. 43373:266-43373:267. 

-8711170008 Rev 2 lo Procedure 3.M. 1-1.2, "Electrical." 

' Boston Edison Co. 76/09/05. 8pp. 43373 266-43373:279. 

-8711170007 Rev 0 lo Procedure TP 81-09, "Scram Air Header Oepressurirallon " 

' Boston Edison Co. 8t/03/05. epp. 43373’2e0-43373:285. 

-6711170008 Rev 0 to Temporary Procedure TP 61-13, "AT)NS-ARI Auto Reset Time 
Delay Change Pilgrim Nuclear Power Station 1 On-Line." 

* Boston EtJison Co. 61/03/25. 6pp. 43373 286-43373:290. 

-8711170009 Rev 3 lo Procedure 3.M3-6. "Insp A Overhaul ol 480 Volt Load Cta 
Breakers." 

' Boston Edison Co. et/06/05. 5pp. 43373.291-43373:295- 

—4711170010 Rev 0 to Procedure 2.2.126, 'ATWS." 

* Boston Edison Co 82/04/26. 4pp. 43373:296-43373:304. 

-8711170020 Rev 8 to Procedure 8 M.1-29, "ATWS FuncUonal A Trip Unit Calibr Test.” 
* Boston Edison Co. 63/03/17. 11pp. 43373:305-43373:315 


—8711170032 Package ol documonts re util actions concerning ATWS. includng pur- 
chase orders, correspondance w/QE,work instructions.lleld rev nolicos A mainl re- 
quests 

* Boston Edisor* Co. 67/11/12. 325pp 43373 316-43374:350 

8711170038 FOIA request lor LIconse 37-23341-01 A relative mails up to & includl-'g 
mtosi recent license renewal A/or amend. 

O HARA,D.P. O’Hara A Hanlon. 87/10/14. GRIMSLGY.D. Division of Rules A Records 
(Post 8704 13) Ip. 43373:07 1 -43373:071. 

8711170042 Final rosponse to FOlA request lor documents re License 37-23341- 
Ot . Forwards App A documents App A documents available in PDR App 8 docume'ils 
partially wilhhela (rel FOIA Exemption 6). 

QRIMSLey.O.H. Division of Ru'os A Records (Post 870413). 87/11/10. OHARA, OP. 
O’Hara A Harvlon. 4pp. 43373 072-43373:248. 

-6410030192 Amend t lo License 37-23341-01 lor Inierstete Nuclear Sve 
Corp.auinortzing 50 g U-235 A 1 kg 0-238 lor colleciing, laundering A doconlamlnsl- 
ITM conlarrt'naled clothing A other laundereblo nonapparel items. 

KINNEMAN,J.D. Region 1, Ofc of the Director. 84/09/13. 2pp 26813:203-26813 257. 

-6410030201 Forwards revised eppllcstion for amend to Llcanso 37-23341-Ot, Including 
numbered.dld A revised pages Fee paid. 

JOHNSTONE.G.A. Intarsiafa Nuclear Services. 02743. 64/00/03. DAVIS.J. Ronton 1, 
Ole of »e Director ip. 43373'O97-43373.097 

—8410030207 Application lor license (or Iniorslalo Nuclear Sve Corp authorizing use ol 
2.6 Cl ol aiw SNM lor decontamination of laundry. 

JOHNSTONE, G.A. Inlorstale Nuclear Services. 02743. 84/06/03. Sipp. 43373:000- 
43371148. 

-8SOI09O07S Amond 2 lo Liconsa 37-23441-01 for Interstate Nuclear Sves, to oliew lor 
50 g SNM A 1 kg source mall.adding w RoschawskI as alternate lacilty rad alion 
saloiy otiicer A dereling MC Connolly. 

OAVJS4 Beg'on t. Olcol the Director. 64/12/21. tp. 43373 003-43373 093. 

—8501090091 ^plication emond'ng 041100 amend request for License 37-23441- 
Oi.adding W Roschewski ss alternate facility radiation safety oINcer A deleting MC 
CohnoTlyroe paid. 

JOHNSTONE.G.A (ntersieto Nuclear Services. 03147. 64/11/26. KtNNEMAHJ 
Region i. Ole ol the Director. I6pp. 43373:140-43373:161 

-8501090098 Appl.cabon lo' amond to License 37'2344i-oi,ld allow usa ol 50 g SNM 
A I kg source mailFee paid. 

JOHNSTONE.G.A. Inietsiaio Nuclear Sorvicae. 03147. 84/11/09. UURLEy.T.E. 
Region 1. Ole cl the Dl/ecioi. 13pp. 43371078-43373:090. 

-8508220001 Amend 3 to License 37-23341-01 lor Inierstalo Nuclear Svea, chang’ng 
Cond4ions 12 A 16. 

OAWS.J. Region t. Ole ol the DliOCtOi. 85/07/02. ip. 43373:094-43373.004. 

-8508220002 Forwards Amend 3 to License 37-23341-01. 

OAVIS.J. Region 1, Olc of the Director. 03951. 85/07/02. j 0HNST0NE,Q.A. Inlor- 
sieie Nucieer Servleos. 2pp. 43373:091-43373.092. 

-8508220001 Forwe/ds Rev 1 to application to emend License 37-2334t-0t, modiiyng 
nuclear laundry control poinl.deieling T NaHy A M Qerainor, adding v Outman i <3 
Menslrw A Including current leci'ity diagram outlining waste storage. Fee paid. 
JOHNSTONE.O A , R05CHEWSKI.W R. inieralete Nuclear Services. 03951. 65/06/ 
03. KINNEMAN.J. Region I. Olc ol Ihe Director. 2pp. 43373:170-43373:225. 

-8508220004 Rov t to application lor amend to License 37-23341-01, authorizing uso 
of eny byproduct mail w/Aiomic Numbers 1-83. SNM A source mall associstod w/ 
conieminalod laundry A decontamination waste. 

JOHNSTONE.GA Inierstaie Nuclear Services 03951. 85/08/03. 64pp. 43373:172- 
43373:225. 

—8807300534 Amend 4 to License 37-2334f-0t lor imersiale Nuclear Sve 
Corp.amendmg license in entirely. 

GLtNNjE. Region t, Olcol UieOkocior. 86/05/27. 2pp. 43373 095-43373.096. 

—8607300546 Forwards application lor amend to License 37-23341. 01, authorizing pos- 
session A use ol 6 mCl ol any radioactive mall lor cahbr ol fnsirumenis A substituting 
B Efde (or B Bosco as radiation safety otIicer.Fee paid. 

JOHNSTONE, G. Interstate Nuclear Services. 105178. 86/03/07. KINNEMAN.J. 
Region t. Olc ot the Director 2pp. 43373:226-43373:246. 

-8607300549 Appllcabon lor amond to License 37-2334t-01,sulhoriz'ng possession A 
use of 5 mCt of any radioactive mall (or calibr of instruments A substituting B Elde tor 
B Bosco ss radiation safety olllcor.Fee paid. 

JOHNSTONE.G.A. Inlorstale Nuclear Services. 105176. 66/03/07. 22pp. 43373 226- 
43373:248. 

—871 1 170071 Forwards U Terpilek resume.M Terpilak emoloyed as Health Physics Con- 
sultetvl to esslat in UalnIng.llcetnstng A Internal audits ol nuclear laundry (actlilias undor 
ucensos 2O-O3629-01, 37-16276-01, 37-23341-01 A 53-13e68-01. 

JOHNSTONE.Q A. Interstate Nuclear Services. OAJ/020V/e4. 84/04/03. 

HICKEY J.H. NRC - No Detailed Affiliation Givon. 6pp. 43373:164-43373:169. 

8711170050 Appeals denial of FOIA request lor documents listed in OH Crimsiey 
870918 liras App Al A Bt. 

DAUMAN.L. Government Accountability Project. 87/09/23. CHILK.S. Ollice of the 
Secretary ol the Commission. Ip. 43371031-43376:031. 

9711170052 Responds to appeal re denial of FOIA request tor documents. Release ol 
documents could stifle honest A trank communication within agency.Documenis con- 
tinue to be withheld (rel FOIA Exemption 6). 

CHILK.S.J. Ofileo of the Secretary of the Commission. 87/11/13. BAUMAN.L. Govein- 
mertt Accounlabllily Project. 2pp. 43375.032-43375:039. 

8711170152 Final respoftse lo FOIA request lor SECY'67-047.Forwards App 0 
documenl.Oocumenl also available In POR. 

GRIMSLEY.D.H. Division of Rules A Records (Post 870413). 87/tl/11 FLORA, J.W. 
Pkva. J.W. 2pp. 43385:246-43385:255. 
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*•8711170162 SECY 07 047 Di9cu8808 fegulaiofy olleclivenesa fcv'ow (tfogiBin annual 
ropl lot FY&8,pof NUREG 0885, Issue 5.P(ogram proven benoliciai as moans ol as- 
sessing oflectivonoss of nafoguards programs against design basis threats ol sabo- 
tago. 

SfeiLO.V. Olc ol the Executive Director lor Opoiations. 87/02/10. 6pp 43085250- 


6711170332 FOiA roquosl lor iistod documonia.lricluding name & ma'ftng address ol 
cop.traclors who have provided EEO invoMigallvo svcs/casa analyaea & proposed dis- 

R )S.llon writlnii to agency during past 3 yrg 
AYGUAN.J.E. Kensington Assoclotos. 07/10/16 NRC • No Oeiailod Alhraien Givot> 
2pp. 43385 340-43305:341. 

67 1 1 176226 Pinal response to POIA roquost lor docurnenta.includ ng purchase orders lo 
Sacol Corp, Baldwin & Assoc & Omoga Group.poi 071106 te'-con Forwards App A 
documonts Documonts also avallablo m POP 

GFIIMSIEY.D.M. Division ol Ruins & Records <Posi 870413). 87/11/13 
RAYBURN, J.E. Kensington Associates. 2pp. 43385:342-43305:348. 

-8711170232 Package consisting ol purchase orders to Sacat Cotp.Ba'riwin & 
Assoc.inc & Omega Group. Inc. 

' NRC • No Ooteircd Altiliation Glvon. 07/ 1 1/13. 6pp. 43305:344-43385 348. 

9711180043 Appoals donial of 860310 FOIA roouest Apps H & I oi NRC 870901 re- 
sponse should bo roloasod.Rosponso lo appoal roquostod wllh'n 20 working days ol 
locoipl ol Itf. 

BAUMAN, L. Govornmenc AccovnlablMy Project ft7/09/r6. CHIIK.S. Ornco cf me 
Socrolary of the Commission. Ip. 43308:300-43389.320. 

8711100078 Rospohds to 670016 appoal ol NRC 070801 danial el FOIA Request 86- 
100 Documents 11.12 £ 13 onci Documonts llslod in App K parftaKy £ (focumoi'is In 
Apn I completely wilhhoid {rol FQIA Exornniiona 6 & 7). 

ClIiLK.S.J. Olfico Ol tho SecrolQry of Iho Commission 07/1 t/i6 BAUMAN.i Govern 
rr.onl Accounlebility Pioject 2pp. 43309 321-43389.323. 

-6711166085 Rev 4 to Procoduro 1 1-2. "Lcivol I & II NOE Porsonnol Conlrol £ Admnls- 
Irol.on Exam.OuA'il.cai'On & Corhllcallon.'* Copyrighted mail. 

SWISHER.K., QAIR.A Pullman Power Products Corp. (lotmerly Put'man. Inc). 81/10/ 
23 42pp. 43309 323 43300:323. 

-6711180099 Rev 4 lo Procedure XVIll-1, "imornai Auditing Procedures ol Field OA 
Programs by Quality Enginoorinn Group-" Copyrighted mall 

OEHR.O-F., ECK,A.A Pullman Power Products Corp. (lormorty Pullman. Inc.J. 83/02/ 
S3- 10pp. 4336e.323-43369:323. 

-8711180101 Ro’v 1 10 Procoduro XVIll-4, "Slie iniomal OA Audit Progrem." Cepytighi- 
ad mall. 

SWiSHBR.K,, HINKLEY.H. Pol'-man Power Products Corp. (lormorly Pu'-lman. Inc) 83/ 
02/28 17pp 43300.323-43389.323. 


-8711160066 nov 4 10 Procoduro 1 1-2, "Lovel I £ II NDE Personnel Conitoi & Adrrenis. 
liatiOtt Exam.Qualillcoilon £ Coriillcotion." Copyrighted men 
8MIS)IER,K., QAin,A. Pullman Power Products Co'P (formerly Pudmart. Inc.). 81/10/ 
23. 42pp. 43380323 433S9 323. 


—8711160069 Rov 4 to Procedure XViii-1. "Internal Audiiing Procedures oi Field OA 
Ptograrne by Quality Eng'nooring Group." Copyrighted man 

GEhfl 0 P., £<iK,A.A. Pullman Potvor Ptoducie CO'P (formerly PuJmart. tnc.) 83/02/ 
23. IQpp.433a9:323-43389.323. 


-8711160101 Rov I 10 Procedure XVIII-4, "Sle iniornal OA Audi Program" Copynghi- 
od moti 

SWISHER, K.. HINKLEY.H. Pullman Power Products Corp. (foimeriy Puiimen. me.). 83/ 
02/20. 17pp. 43389:323-43309:323. 


8711180136 Appoal from partial denial ol FOIA roquosl (or ro'oase ol SCCV-60-384. 
"Notice of Proposed Rulemaking (o Govern Accuracy & Completeness of liconsee 
Communlcalion w/NRC." 

PAOER.H.M. Connor £ WoHoihahn 07/10/16 CHILK.S.J. NRC - No Ooia/od AIM- 
olon Qlvon. 3pp. 43304‘202-43304:204 

8711169141 Responds lo appeal ro partial iJonial of FOIA request tor docwnenisSJ 
ChJik 870211 (homo lo WC Parler & V Stol’o oncl. Ltr toprosenia final action on 
071016 FOIA appeal Oocumonis withhold (rol FOIA Exompi on 5). 

CHllKSJ Ollico of iho Secroiary of Ihe Commission. 87/11/18. RAOER.RM 
Conner & Wollethahn. 2pp. 43394:205-43394:292. 


-8708090216 Advisos thol Commission (w/ChaIrman Zoch 4 Commlssionefe 
Roborls.Bornihal & Car approving) agrood lo publication o* proposed ruiotnakkigto 
govern accuracy £ cornploionesss o( llcensoo communication w/NRC 
CHILKSJ- Offtoo of the Socrerary of fhe Comm/sston. 52Fn7432 87/02/11 
PARLER.V/.C. Office o( tho Genotal Counsel. 14pp. 43394:287-43394-292. 


8711190060 Final rosponso to FOIA roquosl for document re addl Info requested on 
NRC Bulieifn 85-003 Forwards App A docurnenl. Ooctimoni boing pfacod fc» PDR 
GRIMSLEY.DH. Division ol Rules & Records (Post 870413). IEB-05 003. 07/11/16. 
QRABER.L. NUS Corp. 2pp. 43395;045-43395.047. 


-8711190066 Requosis for adifi Info ro tovlow of responses lo Action Ham oof IE 

' NRC • No Dotalled Affiliallon Given. lEB-86003. 87/11/16. ip. 43395.047- 
43305:047. 


8711190061 FOIA requesi lor documenls. including end to NRC 670922 Nr requesting 
addl Info on NRC Bullotin 65 003 , _ , , _ 

GRA0ER L NUS Corp CD LIS-87-769- 87/11/03. Division of Rules £ Records (Post 
070413). Ip. 43395:044-43308.044. 

8711190072 Etoventh parllal response lo FOIA requosl for docurhsnts. mclucii^ radl- 
alion & process monitor resume £ qualillcalion sialus.EncI I- 
wilhheld (tof FOIA Exemption 6). Documenls lr> PDR £ LPDH In Ssa LUs 
OniMSLfcY.D.H. Division ol Rules 4 Records (Post 670413). 87/11/16. eARUe.B-K 
Government Accountability Project. 3pp. 43406:277-43406:326. 

-6711190076 Partially doleied package consisiing of info re ANSI N16.I- 1971 r^iakBca- 
lion £ radiation 4 process monitor resume 4 ouallfication Statius. 

• Pacino Gas £ Eloclrlc Co. 87/11/16. 44pp. 43406:262-43408'325. 


8711190228 Rtial response lo FOIA request lor doctmemsNo addl agency records 
srAl to recuesi located No further acton taken on 680303 appeal 
ROBiNSON.L Division of Rules £ Reco.-ds (Post 8704131 67/1 i/l7 GARDE B Gov- 
ernmont Accountability Project, ip. 43404 357-43404:362. 

8711200124 F.nal response lo FOIA request lor records re summary of 870902-04 audit 
carKeming imp.'emenlaPon of plpng gensne lechn'cal issue resoijtiar.s Forwards App 
8 documenls App B £ C docun-.enls ava/ab'e In PDR 

ORIMSLEY.D Divisiofj cf Ru'os & Records (Post 870413) 87/11/17 BAUMAN.L 
Governmanl Accountebi ity Project. 3pp. 43425 336-43425 344 

—8711200130 15464-NIC1-007 ROl Rev 1 to "Oocumer.la’.on of ASME III NA1140 
Review lor Piping 4 SupMrtS" Copynghl mall.W/3 oversize oncis 
GREEN.W H . (JOKOMIS.A.J , MCOO/uD.P J Stone 4 Webster Enci.neenng Corp 87/ 
08/10 SOpa 43425:343-43425 344 

8711200311 FOIA request for documenls re inslaiiaiion & use cl pleni- spec/c nue'ear 
powdf plani control room sim-j'alor 

sORGi.O Massachusetls, Coir.morswealth oi 87/09/26 GRiMSLEYDH. Div.sion ol 
Rules & Records (Post 670413). 2pp. 43416 002-43416.003 

8711200344 Final response to FOIA request for documents App B documents end & 
ava4able in PDR. App A documents also ava'Iablo in PDR 

ORIMSIEY.O. Division ol Rules & Records (Post 870413). 87/ti/ie. SORGI.O. Mas- 
sachusens, Commonwesllh of 3pp. 43416:004-43416011 

—8711230074 Package cons'slng ol viowgtaphs re uiii simulator status, requa'ilicabqn 
plans for reactor operaiors/senior reactor operators pnor to startup.trair'ing schodule 
& co.nirol ol reactor operator/senior reactor operator overtme. 

* Bosioo Ed'son Co 87/11/18. 5pp. 43416 £)07-434»60fl 

8711240231 F,nal rssponss la FOIA request for docu.Tienis ro wasio shipments to 
Conoco.tnc from Rnone-Poulonc.foc. Forwards App C documentApp C docurr.ont 
placed It FOR App D dormant w~trihe!d in oniirary (raf FCiA Etempifon 4) 
GniMSLEY.0.H. Olvisicn of Rules & Records (Post 870413). 87/11/23 BUNClI.W. 
Ileniy £ Ko-lay 4pp. 43448 1 1 1 43448 238 

— 6711240296 Computer pnnlDui of waste shipments 10 Conoco.inc f'om Rhon.c- 
PoiAertc.lnc 

* OHice of Nuclear Moiorlal Safety & Safeguards. Director. 8394 87/10/20. /OCpp 
43448 119 43446:238 


871 13S9126 F^A request lor records prepared by or lor NUMARC re outage ol faci.ity 
SORGI.O Massachusetts. Commonwealih of. 67/09/26 GRIMSlEV.D.H NRC - No 
OetaiiodAtliiationG-ven 2pp 43463.294-43483.295. 


8711250129 Partial lespohsa 10 FOiA request for records prepared by or lot 
NUMARC.Ooctrmems listed m App B already evaiieble in PDR. 

ORiMSlEYX). Qvislcm pi Rules 6 Records (PoM 670413] 67/n/20 SORGi.O. Mas- 
e8chuseiie.Cornmoriwoa'irioi 2pp. 43463 296-43463 297 


8711250166 Furthoi tosponse to appeals of FOiA reouesi lor records re evaUaiion of 
fssue- speerJic acticxi pra.n ta piam Documania i.Zb £ 1 fO addressed in respo-nses lo 
FOlA 86 A-203 & 66-A'204 £ contained in other documsnie available m FOR. 
GRIMSIEY.O.H. Ovision of Rules £ Records (Post 670413). 3//ti/i8. QARCE.BP. 
Govern-Tier.i Accounisbiiily ^'Ojecl ip 4348i:l43 43461 221. 

6711260157 FOIA requoel for 1 sled documonis,includ no encis from NRC 670831 Ur re- 
questing addl Info on GPU Topical Repis TR-OSS £ tr. 040 £ end to NRC meeting 
summSA did 670810 te SPDS. „ _ 

QRABEHt NUS Corp. COUS-87-743. 67/10/20, Division of Rules £ Records (Post 
870413) 10 43481:364-43461.304. 

6711250162 Final losponse to FOIA rqquesl tor decuTsms listed in App A Documents 
eisoevadalifo In PDR 

• GRiMSlEYOH Divisior> of Rules & Records (Post 870413) 07/11/20. CRABER.L. 
NUS Corp 2pp 43461 305-43461.316 


-8711250185 Package consisting of requests fer eddi into re GPU Topical Reels TR- 
033 ’Methods lor Goneraiion of Coro Kinotics Data lor Retian-02'’ £ TR 040. 
"Steady State £ Ouasl-Stoady SlBla Methods Used In Analysis " SPDS meeting 

•'or^onoTHoles £ Records (Post 670413). 87/11/20. 12pp. 4346i:307-4346l;3i8. 


6711250194 FOIA request for riocumenlste PSAR Amend 4 (or plant. 

CONAWL Ooe-Sea.-ch Associates 67/11/25 Division ol Rules 8 Records (Post 
670413) Ip. 43461:337-43461:337. 

8711260196 Final responso to FOIA requosl for documetMs.No reco'ds sub) lo request 

GRIN^lfY.O. Dtvision ol Rules £ Records (Post 870413) 87/11/24 (X)NNOn,L. 
Ow-Search Associates. Ip. 43461:336-43461.336. 

8711250236 Seventh partial response to FOiA request Forwards App O £ P 
docomenu App O documenls available In PDR.App P documenls partially withheld 

^RIMsl^Y.'D.H?^Div!sfon Qf Rules £ Records (Post 870413). 67/11/23 DEVINE. 
(X704 Government Accounlabiiily Project. 5pp 43462.156-43462.280. 


-8711250247 Requests investigation of 840319 allegations ol inbmidaliQn involving K 
0^8S.flachiel const superinlendenl eoainsi two contractor employees. ^ , 
MARTiN.-i.B. Region 5. Olc of tho Director. 84/03/28. SHACKLEFON.O Region 5, 
rV/- aI iriB nireclor Sno. 43462 165 43462:171. 


-8711250266 Discusses Inquiry into 840322 allegations ol threats 8 intimidation ol Q<3 
Inspectors by Bechtel supervisor at plant.Bechtel removed supervisor el util 
roquesi No further ecUons by region ofc necessary.based on oii' actions 
MURPHY ,O D.. ROBINSON.L.l. Office of Investigations. 84/06/15. SHACKLETON.O 
OWiCTOf l/jvesdgarions. Ip. 43462. 172-43462:172. 


-8711260263 Forwards closing rept on Inquiry 05 844)18 re allegations of threats £ 
hlmidation Review util acifons resulted in delerminalion that no further action required 

M on ofc. Partially defelad mall also end. 

CLETON OC Region 6. Ofc ol the Director. 84/06/16. MARTIN.J.B. Region 5, 
Olc of the Dlfeclor. 60pp. 43462: 1 73 43462 229. 
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••871136C»286 Pafiialy de'etect memo re 840323 telephonic repi lo author concornlrg 
arrnod resiwndofs concerr.s w/pos9 blhty that response lo seconty alarms in hot areas 
may be requrad. ^ _ 

SCHAEFER.DW. NRC • No Data led Affliaton Given. 84/03/23 NRC • No Deialed 
A'fliation Q-ven. tp 43462 246 43462 24^ 

-87112S6274 Pariie'ly deleted memo re lelcon requeel lot add? Inlo conceinlrw DW 
Schaefer 040323 rreitto concorang radial on prolecUon Italnino of security cuards. 
SCHUSTEn.M.O. NRC • No Delafed AlNialon Gven. 84/03/26. NRC • No Delttlod 
Wf-halon Given. 2op 43462 246-43462.247. 

-8711250277 Partiaiv deleted lir discussing telcons & moelings In which concerns to 
secur.ty olHcers not receiving tequ/ed iraTning In radiation & respiratory proleclloit at 
plant e>pressed PartialV deleted slatcmenl of concerns onci 
SCARANO.R A Region 5. Olc ol the Oltector. 84/04/12. Affiliation Nol Assigned. 2pp. 
43462 248 43462 249. 

-8711250260 Partially dolelod Ur fonvarding repts docomonting rasu’ts ol insp of con- 
cerns re fre stop foam ;r.sia1lation practices noied in 840202 memo Region activilies 
comp’oled. 

BiSHOP.T.W. NRC • No Deta’ed Alliliaiion Given 84/09/25. Affil-eion Not Ass gned. 
30pp. 43462 250-43462 280. 

-871 1300009 Partia'Iy withheld itr conf rming NRC underslanciing ol concerns ro weld- 
ing at piarit.per 631104 tetcon Partia’Iy deleted sialemenl oi concerns end. 
KIRSCH.D.F. Region 5, Ofc ol the Di'ecior. 83/11/08. Affi'ation Not Assigned 5pp 
43462 230-43462.244 

-8711260247 RoQuosis investigadon ol 840319 allegaiions ol Intimidation involving K 
OuVes.ecchtet const supenntendent against two contiaclor employees. 

MARTIN, J.B. Region 5. Ofc o! the Dreciot. 84/03/28 SHACKLETON.O. Reg-on 5, 
Olc of the Director. 5pp. 43462 165-43462:1 71. 

-871 12602S6 Discusses inquiry Inlo 840322 e'leqal'O.ns of threats & Intimidation of QC 
fnspeciors by Bechtel supenrlsor el plani.Bechtel removed supervisor al uHt 
request No further actions by region ofc necessary.based on ulil actions. 
MURPHY.DO, flOBlNSON.l,L. Olfca Of Investigations. 84/06/15. SHACKLFTON.O. 
Office of Investigations 1p. 43462: 172'434&2. 172. 

-8711250263 Forwards dosing rapt on Inqui 7 QS-84‘0ie ro ailegatlcns ol throats & 
inundation Re'/Iew util ectiona resu'ied in dolermlnaiion that no further action requ red 
by region ofc PartiaiV deleted mail also end. 

5HACKLETON,O.C. Region 5. Olc of iho Oirocie-r. B4/06/15. UARTIN.J.Q. Region 5, 
Olc of uio Director, eopp. 43482 173-4 3462 229. 

-6711350368 Panelly deleted memo ro 840323 telephonic rept lo author conceining 
arrnod responders concerns w/poaaibll fy that response to security a'erms in hoi areas 
may be rst^tod. 

8CNAEFER.O.W. NRC • No Detailed AlMletion Given. 64/03/23. NRC • No Ooiailed 
Atni'ation Qivan Ip. 43462 249-43482 245. 

-8711360274 Pariielly deleted memo re telcon requesi (or addi Inlo concerning OW 
Schaefer 840323 memo co.'teorning radiation protection training ol secunty guarda 
SCHUSTER.M.O. NRC • No Deiaibd Aifllalion Givan. 64/03/26. NRC • No Oeiat'ed 
Aini.ailOr) Given. 2pp. 43462 243'43482 247. 

-8711280277 Periiary deleted Itr dscussing tolcons & rneetinge in wh’ch concorns ro 
secuiiry officers not receiving required iraining in radiation 8 respireiory ptoieolion al 
plant exoressed.Partiaii'y doleied statemonl of concerns end. 

SCARANO.R A Region 5. Ofc of the D rector. 84/04/12. Affiliation Not Assigned. 2pp. 
43462.248-43462:249. 

-0711250260 Partially deleted Itr forwarding repts documeniing rosulis of Insp ol con. 
cerns re fire slop foam Insta'iatlo.'i practices noted In 840202 memo.Reglon activities 
completed. 

BISHOP.T.VV. NRC - No Oelelled Alfil.ption Qven. 64/09/25. Affiliation Not Aasigned. 
30pp. 43462 250-43462 260 

-8711300009 Partiaiy wUhheld Ur conriini ng NRC understand ng ol concerns ro weld- 
ing al pfani per 831104 telcon. Partially deleted alatomont of concerns oncl. 
K'hSCH.OF. Region S. Olc ol the Director. 63/11/08. Alftflation Nol Asstonod. 5pp. 
43482 230-43462 244. 

6711300005 FOIA requesi lor live categories ol documents re Posses Co (METCO 
S te), License ST6-12S4. 

PHiLliPS.J.L J.L. Phillips Jnvesligetive Serv.ces 87/10/26. NRC • No Oele-lod Aflli- 
ationGivei) tp. 43463.181-43463:181. 

8711300006 Partial response to FOIA request lor five categories ol documents re 
Passes Co {METCO Slie),Licenso ST6-1254. Forwards documents listed In App 
B Apps A 8 B documsnis available In PDR. 

GnrMSLEY.D.M. Division of Rules* Records (PosI 870413). 87/11/24. PHILLIPS.J.L. 
J.L Phi'lips investigaLve Sorvices. 3pp 43463:182-43463 288. 

-8711300011 Forwards “Guidernes for Oeconiam'ratlon of Facilities 8 Equipment Prior 
to Rcleaso For Urvesir.ciod Uso or Teim'rwlioo o( Licenses For Byproduct, Source or 
Special Nuclear Mall." 

KlNNEMAN.J.D Region l. Olc ol the Orcclor. 85/09/04. WILSON.R.W. Oollsi Sav- 
ings. Ip. 43463:165-43463 165. 

-6711300012 "Gulde'ines For Deconiam'nallon of Facll.lies * Equipment Prior to Re- 
lease For Restricted Use or Terminaton of Ucanses For Byproaucl.Source or SNM." 
* NRC - No Oslailed Affil-ation Given. 82/07/31. 8pp. 43463:166-43463:194. 

-8711300013 Forwards J Yuskos rept outlining results of visit lo METCOA sile. 
MCOONALD.D.J Pennsylvania, Commonwealth of. 85/11/14. LOHAUS.P.K Region 
1. Olc of the Director. 7pp. 43463:195-43463:201. 

-8711300016 Requests that Inspector visit former Pesses fecUitv In Soton.OhIo to make 
preliminary survey for thorium m bldg, on surrounding grounds & In soil lo resolve prob- 
lems prosanled Posses Co property In Pu'aski. Pennsylvania. 

JOYNER.J.H. Region 1, Ofo ol the Director. 86/03/21. AXELSON.W. Region 3. Ofcol 
the Director. Ip. 43463.202-43463:202. 

-8711300016 Insp Repts 40-8406/85-01 * 30-19410/65-01 on 85f009.UaJor areas 
inspecied:ssse&smenl pi procedures to resinci access lo areas where radioactive 
malls located & observaUon ol general condKion of sile.siorage containers & facilities. 
SCOVILL.V.R, KINNEMAN.J.O. Region 1. Olc of the Director. 30-19410/85-01. 86/ 


—871 1300017 Amend 2 to License STB-12&4 for Posses Co.amancl ng I conso sitn 
^'uiNN.P.n. Moleno's Licens ng Branch. 81/08/14. 4pp. 43463.206-43463:K9 

—8711300018 Requests adtll info In support of 600620 application fer ro'owaloll 
conso STB 1254, including deiailed info ro procedures for burial of licensed mat 
GUINN, PR. Materials Licensng Branch. 17232. 61/08/14. PESSES.M. Posses 0 
Ip. 43463:210-43463:208. 


GEN TEC IS GENERIC TECHNICAL ISSUES 

8711020077 Forwards nonpropriolery WCAP-tl620 & proprietary WCAP-11619. A) 
Technical Bases lor Enm nating Largo Primary Loop Pipe Rupluio as Struciu'al Dssi; 
Basis lor Kowauneo," for roso^iion of USI A-2. 

HINT2.D.C. Wisconsin Public Sorvico Coip NRC-07-140. 87/10/26. OoCumortCoi 
trol Branch (Document Control Desk). 3pp 43226:214-43226:248. 

8711020192 Fonwards nonproprielary & proprietary Amend 1 to HESAR-SP/90 Pfl 
Module 2, "Regu'atory Conlormanco." Proprietary amend wilhho'd (rol 10CFR27SC 
JOHNSON, WJ. Wostinghouse Elociric Corp. NS-NRC-87-3270. e7/‘-D-'J 

RUSENSTEiN.L. Siandardlration & Non-Powor Reader Projocl Oirocto-'ole. 4p 
43238:103-43238:129. 

-8711020269 Nonpropiiotary Amend 1 to RESAR-SP/90 PDA Module 2. '■RogJjlo 
Con'ormanco." 

■ Wostinghouse Electric Coip. 87/09/30. I3pp. 43238.1 17 43238:120. 

8711020303 Forwards updated table of plant action Homs w/rovised Irrplorncnuu 
dates Requosis corroci TAG numbers for oncl listed Items to In Oalo cross roicien 
sys w/utll AEP.NRC numbors Rog Guide 1 97 schedule will bo updatod. 
ALEXtCH.M.P. Indiana Mtcliigan Power Co. tloimoily Indiana & Michigan CiocIric C« 
AEP;NRC;0094. 87/10/27. MURLEYJ.E. NRC - No Oolallod Altillallon Ghon. It; 
43237 322-43237:332 

6711040197 Transcript ol Subcommllloo on Instrumoniation & Conl'Ol Sys rroelng 
Washington DC Pp M 79.Supporiing documontallon ancL 
' ACR5 • Advisory Commitioe on Reactor Safeguards. 87/10/29. 1B7pp. 4S 253M 
43253 282. 

8711050243 Summary of Operating Reacioi Events Meeting 87-37 on 871027 Vie 
graphs S aummaty ol reactor scfams end. 

CanNINQ.W. Evania Assossmeni Branch. IEIN'02'3O. Q7/I0/2G. ROSSI.C.C. Divs* 
ol Operational Evante Assessment (Post 870411). 20pp. 43340:269-43340:288. 

8711160072 Forwards Insp RopI 60-261/87-30 on 87091 M010 No vlo'Obans orde 
ailons noted. 

VERRELll.D.M. Region 2, Olc ol tho Olreetoi. 87/10/27. UTLEY, E E. Caro'<ra Pe« 
S Light Co. 2pp. 43385:097-43385:118. 

-8711160081 Insp Rept 50-2ei/87-30 on 0709H-)010.No violallone or dtv4W 
noiarl.Malor areas inspeclediToch Spec compliance, including obaarvence ol at^ v 
Ing conditions lor operation, silo security & emergency ptoparednoea. 

KRUO.H E., LATTA.R.M., FnEORtCKWN.P. Rsgton 2, OfC 0l Iho OhoctOf. ftTflC'i 
20pp. 43365 099-43365:118. 

8711180091 Trenscfipl ol ACRS 33isl moating on 671105 in WeahInQion.DCfeUSi 
44, "Siaiion Olackoul." Pp l-160.Si^poitlng documenlailon oncU 
* ACRS • Advisoiy Commilico on Reacior Safeguards. 67/11/05. I63pp 433$8H 
43358.184. 

8711160144 Forwards Safety Insp Ropt 50-331/87.28 on 670901-1010 & rqlico 
viclallon.DoscrIpllon of actions io Improve performance ro vendor Info roncestod. 
GULDEMOND.W.Q. Rog'on 3. Olc of the Diroclor. 07/11/04. LIU.L. lowa Eeu 
Light & Power Co. 2pp. 43366 2l2-433e0:223. 

-8711160193 insp Rept 50-331/87-20 on 870901-l0l0.Vlolallon8 notod.Maior au 
inspected i.eenseo action on previous Insp indings, opd'a'jo 
sa^ty.inatnl.surve nance, LERs, review S followup ol vendor Info & gonoilc Hr to'-c*' 
JACKlW,I.N. Region 3, Olc of the DIrecior. GL-8S-06. S7/1I/G3. Spp- 433562 
43366:223. 

8711260293 Commonts on proposed Rov 2 to Reg Guide 1.100 ro so'smlo quat-'ce: 
ol eloctrical & mechanical equipmenl for nuclear power plants. 

FAY.C.W. Wlscons'n Eleclilc Power Co. GL-B7-02. 07/11/09. Rales * Procedv 
Stanch. 2pp. 434t0.07t-43410:072. 

8711236396 Comments on Rev 2 lo Rog Guide 1.100, "Solsmlc Oualificalon of Eik 
cal & Mechanical Equ pmont For Nuclear Power Plants." Floconrimends dolet ng eqi 
ment * piping supports from scope ol Reg Guide t.lOO. 

S.M|TH,N.P. Seismic Gual.licailon Utility Group. 52FR329B0 00006. 87/11/03. Rie: 
Piocedures Branch. 2pp. 43424:203-43424:294. 

6711250027 Requests extension ol 871201 deadl.ne for submitting Irrplemenlsi 
schedule under Cenailo Ltr 67-02, ‘'Vorlllcetion of Solsmlc Adequacy ol Mochaivcj 
Electrical Equipment In Opeieting Reactors, USI A'46," 

FAY.C.W. Wisconsin Eleciiio Power Co. GL-87-02. 87/11/20. Ooctimont Cor 
Branch (Document Control Desk). 2pp. 43457:297-43467:310. 

-8711250062 Provides position on staff guidance Idoniilled In Generic LIr 87-02, ' Ve 
cation on Selsmtc Adequacy ol Meman'cal 6, Eteclrlcat Equipment in Gpois: 
Reactors, USI A-46." Generic implemenling procedure wl’l be comploiad In 198B 
S.MtTH,N.P. Seismic OuaMIcalion Utility Group. GL-87-02. 87/10/09. MUfllEY.l 
Office ol Nuclear Reacior Regulation, OIroctor (Post 670411). 12oa. 43457.7 
43457:310. 

B71I25O103 Forwards draft safely evaluation re fracture loughnasa roqu''errdrts 
proloctlon against PTS events. Facility meets 10CFR6061 requlromenta foe 40 C* 
operation. 

PATEL.C.P. Proleci Directorate 11-2. TAC 69988. 87/11/26. STEWART.W.L. Viro 
Power (Virgin'a Electric & Power Co ). 0pp. 43462:003-43462.01 1 . 

6711300047 Forwards Info on regional Insp re Mark I containmeni moda (USI A-7)c 
ducted on 671005-09. 

CAPSTiCK.fl.W. VermonI Yankee Nuclear Power Coro. FVY 87-100. 87/11/ 
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lAE INSPECTION ANO ENFORCEMENT 

8012170462 IE Bullotin 00-26. ‘'OpofQting Ptobloms W/Targot Rock Salety- Relel 
ValvQS al BWRs " ’ 

* 01c 01 inspecllon & Enforcomenl. O.toctoi 1020201-870413) TAC 40771 80/12/16 
ConsolidalocI Edison Co. ol New York, Inc. 5pp 43226 201.43226 205. 


8305110473 IE Inlo Notice 03-39, "KaiVro ol Salnty/Ro'ief Valves to Open at BWRs - 
inlefim Ropl.” ^ 



8710230313 NRC Into Notice 07-055. "Porteblo Mo store/Oonsity Gauges' Recent Ind- 
dents ol PorloOto Gaikos Being Stolon or Lost." Sve list end 
CUNNiNQHAM.n.E. Olviston ol Industrial & Modrai Nuclear Salely IPosi 870729>. 
lElN-86 067. 87/10/29. Conso'iOatod Edison Co ol New York, Inc 89po 43324'I39> 


EN-e7-097on 671030,confirniatoiv order modityina License 34-19089- 
Bi.e.teciwe irn-nodaieljf.issued to incorporate revised doconiamma’jon plans lor 
LOOOOn fiOdd f6C*li^.P0f 870723 Ofddf fTC^.fy.no liC6nS8 

FLACK.E , LieOERMAN,J O/C Ol Entofcerreni (Posi 870413) £4-87-212 67/11/02 
Ip 43302043-43302043 


e/iiu»oi24 tN-B74jg5 On 871 103.noiice of violation 6 proposed imposibon ol crvii pen- 
aliias in amouni ol 560,000 will be issued Aetton based on violatons in areas of pro- 
CLroment A vendor interface program. 

^EHMAN.J , LIEBERMAN.J. Ofc of Enlorcemert (Post 870413) £A.87-t42 87/10/ 
20 Ip 43293 243 43293 243. 


8711060073 PNO 1ll-fl7-i30.on 87i006,loaded 25 cai.ber automatic pistol loorto dufirw 
search ol tractoi tfB'ler delivenno empt-/ radwasie container to plant protected 
araalnarVdual denied sito access 4 detained until arrival ol police 
Mf^DA.r.. Cfl££f>,JR Region 3, Ofc of the O.reclor 87/10/06. Ip 43308254- 


8710260234 NRC Info Noticn 07-056. "impiQpor Hydraulic Control uni Insia'lalkm ai 
OWR Plants." Sve (Isl oncl. 

ROSSI.C E. Division ol Operational Ewonia Aasossmont (Poal 870411). 07/11/04 
Consolidated Edison Co of Now York, Inc. 1 12pp 43324:22B-43324;330 

8711020017 NRC Into Noiico B7-057. "Loss ol Emergency Boraliort Capabikiy Due to 
Niirogon Qas Iniruslon.'' Sve list end. 

ROSSI.C E. Division of f^oroilonal Evenia Asseasmont (Post 870411) IEIN82-I0 
67/11/06. Consolidated E^dison Co of Now York. Inc il7pp 43355003.433SS li». 

8711020239 EN 87'092:on or about 071020, notice ol violation & proposed Imposiiion el 
civil penalty in amount ol $5,000 w.ll bo Issued to l-censoe Action basM on vtolalicn 
Involvirig extromity ovoiexposuie.failuro to train & evaluate people. 

CANT.G., LlEBERMAN.J. Ole Of Entoicemenl (Post 070413) EA-07-180 07/10/23 
Ip 43234:199-43234:1(10. 

6711020246 PNO-lll-87.l36A:on 071024, lomale guard employed by fac-iiy found 
stabtiod to death. Malo security officer omployeu by (aciliiy wil be charged w/lnsi 
degree murder.sHo access euthoriiaiion suspended since 071024 
CREED.J., MALLETT.B. Rogton 3. Ole of the Director 07/10/29 ip 43237:287- 
43237207 

8711020310 EN'87.090:on 87l020.notiCO ol violation & proposed imposH>on ol civil pen- 
alty In amount ol $2,500 will be Issued to licensee based on several 
vtototlons.lncludlno failure to perform suryeya lo idcmity high radi6iior> area 
FUCK.6. 1.IBBEFIMAN.J. Ole of Gntorcomonl (Posl 070413) GA07.1SS 87/10/21. 
Ip. 43238.033-43238.033. 

0711020314 PNO'lll-67-13e:on 671024. dead body ol toma'e socuiily officer ontoloyod 
by Burns.ino found In homo of second female security oii-cor en duiy.<^u$e not yot 
leloased Licensee withdrew socond aocunty guard sue access amhort/aeon. 

CREED, J.. MALLETT.Q. Regton 3. Ofc ol the CHreclor. 87/10/26. ip. 43237.32I. 
43237:321 

6711020367 PNO-V-87-070:Oh 071025, reactor brought entcaf fo'fowirig dJubon ol 
RC8 Actual cnllcel boron concontisuon t.OfO ppm w/Croup 5 conuoi bank eotnchos 
withdrawnReaidpni inspector wiinosaod approach 

RICHAROS.d. IVGY.K Region 6, Ofc o' the Director 87/10/26 ip 43238U3- 
43236:143. 

8711029303 PNO-IH-67-l37:r5n fi7l027,reaclor sremmod 6 ECCS ecludUon occurred 
duO lo doonorgizod bus Lt2.Ceusod by operator mistekenly uippmo supply breaker 
(tom iranslotmer (o bus. Power resicroa. 

KNDP.R.. FORNEY.W. Region 3, Ofc ol tho Director. 87/10/27 2pp 43235236- 
43235;230. 

6711020517 PNS'V-67'008:0n 071024, llcensod plant operator reponodiy enestod by 
Kennewick City Police Dept 6 charged w/dischargo of firearm wnW city imis 6 reck- 
less sndangormeni. Licensee suspondod ompfoyoe unescorted access le plant 
SCHAEFER, 0.. SCHUSTER.M Region 0. Ole ol tho Director 67/10/26 ip 
43236.032-43230:032. 

6711030038 P/vO-V-87-07l.on 87t024,fna‘n lurnace si Precision Casiparts Corp 
exploded Caused by water invading ovacuatod chamber of arc lurnace Al furnace 
deVris packaged & shipped (or burial as low specific adivity waste 
RIEOL1NQER.B. Roglon 5. Oic ol the Duocior. 87/10/27. Ip. 43252:115-43252.115. 


6711090035 EN.07-O6OAon 871105,ordOf Imposing civil penalty In arrtount of $75,000 
issued to Scensea based on (wo violations re access control & search NHC concluded 
thai viobUon did occur to'.lowiriQ loview of u‘jl 870826 response. 

ROSAKO.fl . LlEBERMAN.J. Olc ol Entorcerrtent (Posl 870413) EA-e7-098 87/11/ 
05 Ip 43314 356-43314 356 

0711090064 EN-B7 053A or> 071 lOS.iiconsee issued order imposirrg cnrii penalty m 
amount ol $5,000 based on licensee 670826 & 1001 Insufliciont responses to viola- 
bo-ns re lafura to ma niain sun/eiilance ol high rad.a’Jon area & to post wam-ng sign. 
FLACK.E, L/E0£flMAW,J Ofc 01 Enforcemant (Posl 070413) €A-87-l2l 07/11/05 
ip. 43314(^1-43314 061. 

0711090130 PNO-l-B7-l02.on 971 lOS.l-censae comrnencerl shuidown as result ol de- 
graded conditions In both steam-driven auxii.ary leedwater pumps Duration ol shut- 
down lo rosiora both pumps to operable condition unknown 
TRiPP.L.. WIGGINS, J. Region i. Olc ol the Director. CAL -87-15 07/11/05 2 do 
43314322-43314 323. 

071(000140 NRC Into Notico B7-0S6, "ContnuDus Communicalions Fol'owing Emergen 
cy Noiilicaiions.'' Sve list enci 

ROSSI.CE. 0;v,s:on of Operaional Events Assessment (Post 670411). 67/(1/16 
Consokdalod Edison Cto. of New York, Inc ItSpp. 43404:176-43404.280 

0711090166 PND'l'B7'103on 871 105,licensse discovered radiation levels ol up to 04 
mRam/h in unios'/icied area (3onterr,ination appeared to be m soil Licensee immed>- 
aiaV resuicied eccasa to & posted area 

nOiHJ. PASC'AK.W. Region 1. Olc Ol Ihe Director. 87/11/06 2pp. 43313:165- 
43313106 

8711090340 PNO V-67 069. on 07t015.iicen$ae informed renderit inspectors Pl findinga 
from uimontc exams ol reactor coolant pump shatis as result ol mfg exponanceein 
Europe to crack mdicaiora at and oi impeller koyway. 

RI^ROS.S, BALL.J Rog-on 5. Olc of tha Oltoctor. 67/IO/IS. 2pp 43321.133- 
43321 134 

8711100072 PNS v e/ oo^B on e706i6.SacrarTiento Narcotics Task Forca arrested sn 
pnraona involved m pouesaion.saie 6 use of eocaneUtil cle/k indiceied bansacbons 
conducted «i aiio parking lot cr oUsita.noi at faci'ity. 

SCHAEFER.O. SCHUSTER.M. Region S. Ofc of Ihe D.r6Cto'. 87/llr05. Ip 
43330167 43330:107 

8711100317 EN'67-098on O' about e7n05.conlirmatory cider will be issued to util 
bosedon 87091 1 setoty liml vipia'..on.Order confirms uLl comT-ument to remove per- 
sonnel inv^ed trom licensed duuos 6 to provide NRC w/copy ol mvesegelion 
lUEHMAN.J I IEB£nMAN.J. Die Of Enio/cemanl (Poai 670413). EA-67'l85. 87/11/ 
04. ip. 43344 245-43344:245 

871 1120027 NRC Into Notes 87-059. "Potential RHR Pump Loss" Sve list end. 
ROSSI.CE. Division ol Operahoeel Events Assessmeni (Posl 870411). B7/ll/i7. 
Consokdsted Ed.aon Co. 01 New York. Inc. I20pp 43487:001-43487.121. 

8711130006 EN'07-O7SBon 871106, notice ot vloiab'on & proposed imposiiion ol civil 
penarnes in emouitt ol S5,000 will be issued Proposed action previously on hold due 
to ncod to roceive addi into 

FUCKE.. LIEBERMANJ Olc ol Entorcemeni (Post 870413). EA-97.128 87/11/03 
ip. 433M 360-43355 360. 


87U030I48 PNO-IV-B7-05e:on 071024.Siaie of AR nolillod NRC thel Agreement State 
licensee received damaged Ohmatl Modal ES-2 How imeier w/partiaily exposed 
source containing 1.2 Ci (js- 137. Motor surveyed Investigation conLnu'ng. 
SANBORN.Q. Regton 4. Olc ol tho Diroclor. 07/10/26. ip. 43252 022-42252 022 


8711 130008 SuppI 210 NRC Into Notice 66-108, "Degradation ol RCS Pressure Bound- 
ary Resulimg Kom Bone Ac’d Corrosion." Sve list end. 

ROSSI.CE. Division ol Operational Events Assessmeni (Posl 870411) lElN-BO-iOS. 
87/11/(0. Consoldaied td sori Co. of Now Yofk, Inc. 1i9pp. 43444:195-43444:314. 


8711030409 EN-87-096:on B7l03O,ordoi suspending license & order to show cause 
Issued 10 Tracer Profiles, Inc due lo (allure lo respond to notice ol vk/atioo 8 three 
coftlkmahon ol acllon lira alter repealed roquosis from NRC. 

ANDERSON.C., LlEBERMAN.J. Olc Ol Erlorcemonl (Post 670413) EA-87-204- 87/ 
10/30. Ip- 43260:309-43250.300. 


0711030517 EN-87-0S3:on a71029,nollC6ol violation i proposed UnpoHH^ ol c»* poo- 
a'ly In amount ol $26,000 w<ll bo issued based on event in vrWch both MSIVa ren- 
dered Inoporable lot approx 4 h w/reactor cntical 

HJEHMAN,J , LlEBERMAN.J. Olc ol Enforcoment (Poal 070413). EA-07-102 87/10/ 
20. Ip. 432S{:271-43S61:271. 


8711130017 EN-07-D99:on ot about 671 109.notica of violation & proposed imposibon of 
cM penalty In amounl ol $50,000 will be issued Action based on violabon re irtoper- 
aMrfy of control room emorgency venBlation ays.Violafions mittgarefl 50% . 

MILANO P.. LlEBERMAN.J. Olc ol Enloicemont (Post 870413). EA-87-194. 87/11/04. 
Ip. 43350:173-43350173. 


rill30l05 PNO-V07-073.on 671107, umi (rip manually mKaledCaused by Wwe ol 
rrtotor-oporated disconnect in main generator 25 kv isophase bus C.Repair 4 unit 
outaoevwll lake between 2 wka & 2 months, depending on availability of pans. 
MEWTONCA.M.. NARBUT.P- Region 5. Ofc ot the Director. 87/11/09. ip. 43355.123- 


8711040012 PNO-V-87-072:on 871029 sovote Ihundorslortn sinrek site, knocking out 
one source ol ollsite powor & 26 of 39 emergoncy sirens in Maricopa County.Uni 1 
fuel bldg door damaged & twr; Mivlduals slanding nearby Infured. 

SOREBREN.C., BALL.J. Region 6, Olc of Ihe Director. 87/10/30- tp. 43290:166- 
43290:166. 


6711049361 PNO-IV-87-OS7:ort 071022 & 26,1emporary worker aJarmod portal /wwiiMw 
while exilleg radiation control afoa.Survoy ioent.lled (iJo-OO particle on workers 
aleeve.Shitlhad been taken homo.washod & worn again. Nothing lound at residetKe. 
MURRAY, B. Region 4, Oto ol tho Oiroctor. 87/10/30. tp. 43200:332-43290:332. 


8711050040 NRC Compliance Bullotin 07-002. "Fasloner Testing to Delormlno Coo- 
lormanco W/App!lcab(e Mali Specs." Sve list oncl. 

ROS8I.C.E. OivTalon ol Operaltonal Events Assessment (Pest 870411). 87/11/06. 
Consolldafed Edison Co. or Now York, Ina 1 16pp. 43397.1 42-43397r257. 


87111M170 PNO-ll-87-075on 871021 & 25.voiding noted in vessel head 

rotfons Caused by misposlUonad manual valve in nitrogen vent line.Invesbgation con- 

Reg on 2, Olc ol Ihe Director. 07/10/28 tp. 43357:269-43357:269. 


8711130217 PNO-ll B7.077:Chem-Nuclear Sys.Inc reported small liquid leak from feciuty 
radwaale shipment when parked ai truck stop near Winchestof.'/A.Chem-Nucfaar dis- 
patched survey crew by aircraft. Shipment will be relumed to licensee. 

TOTTER J. Region 2, Oto ol the Director. 87/11/04. tp. 43357 360 43357:360. 

8711130367 PNO-ll-87-076 on 871027, employee of Fluor Constructors, 0 Shiriey.cfiod 
aJter being severely burned in accident al facility swttchyard.Fluor employees walked 
out on 071028 In sympathy ol death OSHA inspectors investigabno acodenL 
OJfliSTENSEN.H. Region 2. Olc ot the Director, 87/10/28 tp. 43357.086-43357.086. 



6Ttt1ft003S PNO'l-&7-f04.on 871107 & OB.uU kleniiftoo potential bieach ol security 
vital area barrier & series of redioiogical problems Ongoing malni & mod ivorh onsite 
susporKted Llcensea presently evelualmg situation. 

LYASHJ. aiOUGRR Region I. Ofc ol trio Dlfecior 87/11/09 ip. 43364:186- 
43364:186. 

671 1 160176 PNO-V-67-074:an 071 1 lO.coirrity Inadveriontiy actuated emergency nolifl- 
cat«n sys(sirons} Caused by wrong sequence being entered Into sys wMe poHorming 
weeMy s'loni lost. ConecUve action uioor Irtvostigailon. 

FlSM.R.. NAflSUT.P Region 5, Ole ol the Direclor. 87/11/10. Ip 43366 261- 
43368 set. 

6711160202 PNO-lll-87-140;on 071 1 1 1 .oiler on foedwalor block valve oxpioded In tur- 
bine bldg.injuring two workers One individual taken to local bosp & later iransleried to 
Kalama200,Ml tiosp lor surgery & second worker ireaied at plant. 

BURGESS, B.. GULOEMOND.W. Reg, on 3. Otc ol tho Otiector. 87/11/12. ip. 
43365:107-43365:187. 

6711170198 PN0-lV-87-058:on 071 109.radioaclivo mall misiekenly roleasod irom raeflo- 
loglcetly controlled si’O & Subseovanlly dumped at Cofley County lendlillUconsee le- 
tnovod all but 3 o< 39piaceaol ouc1& assoctaled ttattWraie Irom dun^ 

JAUDON.J., YANOELL.L. Region 4, Ole ol iho Director. 67/lt/12. 2pp. 43301042- 
43381:043. 

6711160026 PNO-l 87-l05:On 871112, plant experienced complete loss of offsite 
powei.Cause associated w/avritcbyaid icing due to advetao weaHiei 
conditions Licensee contilnuing to determine cause ol loss ol oflsite power.lce 8 sell 
being removed. 

BLOUGH.R. Region 1. Ole olihe Director. 67/11/12 2pp. 4339 1-359 43361:360. 

6711186031 PNS-l-87-OI3.ori 671 112, handgun rleieciod In dulile bag ol conuacl securi- 
ty guard.Guard denied access to plant & suspendod pending furltier 
Investigation. Plant socurlly personnel conliimed that guard waa liconsed to ceiry gun 
BAIlEY.R, KEI.MiG.R. Regfon 1, Ofo ol Uia Director. 87/11/13 fp. 43391:317- 
43301:317. 

6711160100 PNO-l-87-iQ5A:as of 671112,0119110 power remained uoavailabte to 
site Personnel sbuldown emergency diesel generator B due to problem w/translotmer 
C.rosuliino <n another shutdown cool.'ng isolation Switchyards sprayed. 

BLOUGH^R Region t. Ole ol the Director. 87/1 1/12 ip. 4339S 0ol-4339505i. 

6711160132 PNO-I 87-tOSB:Qn 671 1 t2.ollsiia power reaslabUsried to vital 8 nonvitai 
buses via backleeding through main 6 auxilary trarisiormars aiiar loss of power.toss 
of power possibly causod by Icing in switchyard Swiichyard sprayed 
W(GOINS.J, ABRAHAM, K. Region t. Ole o' the Oirocior. 07/11/13. 2pp. 433B1 281- 
43391:202 

6711190133 PNO'TMI-87-004'on 871026/mpropsrly so'idihed shipmertl ol Class 6 
waste Identified. Waste transported to Samweii disposal sue from laciiity.C^ieotfve ac- 
Hone to be submitted to state no later than 87ii2l 

COLUNS.D, MOSLAK.T,, IRAvEHS.W. Reg'on 1. Die Ol the Oiiecior. 67/11/12 ip. 
433g7;091-43367:06l. 

8711190194 PhfO-l-87-l06:NRC d.'Spalchod augmenisd Insp learn to facility to com- 
mence Inep on 671 1 iS.lnsp will locus on soquance of events & iiconseea response re 
871112 toss ol ollsiie power. Toam expecteo onsite 87lit 5-20. 

WIQOINS.J. Region l.Ofc of the Direcior. S7/ll/t3 tp. 43397:092-43307:092. 

6711200098 EN-87- 1 00. on 871 1 13, notice of violation 8 proposed impostf.'on oi dvU pen- 
alty In amount of SSO,000 will be lesued based on licensee tenure to aslabiish 8 im- 
plement procedures iof sale shutdown evolutions loiiowing lire. 

MiLANO.P, neeERMAN.J. Ofc of Enlo'cemeni {Post 870413). EA-87-124. 87/li/i9. 
ip. 43410:168-43410:168. 

6711200327 PffO-lV-87-0S8A.on 871 1 16,bag found al CoKey County landtiU containing 
radioactive tags that had been released at facility lor disposal as tt8sb.Cause 
unknown Licenaea will porforro rad-ologicei survey of trench where bag found 
JAUDONJ. YANOELL.L Region 4, tjfc ol the Director 87/tl/i7 Spo. 43410043- 
43410.044. 

8711230287 PNO-l-87-107:on 671 1 17, turbine reactor tripped due to spunousty gertorai- 
od turbine thrust bearing irfp. Caused by techn'cian Inaovcrionlly (ripping power switch 
on turbine rotor position drawer .Otfsiia Iranslormor Inspected 
WIQGINS.J. Region l.Ofcol ihe Director. 87/1 f/1 6. Ip 434P3.252-43422252. 

8711230365 PNS-t-87-OI9'dn 871 1 l6,nonspecilic bomb threals received over pleni in- 
ternal telephone sys Steps to heighten security awareness among plant 8 security su- 
pervisors taken. Investigation Imtia’ed by licensee. 

KEIMIQ.R , JOYNER.JH Region t. O/c of Ihe Director. 67/11/19. 2pp. 43424:23?- 
43424:233 

8711230398 PNO-l-67.l09 on 971 1 i6,RRC Informed by licensee mgl that large mejonly 
ol members of Inii Brotherhood ol Electrical Workers voted to (e|ecl conbscl 
offer. Picket 1‘nes may be set up el midnighl. Criticality anlidpaied by early 671119. 
COWGILL,C . BErTENHAlJSEN.L. Region 1, Ofc of the Director. 87/11/19 ip 
43419.00l-40419.00l. 

8711230433 PNO-V-87-Q75-xin 87l11t,controI room/technlcal support cK casenlial 
HVAC sys Train B (ailed lo start rluring planned testing. Licensee believes tampering 
occurred to cause miswiring. Plans for addressing tampering being formulated. 
O'ANGEIO.T . MUER,L Region 6. Otc ol the Dreclor 87/11/13. Ip. 434»044- 


>nlaminaied area of 
‘aminated zircailoy In 

725. tp. 43479057- 


le overturned on 
I dispatched per- 
leanup. 

2pp. 43487:330- 


0711300189 PNO-V-87-078;on 871123-24,two modotale earthquakes cenlorod heat 
Westmoroland.CA occurred. triggering seismic alarms al San Onolre.Unusal event 
dedared Plant ays & componenia not adversely alfecled.Ellects on other locstlor.s 
noted. 

JOHNSON, P., CILLIS.M., WAGNER.W. Reg'on 5. Ofc ol the Direclor. 87/11/24. 2pp. 
43468 294-43466295 

6711300197 PNO-]ll-87-t39A-updaios 871031 Incident re children patients trick or t'oai- 
Ing In contemlnaiod lab.Survey ol hallway outside of lab & lab show no daieclablo 
contamlnalion. Special Region III Insp began on 87tl 1 7. Deficiencies noied- 
WIEOEMAN.O., MALLETt.B, Region 3, Ole ol iho Dtoctor. CAL. 07/11/10. 2pp. 
43472:126-43472.127 

6711300226 PNO-IV-87-060.on 871 122,auxillary feed sys vibration resulting in p,po lail- 
ure occurred.Occurrence will Impact startup schedule.Llcensee InvostigaTing failuro & 
NRC monriortno activities. 

CONSTABLE.Cj.L. Region 4, Otc of the Direclor. 67/11/23. 2po 43472 330- 
43472 331. 

8711300270 PNO-ll)-87-l42:on 871 121. licensee employee allegedly forced out of 
carxonlskNlng Troxlar molstuTe density gauge in liunk.al gunpoint at Iasi tood roslau 
rant in OelrolTMI. Theft reported to police. 

REfCHHOLD.W., BUflGIN.R. Reg'on 3. Ole oi the Director. 67/11/23. ip. 4347l;077- 
43471:077 


NUREO NUREQ REPORTS AND REUTEO CORRESPONDENCE 


67081700S7 Forwards SAIC-87/30S9, "Human Factors Evaluation ol 6&W Roassess- 
mont Program & F)ndings:Task 3 • Proceduroa Review." Rept constitulos final ropi lor 
Task 3 jndor Task Order 6. 

LINER.R.T. Science Applications Internailonsl Corp. (formerly Science ApplicaiiOns. 
iftCj. NflC-03-97-029. 87/08/10. WESTS. NRC - No Detailed Aifil'fllton Gkien to. 
43359 263 43359 289. 

—6786179081 SAID67/3050 "Human Faclora Evaluation ot B&W Reassessment Pro- 
gram 8 Pindlngs.Task 3 • Procedures Review." 

* Sctenca Appilcatlocis iniernetlonsl Coro, (formerly Scleitce Apphcaiions, Inc.). NRC- 
03-67-02e BT'/OB/iO. NRC • No Oeiaitsd Affiliation Given, epp. 43359-204-43359 260. 

8711020019 Forwards safaly evaluation accepting uUl 8707t6 & 0921 revised sol'd 
waste procass control programs. Programs submlited per SSER 2,Sectlon 1 1.4 which 
elatosihat NRC must approve program prior to oporalion alter flrsl reluehtu. 
PAULSON.W.A. Prolect DlrociOrate IV. TAC S687S. 87/10/28. DEDDENS.JC. Gulf 
States UDtiUos Co 2pp 43240 315-43240 317. 

-6711020033 Salety evaluation supporting plsnt solid waste process control 
pioQ<8m.subr<MUod per Section 11.4 ol SSER 2 tNUREG-0969) Approval requ'red prloi 
to slenup from first refueling outage. 

* Otfica of Nuclear Reactor Regulation. Direclor (Post 870411). 87/10/20. fp. 
43240-3J7-43240.3I7. 

07L1O2OO76 Forwards salety ovaluetlon supporting ulll 881202 & 870206 lira ptOvMTiS 
atfdl Mo ra NUREG-0737,ilam III A 2 2 concerning meieorological data.Revleed Tocn 

^ should ba in place prior to June 1966 completion date. 

INTON.DL. Proiaci Diraciorata 111-3. 67/10/22. 0OLAN.J. Indiana MIchInan 
Power Co. (formarty Indiana & Michigan Electric Co.). OOl.AN,J. American E-'acirlc 
Power Service Corp. 2pp. 43240:176-43240:180. 

-87I182006D Safety evaluallon supporUng util 661202 8 870206 lira providing adol info 
re NUREG 0737, tiem lil.A.2.2 concerning meieorological data imgrades. 

* Ofiice oi Nuclear Reactor Regulation, Director (Post 8704tl). 67/10/22. Ip. 
43240:ie0-43240:ia0 

6711020077 Forwards npnproprtetary WCAP-lie20 & proprietary WCAP-ll6l9. "Addl 
Technical Gases lor Eliminating large Primary Loop Pipe Rupture as Slmciural Design 
Basis lo' Kewaunee." for resolution of USI A-2. 

HINTZ.O.C. Wiscons'ri Public Service Corp. NRC-87-140. 67/10/26. Document Con- 
bolBrench (Document Control Desk). 3pp. 43226 214-43226:246. 

8711020124 Forwards Amend 62 to License NPF-7 & aafety evaluation. Amend revises 
Tech Spec 3/4 6.3.Tabie 3.6-t to correct Inconaiatency between uM 601210 response 
to NtJREG'0737 6> Tech Spec (oi specifymg conlalrxmQnt isolailott sigrutl. 

ENGIE.L6. Project Directorate 11-2. TAC 66496. 87/10/22. STEVWRT.WL. Virginia 
Power (\rirglnfa Electric 8 Power Co ) 3pp. 43239.154-43239:163. 

-8711020140 Amend 62 lo LIcanae NPF-7.revi5lng Tech Spec 3/4 6.3.Tabio 3.6-1 10 
conect Inconsistency between util 8Qt2tO tespot^6e to NUhEQ-Q 737 & Tech Spec lor 
epecttyirw containment isolation signal to ba Phase 6 Instead ot Phase A. 

BERKOW.H N. ProfacI Dfroctoral#1l-2. 87/10/22. 7pp 43239:157-43239:161. 

—6711020160 Safety avaiuailon simponing Amend 82 to License NPF-7. 

* Ofiice ot Nuclear Reactor Regulation, Director (Post 670411). 87/10/22. 2pp 
43?30:162-43230;I63. 

0711020162 Forwards salety evaluation re TMI Action llem ll.K.3.3t, "Compliance lo 
lOCFRSO 46." Facility meets requirements of action llem & 10CFR50.46. 

GBtMES.G.l. Ofc ot Special PrrJecls. 97/10/26. COUNSIL.W-G. TU Electric (tormedy 
Texas UWilies Qenorallng Co.) ?pp 43238:320-43238 325. 

-0711020164 Safely evaluation re TMI Action Item tl.K33t re plant- specinc caicula- 
Uons to show compliance W/IOCFR50.46. Facility meets requirements of action llem 
4 tOCFRW 46. 

• Ofc Ot Special Projects. 87/10/26. 4pp. 43238:322-43238 325. 

8711020226 Forwards Insp Rept 50-029/87-06 on e70427-0720.No vldabons noted. 
VWGGIN8J.T. Region 1. Ole ol the Director. 87/10/23. HEIDER.L.H. Yankee Alomio 
Electric Co. 2pp. 43234-153-43234:t90 

-8711020234 Insp RepI 50-029/87-06 on 870427-0720.No violations noted. Throe inad- 
equacies noted.M^or areas Inspecled.licensee action on previous findings.operational 
ealety verification & radiotoglcaf controls. 

ECSASSER.T. Region 1. Otc of the Olteclot. QL-62-33 87/10/23. 36pp 43234:155- 
43234:190. 
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S711020369 Fotwards rapt which represonls besi esHmaie analyllcal study ol potential 
f(X incieased pres9uri7or PORV opening resulting from turbine trip w/o reactor trip 
below 30% power transient (P-8 setpoint sludy}.por NUREQ'0737. 

AINQER.K A. Commonweallf) Edison Co. 376dK. 67/10/30. Documeni Control Oranch 
(Oocurnenl Control Desk). tSpp. 43736 2‘48-4383d;256. 

9711020460 Forwards response to 870793 request lor eddi info onmriormanes testing 
& design ol pressurirer safety & roltel valves.per NUREC-0737,llem ll.O.t.W/two 
Oversize drawings. 

PAPANIC.G. Yankoe Atomic Elecirlo Co. FYR 87-111. 87/10/27. FA1RTILE.M.8. 
Project Directorate 1-3. 67pp. 4393e:046'4393e;10?. 

6711030070 NUnEG-1214 R02 HISTORICAL DATA SUMMARY OF THE SYSTEMATIC 
ASSESSMENT OF LICENSEE PERFORMANCE. 

PAMEY.SMITH.A. Division ol Licensee PeHormance & Quality Evaluation (Post 
870411). 87/10/31. 70pp. 43243;337-43244;046 

6711830077 NUREQ/CR.4942 EQUIPMENT OPERABILITY DURING STATION BLACK- 
OUT EVENTS. 

JACJODUS.M.J., NICOLETTE.V.F., PAYNE, A.C. Sandia Nstional Laboratories. FIN A- 
1302. SAND67-0760. 87/10/31. Division ot Reactor & Plant Systems (Post 870413). 
6ipp. 43243;286-43243:336. 


87H050243 Summary ol Operating Reactor Events Meeting 87-37 on 671027. View- 
graphs & aummary ol reactor scrams end 

[JWNING.W. Events Assossmeni Branch. OREM 87-037. 87/10/26. ROSSI.C.E. Owl- 
slon ot Operational EvertIa Assessment (Post 870411). 20pp. 43340 269 43340:288. 

8711060366 Comments on proposed SRP 3.6.3. "Leak-Beforo-Sreak Evaluation Ptoce- 
dales " iDtonl ol assumption re pressirrizairons es5oc>atod w/etoa oquMent lo cross- 
sei^n ol conlroll ng pipe questioned 

8nrU)BURY.R.O. Sfone & Webster Engineering Carp. 52FR32e26 00019. 87/10/21. 
Rules & Procedures Branch. 4pp. 43262:1 16-43292:1 18. 

6711060009 Comment opposing NUREG-t 150 re risk assossmeni AddI safety improva- 
menis not warranted on rational basis by NUREG-llSO. Exclusion of calastroph'c 
events irorn analysis recommended. 

CAiSLEY.J. O/gar.lralion for Economic Cooperol'on & Development (Parts). 52Fn7D60 
00044. 87/10/14. Committee on tho Safety of Nuclear Installelon. 3pp. 43306:272- 
43308:274. 

6711060023 Forwards Safely Insp RepI 50-412/87-60 on 870029-t00g.No vio'atlons 
noted. 

VVKSGWS.U.T. Region 1, Ofc of Iho Di'eotor. 97/i |/0I. CAREY.J.J. Ouquosno light 
Co. 20 P 43306:lf5 43308:161. 


$711030080 NUREQ-0020 VII NOO LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Oata As Ol May 31.1687.(Qray Book I) 

SCHWARTZ.I. Division of Computer & Telocommuntcallons Services (Post 870413). 
87/10/31. 48tpp.. 43242:164-43243:284. 


-6711080026 insp RepI 60-412/67-60 on 870826-l009.No violations noted. Major 
areas Insaeclod.llcansoo actions on previous Imdings, silo aclrvltles, startup test pro- 
orMr impiementelion & prossudzer pressure iransm iler Inopetebi'ity. 

TnipP.L.E. Rag'on l.oic ol the Oiredor. 67/10/29. t6pp. 43308.177 43303 161. 


6711030139 NUnEG/CR.4e6B EVALUATION OF UNCERTAINTIES IN IRRADIATED 
HARDWARE CHARACTERIZATION. 

BEOORE.N., LEVIN, A., TUITE.P. Waste Management Group, Inc. FIN 0-1700. 87/10/ 
3i. Division ol Engineering (Post 870413). I02pp. 43242.062-43242.163 

8711030161 Responds to NRC 870914 Hr ro Insp Ropt 60-412/87-SO CoiiecUvo 
sctionsposl-accKfenl sampling ays proccdurea rewrllien.per NUREQ 0737.lian) 11.6.3 
& Procedure P.O 2.43.01 SeciTons N & O approved per Horn 11 F.l-1. 

CAREY J J. Duquesne Light Co. 87/10/14. MARTIN.T.T. Region t. 0(o of Itio EKtec- 
tor. 7pp. 43255:302-43255:307. 

8711030174 Advises that uHl aSOttO reguast lor resdss'on ol 030708 confinnaU>ry 
order Inappropriate due to continuing uncertalnHaa w/BWR piping Order may be re. 
sclnded after Issuance of Rev 2 to NUREG-03 1 3- 

CnOCKER.LP. Project Olreciorate 11-3. TAG 57336. 87/10/29 O'RElLLVJ P Georgia 
Power Co. 4pp. .43264:267-43264:270. 

87(1030215 NUREG 0540 V09 N08 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAIUBLE. AuouSl 1-31,1987. 

' Olvis'on of Publication Services (Post 870413). 87/10/31. 403pp. 432414)19- 
43242 031. 

8711090219 NUREQ'0020 VII NOS LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Oala As Of April 3p,l6a7.(Gray Book l) 

SCHWARTZ,!. Division of Computer 8 Telecommunfcalions Services (Post 870413). 
87/10/31. 4S5pp. 43244:047-43245:161. 

8711030228 NUfl6G-i28e SAFETY EVALUATION REPORT RELATED TO THE RE- 
START OF RANCHO SECO NUCLEAR GENERATING STATlON.UNlF ( FOLLOW- 
INQ THE EVENT OF DECEMBER 26.l686.0ockei No. 60-312.(Sacramonlo Municipal 
Utility Dlalrlol) 

* Division of Reactor Projecls • lll,IV.V & Speciel Frojecta (Post 670411). 87/10/31. 
ie9pp. 4325e:001-432S6:l69. 

6711030302 Forwards Page 16 for inclusion In 870922 comments on draft NUREG- 
f 160. "Roaclor Risk Ref Documeni." Page missing Pom orfginef transmiitai- 
NEWTON.R.A. Westinghouse Operating Plants Ownara Group. 52FR7950 00023. 67/ 
10/26. NRC - No Dalalled Alllllaiion Given. 3pp. 43282.068-43262' 100. 


6711080112 Forwards comments on NunEG-1251, "Imp'lcatlons ol Accident at Cneino- 
byl for Safety Regulation ol Commercial Nuclear Power Pianis in US." Rocommends 
lhaiNRC reassess salely concerns Idanil'iod In NlJREG-125t. 

SCHERER.AE. CombirsHon Engir^aerlny. Inc. LO 87-061. 07/11/02. CHILK.S.J. Olfico 
ol ihe Secretary ol the Commission. 4pp. 4330B.192-43390:165. 

6711080146 NUREQ/CR-S035 DATA BASE OF SYSTEM-AVERAGE DOSE RATES AT 
NUCLEAR POWER PLANTS.FInai Report. 

BE/^S K BRITZ.W L , COHEN.S.C. Science & Engineering Assoclaies, Inc. FIN 0- 
1424 87/10/31 Division of Regu'slory App'Icallona (Post 870413). 76pp. 43309 011- 
433(W090 


6711080213 Forwards SALP Repis 50-27S/87-20 ft 50-323/87-29 for Aug 1988 - Jul 
i9&7.0votaii performnnee eccepiable hfot mooting to discuss results ol assessment S 
pr^aseol ecHon plan rot in uill 870615 Hr schadulod for 671030. 

MARriNJ.S. Region 5, Ofc of Ihe Director. 87/10/21- SHIFFER,J.D. Pacific Gas & 
Efacldc M- 3pp 43307:191-43307:233. 


-8706270170 Forwards OOE/INEL anslysls of LER quality (or faci’ity during Aug 1966 • 
Jul I987.0veraii quality scored abovo Indusirlai avorage.Quaiiiy ol discussions ol root 
cause, cortecitva actions & seleiy sys responses improved. 

Wlu.iAMS,M.H.’Tionds 1 Peitarns Analysis Branch S7/OB/20. KIRSCH.O.P. Rog'on 
B.OIooliheOliedOi. 50pp 43307:234-43307 263. 


6711060223 NUREG/CR-4134 ROl REPOSITORY ENVIRONMENTAL PARAMETERS 
AND MODELS RELEVANT TO ASSESSING THE PERFORMANCE OF HIGH-LEVEL 
WASTE PACKAQESJBASAIT.TUFF AND SALT). 

CLAI80RN6.H C. CROFF.A.O.. ORIESS.J.C. Oak Ridgo Naiionel Laboratory. FIN 6- 
0288 ORNL/TM-9522. 87/10/31 Division of High Laval Wasie Menagemoni (Posi 
870413). 247pp. 43309:091-43309:337. 

8711080227 Forwards Addendum l to "Monllcollo DCRDR Summary Rapt," lor 
tevlew.Addendum provides resolution of romeining human anginoering 
doudencios.inckjdifig annuncielcv sys.oflgaB ays 8 travorsVfo In core probe sys. 
MUSOLF.O. Normott* Stales Power Co. QL-82-33. 87/10/30. Document Control 
Brartch (OocumanI Coniiol Desk). 2pp. 43303:295-43303 329. 


8711090381 Ack receipt of 670428 Hr Informing NRC of steps taken to correct woleUons 
noted In Insp RepI 60-298/87-01.Addl info re psychological lasting lor supervisors to- 

g ueslad as discussed w/M Hamm during 671022 tolcon. 

ALLAN,L.J. Region 4. Ofc of the oTreclor. 87/10/29. TREVORS.G.A Nebraska 
Public Power District. 2pp. 43255:357-43265:359. 


67110602M Forwards addi jusiillcation lor reducing Inserv^co testing check valve disas- 
sembly (roquency.conslsiing ol insp results summary for eight valves & justiliCAllon lor 
less Itoqusni Insps per discussions in 861224 A 670219 llrs.Feo paid. 

HUKILLHO. OenerelPatflloVymesCorp. • GPUServtea Corp. 5211-87-2197. 87/11/ 
03 OocumanI Control Branch (Oocurnenl Control Desk), dpp 48303:118-49303:127. 


6711030372 Commonts re proposed SRP Secllon 3 6.9, "Lsak-Belora-Breek EvafoaUon 
Procedure." 

KEISER.H.W. Pennsylvania Power 8 Ugtit Co a2FR32626 00016- 87/10/19. 
MEVER.D.L. Rules & Procedures Branch. 2pp. 43265:266-43255:267. 

6711930429 Forwards Rellel Request RV-2 from ASME code quarter testing Irequericy 
of valves In RCS high point venl sys.VenIa required by NLinEQ'0737,liem II.B.l 
beyond design basis ol planl.Requests rellel be granted by 671113. 

ZIMMERMAN, S.R. Carolina Power 8 Light Co. NLS-87-234. 87/10/30. Documont 
Control Branch (Docuiitent Control Desk). 4pp. 43261:030-43251:033. 

6711940003 SubrrKs addi Info re 671016 eppHcetion for amends io Licartses NPF-14 S 
NPF-22.Salaty analytis In application concentrated on E<XS re^nse time 8 diesal 
generator load sequencing Bolh meet requirements of SER (NUREG-0776J 
KEISER.H.W. Pennsylvania Power & Ught Co. PLA-2934. 87/10/30. BUTLER, WA 
Project Oirectorelo I-2. 2pp. 43269:356-43289:357. 


8711080269 Submits description of planned redesign ol gas tray portion of posi-accl- 
donl sempkng sys to elunlnalo gaseoua lod.na S particulate sampling capability (ot 
NRC review. 

MtiSOlF.D. Noiihern Slates Power Co 87/10/30. Documeni (Control Branch (Docu- 
ment Coneoi Desk). 2pp. 43303:l03-43303.'t04. 

8711060261 Responds Io NRC 670911 lu providing results ol review ol ulll LERs & re- 
queMmg util plans tor Improving LER qualiN. Ulirhas reviewed LER assessmont ropt 
8 taken appropriate action using ropt & NUREQ-1022 as feedback to LER writers. 
SMELTON.D.C. Tolodo Ed-son Co. 1-782. 87/(0/26. Documeni Control Branch (Docu- 
ment Control Desk), ip 43303.069-43303:060. 

8711080294 NUnEQ/CR-4722 SOURCE TERM ESTIMATION USING MENU-TACT. 
SJOTEEN,A., MCKENNA, T., JULIUS, J. Oak RWgo National Laboralory. FIN A-9079. 
ORNL/6314. 87/10/31. Division o( Oparationar Assessment (Post 870413). 65pp. 
433IIM}25-43311:086. 


6711050121 Comments on proposed Rev 2 ol Reg Guide 1.100 re definition ol eimllarity 
as used In procedure of selmicaily <iuaUMng plerH equipment through eppUceikyt ot 
1987 IEE€-d44. 

ORIOLEV.R. Tennessee Valley Authority. 62FR329eo 00003. 87/10/30. Rules a Pro- 
cedures Branch. 2pp. 43293:244-43293:247. 

8711050190 Comment on NUREO-1261, "Implications of Accident at Chernobyl lor 
Safety Regulation of Commercial Nuclear Power Plants In US." UUl suggests ihm no 
changes necessary In US LWRs as result cl Chernobyl ecokfenl. 

EDWAROS.O.W. Yankee Atomic Electric Co. 52Ffi33304 00001. 07/10/30. Rules & 
Procedures Branch. 6pp. 43292:086-43292:092. 

6711080209 Requests comment period for SAP Section 3.6.3 be extended for arfdl 30- 

S^F^NSEN.Q.C. Washington Public Power Supply System. 52FR32626 00016. 87/ 
10/22. MVEfl.0.l. Rules i ftocedures Branch. Spp. 43305:063-43305:069. 


8711090039 Forwards Rev 1 to 8AR-VEPCO-006. "SPOS SAR lor VEPCO NUREG- 
0696 Computer Project, North Anna & Surry Nuclear Powor Sieilons.'' reflecting as- 
budt sys.per uUI 881215 commitment. 

STEWAFfr.W.L Virginia Power (Virginia Electrlo & Power Co.]. 06-O53B. 87/11/02. 
Oooumeni Conirol Branch (Document Control Desk). 2pp. 43315:019-43316:066. 

-6711090046 SAR-VEPCO-005 ROl Rev 1 to "SPDS SAR for VEPCO NUREG 0896 
Computer Projeci. North Anna 8 Surry Nuclear Power Stations.’' 

HURT.W.L. Energy, fnc. 67/06/26. 46pp. 43316:021-43315:066. 

8711090162 Forwards summery status of util position re each Item lor Generic Ltr 83-02 
concerning NUREG-0737 Tech Spec requirernenU.Otscussion of uH conlinuad posi- 
don mat TMh Specs tor iisled open items unwarranted also end. 

CAPSTtCK,aW. Vermonl Yankee Nuclear Power Corp- FVY 67-105. 87/11/03. 
nOONEY.V.L. Project Dlrectwaie 1-3. 24pp 4332l:225-4332i:24e 
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8711090180 Cooimeot on NUREG lSSl. •'irrpl.catlons o' AccWeni si Cl»efnobyl tor 
Salet-y Regu’.aiion m US " RecomnMsnds mai severe acddeni consideraiions be tflkon 
inio accouni when designing shared sys . .. .. 

JOHNSON.WJ. Westinghouse Electric Corp. 62FR33304 00003. 87 / 1 1 / 02 . NRC • No 
Deiailed Atfilieuon Given 8pp. 43313 330-43313 337. 


8711090211 NUfl£G/CR-4735 V02 EVALUATION AND COMPILATION OF DOE 
WASTE PACKAGE TEST DATA B.annual ReportiAogusl 1986 • January 1987. 
INTERRANTEC ESCALANTE, E.. FRAKER.A. Commerce. Oopt. of, National Bureau 
oiSlandatOs F1I1A.4171 87/10/31. 0>v■S'Ot^ ot High Level Waale Managen'eittLPoai 
870413) I37pp 43315 244.43316.020 


8711090267 NUREG-OCMO VII N03 LICENSEE CONTRACTOR AND VENDOR IN- 
SPECTION STATUS REPORT. Ouatierly Report, JulySepiember l9a7.{Whiie Book) 

• Orv'srtr^ ot Reactor InspecWn 4 -Saleguards (Posi 670411). 87/10/31. t86pp, 
43316.029-43316 194 


8711090336 NUREGrCfl-4799 RELAP5/MOD2 ASSESSMENT SIMULATION Of SE- 
WfSCALE MOO-2C TEST S NH-3. 

MEQAHEO.M M EG8G Idaho. Inc (subs, ot EG&G, Inc ). FIN A.6827. EGG-2&IS. 87/ 
10/31 Orvisron o' Reactor & Piani Sysloms (Post 670413). 53pp 43316:195- 
43316246 


S711100368 NUn£Q/CR-4763 V02 CANADIAN SEISMIC AQREEMENT.Annuo) RoiKkI 
utc-nSiiienn I ivONSJA. SHANNON.W.E. Canndlon CommOfClOl Corp. TIN D 
1139 . 87 / 10 / 31 . Divrs'on Of Enginooiifig (Poel 670413). 3flpp. 43330-220--i3330 204 

87111003M Ack recolpl 0( &T0720 Ur r« 10Cfn21 Pait 21 only roqolroa 'rtlOinsl 
procedures for evaluating & roporling Idonlily rosponellilo onlcornov I to NLIflEQ- 

OVIIUOS. HOQEna.On, Po««m. 3|-p. 

43335-213-43335:216 

A71l1003fl4 NUREG 0006 S07 SAFETY EVALUATION REPORT RELATED TO THE 
*%>£RAT(ON OF SEADflOOK STATION, UNITS 1 AND 2.Dockot Nos. 00-443 And 60- 

444 iPubl-c Service Company 01 Now Hampshire. Ot al) ...... 

• Owi 9 on of Reactor Projocis - l/ll (Post 070411) 07/10/31. 76pp 43341.170 
43341-252. 

6711160386 RosQOOds to NRC 070610 ro(iu09l lor oddI Into ro TMI Horn ILD 1 Ol 
NUREG-0737. ■'Pertormanco Tosling of Rollo' & Safety Valves.” Romolning quoal oni 
will ^ addressed by 600205. „ . , • 

VWOOOY.C.O. Florida Power & Light Co. L-07-446. 07/11/00. Oocomorl Cenliol 
Brandi (Oocomanl Conlrol Desk). 0pp. 43334:340-43334:303. 


8711090388 NUREG/CR-4701 V02 SAFETY ASSESSMENT OF ALTERNATIVES TO 
SHALLOW LAND BURIAL OF LOW-LEVEL RADIOACTIVE WASTE Volume 2Enwfon- 
menial CondiDons AHecting Retiablirty Ot Engineered Barriers. 

CERVEN.F.. OTIS.M 0 E(j 8G Idaho, Inc (subs of EGAG, Inc ). FIN A-684S-7 EGG- 
2465 87/09/30 Division o' Engineenng (Post 670413) 4Spp 43323.232-43323279 


8711109407 NUflEQ/Cn 4607 POSTCON A POSTPROCESSOR AND UMT CONVER- 
SION PROGRAM FOR THE CONTAIN COMPUTER CODE. ^ 

WASHiNGTON.K £. Sandia NoMonnl Laboratorioa. TIN A-1 100. SAND07-0502 07/05/ 
31. Otneo of Nuclear Rogulaiory Rosoorch, Dlrociof (Post 000720). 330pn. 43340.305- 
jinnan i77 


8711090369 NUREQ/CR-471S lAN AGING ASSESSMENT OF RELAYS AND CIRCUIT 
BREAKERS AND SYSTEM INTERACTIONS 

TOMANGJ. 6ACANSKAS.V P . SHOOK.TA. Brookbaven National Laboratory. FiN 
A-3270 BNL NUREG'S20t7. 67/06/30. Onrision ot Engineenng (Post 870413). 86pp 
43323 050-43323 231. 

8711100095 NUREG/CR.4909 MELPROG PWR/MQOQ.A MECHANISTIC COOE FOR 
ANALYSIS OF REACTOR CORE MELT PROGRESSION AND VESSEL ATTACK 
UNDER SEVERE ACCIDENT CONDITIONS. 

CAMP.WJ. VOUNQ.M.P., TOMKINS.J.L. Sancfia Nabonal Laboratones. FIN A-1342. 
SANO85-0237. 87/04/30. Division ol Reader Accident Analysis (Post 870413). 
156pp. 43339 008 43339.163. 

8711100129 NUREG/CR 2331 V07 N1 SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGULATORY RCSEAflCHOuaitorty Progress 
Report. Janua/y-March 1987. 

W^SS.AJ Brookbaven National Laboratory FIN A-3014 BNL-NUREG 5t454. 67/ 
07/31 otfica of Nuclear Regulatory Research. Oirecior (Post 860720). 75pp. 
43338 265^3338 338. 


6711100461 fowBida ptoprlaiory 'Corwfuit fuo PiolocHon fToaoofch Progrom." foi 
review 8 ecceplanco lor rof in liconsing acllons AKIdnvit aupporllnQ roquosl lor propil- 
oterYlioaimern encIFoe pald.Ropt wiltuiold (rol 10CFn2.700]. 

FAY.CvV Wisconsin Electric Power Co VPNPD-07-4B0. 07/11/04 Division ot EnQi. 
rtooti'ng 8 SyStema Tochnology (Post 0704 1 1). 1 0pp. 43330:002-43336: 100. 


6711110068 Partial response lo FOIA roqiiost lor documonle ro ovonl at planl-Foiv/arda 
documents listed In App B & C.Documonis also avoilatjlo In PDR App D doci/monla 
partially withheld & App E records wilhliold (rpl FOIA EKOmpHona 0,/ & S.rospocOvO- 

^ULev.o.H . Division ot HuIob 8 Hocoids (Post 670413). 67/11/03. TAYLOR.J 
Danas Dmoa Horeld. DeUaa. TX. Opp 43340: 10D-43340;347. 


-87I1II0116 Requoals review ol any info ro draft or proposod final ropt IUontil.O(l as 
NUREG-l 176 prior lo public rplooso. 

HAYES.8.8. Oltice 01 invosilgeiiona. 68/03/11. STELLO.V. Ole ol ilio Exocultvo (»• 
roclor for Oporalfons 39pp. 43346 200*43340 247. 


8711100172 Forwards Safely ln$p Rapt 50-263/87-12 on 670825-1007 No viotalions 
noted. 

GUiOEMONO.W.G. Region 3, Otc ol me Director. 87/11/02. LARSON.C.E Northern 
States Power Co. 2pp 43324 340-43324-351 

•471110017S map Rapt 50-263/87*12 on 870625-1007 No violations or safety concerns 
noieo Major areas inspected licensee action on previous msp findir)gs,operaiionai 
safeM vanfeabon. aurvai)ianca,maint & lERs. 

JACkiW.LN. Reg«3n 3, Ofc of the Director. 87/to/30 lOpp 43324:342.43324:351. 

8711100260 NUREG/CR-5038 COST ANALYSIS FOR IMPLEMENTATION OF PRO- 
POSED CHANGES IN VITAL AREA REQUIREMENTS. 

CLAISORNE.E , WATLINGTON.6 , SlUlON.O. ^lence & Engirieenng Aaaoclatea. tnc. 
Fin 0-1424 . 87/10/31. Dtvision of Regulatory Applications (Post 670413). 132 dd 
43342.060-43342:181. , kh r 

8711100261 NUR6C/CR.4766 TRANSPORT BEHAVIOR OF IODINE IN EFFLUENT 
nAOioACTivrrv monitoring systems 

60SON.J L, OUCE.S W . TKACHYK.J W EG4G Idaho, Inc (suba. ol EGSG. Inc). FIN 
A-6e32. EOG-2480 87/10/31. Division of Engineering (Post 870413). 3Spp. 
43341-.253-4334V266 » v « ; 


8711100270 NUREG/Cfl-4995 EXPERIMENTAL ASSESSMENT OF THE SEAUNG 
PERFORMANCE OF BENTONITE BOREHOLE PLUGS. 

SAWYER.WO. OAEMEN.JJ Arnona, Untv. of, Tucson, AZ FIN B 6627 87/10/31 
Ofvtaoft Ol Engineenng (Post 870413). 307pp. 43343.010-43343.316 

871t1(X>376 Forwards descnPiion 8 results ot control room emergency HghNng sys 
NUR^GWkT*^ during Cycle 5/6 refueling outage.per 861218 commltmeni i 

BRONS.J C New York Power Auihoniy (lormetly Power Authority of the Stale of New 
York). IPN-87-05O. 87/ti/02. Document Control Branch (Document Control Desk). 
5pp- 43330 229-43330 233. 

6711100279 Forwards Vols 1 8 2 lo "DCRDR Supplemenlal Summary Rept." Rapt pro- 
vides de^pwn ol human engineenng discrepancy, prionty rating/ecommoMod cor- 
rections a proposed schedules lor impremenlatlon ol changes 
SHIFFEaJD. Pacific Gas & Electric Co. DCL-87-261. 87/11/03. Document Coniiol 
Branch (Oocwnenl Control Desk) 2pp 43325001-43326030 


-8711110143 Forwards d/ell rosponso lo rocommondatlons moefo Uy Soquoyali QCe<- 
dem lossons learned gioup.NRb pinna to publish modlllocl vorsion of Umlt rdaponso 
as app to leseons learnod group ropi by Aug. 

OAVis.J.Q. Office ol Nuclonr l^iorlai Saioty & SoldOu/irtJa.Oiroclor. 06/07/17. 
STELLO.V. Ofc of the ExecutNo Dkocioi toi C^taiiOriS Copp. rlSSriS 840-433ri6 327. 

8711110094 Momorandum S ordoi (ruiing on ogpliceni moUon tor eunitnaiY d spoerton 
ol Conioniion 92).’ Applicant motion grariiod sinco no goniiino laeuo as lo any moll 
fact axisis^rvad on 87i lOO. 

MAflGUHES.MB., KLlN£.J.n., SHON.P.J. Alomlo Sololy cini) UconWnn Qootd Pcrtt. 
8'487 4794. 6 l- 3. 87/11/08. Long Island Lighting Co- l/pp. <I3332:331-4933S.3<17. 

8711130139 Discusses review of survoilionco losiing porformocJ duo lo 0/0430 plont 
Shutdown Performance of iislod losis no lonnor roquirod by Toch Spoca lormlnniod. 
TAylOR.J w. Daityiand Powoi Cooporativo. LAC-12420. 87/11/06. Documoni Control 
Branch (Documoni Conlrol Desk) 2pp. <13364:170-43354:171. 

8711130146 Comment on NUREG-1261, "ImplicolioiiB ol Aocldont at Chornobyl for 
Safety Regulation of Commercial Niicioer Power Pianta In US.” Rocommonefa NRC 
reassess safety concerns In NUREQ-i25l & dololo concorna only loosely liod l4 
Chernotel. 

SCHEBtRAE. Combusllon Englnoorlng, Inc. 52FRD3304 00002. 07/11/02. 
CHIIK.S.J Office of the Secretory of Iho Commission 6pp. 43364:202-43334:296. 

8711130194 CommonI supporting drall NUnEQ.l26l, ''Impltcollona of AccIcfonI ol Choi- 
nobyt lor Safety Rogulallon of Commorclal Nucloar Powor Ptanis In IJ8." Concern ox- 
pres^ re eroas Idontiflod In NUREG 09 warranimg furlhor aludy or analysle. 

LEE.e. Nuclear Manfloemoni & flosoorcoa Council (NUMARC) (formerly MuCloar Ul Nty 
Menage. 62FR33304 00004. 07/tl/O3. Ruloe & Ptocoduroa Dtrifich. lOnp. 
43359 290-43359:304. 


NUREQ-f261. ■'Implicallona of Accidonl at Chornobyl for 
Safefy Regwatfon o| Commercial Nuclear Power Plants In US.” Root clooa not Uomon- 
reexamine cuironl ptannlng bases lor Ingestion pathway planning. 
MYERS^F. North Carolina, Slate ol. 62Ffl33304 00006. O7V1O/20. NRCJ - No De- 
tailed A«ilia«on Given 2pp. 43357:328-43357:320 


®ddl info re performance testing ot relief & safety valves oar 
NUREG-0737 .hem H.0.1 & 870617 request. Evaluation of 83 supports for orfd^ 
de^ toads perlomed Mods Wantified 4 Installed. 

COCKFJELD.D.W. PorttarxJ General Electric Co. TAG 44625. 87/10/30. Document 
Conuol Branch (Document Control Desk) 7po 43335:001-43335.007- 


e.!. k Comment on NUREO-1261 "Iniplemeniatlon Of AeddenI at Chornobyl For 
n **7 "equlalion ol Commorclal Nucloar Power Plants In US." flopt fails lo rocogniro 
"aws In awXtcatlon ol safely regulations. 

'f'd'frtatlon « nesoutco Service. S2FR33304 00006. 07/11/O-1. 
4/MiLK.iij. Office ol the Secretary of the Commission. 8pp. 43361:006-43361:103. 


6T1110C350 forwards Rev 1 lo NUREG-0302 In response to 870911 Ur, Aiteniton ck- 
re^ to Hem 5 on Pago 2f.3(a)-3 re applicability of l(>CFfl2l to caHjr eve 
vendors.W/o encl. 

MCROBERTS.W A Ladlsh Co. ip. 

* "M.llslone Unit 3 Natural Circulation Sys Comparison." per 

1 ft ^ testing comparison requirement^ 

^mch Technical Position R5B 5-1. ciesign Requirements for RHH Sys^ & SER.Fea 

^ ^^? *^l-j-i.flP^lBERQ.W.O. Northeast Nuclear Eneioy Co. (subs, d Notihoael 

8‘2722 07/11/06. Document ConbcH 
Branch (Document Control Desk) 2pp. 43335:284.43335:281 . 


BEHAVIOR IN SEN WIDE PUTES OF 
SOWERMALCONOITIO^S^° ^ GRADE D STEEL TESTED UNDER NONI- 

oniii ^‘^9® National Laboratory. FfN Q-OH0 

O‘''l8ion ol Engineering (Post 870413). 200pp. 43361:147- 

^PPl•'9Af'ON OF VALUE-IMPACT ANALYSIS TO 
USI Report Ol UCLA Studies On Value-Impact Analysle in Relation To 

l-aboralorles. ‘ California, Unfv. of, L08 
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0711160078 Roguosis correctivo aciion plans & schedule lo b'ing design Into complh 
arce w/Commlsslon 84061S order le SuppI 1 lo NUREG 0737, "Rogutomonis for 
Erreigoncy Response Capability." 

HOOD.D.S. PfOjecl Direclotato if-3. TAC 51105. B7/H/09 TUCKEH.ll.O. Duke Power 
Co. 3pp. 43363 028-43363 030. 

071 1 1601 12 Adv.ses dial new 6 upgraded insirumoniation described n utr* 84 1 130 Rea 
Q^do 1.97 Imp'ementation ropt In losponse lo Suppi 1 to NUREG O737.lnsla'lo3 
during last two refueling ouiegos Revised doscription implemeniaiion plans encL 
GRDNS.J.C. Now York Power Authority (formerly Power Authority ol the Slate ol Now 
Voik) jPN e7 055 07/11/11. Document Control Branch (Documont Conbol Desk). 
7pp 43364 003-43364:014 

8711160134 Porwards application lor amend to License OPR-B.chsnging Tech Specs 
edministreiively to relied loatu.'es A terminology used w/now out-ol-core power tango 
nucloa' mstrumeniation LIcons'ng topical ropts enci Poe paid. 

GERRY, K.W. Consumers Power Co 67/i 1/09. Oocument Control Branch (Oocumonf 
Control Desk), ip 43366:081-43360.198. 

-6711160346 NEOO 30883'A "Nucloar Measuroment Analysis & Control Logarithmic 
Rad ai on Monitor (NUMAC-LRL^," tconsing topical repl. 

REIQEL.OW., ROQAnE,DJ Gonoral Efecinc Co Q7/Ot/31 6?pp 43366:103- 
43366:164. 

8711160164 NUREG/CR 4g76 PLANT RHI20SPHERE PROCESSES INPLUENON3 
RADIONUCLIDE MOBILITY IN SOIL. 

CATALOO.DA., COWAN,C F.. MCPADDEN,K.M. Qallelle Memorial Instiluie. Pacilic 
Northwest Laboratories. PIN B-2U70. PNL'6377. B7/t0/3t. Oiv>slon ol Et^mocring 
(Post 870413). 76pp 43371:243-43371:323. 

8711170043 NUREG/CR-4727 SWISS SUSTAINED HEATED METALLIC MELT/CON 
CRETE INTERACTIONS WITH OVERLYING WATER POOLS. 

8LOSE,R.E.. GRONAGER,J.E.. SUO-ANTTILA,A. Sandia National Laboialoclee PiN A- 
1318. SANOa5-1S46. Q7/06/30 Division Of Reactor Accidoni Analysis (Posi 670413). 
265pp. 43373:153 43373:059. 

6711170099 Appi cation lor amend lo License NPF-71 & ESAR,aiiow>ng response nmo 
of 8 s for overlomp de1ia-T & ovorpownr dalta-T insirumonlation Itosod on supponing 
analys e discussed in onci safoty ovaiuaiion.Eeo paid. 

VAUI3HN,QE. Hojsion Lighting a Power Co. ST-HL-AE-2409. 87/11/13. OocumoM 
(Control Branch (Documenl Control Desk). I3pp 43375.003-43375:161 

6711170119 Haqucsis lhal NRC roovaluaie conclus:an on accoplebl W of (aoKy recir- 
culation pump trip design based on inlo provlded.per 10CFR50.63Commrtmonl or 
achad-jio lo upgrade sys will noi bo submilied until issue resolved. 

2IMWEB«AN,SR Carolina Power 6 Ugh! Co NLS 07-344 87/11/13 Ooerrmo/ri 
Control Branch (Document Control Oeskl./pp. 43383:361-43383.367. 

6711170127 Forwards Insp actions lakon for plam 8wn sloinioes stool pp'ng.poi Ge- 
nofl: Ur 64-11 on IGSCC. Actions token to mlilgolo IGSCC during const recommondod 

K ' ~ IV 1 lo NUREQ'0913. 

,D.P. Iilino’s Power Co. GL-Q4-1 1 . 87/11/13. Documenl Control Stanch (Docu- 
ment Control Desk). 4pp. 43384:361-43304 354. 

8711170163 Tinai response to FOIA request for SECY -07-047 Forwards App G 
dxuironf Oocumom also ave iable in POR 

GRIMSLEY.OH. Division of Rules & Records (Post 870413) 07/ti/i3 FlORA.j.W. 
FiC'a. J.W. Spp 43365:345-43305 355 

-8711170162 SECY -87-047 Olscuasos roguiatory ofioctiveness review program annual 
ropt for PY6e,per NUREG-060S.iS8ue ^Program proven beneficial as moans oi as- 
sessing effectiveness ol safeguards programs against design basts ihroafs of sabo- 
isne. 

STElLO.V. Olc of fhe Executive Director for Operations 87/02/19 6pp 43905350- 
43385255 

8711170179 Application for amend Ig LIconso NPF-71, changing Tech Spec 0.6.1 0 lo 
require lhal clam operations review committco meeting minutes bo sent to vice 

S iosIdenLnuclear plant operations Instead of group vice prosldent.micloar.Foo paid 
AIJGHN,Q.E Housion UgMIlng & Power Co. ST-Hl-AE-24t2. 37/tt/t3 Oocumeiri 
Conliot Branch (Document Control Desk). 4pp. 49383:02t-433e3 035 

-8711170181 Proposed Tech Spocs.changlng Tech Spec 6. 5.1.8 re recipteni of pfanl 
operations review commllloo meeting summery 
• Housion lighting 4 Powar Co. 87/11/12. Ip. 43383.025-43383:035. 

6711170187 Forwards tdrafi Integralod Control Sys Tuning Procedure STP.660. "Inte- 
Q'alod Control Sys Tuning at Power." Sulimitial of procedure compiefos ubi response 
(0 request for eddi info ln'NUREG-1386. 

FIRLIT.J.F. Sacramento Municipal Uti'ily Olslnci. AGM/NPP 87-368. 67/11/05. 
MIRAOLIA.F.J. Assoclato Director for Proiects (PosI 070411). ip. 43304-255- 
433B4 309. 

6711170191 Requosls addl Info re advanced LWR roqu'romonls documont. Chapters 3 
S 4.Schedulo tor roview of Cheptora 3 & 4 based upon receipt of response by 
871231. 

LEECH, P.H. Slandardirailon & Non-Power Reactor Projoci Oiroclorale. 67/11/13. 
KINTNER.B.E. General Public UtillHos Cofp - GPU Service Corp. 7pp. 43365-335- 
4338S.341 

0711170213 Forwards safely ovaluallon supporting ifeenseo program for vorifvirn cor- 
rect performance ol operating activities which moels requirements cil NUrEG- 
0737.Tiem 1 C.6. 

WESSMAN.R H Projoct Oiroclorale 1-3 TAC 47313 67/11/13. OIRD.R.6. Boston 
Edison Co. 2pp. 43385:284-43385.287. 

—8711170219 Safoty ovaluallon supporting liconsee program for verifying correct per- 
formance ol operating aclivilles which meets requirements of NUREO-O737.llem l.C.6. 
* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/11/13. 3pp. 
43365:286 43385:267. 

6711170305 Forwards results ol leakage monitoring testing of sys outside coniafnmonl 
which could coniein radioactive fluids following accident, por commllmont fo Implerrtent 

Q ram In response lo NUREG-0737,itom Ilf. D. 1.1. 

BRUNT.E E. Arirona Nuclear Power Proleci (formerly Arizona PuKie Service 
Co.). 161-00653/ACR/S. 87/11/13. Documenl Control Branch (Documenl Comrol 
Desk). 22pp. 43384:019-433e4:040. 


8711180047 NUREG/CR-4950 V02 THE SHORELINE ENVIRONMENT ATMOSPHERIC 
DISPERSION EXPERIMENT (SEADEX) Moiooro'ogical And Gas Tracer Data. 
dOHNSON.W 0.. CANTRELL.BH.. MORLEY.B.M. SRI International. FIN B-6703. 87/ 
10/31. Otvsionol Engineering (Post 870413). SOOpp. 43387.241-43309 015. 

8711180060 NUREQ/CR 6034 AN UPDATE OF MIDCONTINENT TECTONISM. 
HTNZE.WJ, BRAILE.L.W.. KELLER.G.R. Porduo tIn.V, West Lafayella, IN. FIN 8 
6077 87/10/31. Division Ol Eng'neonr.g (Post 670413) 63pp. 43394 001-43394:064. 

8711160064 NUREG/CR-S040 RADIONUCLIDE MIGRATION AROUND URANIUM ORE 
BODIES - ANALOGUE OF RAO’.OACTIVE WASTE REPOSITORIESAnnual Report 
For 1984-1005. 

AIREv.P.L, DUERDEN.P., RO-MAN.O. Auslralioh Atomic Energy Commission FIN B- 
6661. AAEC/CSS 87/11/30. Division ol Engineorino (Post 870413). 200pp 
43394065-43394 281 

8711160005 N‘JREQ-1287 TECHNICAL SPF.CIFICATIONS FOR PALO VERDE NUCLE- 
AR GENERATING STATION, UNIT 3 Docket No. 50-520 (Arizona Nucioar Power 
ProiOcll 

* OivisKMi ol Reactor Prolocia - l|l,iV,V S Spocial Pro ocls (Post 870411) C7/1 1/30. 
4a0pp. 43386 112-43387:240, 

B71II9D098 Responds to NRC 871016 Hr ro violaHons noted In insp. Correclvo 
acuonatava'ualion ol NLJREG-CR/3597 compleiod lo prov.de suppi data demonstral- 
ifig that porfoimanco requiromenis mol 

COO<F(tlO,D.W. Portland General Elecinc Co. 07/1 1/13. Oocumoni Contrcl Branch 
(Document Control Desk) 4pp 43396:162-43398 185. 

871I1002SO Responds lo B70921 roquosi ro '‘Completion ol Review of NUREG- 
O737,iiom 11.0.1 • Safety & Relief Valve Tosling for Units 1 8 2." Method developed 8 

g ’oe^uros wfl be revised lo verity oporabillly of prossurircr aaloty valves. 

lEWART.W.L. Virginia Powor (Virginia Eloclrlc 8 Power Co ). TAC 44622. 87/11/13. 
DocuitvinlCtmirol Branch (Documenl Control Desk). 2pp 43400 330-43400:331. 

0711100287 Peinfon per lOCFn2.206 requosl'ng Invesi-gahon of plani security prob'ems 
rosuihng from easy access lo cooling lake wh'ch may be exploited by 
lewOrisls Supporting hlo8 Conidcale of maring end. 

EYEilV Nudoai Awareness Nolwoik. 3.2D6 87/11/12. Comr.iss onors I3pp 
43400060-43400:074 

8711100380 Forwards NUREG-1331. "SER ro B8W Owners Group Plant Reassessmont 
ProQram" NRC unable to roach final conclusion on accepisbi'ity ol h-jman fedora 
pothoo ol program. Co.4Sid6ral>on of NRC recommendations roquostod. 
MUTCKFIELD.O. Division of Resdor Proipcie • IH.IV.V 8 Spocial Prolsds (Poet 
870411). 87/11/06 WiLQUS,W.5 BBbcock & Wilcox Oporoting Plants Owners Qro-ip. 
237pp 43406 001 43406 237. 

8711300077 (Otscussos licanao condiHon re 6POS per NRC 851126 A 860131 roquoeis 
8 Suppi I to NUREQ’0737.Physic8i loceuon ol primary SPOS & cuitoni conininmant 
iso’aiioft display isioinedCommitmonis wi:i bo Impiomenlod prior lo siart-up. 
MROCZKAEJ. Nortlisasi Nuclear Energy (^o. (suh9 ol Northoast Ullitlas). 
MROCZKA.EJ. Northeesi Uiiimos. B127I?. 87/11/13. Oocumoni Control Branch 
(Oocumoni Conliol Desk), lipp. 43406:230-43400:240. 

8711300146 Forwards respenso to NRC topic evaluations sialus of iniogrolocf safoiy as- 
sossmoni program topics & review ol draft NUREO-1106 Aitechmom A prov.ilos d s- 
ouss'oh on scope, ovaiual on & prioritizoiion of oach topic 

MROC2KA.E.J. Oormociicui Yankee Aiomlo Powor Co. A00748 87/11/13. Documenl 
Conitcri Branch (Oocumont Control Desk). 6ipp. 43417:147-43417:197. 

8711300186 Summary of 871020-22 meetings vr/ulil re convoraion ol Toch Specs to 
lormol 8 comcnl ol STS lor WosHnghouso PWRs (NUREQ-0452) List of aiiondcos 
encI 

MCOONALO.D.O. Projecl Di.mcloreio 11-2. TAC 63036. 87/11/06. Projecl Diroclorftio 
112 4)14) 43414 339 43414:343 

8711200393 Commenis on proposod Rov 2 lo Rog Guide 1.100 to seismic qua'lllcation 
ol eioclricai 8 mochan'eal oquipmont for nucloar powor p'anls 
FAY.C.W. Wisconsin Electric Power Co. 01-87-03. 07/11/09 Rules 8 Procedures 
Branch 3pp 43410;07t-434l0;072. 

8711300339 forwards saioty cvalualion re cmerpency operaling procedures upgrade 
ptogiam por TMi Action Horn l .C.t. Eight procedUros validated on simulator 8 oclions 
accepiabla 

FERGUSON, RL ProjOCt Dl-ecioroto M. TAC 85842 87/11/16. M.ROCZKA.E.J. 
Norlheasi Nuclear Energy Co. (subs, ol Northoasi UHlIos). 6pp. 43435.190- 
43425195. 

8711300346 Commonl opposing NUREG-1251 which sialas lhal low lossons lo be 
loomed from Chernobyl accidoni w/respcci to safely regulalfon ol US raacters. 
HIATT.S.L Oh o Citiions for Respons-ble Energy. 52FR33304 00007. 87/1 1/02. NRC 
- No Dela led AIM alien Given, llpp. 43412.344-43413:354. 

8711230004 Forwards Amends 74 8 66 to Uconsos NPF-2 & NPF-B, respoclively 8 
safely evaluaNon.Amsnds revise I'millnn condition lor operation 8 aclicn 8 surveil 
lartcorequiremenis ol Tech Spec 3.6.1.'/ro coniainmeni ventilation Sys 
nEEVES.EA. Projecl D.recloralo H-l. TAC 65464. 07/11/16. MCOONAID.R.P. Ala- 
bama Powor Co. zpp 43416:046-43416:067. 

-^711330816 Safety evaluation supporting Amends 74 8 66 lo Liconsos NPF-2 8 NPF- 
B.roepecUyely 

' Onica ol Nuclear Reactor Regulation, Oiroclor (Post 870411). 87/11/16. 4pp. 
43416084-43416 067 

8711230035 Commenis supporting rev of NUREG-1160 re enalyeis & qjanl-licatlon ol 
urxoartaintles in all PRAs & safely analyses. 

CULUNGFORD.M. Inlernallonal Atom'c Energy Agency. 62FR79S0 00045. 87/10/19. 
STELLO.V. Olc ol the Executive Director for Operations. I20pp 434ie:l70- 
43418 388 

8711230145 Forwards SER accepting p'anl SPDS for operation while open Issues 
resolved.Utll requosled to subm I rept re actions lo ba taken to comply w/requlre- 
roenlB of Suppi f fo NUR£G-0rO7. Audit Repl SAtC-06/3097 also end 
10»KINS,J.B. Proleci Oiroctorate 11-1. TAC 512B7. 87/11/13. NAUMAN.D.A. South 
Carol na Electric 8 Gas Co. 2pp. 43436 052 43426:161. 
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-4711330147 SEH accepting plant SPOS ipr operation while open ileme to Suppi 1 to 
MLlFIEG-0737 resolveO. 

* Office of Nudoar Reactor Regufatlon, OIroclor (Post 870411). 87/11/13. 8pp 
43426 0S4-43426oei. 

8711230156 Submits procedure (or Insp of messuilzar code safety vftl</es after each (ttt 
Involving loop seal or water diSCharge.perTW Alexlon 670910 roquesl. 

SCHNElL.O F. Union Electric Co ULNRC-fOSI. 67/11/17. Document Control Branch 
(Document Controt Desk). 2pp. 43419:147-43419:146. 

8711230964 Forwards Insp Rept 50-395/B7*30 on 671020-30 & notice of 
violallon.Atleniion invited lo unresolved item identilled In rept 
HEROT.AR Region 2. Ole o( the Director. 87/11/16 NAUMAN DA. South CaioSna 
Electric &Ges Co. 2pp. 43419:173-43419:184. 

-8711230287 Notice ol violation from Insp on 87l020-23.Viaiatian noiodr Improper In- 
staifailon of Raychem splfpes/sieevos & V siub taped splices not envirottmenia-lv 
Ouahnod pet NUREG-OSSS. 

HEROT.A R. Region 2, Oic of the Director 67/1 1/16 3pp 43419:t7S434t0:i77. 

8711230328 NUREQ 0090 V10 N'01 REPORT TO CONGRESS ON ABNORMAL 
OCCURRENCES.January-March 1987. 

' Otflce for Anel/sis & Evaluation of Operational Data. OIroclor. 87/10/31. 580P. 
43428 226-43426:282 

8711230334 NUREG/CR-499a HEAVY-SECTION STEEL TECHNOLOGY 
PROQRAM.Fhre YearPlan-FY 1986-1990. 

PUGH.C.E. Oak Ridge National Laboratory PIN B-0t19. ORNL/TM- 10526. 67/09/30. 
Division of Ertglneering (Post 8704 13). 1 90pp. 43444:315-43445:143 

8711230343 NUREO 0S40 VOO N09 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE. Septeenbet t-30.1887. 

* Division of Publication Services (Post 870413). 87/11/30. St3pp 43428283- 
43428:076. 

8711230401 NUREO/CR-5010 RELAPS/MO02 ASSESSMENT USING SEMISCALE EX- 
PERIMENTS S-NH-1 ANOSLH-2- 

YUANN.R, LIANO.K. -JACOBSON.J L- EG&Q Idaho. Inc. (subs, of EGSG. Inc). FIN 
A-6a27. EQG-252Q. 87/10/31- Division of Reactor Accident A-nelysia (Post 6704120 
73pp. 43425-231-43425:302. 

8711230410 Provides schedule for 1989 insielladon of block valves. per NRC request lor 
addi Into re past analysis supporting NURQE-0737,ltem 11.0.1 comphsnea of oressudz- 
w wcwkvavvea 8 POflV. 

8MEDLEY,R.Vi/. Consumers Power Co. TAG 44604. 87/11/17. Oocumant Conlrol 
Branch (Oocumerti Control Oeek). 2pp 43424 265-43424 266 

8711240087 Clanfies util 670531 subminel re App R cempKanco aasassmeni roptper 
871030 8 31 meolings Revs to Oct 1966 request for adal Info, App R ccnipVance as- 
sessmenl rept 8 ador backt^ info (o support nRC review of rept ericl. 

MEOFORO.M.O. Southern Cawfornta EdsonCo. GL-66>10. 87/11/20 Oocumani Con- 
trol Branch (Oocumeni Control Desk). 200pp. 43434:2i t-4343S;08i. 

6711240142 Fenvarda listed documents h response to 670331 request lot eddi into to 
NUREQ-0737,l|sm H O.l. "Performance Testing oi Relief 8 Safety Valves" Owu- 
inenis include, '*AE Project Plan lor Evaluation of 8 "EvaiuaDon of Pressurizor..-" 
LEBlONO.PC Commonwealth Edison Co 3846K. d7/it/t6. Oocumeni Control 
Brahch (Oocument ContrPf Desk) 2pp 43429093-43428 346 

-8711240173 "Evaluation of 2fon Units i 6 2 Preasurizer Safety & Relief Valve Ois- 
charga pjping SubSySlern lor Slug Flow Condition Event Por NUREG-0737." 
RACO.RJ, ARMSTRONG.0.A. O'Oonnell 6 Asaociales. Inc 87/03/31. S3pp 
43429.195-43420:248 

671t240167 Fonvarde addl Info re NUREQ-Q737.l(em ll£4.t, ' Dedicated Nydrogen 
Penetrations." per 870514 teicoaVont ppnion ol conieinmenl eimoschere dSulKin sys 
redundant A can withstand single failure due to alternate power supply. 

GRIDlEY.R Tennessee Valley Aulhonty. 87/11/20. Oocurnam Control Branch (Oocu- 
mant Control Desk). 5pp. 4343I:3S6-4343I.'380. 

8711240278 Advises ihai fnsp of coaled weld samples completed per procedure con- 
sistent vr/gutdance in SSER t2 (NUfleQ 0797).Lllil prepared to support NRC Otflce ol 
Special Projects review & assessment of fnsp results. 

COUN8IL.W.G. TU Electric (formerly Texas Utilities Generating Co ). TXX-6900. 87/ 
11/20. Document Conirol Branch (Document Control Desk). ?pp 43459.178- 
43459.179. 

871 1260003 NUflEO/CR-5014 PARAMETflfC STUDY OF PIPE WHIP ANALYSIS 
CHUN.R.C , CHUANG.T.y. Lawrence Dvermoce Nallanal Laboratory. F(N A-0136. 
UCRL-21177 87/10/31. Division of Engineering (Post 870413) 60ps>. 43449 327- 
43450.016. 

87112S0072 NUflEQ/CR-2000 VOO N9 LICENSEE EVENT REPORT (LER) 
COMPllATlON.For Motrth Of Seplentber 1987. 

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-2O0. 87/10/31. Offico lor 
Analysts A Evaluation of Operational Data. Director. Bfpp 43450016 43450.095. 

8711260095 Forwards SER re util response to TMI Item 110.1, "Performance Tesfkig of 
Refiel A Safety VeNa." Responses accopiable. 

WJGGINTON.D.L. Project Olreclorsle lll-S. 87/11/17. OOLAN.J. Indiana Michigan 
Power Co. (tormerty Indiana & MlcMgan Electric Co ). DOLAN, 3 American Electric 
Power Service Corp. 2pp. 43448:338.43448:361. 

-8711260106 SER ra TMI Action Hem IJ.0.1, "Relief & Safety Valve Testing." 

* NRC • No Detailed AftiHelion Given. FIN A-64g2. 87/11/17. 24pp. 43448;338- 
43448.381. 

6711250102 NUREG-0304 Vt2 NOS REGULATORY ANO TECHNICAL REPORTS (AB- 
STRACT INDEX JOURNAL). Compilation For Third Quarter 1987,July.SeplernbOT. 

* Division ot Publication Services (Post 870413). 87/1 1/00. 60pp. 43460 308- 
43460:358. 

8711260119 NUnEG-07e2 R01 STANDARD FORMAT ANO CONTENT FOR EMER- 
GENCY PLANS FOR FUEL-CYCLE ANO MATERIALS FACILITlES.OraH Report For 
Comment. 

* Ohrfsion of Industrial A Medlcaf Nuclear Safety (Post 870729). 67/ll/3a 35pp. 
43450:155-49450:189. 


8711250143 NUnEG/CR-4650 VOl ANALYSIS OF CORE DAMAGE FREOUEMfr/ 
FROM INTERNAL EVENTS; METHODOLOGY GUIDELINES. 

HAflPEfl.F.T. CAMP.A.L. Sandia National Laboratories. DflOLHN.M.T. Science Apo-i- 
canons international Corp. (formerly Science Applications, inc ). FIN A-1223. SANDOO- 
2084. 87/09/30. Division of Reactor Accloent Analysis (Post 670413). USop. 
43460 180A3451-.121. 

8711250I4S NUR£G-t23t SAFETY EVALUATION REPORT RELATEO TO THE BAB- 
COCK AND WILCOX OWNERS GROUP PLANT REASSESSMENT PROGRAM. 
SIEQEL.O. Oilica of Nuclear Reader Regulation, Olrecior (Post 670411). 87/11/30. 
245;^. 43449 095 43449.326 

6711250149 Forwards informal Rept EGG-NTA.7507, "Technical Evs'ualion Rept for 
Oconee Nuclear Staiion Units 1.2 A 3 Response lo NRC.NBR Genetic Lli S3-37." UW 
M( (a corxfotmBnce w/six listed acHort items 

PASTlS.HN. Projeci Directorate 11-3. 87/11/19. TUCKER, KB. Ouko Power Co 4pp. 
43481:264-43481:303 

8711250160 NUREG/Cfl-SOft APPLICATION OF THE ADAPTIVE-PREOICTiVE CCN- 
THOLLERS TO PLANT SAFETY SURVEILLANCE UTILIZING ON-LINE PLANT ANA- 
LYZER. 

FABte.S. Oynaitsk, Inc. FIN 0-1652. &7/i0/3i. Division ot Reactor A Plant SysternS 
(Post 870413). t42pp 43461:002 43461:142. 

8711250768 Fonvarde safety evaluation accepting ulll 6300tS A 670109 responses tj 
Open Issues 4.2.4. i A 4.2.4 2 re reactor protedion sys control sys & process 
computer.rospecilvsly. lo Imegralsd plant safely assessment tepl.Top.'c Vlf -l .A. 
MULLefl.O.R. Projeci Directorate III-2. TAC 49309. 87/1 f/20. BUTTERFIELO.L. Con- 
rnonweailh Edison Co 4pp 43463 013 43463.016 

8711300001 Forwards safety evatustton A lechntcel evaluation lepl le ollsite dose csl- 
cMauc^ menuai.Rsv 4.Typo9 A problems ra liquid Hows A gaseous effluent pathways 
noted.Ollsito dose calculaiion manual should be rovlsod by 680401 
ClARK.Rj. Project Direcierale 1-2. TAC 64657. 87/11/23 BAUER, B.Q. Philedo'f^la 
Electric Co 5pp 43464.035-43464:06 1 

-8711300003 Safety evaluation ai^porilng Rev 4 lo olfsite dose ca'culaiion manual 
* Olitto Ci1 Nuclear Reactor Regulation, 0;reclor [Post 870411). 67/11/33 2pp 
43464 040 43484:041. 

8711300034 Ro^r^ds to notice of violation A preposad Imposition ol civ.l penalty in 
amount of SSO.OOO.per Enforcement Acilon tA-D7-i63 Correcilve actionaropars'ors 
diacipuned A s^ervlaor counseled Escalation of penally unwarrsnied 
TUCkEB,H.B. Duka Power Co. EA-B7-f63. 87/1 1/25. Oocumeni (ienirol Branch (Ooc- 
umeni Control Desk). l?pp, 43470 056-43473 073. 

6711900041 Forwards addi info re elitTiinaiion oi resieiance temp deiector b/pass 
sya.Mr K Jabbour 871106 request Revised Tech Spec Page 3/4.3-t re l/equoncy ol 
lesWM lor deiocior enci Addl Into withheld. 

TUCker.h B. Duke Power Co. 67/11/19. Document Control Branch (Oocumanl Con- 
trol Oosk). 2pp. 43460:173-43469:174. 

8711300046 Forwards Insp Repts SO 259/87-33,60-260/67-33 A 60-29e/e7-33 On 
870901-30 A notice of vioiaiion. 

ZEOi.Q.G. Ofc ol Special Ptojecia. e7/ti/i9. WHITE.S.A. Tennessee Valley Aulfw- 
Hy 3pp. 43473 01843473:048. 

-871 1300054 Notice Ol violation tromlnsp on 870901-30 Violation itoied bcansee la led 
to osieblish measuros lo assure NUREQ 0737 roqulrementa re conisinmeni l*-gh- 
range ratfiaifon monitoring sys correctly translated into epees A procedures. 

ZCCH.GO. Die ot Special Projects 50-296/87-33. 87/11/19. 3pp. 43473:019 
43473.071. 

-8711900062 Insp Ropis 50-25g/e7-93.50.260/87-33 A 50.296/67-33 on 070901- 
30.Vloialions neiod Major areas tnspected'ooeratlonal safety /ra-nt 

<X>sorvaiion.survolilance lasting obsorvaMon, ROs. restart last program A Info r)clice 
review. 

PAULK.QL.. CHRISTNOT.E.F., JOHNSON.A. Region 2. Ofc of the Director. 60 296/ 
87 33. 67/t 1/18. 25pp 43473:022-43473:048 

8711300063 Fonwetds commenle on NUREG/CR-4330 re review of LWR 
requtremonis.Sietemeni that reoutiement cheriges would have small benaTit lo exisUng 
plants unifua.Elimlnatlon of dupMcale functions could results In savings to ulil. 
GRIDLEY.R. Tennessee Valley Authority. 87/11/23. MUflLEY, TE, NRC • No Detailed 
AHikaifon Given. 7pp 43469.326-43469:332 

8711300062 AcK receipt ol 671014 Hr Informing NRC of status of actions plar^nod to 
eddress (mprovemenl A unresolved Items In Insp Rept 60-412/67-50 re impfsmente- 
tlorxot conatr^ NUREG-0737 TMI Action Plan lequitemenis. 

MM1TIN.T.T. Region 1, Ofc of the Dlroclor. 07/11/25. CAREY.J.J. Ouquesne Light 
Co 2pp. 43467:108-43467:115. 

8711380098 Requests review A approval of ulil 670601 amond roquesl. Proposed revs 
update LOCA limiied max allowable linear heal rate to reflecl NUREG-0630 cladding 
swaWng A rupture models for. LOCA analysis. 

TUCKER, H.B. Duka Power Co. 87/11/24. Document Controi Stanch (DocumenV Con- 
trol Desk) 2pp. 43467:101-43467:102. 

8711300144 Discusses meihodology for treating seismic anchor motions In evafuation of 
shutdown sys piping el plant for NRC concurrence, per NUflEG/CR 0098 A SEP Topic 
ll(■8.CriIeria will be revised A commiimenis will proceed upon concurrence. 

PAPANIC.G- Yankee Atomic Eloclrlc Co. FYR 57-1 18. 87/11/23. FAlRTILE.M. Projeci 
C^redorale i-3. 2pp. 43471:066-43471.069. 

8711300203 Comment opposk^g conclu^ons reached in NUREG-1251 re poiasalum 
(odida (KI}.NUREQ'l25f Ignores safely benefits of Kl. 

M<»RlS.A. ANBEX, Inc. 62FR33304 00000. 87/1 1/13. Division ol Rules A Records 
(Post 870413) 6pp. 43467:339 43467.343. 

8711300261 informs ot calibr problems associaiied w/reaclor vessel head level mon'lor 
portion of Inadequate core cooling sys. Unacceplablo string error found.Teslirig Inll.'el- 
ed to restore Instrument strings to acceplabts lofetance timits. 

TlJCKER.H.6. Duke Power Co. 87/11/20. Document Control Branch (DocumanI (Con- 
trol Desk). 3pp. 43487:263-43467:265. 



ORO CORRESPONDENCE WITH OTHER ORGANIZATIONS 

8012170482 IE Bulletin eO-26. "Operating Problems W/Tergel Rock Safety- Rolial 
Valves at BWRs." 

' Ofc ol Inspection & Enforcement, Director (620201 -8704 13). TAG 48771. 80/12/18. 
Consolidated Edison Co. ol New York, Inc. 6pp. 4322e:201-43226;205. 

83051 10473 IE Info Notice 83-39, "Failure ol Salety/Roliel Valves to Open at BWRe - 
Interim flept." 

JOROAN.E.L. DIv of Emergency Preparedness 8 Engineering Rosportse.lE(B5(7212- 
8704131. TAG 48771. 83/08/17. Consolidated Edison Co. ol New York. Inc. 2pp. 
43226 206 43226:207. 

8706230066 Forwards draft NRR Ofc Llr 100, "Procedure for Preparing NRR Ofc Ure.” 
Ofc Itrs should provide NRR policy.dollne responslblllties.authonlles & procedures & 
esiabirsb reouiremenfs re martaging & carrying out NRR funcliona 
UURLEY.T.E. Office ol Nuclear Reactor Regulation, Director (Post 870411). 67/06/ 
16. Olfice ol Nuclear Reacior Regulation, Dlreclor (Post 870411). 5pp. 43463:317- 
43464 034. 

-8709030153 Submits Rev 2 lo NRR Ofc Ur 101. "Dolegailon of Signature Authority.’' 
RedolMailon ol responslbiinies & authorities delinsated in end. 

MURt-^.T.E Office ol Nuclear Reactor Regulation, Director (Post 870411) 67/06/ 
28. Office ol Nuclear Reactor Rogufaii'on, Director (Post 67<34fl}. f4pp. 43463:322- 
43463:334. 

-8707290087 Submits NRR Ofc Llr 102,clerlfylnQ poll» on placing documenta & cone- 
spondence In Document Control Sye, Central Fites & POR. 

MURLEY.T.E. Office ol Nuclear Reactor Regulation, Dlreclor (Post &70411V 87/07/ 
22. Office of Nuclear Reactor Regulation, uiroolor (Post 870411). 2pp. 43463:336- 
43463.340 

-8708170009 Submits NRR Ofo Ur 104, establishing guidelines for processing FOIA 
requests.Guideflnos ensure that requests thoroughly researched & responses complol- 
ed & tirr,ely. 

MURLEV.Ie. Office of Nuclear Reactor Regulation, Director (Post 670411). 67/06/ 
II. Office ol Nuclear Reader Regulation, Oiioctor (Post 67Q411). 6pp. 43463 341- 
43463:345. 

-8708070081 NRR Ofc Ur l05.Gulde1inoa lor NRR response to requests for lecltnlcal 
esslstance through Ollico of General Oounsel established Objectives & reaponsAMIUos 
d-scussod. 

MURLEY',T E Olllce ol Nuclear Reactor Regulation, Director (Post 670411). 67/06/ 
03. Ofllco ol .Nuclear Reader Regulation, Director (Poai 670411). 3pp. 43463 346- 
43463:348. 


6711020023 Forwards FJ Congel 671021 memo lo RW Knmm of FEMA & Ross undat- 
ed comments.raising serious questions re NRC candor, openness & iniogrfty of rulo- 
maUiu process on emergency planning. Response to listed questions requested. 
MARKEY.EJ. House ol Rep. 62FR6960- 87/10/27. ZECH.l.W. Commisslonors. 3pp- 
43232.346 43232:354 

-8711026030 Discusses assumplons upon which util olls-ie emergency plan rovlow 
waUd ba conducted by FEMA.per 871015 meeting re evaluabon crilerla.Ross com- 
menta on lack of cooperailori or stale 6/or local govt for olfsi'te emergency planning 
encl 

CONGELF.J. Division ol Red atlon Proieclitjn & Emergency Preparedness (Post 
870411). 62FR6980. 87/10/21. KRIMM.R.W. Federal ErTiergoncy Management 
Agency. 4pp. 43232:351-43232 354. 

8711020180 Suggosts that NRC misleading public re posllon on slate & local govt co- 
ope/atlcn w/udi emtvgonty pJarvjing Encl Into Inoicales reversal to SEC/-87-257 
posiCon Stale & county request suspension ol rulemaking & rescission ol FEMA order. 
BflOVim,1IH Kirkpairfek A Lockhart. BROWN.H H New York, State ot BROWN.H.H. 
Suffolk County, NY. S2FR6980. 07/10/28. PARLER.W. Office ol the General Counsel 
2pp. 432 35 839 43235043 

-8711020214 Provides followup on issues ol 671016 moeling re development ol criteria 
for evaluaHon ol uM ollslie omorgoncy plans. Names ol ANL stall needed lor eddi 
resTMceslisied FEM A prepared to beg n work w/NRC on 871026. 

MCtOUQHLIN.D. Federal Emergency Management Agency 67/10/16. STELLO.V.J. 
Ofc ol me Exacutivo D rocior for Oporstions. 2pp. 43235041-43235.043. 

8711040251 Forwards AEOD/S703. "Spocial Study Rapt on Radiation Overoposure 
EverMa Irwolvlng Industrial Field Radiography." Equ'prtienI problems involved in 
approx 40^ ol ovenis Virtually all ovenis preventable by rad.aion surveys. 

8LACKX- Nonreaciot Assossmgnl Still. AEOO/S7C3. 87/10/22. ALEXANDER, R Ra 
daiion Proiecitor) & Haallh Ellacis Branch. MILLER, V.L. Medical. Academic 8 
mettfol Use Safety Branch 2pp. 43261:071-43261.093. 

-8711048254 "Special Study Rept on Radiation Overexposure Events Involving Industri- 
al Retd Rsdi^raphy." 

PETTIJOHN.S L. Olltce lor Analysis A Evslustlon of Operational Detrt, Director. 
AEOO/S703. 87/10/31. 21pp. 43201:073 43381:093. 

6711040296 Olrsclor's Decision 00-87-16 under 1l>CFfl2.206 denying UCS 870210 pe- 
Uilon lo susponri B&W OLs & CPs based on aalety deflclencles.AllegaHons present no 
sub^rittai neaHh & ssloly Issues 

MURLEY.T.E. Oriico ol Nuciesr Reactor Ragulstion, Di-eclOr (Post 870411). 2.206. 
87/10/10 Union ol Conesrned Sdenlists. 64pp. 43279.243-43279.329 


-6711170106 Submits NRR Ole Ltr 107, "Review ol Oreit Oocumenls Submnied by 
Applicants, Ucensoes or Vendors " Ltr provides guidance for NRR revlaw A rtandiing 
oldrsn documonis lor review & comment. 

MURLEY.T.E. Office Ql Nuclear Reactor Regulailon, Oirectof (Post 870411). 87/11/ 
OB. Ohice of Nuclear Reacloi Reguietlon, Director (Post 87041 i). 4pp. 43463:349- 
43463351. 

-871 1020166 Submits NRR Ofc Cir 200 re (ravel procedures. 

MURLEY.T.E. Office ol Nuclear Reactor Regulation. Director (Post 870411). 67/10/ 
26 Otrlce ol Nuclear Reactor Regulation, Director (Post 670411). tipp. 43463 352- 
43464.002. 

-0711300021 Submita NRR Ofc Ltr 20i. "Procedures A Pro|,eci Manager Rospons-bH- 
Mlee (or Lleanae Fee Determinations & Reporting " Project manager reeponeibiiues 
dellneaisd in end. 

MURLEY.T.E. Office ol Nuclear Reactor Regulation, Director (Post 6704tl}. 67/10/ 
19. Office ol Nuclear Reactor Regulation, Director (Post 870411). 7pp. 43464:003- 
43464.009 


-8711049349 Nolica ol issuance of Dneclor'a Decision OD 67-18 under I0CPR2 2O& 
denylAQ UCS pelttion to Suspend B&W OLs & CPs. 

MURLEY.T.E. Olllce ol Nuclear Reactor Raaulaiion, Oireclor (Post 670411). S.206. 
87/10/10 3/v 4327e:327-43279:32e. 

$711040318 Forwsida NRR lepl. "Incenilve Regulailon ol Nuclear Power Plants by 
Stale PUCs.upd6t»d Root - 6epi 1907." Rapt reloasod tor placemeni In POR. 
^T£RSON,J.C. Pol :j Develqpmenl S Technical Sifopon Branch (Post 87041 n. 87/ 
11/02. Oocumem Ctonirol Bisnch (Document Control Desk). Ip. 43276:317- 
43279.947. 

-6711940328 Forwards "Incenilvo Regulation ol Nucloar Power Plsnia by Sleio 
PUC9.Ujfoeied Rept - Sepi 1087.” Reel eoveie moihodoiogy & poienilal financial 
ctwu of mcentlvos. Commonis requostoa. 

MURLEY.T.E. Of«co of Nuclear fieaclor flegu'etiert, DIreelor (Post 8704 1 1), 87/10/ 
13. 31EILD.V.. TAYLORJ.. REHM.T. Olo ol the Executive Dlreclor lor Oporetlons. 
2pp. 43278:318-43279:047. 


-8706350230 NRR Ofc Ltr 700 providing procedures lor handling requests for stall 
members to present technical papers et prof society meetings & other (ochnical con- 
ferences & Implementing NRC Manual Chapter 3205 on subj. 

MURLEY.T.E Office of Nuclear Reactor RMulallon. Director (Post 8704H). 67/06/ 
20. Cilice ol Nuclear Reactor Regulation, Director (Post 8704 ti). 4pp. 43464 010- 
43464:013. 

-6708270050 Submits NRR Ole Ltr 1000 establishing NRR procedures lor requesting 
Ofc of invssilgallons (o conduct Invesllgailans Into matters InvolvirTg wrongdoing on 
part ol employees of licensees or licensee contractors. 

MURLEY.i E OIBce of Nucleai Reactor Regulailon, Dlrecio/ (Post 6704ti) 07/06/ 
20. Office ol Nuclear Reactor Regulation, Director (Post 870411). Spp 434644)14- 
43464021. 

-6706270091 Discusses NRR Ofo Llr 1001 re policy & procedure lor disposition of In- 
vestigation repts received from Ofo ol 

Invesligaltotys.Purpose.background.responslblllUes & procedure addressed. 
MURLEY,T.E. Olllce ol Nuclear Reactor Regulation. Director (Post 670411). 87/00/ 
20. NRC • No Detailed Affiliation Given. 4pp. 43464:033-43464:029. 

—0711300027 Submits NRR Ofo Ltr 1400, "Foreign Travel Approval Procedures.” DM 
responsibliiliss detinealed In end. 

MIJRIEY.T.E. Olllce of Nuclear Reactor Regulation, Director (Post 670411). 57/07/ 
20. Olfice of Nuclear Reactor Regulation. Director (Post 870411). epp 43464.-030- 
43464:034. 

6710230213 NRC Info Notice 87-055, "Portable Moisture/Density Gauges: Recent Incl- 
dents ol Portable Gauges Being Stolen or Lost.” Svo list end. 

CUNNtNQHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 670720). 
IEIN-87-031. 67/10/39. Consolidated Edison Co. of New York. Ino. SSpp. 43324:139- 
43324:227. 

8710390234 NRC Info Notice 87-056, "Improper Hydraulic ConIrol Unit Installation st 
6WR Plants." Svo list encl. 

ROSSI.C.E. Division Of Operational Events Assessment (Post 870411). 87/11/04. 
Consolldaled Edison Co. of New York, Ino. 112pp. 43324:328-43324:330. 


-6711040330 "Incenilvo Regulailon ol Nuclear Power Plants by Stale PdCa. Updated 
Real ■ Sept 1967.” 

* Olhee of Nuclear Reedor Rogulatlon. Direcloi (Post 870411). 07/09/30. 68pp. 
43278 320 43379047. 


6711050040 NRC Comphence Bulletin 07-003, "Fastener Tostmg lo Determine Con- 
lormance W/Applicable Mail Specs.” Svo list encl. 

RO^LC.E Divrslon ol Opetaiional Evonla Assosemanl (Poel 670411). 87/11/06. 
Consol dated Edison Co. of New York, Inc. 1 16pp. 43397:143-43397:257. 

6711050111 Forwards "SuppI to Poet-Exerdse Assessment, Version 3, 861110-1203 Ra- 
mediel Exercise of Radlolgicai Emergency Prepeiedness Plans ol 
Weetchmtei.Rockland 5 Orange Coui^Ues." Including corrected tables. 

KRIMM^.W. Federal Emergency Menagemenl Agency. 67/10/26. CONGEL, F.J. Divi- 
sion ol RediBlton Proleclion & Emergency Prepsrednoss (Post 8704(1). ip. 
43291:248-43292 039. 

-871IO0OOO7 "Suppl to Posi-Exercisa Assessment, Version 2,661110-1303 Remedial 
Exercise ol Radiologtoel Emergency Preparedrtess Plans of Westchester, Rockland A 
Orat^ge Counllea.” 

* F^eral Emergency Management Agency. 67/09/16. 119pp. 43291:340-43292:039. 

6711050243 Summary ol Operating Reactor Events Meeting 87.37 on 671027. View- 
grains & summary of reactor scrams encl. 

Canning, W. Events Assessmenl Branch. OREM-67-037. 87/10/26. ROSSI.C.E. Dh/i- 
efon of ^araflonai Events Assessment (Post 8704 r l). 20pp. 43040;2C9-43340.288. 

6711060057 Forwarde FES "Alternative Cooling Water Sye, Savannah River Plant 
Alken.se.” FES addresses issues re implemenlation of cooling water ^s (or major 
sovicea ol thermal stliuenta al Savannah River plant Press release re FES end. 
MOR0AN.R.L. Energy, Dept ol. 67/10/27. MILLER.M A. Olfice of Nuclear Reactor 
Regulalton, Director (Posl 870411). 3pp. 43305:070-43307:102. 

-8711060134 FES "Alternative Cooling Water Sya.Savannah River Plant, Aiken, SC.” 

’ Energy, Dept ol. 87/10/31. 7&0pp. 43305:073 43307:102. 


6711020017 NRG Info Notice 67-057, "Loss of Emergency BoraUon Capability Due to 
Nitrogen Gas Intrusion.” Sve Nat encl. 

ROSSlc.E. Division ol Operatlonel Events Assessmenl (Post 870411). lEIN-e2-l9. 
87/11/06. Consolidated Edison Co. of New Yo/k, ina 110pp. 43355.'0()3-43355;1t9. 


8711090140 NRC Info Notice 67-058, "Continuous Communications Following Emergen- 
cy NotlflCsUona.” Svo Hat encl. 

ROSSI.C.E. Olvfston ol Operational Events Aeseasmenl (Post 870411). 87/11/18. 
Consolldaled Edison Co. oi New York, Ino. 1 1Spp. 43404:176-43404:266. 


222 NONDOCKETED JTEMS 


8711100139 Requests epptovel to present & submit end Invited paper. onbUed, 
"Burnup Cred.t Considerations m 0^ Spent Fuel Storage Ucerslng^ at 87ittS-l9 
ANS Winter rreetlng In Los Ar^gotes.CA. 

noaERTS.J.P. Fupl Cycle Safety Branch. 87/10/27. ROUSE LC. Fuel Cycle Safely 
Branch. 2pp. 433d1 321-43341:330. 

--8711100149 Paper enW'ed, “B-Jinop CroOii Consldereiions m Dry Spent Sioraoe 
Licensing" lobe presented at 671116-18 ANS 1967 Winlor meeting. 

ROBERTS. J P. Fuel Cycle Safety Branch. 07/10/31. 8pp. 43341;3&-43341;3 j0. 

6711110027 Fcrvrards FR rtotico of emends issuod or proposed to ho Issued per Pubhc 
Law 67-415, enacied on e30l04.an)encfed Section 109 ol Atomic Enerov Act ot 
1954.W/0 end. 

MURLEY.T.E. Office of NuCear Reactor Regulation, Director (Post 870411). 87/11/ 
03. BREAUX, J.B. Senale, Environment A Public Works 2pp 43347 299-43347 300. 

6711110045 Response ol FEMA to app'Icam odeciton in nature ol motion n fimina to 
adrriission into evidence of eerie n portions ol FEMA pieliled leslimony * Cert<ficale ol 
Sve end. 

FLYNN, H J. Fodetal Emergency Managomeni Agency #487 4 7 78. Ol 87/10/30- 
Alomc Safety end Licensing Beard Panel. 7pp. 43332: {73. 43332; 170. 

871 1120027 NflC Info Nolico 87-050, "Poleniial RHR Rump Loss " five list encL 
ROS61.C.E. Division ol Operational Evenis Asaesamoni (Post 870411). 87/11/17. 
Conso'idalod Edison Co of New York, inc. t20pp. 43487:001-434a7rt21. 

6711130006 Su^l 2 10 NRC Into Notice 8&-108. "Oegredetlon ot RCS Pressure Bound- 
erv Resulting From Boric Add Corrodon " Swe list end. 

ROSSI, CE. O.vlsion of Opeialional Events Assessment (Post 870411). lEiN 66-108. 
67/1 1/19 Consolidated Edison Co of New York Inc ilSpp. 43444:105 43444;3i4. 

8711160145 Forwards FEMA Region VI exorcise oveluelion ropt ol util 670406 exerdse 
& FEMA 670930 merno (0 NRh.No defidancles noted. 

CALLAN.LJ. Region 4, Olc of Iho Director 87/11/10. GOLDBERQ.JK Houston 
Lighting & Powof Co. 2pp. 43364:247-43364:319. 

8711170183 Forwards AEOD Tcrchnicel Boview Bepi AEOD/17i1, "Review ol Data on 
Teiotherepy Mlsadminiairallons Reported to Slate ol NY Sufaj ot PN'O i-a7-074A." per 
V Mil'er 8/0626 momo.Summary of reviewed dale d.scussed. 

BLACX,K Nonreacior Assessment Siafi. AC6S-1 26 87/11/13 MiLLER.v. Morkcal 
Acaclom'c & Gommeiclal Uss Safety Branch. 2pp 43385292-43366:301 

••871 1 170184 Undated AEOO/T71 1, "flov-'ew ol Data on Toiothorapy fA/sadmlnlsira- 
lions Rootled to State oi NY Sub] ol r>NO-l-87-074A " 

PETTIJOHN.S OiOee lor Anafyais A Evaluation of Operational Data. Oirectoi. AEOO/ 
T711. 07/11/13. 8pp. 43385:294 43385:301. 

67 1 1 170226 Summer ot Oporating Reactors Events Meeting 87-36 on 87i 103 Liai of 
eitandeos.viovgrepna A summary ol roacior scrams end. 

LANNING.W. Evenis Assessment Branch. Oft6M-07-O36. 87/1 1/06. ROSSl.C.E. OM- 
Bi'on ol Operational Evonte Assessmani (Post 87<l4li). 20pp. 43385:2i5-4336$:234. 

6711160111 Roquesia thal end discussion loplca ho raviowed to idanMy areas of 
mulual tnleresi te advance BWR ihai may have boon om.ned A list ot specific quos- 
cions concerning eddi topics identlllod.Rsquasts comments by 87i2l4. 
RUBENSTEiN.L.S Siandarduation A Non-Power Reactor Proloci Obecioraie 67/ii/ 
16. Shao.l. Division ol Eng.naadng A Sysioms Technology (Post 6?04i i). ROE.J.W 
Oivtvon 01 Ucanaee Pariormanca A Qualify Evalusuorr (Post 6704 1 1). CONOSL.F Di- 
vision o( Rediaiion P/oiection A Emergency Preoarodness (Poai 670411). 10 
43366:095-43386 098 » r r' < V 

- 67 1 1 1801 14 Informs ihal L RuDensiein A 0 Sca'atli ol NRR plan iq vsti Japan in Dec 
1987 to moei w/eniitles dirocily fnvoNed In Japanese 6WR design A licensing 
process.RequosCs mcelings be scheduled beginning wk of 97l207.0lscusslon 10^ 
end. 

RUBENSTEIN.LS Sfandardr^atlon A Non-Power Reactor Proleci Drcectoraie. 67/10/ 
23. HAUQER.R O. International Programs. 3pp. 43389. 0S6'43389'098. 

8711190314 Nolrlios Ihal Slate ol WV 830920 submittal of stato A locel plana for radio- 
logical emergenclea re plant accepiabla. Adequacy ol public aien A noiiHcalion svs 
voiiliedbyFEMAon651227. 

MCLOUQHLIN.O. Federal Emergency Management Agency. 67/10/29. STEllOV 
Ofc ol the Executive Dvecior far Operallona. Ip. 43402:209-43402 205 

671 1700329 Forwards "St Lucie Plant Site-Specific OllsHe Radiological Emesgency Pio- 
paredness Alert A Nolificaiion Sys OA Vorllicaiion." Recommends frequency of lu<- 
cycle tests be increased A add! lest be performed. 

MCLOUQHLIN.O- Federal Emergency Management Agency. 87/10/29. STELLOV 
Olc ol tho Executive Dnector (or Operations, ip. 43412.03S-434t2;275. 

-6711200331 *'St lucle Plant Slie-Specilic OKslie Radiological Erner-gerKy Prepared- 
ness Alert A Notification Sys OA Verilicabon." 

• Federal Emergency Management Agency. 07/10/13. 236pp. 43412.036-43412:275. 

871 120037S Forwards "Sile-Specilic Offsite Radiological Emergoncy Preparedness Alert 
A Nolillcation Sys OA Verification," final repi. Recommends tnai util Increase frequen- 
cy ol full cycle tests ol alort A noilticaiion sys to once per month. 

MCLOUQHLIN.O. Federal Emergoncy Mansgemeril Agency. 87/70/29. STELIO.V. 
Ofc Dl the Executive Director lor Operations. lp. 4341 1:130-43412.034. 

-6711200361 "Site-SoecITjc Offsite Radiological Emergency Preparedness Alert A Noti- 
fication Sys QA Verfficati'on." fit«l repl. 

' Federal Emorgency Management Agency. 87/09/30. 262pp. 43411:131-43412.034. 

6711230424 Forwards prelimirtary addendum summarizing td deficiencies observed at 
671014 lolnl exercise of olfsile radplogical emergency preparedness plans Involving 
Stale of WA A Cowlit2 County A Stale ^ OR A Columbia County. 

KRIMM R.W. Federal emergency Management Agency. 87/11/18. CONGEL.FJ. Oivf- 
Sion of Redial'on Protecflon A Emergency Preparedness (Posl 870411). Snx 
43424:236-43424-240. 

8711240232 Forwards draft polii^ for application ol license boundaries at non-powar re- 
actors for review A comment.Ftavlew should consider procedures being used at non- 

g iwer reaclora to determine whether problems may exist vr/fmplementation. 

RUTCHFlELO.O. ONisSon ol fleaclof Pioletts • lll.lV.V A Special Prrtecte IPost 
8704 1 1). 87/1 1/18. WARTJN.T.T. Region 1 , Ofc of the Oireclor. STOHRJ.P. Region 
2, Olc ol (he Oireclor. HINO.J.A. Region 3. Olc ol the Director. 4pp. 43446:325- 
43446:329. 


-8711240236 OiSCusses Policy A Guidance OIrecitve FC 63-19 re lurtadcl'on at reactor 
fac4ib'es 

CUNNINGHAM, R.E. Division ol Fuel Cycle A Material Safety (Pre 870413|. 63/09/16 
Region 1. Ofc of the Ofroctor. ip. 43445:329-43445:329. 

6711250107 Responda to 670831 lir ro security el nallonel A local level at lac-iiLos.Nnc 
conchidod lhal no substantial health A safety Issues that would warrant auspons on o* 
revocation ol any llconse or pormit (or facllrliea. 

ZECH.L.W. Commissioners. 87/10/27. CLINTON, B. Arkansas. State of 6pp 
43461:356 43462 002. 

-6711260144 Addresses serious problems re erosion of public confidonce in ebilily c< 
NRC to safeguard public adequately from dangers ol nuclear power plant accidents 
CLINTON.Q. Alaska. Slate of. 87/08/31. LANOO.L.W. Commisslonors. 2pp 
43462.001-43462002. 

8711250200 Forwards "Final Radiological Emergency Pr^arednesa Exorciso flopl. ' of 
670316 exorcise A remedial drill conducted on 87061 t.Ooflcloncy re unsuccossful ac- 
(vraLon ol Pope Counly emergency operations cir Idontitted.Emergency p'an odoquaio 
KRIMM, R.W. Federal Emergency Management Agency. 87/11/18 CONGEL.F.J. Dtvi- 
Sion of Radiation PrplecTlon A Emergency Preparedness (Post 670411). ip 
434M:276-43459:3S5 a r k I h 

-8711250202 "Final Radiological Emergency Preparedness Exercise Repl." ol 070318 
exercise A remedial drill conducted on 670611. 

• Federal Emergency Mansgamenl Agency. 87/09/15. 76pp. 43459:277-43459 555 


PR PROPOSED RULE 


8710160023 Forwards Senatot GJ Humphrey meilon lor leave lo Mo Amicus Cu."ao In 
response to applicant motion (or vacation ol slay A brief Amicus Curiae 
HUMPHREY.G J. Senate. #467 4690. OL-1. 87/10/13. Docketing A Services Bta'w^ 
Ip. 43048 069-43048 095. 

—8710160027 Senator Qj Humphrey motion (or leave to (lie Amicus Curiae briol In ro- 
to applicant motion l^or vacation ol slay.’ Response wi.'l be fifed by COB 

HUMPHREY.QJ. Senate OL-1. 87/10/13, Commissioners 3pp 43048070- 
43048.072 

-8710180031 Brief Amlcus Curiae of US Senator QJ Humphrey In response 10 appl cail 
motion lor vacation ol stay Financial quaiKicalion of leed owner A adequacy of anor- 

S ency plan should bo resolved before etay tilted.W/Ceriiliceis ol 8vc. 
lUMPHREY.OJ Senate. OL-l. 87/10/13. Commisslonere. 23pp, 43040073- 
43048:095 

8711020004 Press Relodse 67-136 re Chairman lw Zech announcement of 671022 
public fneotlng on proposed (Inal rule changes ro emergoncy planning for nudeai 
power plants 

’ NR(i • Np Detailed AllillaUpn Given. 62FRe9eO. 87/10/06. lp. 43232:360- 
43232;39(>. 

8711020011 Discusses proposed ails 10CFR50 re licensing of nuclear power p'anis 
where slaio A/or local govts decline to cooperate In oitelto omergency p'ann'ng. 
BREAUX.J. Senele. 52FR8960. 87/10/21. ZEDH.l. Commlesionais. 2pp. 43227'229- 
43227230 

8711020023 Forwards Fj (^ngei 871021 memo lo RW Krimm of FEMA A Ross undil- 
ed commonlB, raising serious quasllons le NRC candot. opeynnoss A inlegtlty ol fv‘«- 
making process on emetg^ency planning. Response to ilslea questions requested. 
MAni^Y.E.J. House of Bep. 52FR6980. 67/10/27. ZECH.L.vy. Commlsaionora. Opp. 
43232.348 43232 354. 

-8711020038 Oiscussea assumptions uppn which util olfsile emergency plan lovow 
wixAd bo conducted by FEMA.per B7101S meeting re evaluallon crIlenaRoss com- 
tnenla on teck of cooperation of aiata A/or local govt lor offsite emergency planning 
one*. 

CONGEL.F.J. Olviaion ol Radiation Protection A Emergoncy Preparednesa (Posl 
670411). 52FR6900. 87/10/21. KRIMM.R.W. Federal Emergency Managemoni 
Agency. 4pp 43232 351-43232:354. 

0711020075 DIscusaos proposed rule IOCFR50 re licensing of nuclear powor planla 
where siale A/or local govts decline to cooperate In offsite emergency plannIng.Urgos 
Commi3«k)n to rojecl NRC recommendations. 

OUKAKIS.MS Maasachusetis. Commonwealth ol. 52FR6980. 87/10/20. ZECft.LW. 
Commissioners, ip. 43227.228.43227:228. 

8711020042 Urges consideration ol proposed rule tOCFRSO re offsite emergency re- 
mnse pfannlng tor nuclear power plants In mosi open A public manner. 
TOCH8RUECKNER, MARKEY.E J., DOWNEY.T.J. House oi Rep- 52FR8980. 87/10/ 
01. ZECH.L.W. Commlaslonera. 4pp. 43226:249-43226:262. 

8711020047 (Dtscusses proposed rule tOCFRSO re licensing ol nuclear powor plonls 
where state &/or local atMs decline to cooperate k olfeite emergency plarvring. 
MAHKEY.E.J., ATKIN5C.C., MRAZEK.R.I House ol Rep. 62FH69eO. 87/09/22. 
ZECH,L.W. Commissioners. 2pp. 43226:288-43226:289. 

8711020060 Responds to 871023 Itr re emergency planning rule A Congtassional firs 
received on morning of NRC 871022 meetlng.Commlsslon stands by 871021 fir iJiat 

S 1OCO8S could hardly have been more open for addressing Issue.W/o ends. 

ECH.L.W. Commissioners. S2FRe980. 87/10/27. MARKEY.E.J. House ol Rop. Ip. 
43233 166-43233:166. 

8711020087 Responds to 870922 Hr re handling of communicallons concerning Com- 
misaion proposed amend ol emergency planning rule on slate A/or local nonpariiclpa- 
tion (tt emergency planning. Final decision on rule to be made In open process. 
ZeOf.L.VI/. Commiaaloners. 82FRe980. 67/10/21, MARKEY.EJ., AfKINS.C.O., 
DOWNEY, TJ. House of Rep. 6pp. 43233:187-43233:184. 

-8711020093 Requests thal written A verbal communications re draft rule concerning 
omergency planning requirements tor nuclear power plants be maintained A mads 
matter 01 public record. Maintaining open record essential to public credibility. 
MARKEY.E.J . ATKINS, C.G , MRAZEK.R.J. House of Rep 62FR6980 87/09/22. 
Z£CH,L.W. Commisslonera. 2pp 43233:193-43233:194. 



NONDOCKETED ITEMS 223 


67110201 it Reqtiests notification as soon as Commission docldos (o taka action on 
pioposcd amergency planning rule, "Licensing of Nuclear Power Planis Wltere Slate 
4/or Local GoWs Dociine lo Cooperaie In Offsilo Emotgency PlanrUrtg." 

HUMPHREY, GJ Sonata. 62FR6980- B7/10/09. ZfcCH.LW. Commtsaiofiors. ip. 
43233 216-43233 216. 


67 (1020130 Notifies that public briefing loniaiively seboOuleO for 671022 (o tfiscuss pro- 
posed cnanges to emergancy planning rules & options paper proparod to con^der 
thousands ot pub'ic commonta rocotvo<J,ln response Io87l0ol Hr. 

2ECH,L.W. Commissioners. 52Pn69B0. 87/10/09 HOCKBRUECKNEB. 

WARKEY,E-J., DOWNEY.T.J. House of Rep. 52pp. 43233.224-43233:278. 

67t1020]60 Suggests that NRC misleading public ro position on state & local povt co- 
operation wJutil omeigency p'annj^g.Encl info indceiea reversal lo SEC^67-257 
DOS tion. Stale S county request suspension ol rulemaking 6 rescission o1 PEMA order. 
BROWN.H H Kirkpatrick 4 Lockhart BROWN, H H. New York, Stale of. BDOWN.H H. 
Su'to'k County, NY 52FR6980. B7/10/20 PARLER.W. Ottico Ot the General Counsel. 
2pp. 43236-030.43235.043, 

-67110202(4 Provides followup on Issues o( 671016 meeting ro development ol cniena 
lor eva'uation of util oitslta emorgency plans. Names ot ANL staff needed lor addi 
resources listed FEMA prepaiod to begin work w/NRC on Q71026. 

MCLOuGHLIN.O. Federal Emergency Monagcmonl Agency. 87/t0/t6 STELLO.VJ. 
Ole at the Executive Director for Operqiions. 2pp 43235 041-43239 043 

6711020432 Responds to 671023 roquosi tor disclosure of communicailona re NRC 
proposed emorgency plann ng tulo chango.NRC pretors to avoid procedural b-jtdort ol 
scope envisioned in requeal. NRC decision will be basod on public rulamakinQ record 
2£6 h, LW Commlsslorws 52Fn6980. 87/10/37. SHARP, R-B- Houso Ol Rap.. 
Energy & Commorcu ip. 43235.056-43235:067. 

-6711020463 Forwards Congressman E Markey Hr lequeslmg Info ro Cornmisslon com- 
mur^lcalions w/ouiside parties concornmg emorgency planning rule. 

SHARP,P.n. House ol Rep , Energy & Commerco. 52FR09aO. 87/10/23. 2ECH.I-W 
Comm'ssionora tp. 43235:066 43235 067. 

671 1020450 Responds to 071023 Hr re proposed rule lOCFRSO & congress'onal lira lo- 
celved on morning ol 871022 meeting. Commission stands bohnd 071021 Hr declar- 
ing ptocoss for proposed rule opon. 

ZECH.LW. Commissioners 62FR68ea 07/10/27 ATKINS.C-C. MRA2EK.fi2. 
MAVROULES.N. House ol Rep. Spp. 43237:192-43237:206 

-6711020456 Renews 670922 request lor Commission (o keep public log ot wniiers 
4 verbal commenls re draff omergency planning rule.Chronoiogy of 4fi communicd. 
Uone since 67 1 013 also loquesied. 

MARKEY, E.J. ATKINS.C.Q . MRAZEK.RJ. House of Rop. 52FR60IK). 67/10/23. 
ZECtl.L.W Commissioners 2pp. 43237:205-43237:206. 

671 1030059 Commeni ropreeontmg Phillips Exoter Academy ol Exeter on proposed lulo 
lOCPRBO re oflsiie emergency plann ng at nuclear power plant anos Acadomy op- 
poses rule.W/CertificBie ol Sve oncL 

BECKSn.W.II. Holland, Donovan. Beckeil. Welch 4 Hermans. 0£CKEn.W.H. PiYl- 
llps Exeier Academy, Exefer, NH. S2PR69eO 10132. 67/10/02. Oocketmg 4 SerMcos 
Branolt. Spp. 49252.102-43252.104. 

6711100269 Commeni supporlmg proposed rule 10CFR50 ro policy sietomenl on rtuCle- 
ar power plant slandardijaTion.Opiion lo repUcaie plant dosigna should bo 
roialned Proposed poi'Cy on (nos should probably be waived for tiret appiicalion. 
STON£,R.H. Sacmet Power Corp S2 Fh 34864 0 0002. 07/10/30. Oockoing 4 Serv- 
ices Rrancn. igpp. 43330:208 43330.226. 

6711100290 Urges Commission lo file proposed rule 10CFR50 re evaKratlon of adequa- 
cy ol otisile emergency planning w/O^fc of FR certifying technical corrocLon of error In 
iransm iial ot final rule. 

MCQRANERY.J.P. Scieniisis 4 Engineore tor Secure Energy. 62FR6980 87/11/04. 
CHILK.S.J Ollice ol the Secroisry of lha Commisslorv 2 pp 4^3344-269-43344-264. 

6711100291 Comment opposing proposed rule 10CFR50 le bscklil artalysls UlH be- 
lle-vos application of bacMlt criteria to all mods required by NRC beyond kuHal llcons- 
fng basis of piertf more reasonable 

QRlDLeY,R Tennessee Valley Authorliy 52FR94223 00028. 87/10/18. Dockeilrrg 4 
Services Branch. 2pp. 43329: 1 1 5-43326: 1 1 6. 

6711100310 Requests thal NRC make public log of all communications & refaied docu- 
ments re proposed rule 10CFR50 concerning change lo omergency pfannfng 
regulations.per 671023 Hr Horn some House of neproseniolivo mombots. 

KERRYJ., GORE,A.. MITCHELUG. Senate. 62FR6980. 87/10/28. ZECH.LW Com- 
missioners. 2pp. 43335:040-43335 049. 

6711100311 Commeni opposing proposed rule lOCFflSO, "Rev o( BackMing Process 
for Power Poectors." Proposed rule loo vague 4 lacks clear crilaria fo gtride NRC on 
faking economic considerations into account In determining need tor backlit. 
BOSSONQ.K. Public Ciliren-a CflHcel Mass Energy Prolecl. 62FR34223 00028. 07/ 
10/20. OockoLng 4 Services Branch. 2pp. 43335:050-43335:051. 

6711100319 Commeni on proposed rule 10CFR3S ro medcai use of byproduct 
metl.Supports need lor examining patienls prior (o therapy w/radiopharma.O^ses 
need lor examining patienls prior (o use ol iodine (or rl.agnosilc purposes. 
CAnRIER.J.W. Central Maine Medical Cenier, Lewiston, ME. 52FR36942 00002. 67/ 
10/90. Docketing 4 Sonrices Branch, ip. 43335:194-43335:194. 

6711100321 Commeni on proposed rule 10CFR95 re basic OA fr? fedlaVon 
thorapy.Paragraph (c) should be revised lo stale that dosage calibr or measuoment of 
1-131 sod.um iodide be verified by second indivIdual.Paragraphs (a] & (b) should be 
deleted. 

PONTO,JA Iowa, Unfv. of, Iowa Cify, lA. 62FR36942 00003. B7/tO/22. Docketing & 
Sarvicos Branch. 2pp. 433.35:192-43335:193. 

6711100334 Commenis opposing M Lewis commeni on deferred pfeni policy 
staCement.No evidence lhat Innumerable consl dltliculiies clalrnea by Lewis 
exIets.Const diflicultios Identified & corrective actions taken or recorded lor futuce 
acl^n. 

SOREhiSEN.Q.C. Washinglon Public Power Supply Syslorn. 62FR8075. 87/10/28. 
Oinceol the Secretary ol the Commission 2pp. 43335:171-49335:172. 


8711100333 "Commission Policy S'aiomant o.n Deterred Plarits,'' lOCFRSO final policy 
smement Stotomani piesenis policy ol NRC ro procodures that apply lo nuclear 
poo/of p'sriis whilo In deferred elatus 4 being reactrvaied. 

CHILK.Sj. OHIco of mo Secieiary of the Co.Timission 52FR8075. 07/10/07. I6pp 
43335«67-433390B2 

67(1100336 Communt on p.-oposea rute 10CFR3S re basic QA in radieilon 
fherapy.RocomTei'ds diagnostic uso ol radiolod no-t3l or redlolodlnatod radiopherms 
ba onrHidod Irom Paragraph 35 39. 

MAXON.H.n. Cnclnnai', Univ. ol. College ol Medicine, Cmcinnah, OIL 52Fn36942 
00001.67/10/26. Docketing 4 Sorv.cos Branch tp. 43395 289-43335.260. 

6711160347 Comnnonts on proposed ru'o lOCFRSO le licensing ol nucloar power plants 
whxiro slate &/or local govis dccinu lo cooporaio in ollsilo omergency 

B anning Opposes lulo 

OLTXhOLT.S. Alf'iat'On Not Ass-gnod 52Fn6980 11557. 87/09/15. Oockeling & 
SofvlcasOtancti. Ip. 43344 243 43344 243. 

671I1003S1 Commeni Supportng proposed rule I9CFR35 ro Imp'emonielioa of previ- 
ously ifvoQuIrod OA programs & oipansion of certan exist ng guidelines. 
BENEC^TiO.AR All llallo-t Not Ass cnod 52FR36942 OOOOl 67/10/30. Docketing 
4 Senriccs Branch 5pp 43335 205-43335 209. 

6711160377 Roquesis that Zech provido all memoranda.lelopbono logs 4 notes re com- 
municaiHM w/olhor agoncius & oulsido agondns ra proposoJ err.orgency planning 
(uie between 671013 4 29. 

MOYhMIAN.O.P. Sanaio. 52FR69G0 07/10/29 ZECH Commissioners tp 

43343321-43943321. 

0711100399 "Policy 4 Procedure lor Enforcomuni Adlans, " 10CFR2 revised policy 
siaierrenl Enlerccmeni policy rovised to ludhor exp'ain snlorcemonl acliorts (GA) In- 
volving Individuals & to doscribe cr,ie/a to bo used lor reopening closed EAs 
CHlLK.S.J.OIfico ol Iho Sscrolory of the Corr.miSslon 52FR36215 87/09/23 68pp 
4334501343345080 

6711100400 Proposed tula 10CFR35. "Basle OA in Radisvcn Therapy." Rule would to- 
gure mechcol iiconsees lo irA'amani esnein OA sfapj thai will reotioo chance of n7s- 
admiHsiralons 

CHILK.SJ Oftico ol n.o Secrola-y of the Commsslon 52rR36942, 0//09/29. 34pp. 
43336:050 43336 091 

8711100466 Demos loryjosi fo' mod ol ccmposnicn ol nogol alng comm tiee in order to 
achieve more even balance batweon groups suppoil’ng 4 oppos-ng repository, 
CH'lK.Sj. Olfico ol the Secretaiy of ihe Corr.mi$sioi. 51FR45333. 87/09/16. 
MILLS.L e Edison ETecHic ihsliluip. 3pp 43335’2se-4393S’269. 

6711100409 Commeni suppoiling proposed rule ICCFRSO re rev of bacMitlmg process 
lor nuclear ftowpi p’shlsRomamdor ol pQrpgreph bog nning vy/"eueh documented 
ovoiuauoo" siioUd bo priniod os sopetolo paranidph 

WOOOY.C.O Florida Power & Light Co. 52Fn34223 00020. 07/10/10. CHIl.K,S.J. 
Ofheo Of thO Secretary ol the Co.Tm!sslon tp 43335:208'43335:266. 

8711110006 Commeni supponlng p/oposod rule lOCFRSO ro beckfling side & 
Mocoduies Suppoiia dcsirob>i ly tor cisiiLcahon 8 endorses NUBARQ commonts. 
SELMAN.M. Consolldoied Ed son Co ol Now York, Inc. 52PR34223 00027 07/10/09. 
Oeckaiv)(}4 3i>nt.C09 D'Bncn. ip 43345251-49345351. 

0711110921 Commoni on pioposod ruio lOCFRSO re liconsing ol riucieai power plants 
where Slate 8 /or tpcai govis doci no lo cooporoto moHs-te emorgency plannina. 
$rRUCK.M. AfUallon Not Assrgnod. 52FR6dB0 1 1556. 67/10/14. OocMlhg 5 Sorv- 
Ices^nch Ip 49345 203 43945 203. 

6711110033 Comments on proposer! ru'o 10CFR3S ro basic QA In radlal on therapy & 
cemfirehonslvo OA in medical uso 8 aid ol cero Be'iovos that no program could be 
imp'oroonied to provido reduclion In poss bi ily ol mlsadmlnlatrallons. 

MOWER.ll.W. Danbury Hesp., Danbury, CT. 62FR36042 00005. 67/10/30, CHILK.S.J. 
Olhceol Iho Soctolaiy ol Iho Commission. Spp. 43345 299-43345:205. 

6711110034 Commont aupportmn proposed rule lOCFRSO re nudoor power plant stand- 
ordizaion poircy statO-moni.Porcy siaromonl constiivios impotcani hrst stop in osteb- 
lishr>g strong rogjiaiory ftatrework lo onhancp saloty of nue’ear plants. 
0RA08UnY.H.lf Stono & Wobstcr, Inc. 52FR34B64 00001. 07/10/30 Dockeling 4 
Services Branch. 2pp. 43345 296-43345 297. 

67}|f>OOS6 FutoI fulo I0CFR5O. "Mod of GDC 4 Rcqjlromert(s < 0 ' Proiecfro/t Agansf 
Oynem'c Efloois ol PosiulBlod Pipe Ruptures ’* Rulo al ows for romoval of p'po whip 
lostralnls & lol Implngomont barriers. 

CHILK.SJ. OtHco of Ihe Socralery of the Commission. S2FR26309. 87/IQ/22. 94pp. 
43345211-43345:244. 

6711110082 Proposed rule I0CFR35. "Comproltanslvo QA In Medcol Uso 8 Std ol 
Caro " NRC ccns.dorir.g amonefs to ru'o Ibot apply lo uso ol byproduct mall for radi- 
ation U)otapy 8 diagnostic uses involving largo rad ation dosages. 

CHILK.S.J. OlHco of Ihe Socrolary ol Ino Commiss on. 52FF136046. 07/Q9/1O. 17pp. 
43346001-43346:017 

6711110066 "Nuclear Power Plant Slandardbai on." lOCFRSO policy siaiomonlNRC 
wCI bo IsBu ng revised po'Icy slaiomoni lo encourage use of sld plant designs & pro- 
vide Into 10 cettilicoLon ol plant dosigns 

CHIIK.&J. OIDce of Ihe secroio/y of Hio CominfssJon 62Fn34684. 87/00/09. 14pp. 
43345:347-43346:360. 

6711110130 Commeni on proposed ru'e 10CFR35. "Comprehensive OA In Medical Use 
S SM Cera " 

BENEOETro.AR. Alfil-ahon Noi Assigned. 52FR36049 00001. 87/10/90. OockeHng 
8 Services Brandi. Spp. 43348 018-49346.022. 

6711120005 Commeni opposing pohey slalom onion readoi standarfzatfon. 

PERKINS.J. Alflilallon Not Assigned. 62FR.34e64 00003. 87/10/27. CHILK.S. Ofllce ol 
tho Secrelary ol tho Commiss'on. 4pp. 43350:126-43950:128. 

6711160032 Commonts on revised policy slaiomoni ol policy & procedure (or enforce- 
ment acLons Review of NRC puelications on assessed lines i radiation doses, to 

B would seem lo ind cate great discrepancy in favor of fines. 

ISON.T.S. Indians, Siete ol S?FR3e215. 87/10/20. NRC - No Detailed Allill- 
ellon Given. Ip. 43364 245-43364:246. 



— S7I11701S4 Undated AE00/T711. “Aevlow of Data on Teletfierapy Misednu'n'stra* 
tiona Reported to Stale ol NY Sut>l of PN0-I-87-074A." 

RETTIJuHN.S. OfTfce for Anafysls ft Evaluation of Operational Data, Oirectcr. AEOO/ 
T711. 87711/13 8po. 43385 79443385 301. 

6711190062 Forwards 10 documents under AC- 564 for new rulomaVino. 

HAISFIELO.M. NRC • No Detailed Affiliation Given. ACS6-1-01. 67/11/10. Document 
Control Branch (Document Control Desk). Ip. 43403:232-43404:112. 

•^711190146 Requests anesilng w/NRC re complelion of rulomaking procedure ft be- 

g inning of UMTKAP site ficensing. 

OIGT.WR. Energy. Dept, ol AC5ft-1-08 87/09/18 AflLOTTO.G A. Division of Engl- 
neering (Post 870413). 2pp. 43404:111-43404:112. 

8711200209 Comment supporting proposed rule 10CFR35 re basic OA In latflaflon 
Iharapy.lmmediate establishment of rules within suggested stale regulations for con- 
trol ol radiation suggested. 

EUPEJA. Iowa. State of. S2FR36942 00014. 67/it/l3 Oocketing ft Servicea 
Branch tp. 43403:231-43403 231. 

6711200210 Comment opposing proposed rule 10CFR3S re basic OA In radtailon lher> 

fSMM6S.R J. Veterans Admin. Medical Ceniar. Madison, wt. 52FRaee42 00008. 87/ 
1 1/03. Office ol the Secretary ol me Commission. Ip. 4340e:230'43408:230. 

8711200214 Comment aupporting proposed rule 10CFR50 re policy sletemenl ft pro- 
posed rulemaking on nuclear power plant standardization. 

SCHERER, A.E. Combustion Engineering, inc. S2FR34884 OOOOS. 87/11/11. 
CHtLK.S J. Office of the Secrelary of the Commission, epp. 43408-232-4340a239. 

8711200216 Comment opposing proposed rule tOCFR35 re QA In radiation tnerapy. 
WIUSO.N.U.A. Wisconsin, Unfv of. Madison. Wl S2PR36942 00007. 67/11/05. Dock- 
eting ft Services Branch, tp. 43406 240-43408:240. 

671 f200229 Comment on proposed rule 10CFRS0 re licensing of nuclear power plania 
whare stale ft/or local govts declina to cooperate In oflsila emergency pfenning 
SANDLER, MS. Afrillaiion Not Assigned. S2FR6980 11564. 87/1 t/u. Office of the 
Secretary of ihe Commission, ip. 43^40&;27e-43406:27e. 

6711200231 Comment on proposed rule 10CFRSO re licensing of nuclear power plants 
where slate ft/or local govts decHna to cooperate In oir&ila emergency plarmim 
WEISS.E.R. Union ol Concerned Sclentisls S2FR6980 11666. 87/10/28. ZEC^LW. 
ROBERTS.T.M.. BERNTHAL.F.M. Commissionera 2pp. 43406 277-43408.27a 

6711200234 Commanl on proposed rule tOCFRSO ro licensing of nuclear power plants 
where stale &/or local govta decline to cooperate In ofisHe emergency piarming. 
ANDERSON, LR AffiUaflon Not Ass’gned 52FR6680 11665. 67/11/09 ZECH.L Com- 
missioners. Ip 4340e;276'43408:279. 

6711200236 Comment opposing proposed rule I0CFR3S re basic OA In radiation 
therspy.Number ol misadminiatraiions will not be reduced by rov to rule. 
CAPESTRAIN.R. St. John's Hosp. SpfvwlieW, tL. 62FR369<i2 OOOlO. 8T/tl/05. 
Docketing ft Services Branch. 2pp 43406.260-43406:261. 

6711200240 Comment on proposed rule 10CFR60 re licensing of nuclear power planis 
where state ft/or local govts decline to cooperate in otfsiie emergency pfenning. 
EUSl'S.W.e gcot^calEnieiprises. lnc.85FR6960 11867.87/10/23 2eCH.t. Com- 
missioners. tp. 43417:035-43417 035. 

6711200241 Commanl on proposed rule tOCFRSO re licensing ol nuclear power pfenis 
where stale ft/or local govis decline to cooperate In offsite emergency planning. 
YOUNGBLOOO.S. Attinaiton Not Assigned 82FR69eo II566. 67/iO/t6. Commissien- 
ers. Ip. 43408:262-43408'262. 

671120024S Comment opposing proposed rule 10CFR3S re basic OA In radiation 
Iherapy.fteleciion of Iodine as separata category ol radiopharm obiectlonabie. 
HOFFER.P.B YaleUniv., New l^ven, CT. 52FR36942 00012. 67/11/09 Oockekngft 
Services Branch 2pp. 43408:283'43408 284. 

8711200249 Proposed rule IOCFR40. "U... Tailings Regulalions.Groundwater Protection 
ft Other Issues." Acllon taken lo comply w/mandaiem U Mill Tellings Redlalion Act ft 
NRC Authorlialion Act for FY63. 

CHILK.S Ollica ol the Secrelary of the Commission 49FR4642S. 87/tf/Oft 77pp. 
43408265-434 06:361. 

6711200251 CommerUon proposed rule lOCFRdO re policy stolemenion nuclear power 
plant slanderdizeiion Proposed reguieiory changes should appropriately address certi- 
hcation ol dlatlnct reactor types 

ARTIGAS.R. General Electric Co. 62PR34884 00004 87/10/23. Otlice ol the Secre- 
tary ol the Commission. 3pp 43410.078-43410:060. 

671 1200262 Commeni opposing proposed rule 10CFR3S re basic QA In radiaiion ther- 

» ft comprehensive QA In medical use ft std of care.Suogested changes listed. 

RCUS.C.S. California, Univ. ol. Los Angeles. CA. 52hF)3e942 00003. 67/10/19. 
Docketing ft Services Bianch. 5pp. 43410:061-43410.085. 

8711200256 Comment on proposed rule 10CFRS0 re licensing ol nuclear power pleots 
where stale ft/or local govts decline to cooperate In olfsiie emergency planning. 
MORFIS.R. Alllliatlon Not Assigned. 52FR6980 11558. 87/11/05. Oocketing ft Serv- 
ices Branch, ip. 43413:151-434l3:l5t. 

671 1200261 Comment supporting proposed rule 1 0CFRSO re nuclear power plant stand- 
ardization policy stalemenl.Commlaslon urged to move forward w/proposed ruiemak- 
Irtg packages ft regulatory guidelines to aid In full Industry Impiamentalion. 
JOHNSON.WJ Wastinghouse Eleclrio Corp. 52FR34864 00006. 67/11/10. 
CHILK,S.J. Office of Ihe Secrelary of Ihe Commission. Ip 43413: 1 53-434f3:l53. 

6711200270 Comment suf^rtlng proposed mie 10CFRS0 re standardization of nucieer 
power plant designs. 

TUTHIU.J. Affiiialkyn Not Asaigned 52FR34e84 00007. 87/10/16. Office of Ihe Sec- 
retary of the Commission. Ip. 434 10:225-434 10 225. 


8711200282 Comment on proposed rule 10CFR50 re licensing of nuclear power plans 
where slate &/or local govts decline to cooperate In oftsite emergency planning. 
LEDNER.J.S.. LEDNEFf.S.P. Atflllatlon Not Assigned. 52FR69eO 11562. 877tt/06. 
Docketing ft Services Branch, ip 43410:222-43410:222. 

8711200284 Commeni opposing proposed rulo I0CFR2 re policy slalement. po'-cy ft 
procedure for enforcemeni acllon. Current limit on civil penalties has no delerrant 
vtfue. 

HIAIT.S.L. Ohio Citizens for Responsible Energy. 62FR36216 00001. 87/11/05. NRC 
• No Detailed Affiliation Given. 3pp. 43410:219-43410:221. 

8711200269 Comment on proposed rule 10CFR50 re licensing ol nuclear power plants 
where slaie &/or local govts decline to cooperate in ollsite emergency planning. 
PAULSEN.P.C. Affiliation Not Assigned. S2FR6980 11563. 87/ 1 1/07 Docketing ft 
Services Branch 2pp. 43410:200-43410:203. 

8711200292 Commeni oppo^r^g proposed rule tOCFR3S concern'ng recUavsn 
lherz^)y.Ooal ol reducing errors commended but regulations will not rediice errors by 
indMduala who do not request clarification ol otders. 

ZENQEfl.G.H. Zengar, G.H., MD. 52FR36942 00016. 87/11/13. Oocketing ft Services 
Branch 2pp. 43410.073-43410.074. 

8711200296 Comment supporting proposed rule 10CFR2 re enlorcemari 
acttons.ravlsing policy statemanl of vol 62.No 187, Pages 96,215 to 36,228. 

OEMA,J.S. Ranance Electric Co. (subs, of Exxon Corp ). 52FR3e2IS 00003. 67/10/ 
13. (tecketing ft Services Branch. Ip. 43410.070-43410:670. 

8711200304 Comment opposing proposed rule 10CFR35 concerning changes in red!- 
atton therapy ft radiopharm regulatlons.Unreasonable restriction wilfba pieced on uso 
of 5 uCI 1-131 dose lor thyroid radioactive iodine uptake studies. 

COLE.R.L Attitlatlon Not Asslgrujd. S2FR36d42 00009- 67/11/04. NRC • NO Oelal'cd 
Affinallon Qtven. Ip. 43410.069-43410:069. 

6711230064 Comment opposing proposed rule 10CFR2 re revised policy siatemoni on 
anforewnant acilona. Escape Nausea for utils In proposed policy noted ft vigor cl NRC 
enloicemetti questioned. 

NEMETHY.E. Ecology/Alerl. 62FR36215 00002. 67/11/11. Docketing ft Sar>Aces 
BtancN 2pp. 43418:021-43416.022. 

6711230069 Comment on proposed rule 10CFR50 re licensing oi nuclear power plants 
where state &/or local govts decline to cooperate in oflsila emergency planning. 
SARGENT ,P.F. Alfiiiaiion Not Assigned. S2FRe980 11659. 87/11/02. NRC - No Oe- 
lailod Affiliation Given. Ip. 4341B.005-43418.005. 

8711230199 Comment opposing proposed ivile 10CFR35 re nuclear medieme & lad- 
eilon therapy Complete review ot paiieni chart ft patient exam prior to admin: slraLon 
lor diagnostic use noi praciicai or necessary 

HEUMAN.J.P. Attiilallon Nol Assigned. 52FR36g42 OOOfl 67/11/05. Dockoling ft 
Services Branch. 2pp. 43416:356-43418:367. 

6711230143 Cornmem opposing proposed rule 10CFR60 re rev of backtiltirtg process 
lor power readers. Commission should rajeot proposed rev because supponhg argu- 
meni mcoriect as matter ol law 

REYNOlOS.N.S. Nudeat Utility Backlitting ft Reform Group. 52FR34223 OOOOi. 67/ 
il/t3. CHIlK, 8.J. Otlice of the Secretary ot the Commission. 0pp. 43418 176> 
43418:177. 

6711230146 Forwards author 871012 ft 30 lire lo NL McElroy ra 10CPR3S, "BaS'O OA 

SiEGEL.BA. Maiiinckrodt Instiiuie ot Radiology at Washingion University Medical 
Center, Si 52PR36942 OOOlft 87/11/13. Docketing ft Services Branch Ip. 
43419:149-43419.155. 

-6711230201 Comment oppoelrtg proposed n/le 10CFR35 re radiaiion therapy. Author 
poses listed Questions re stringency of dosage regulations of 1-131 ft 1-126. 

SiEGEL.B A. MailincKrodt Institute ol Radipipgy al Weahinglon University Medxal 
Center, St 52FR38942 00018. 87/10/12. MCELROY.N.L. Omce of Nuclear Malerlal 
Safety ft Safeguards.DIredor. 3pp. 43419:160-43419:152. 

-6711230214 Comment opposing proposed rule I0CFR3S re radiation therapy. Aulhor 
lequesls change ol woroing for 35.3B(b) ft (c) re dosages ol I-I3t. 

SIcGEL.B.A. Matlinckrodt InsUlule of Radiology at Washington University Medical 
Certter, St. 52FR36942 00016 87/10/30. MCELROY.N.L. Otlice ol Nuclear Material 
Safety ft Sateguaids.DIrector. 3pp. 43419:163-434)9:155. 

6711230152 Comment on proposed rule 10CFR60 ra licensing of nuclear power plants 
where slate &/or local govts declina to cooperate in offsite emergency planning. 
LAVALLE.K.P. New York. State ot. SEFROOBO 11660. 87/11/05. Commissionera. 2pp. 
434ie;12I-43418:182. 

6711290156 Comment on proposed rule I0CFR50 re licensing of nuclear power plants 
where stale ft/or local govts decline to cooperate ir\ oHsIta emergency planning. 
CLARKE.C.C. Altfllatlon Not Assigned. 52FR6960 11561. 67/1(f/29. Commissioners. 
2pp 43418:113^3418:114. 

8711240245 Comments on proposed rule 10CFR35 re problem w/Co-60 taietherapy 
equipinent accuracy ft performance of Umer that deierrnines iraalmsm Ume EL Jukw 
871 i 18 memo to J MllUgan re copyright mail end. 

GLASSER,H. Nucieer /Usoclates, Ino. 52FR36942. 87/11/04. Docketing ft Services 
Branch 9pp 43442:185-43442:193. 

871125004B Comment on proposed rule 10CPR3S re physical measurement for bra- 
chyfhetapy ft advent of remote afterfoadlng braenytherapy ft high adivfty 
sources.Liieratura describing currenlly available Instrument lo perform measurement 
end. 

GLASSER.H. Nuclear Assoclataa, Ino. S2FR36946 00002. 67/tt/04 OockeUng ft 
Servicea Branch. Bpp. 43460:081-43460:088. 



8711350053 Corr.menl supponing proposed tu'e lOCFRSS re basic OAln redatlon ther- 
apy. 

G'-ASS£R.H. Nuclear Associates, inc. &2FrFl36943 00011. 87/11/09 Oockollftg ft 
Servlops Branch. 0pp. 43460.080'43'i60 096. 


-B7I1230044 Rev 1 10 "West Vall^ Oemonsiiaiton Piojeci.Saloty Analysis Rept.Vol 
IV.Lag Stoiago ft Supercompacior Opetaiion '' 

EKGIERTJ.P.. OOOLEY.OA, VALENTI, P.J. Enerny, Dept. of. 28714. 87/09/30 
IIOpp 43414:004 43414 155. 


PAOJ PROJECTS • PREOOCKET LICENSING 


871 1030146 Summary ol 671014 meetirtg w/urenco,inc In Silver Spring MO ro possibla 
schedules tor lonhcorp.ing application Tor u eniichmoni ladlrly Lisl ol moetinig anen- 
dees end 

CLARK.A T. Fuel Cycle Salafy Branch. 87/lO/lfl. TERRy.Q.A Fuel Cydo Safely 
Branch 3pp. 43240.694-43340.096. 

8711030016 Advisos that outstanding sections of SER write ups for MHTOR rtoedod by 
671 120. per SJ CN'K 671026 momo (o V Slollo 

WILLIAMS.P NRC No Detailed Alli'lalion Gwen 67/10/30. FLACKJ. NRC - No Oo- 
laiied Airiiolon Given. OAUL.S Oak Ridge National Lahorata'y KROEGER.P. Brook- 
haven Nadonal Laboratory. ?pp 43234 098.43264. too. 

-8711030017 Advises that staff should compfeto po'icy papers for considotebon of 
ma|or Issues Involved In review of advanced reaciors & provido papers to Comm'ssion 
in early 1968. 

CHILK^S.J. Office of the Secretary of Iho Commiss'on. COMFB-87-7. 97/10/26. 
STELLO.V. Ofe ol the Executive Diroclot for Operations. Ip 43264:100-43264:100. 


8711030497 Advises that 851014.22.1209.060113.30.0710.22.870102,06 ft 0217 aub- 
iTiillals ol documents listed In end ro NUTECH drawings wi'l be withhold (rcl 
10CFn2.790) 

CUNNINOHAM.R.E. Division ol Industrial ft Medical Nuclear Safety (Post 870729). 
87/10/29. UTLEY.E.E. Carolina Power ft Light Co. 3pp. 43280 302-4^80.304. 

8711030499 Informs (hat fisted documonta, marked as proprloiery.w.n bo withfieid from 
public disdosuro per 10CFR2. 790. Licensee should notify NRC ol change Itt basis let 
withholding Info. 

CLNNNQKAM,RE Division ol Industrial ft Medical Nuclear Safely fPosi 670720) 
87/10/29. BARNHART, V.J Generel Nuclear Syslerns. Inc. 2pp. 43263153- 
43263:164. 


8711030532 (Jo! ficaiion of 671(04 mool.ng w/OOE in Beihosde.MO (o ciscuss NRC 
comments on DOE sponsored power reactor Inheronlly safe module (PRISM) concop- 
lual LMR design proposed by GE Propostid agenda oncL 

KiNO.TL. Advanced Reaciors Generic issues Branch 87/10/29 BECKJORD.E. 
SPEIS.T., MORRlS.B. NRC - No Dote led Alli'iellon Given. 3pp. 43262335-43262 337. 

1711690051 AdVisos thai OOE Operanonel Roedmess Review Board w4i conveno 
durng w8 of 671130 (0 eveiueie ladwasto troaimenl ays test perfotmenco ft roadi- 
ness 10 ' hot radioactive oporaiiona. 

MASSTAS,E. Energy, Ooni. ol, Idaho Oporatons Ofi.co 26737 07/10/20. 
SHAOIEY.O. CLARKO, OAVtSON.N Energy, Dept N. ?pp 43323.360-43323361 

8711100096 Trip rapt of 671031-23 visit to Wost Valley Oemonsitai on Project rodoia'ls 
of tocommendatiQn In supornaiani troeiment eye StR (hat DOE cortduct hot teat run 
of eye prior to commencina conl'nuous oporaiion. 

HDhT.RO. Fuel Cycle Safety Branch. 07/tt/06 ROUSE. LC. Fuel Cycle Saloty 
Brench 3pp. 43340.O36-4334O.037. 

8711100109 Nofificallon ol 871110 moating w/OOE.QA Technologies & Bochiei 
Qrcup.inc In Beihd8da,MO lo d'SCuss status of NRC review of modu'er HTGR ft plans 
for NRC/OOE InteracLon aubsegueni to issuing SER on modular HTGR. 

K>KO,T.L. Advanced Roaciora Generic issues Branch 87/11/04. BECKJORO.E.. 
SPElB.T., MORRIS, 0. NRC • No Detalloil Affiliation Given. 2pp. 43340:026-43340.029. 

6711100197 Forwafds dfali "Sya 90-i-TM Oes'gn Cert'iicairon Licensing Review Basas.'* 
did 871020 by M Green ol C-E.por 870720 marked up mat). 

V'SS'NG.GS. Siandardizaiion ft Non-Power Rencior Project Oreciorete 07/|i/03. 
Siandardiialion ft Non-Power Reactor Projecl Directorate 2pp 43342 027 43342.059 


-6711100213 Draft "Sys 80-i-TM Design CerHlicanon Licensing Review Bases." 
• Corrbustion Engineering, inc. 87/10/20. 31pp 43342 029-43342 050 


6711100247 Discusses 871016 meeting w/DOE re Project 673 concerning SAFR acci- 
dent analyses given In Chapter 15 ft App A of SAFR preliminary ealoty info document 
iPSlO) Meeting sgenda.Hsl of aitondees ft questions end. Response expoclod by 
671130. 

MORRIS.B.M. Division of RogulQtory Applications (Post 670413). 67/11/02- 
GAVIGAN.F.X. Energy, Oepl. of. 1 tpp. 43340.252.43340 262. 


8711230096 Nohlicatlon of B7tiig mealing w/C-E In Belhosda.MD re delays of C-E 
Sys 80 i design List ol raquested participants ironv NRR end 
ViSSiNG.GS. Slandard/alior* ft Novj.Powa' Reactor Projecl Directorate. 07/11/18 
MURLEY.T.. SNIEZEK.J., MiRAGLfA.F. NRC - No Delated Afhtiaiion Gwen 4pp 
43416.211-43416214. 


6711230135 Noi.ficaiion of 671208 meotng w/OOE ft IT Corp in Dethosda.MO !o dis- 
cuss DOE advanced reactor severe acc-dem program 

VISSiNG.O.S. Siandardizailori ft Non-Power Reactor Projecl Droclorate. 87/11/18. 
RUBENSTEfN.L 5. StandardiJel'on ft Non Powor Reactor Prooci Diractorato 3pp 
43425 311-43425 313. 


PT21 NONCOMPLIANCE REPORTS AND REUTED CORRESPONDENCE 


8711020191 Part 2f tept on OA controls re NDE records ut lized by Eastern Testing ft 
Inspjnc during performance ol NDE sves at fadlity.NQmes of Indvidua's Inlorrrlng 
NRC & idanbl.CBiion ol basic sves containing doled provided. 

GALWOHERJ.W. Plvl9de),ihla Etocirtc Co 07/10/19 RUSSELL.W.T. nea.on I. Ofc 
of (he Oimetor. Spp 43234:122 43234:127 

6711026251 LER 67-048-06.cin 870422.3 pi 16 conducievs cosiderod worsi- case vorb- 
cal drop calces failed high potential test Lab testing found sincone rubber cab'es rr,cte 
susc^eUe le lirpaci damagpRool ca-jso ur\known W/871026 Hr 
lONG,JL. NOBLES, L.M. Tennessee VeLey Authority. 0//I0/26. 4cp. 43234 206- 
43234:212. 


8711630123 Inlorfm Part 21 ft doHcisncy repi la fa'luie ol Morrison- Knudson high-vo't- 
ago catXo insufal-on on dosel gonoretors. ImliBlly repertod on 6/0928 Cable wiT bo 
topiaced using proper insutai on &/or torir.inaiions F nal rept by 060529. 

CRlOlEY.R. Tonnessoo Veiloy Authority 07/10/26. Oocumonl Co.'Vrol Branch (Oosu- 
meni Coot/ 0 ) Desk) 'tpp. 43252;023.43252.-026. 

6711030502 Responds to NRC B70S96 l|r ra violations noted In insp 96300836/07- 
Ol Cotrodivo ad pis npileo pi violation ft ncmconlormancp denied fo* I stod reasons 
nuOtS.MA. RocKwoil Er.ginaorlna Co.. Inc. 67/10/30 NRC - No Dolaiod AMiHalion 
Gtvert 6|« 43255 277-43255:261 

6711040332 Third inlorim Deficiency ft Pert 21 Repls CADR WBP G7O905 ft CAOR 
WBP 670996 re foiled rrofer pimcn keys ft shaft in LI'H torque oporaicr.Irvi oHy ropert- 
od«t)86l009 Addi fared koys ft shofia ideni.fled Noxt ropt oxpocted by 680502. 
omOlEV./T. Tennessae VaFoy Authority. CAOR WOP S70995 67/tf/02. Documeni 
Control Branch (CocuTienl Control Ooek) 7pp. 43293.061 ■43290067. 

6711080180 Part 21 ft defooncy ropt ro ao'rd sfJlo nroiocicn 6ys rro!or-<irfveh relay 
coniacis mducirva current iniortupiivo capacly.ln belly toponod on 670110.Hardwaro 
mode 10 afiocted circuits planned piior lo fuel load. 

HICE.P.O Georgia Power Co GN-t407. 8//tO/20. Docurponi Control C'ench (Oocu- 
mem Control Desk). 2pp. 43303 166-43303: 167. 

8711660236 Part 2i topi to coTipenoni cooling waior HXB.Inliially reported on 
67 1029 Detailed info wiilbe auDmitied indotcion^ rept by 6711Q5. 

VAUOHN.G.E. Ilpusten Lighiing ft Power Co. ST.HI.-AE-2405. 67/11/03. Oocumonl 
Conirot Brooch (Document Corklroi Desk). 2pp. 43303.354-43303 355. 

6711090027 ftupplemeniel Pert 21 ft dollcioncy tept re potential degredation in C-E 
piossi-daor heeler shoeins lurnlshed by Weliow Electric Mfg Co.inide'riy reponod on 
8705> i.Woiied 0/ sweiiad msgriesium (rn'ide sieovo could cauao Itaciuto. 
SCHERER.A.E. Combuelon Engneenng. ti\o. LD 07-080. 87/10/30. MURLEy.T.E. 
OHc« of Nudoa* Reactor RegulaLon, n.ractor (Post 67Q4I1) 3pp 43314:026- 
43314026 

6711090113 Interim Part 2l ft deficloncy ropi ro Inductive current interrupiivo capacity ol 
sokd elBio protection aye molor dri-von ro%y contacts.Shuni aupproeslcn dovlco will bo 
addod lo SQlonoirl 

GUCWA.l.T. Georgia Power Co. SL-3D08. 67/11/02. Dooumani Control Branch (Doc- 
umenl Conltol Desk). 2pp. 4331 5.001 4331 5 002. 


6711170163 Requests info re plant response lo seven baund.ng evonis Iniendod lo 
mechanisiicaHy define accidents ft bound uncertainties for salected site surlebiity 
eource tarms.per 671016 meeting. Response requested by 671127. 

MORRiS.B.M. Division of Regulatory Applications (PosI 870413). 87/tl/IO. 
GAVIGAN.F.X, Energy, Dept. ol. fipp. 43309262-43305:272. 

67f f 170191 Hoquesis addf frifo re advanced LWR requtrrrmarrls docurrwil. Chspfsrs 3 
ft 4. Schedule for review of Chaptore 3 ft 4 based upon receipt ol response by 
871231. 

LEECH, P.H Standardizaiion ft Non-Power Reactor Projecl DIreclorsle. 87/|t/i3 
KINTNER.E.E. General Public Ulililles Corp. - GPU Service Corp. 7pp. 4338&’235- 
43385:241. 


8711090204 Advises tbsl Part 21 Delect 21-07-03 re damaged high pressure core epray 
dies^ generator exciter loads w.ll be replaced during Dec I90r instead of during fall 
outage dua lo scftsdu'o conaira nia. 

HALID.P. lllinole Power Co. U-801070. 67/11/03. OAVIS.A.B. Region 3. Ole of Iho 
Oltoclor Ip 43322 154-43322:154. 

8711100762 Finel Part 21 ft deficiency rept ro fai’uro of lubes in compononi coolmg 
water HXs Initially reponed on 871008. Olscussior^s w/vondor.Struthors Wells- 
QUIporLInc indicated Inal shell side flow Induced vlbrebon problem existed. 
Q0L06enG,J.H. Houston Lighting & Power Co Sr-HL-AE-2400. 67/11/05. Oocu- 
menl ConVol Branch (Document Control Desk). 6pp 43333:349-43333:354 


97 f 1209380 Adwses that JV Massey no longer amployod s( lect-lty ft any future corre- 
spondence should be directed to NW Edwards. Requests that other NRC personnel 
be provided w/Info. 

MIJRILLO.O.M. Nutec. Inc. 26738. 67/10/30. ROBERTS.J. Fuel Cycfe Safety BratKh. 
Ip. 40414 323-43414:324. 

6711230034 Summary ol 871029 meeting w/C-E in Belhesda MD re executive overview 
of CESSAft-OC Sys 60-f design certificatron program. LisI of aKendeas ft vfewgrapfta 
end. 

VISSiNG.OS. Standardization ft Non-Power Reactor Projecl Oireeforate. 67/11/10. 
Standerdizallon ft Non Power Reacio/ Projecl Directorate. 60pp. 43416:129- 
43416:166 


8711100361 Pan 21 ft deficiency repI re a'r pressure rogulalois on imo Oelava'.lnc 
eletvdby diesel genarBioiB.Rogu'aters not insia'Iod on diesel genoraiors or in elock or 
on order. Bellofrem Type Soft 60 air regulaloie Included In program. 

MEDFORD, MO Sowfhorn Cakforriia Edison Co. 87/11/04. Document Control Branch 
(DocumenI Control Desk). 2pp. 43334:344-43334:345. 

6711130297 Perl 21 rapt & def.C'Sncy rept re deloctivo GE CR205X series auxiliary 
conteds Inlilaily reported on 67l027.Contads lor loads listed in Attachment 3 will bo 
f^acedot) Unit 1 by 680701 8 by 881101 on Unit 2. 

OtETtca CefollnB Power ft Light Co. BSEP/87-1205. 87/10/30. GRACE.J.N. 
Reglon Z.Orc of the Director. 24pp. 43356:336-43356:359. 


6711230041 Forwards Rev 1 to "West Valley Demonstration Project, Saloty Analys'e 
Repl.Vof IV, Lag Storage ft Supercomputer Operation.” Ack of receipt requesCed. 
BIXBY.W.W- Energy, Depl. ot, Idaho Operations Olfice. 28714. 87/10/21. HURT.R.D. 
NRC • NoDotalied AffiTatlon Given. Spp. 43414.001-43414:165. 


6711170276 Pah 21 rept re defective Lfm torque SMB-00 dc motor opcralors. Initially re- 
poried on 671 106 Oarective molor operafora w'il be returned lo rn'g for repair. 
MUSOLF.O. Northern Stales Power Co. 87/11/13. Olfice ol Nuclear Reactor Ragula- 
lion, D'reclor (Post 87Q41I). 4pp. 43365:184-43365:167. 



S711190I46 P8tl 2i ropi i8 possibility ol overload of emorgency dioael generatot during 
loss ol oils 10 powor & lOCA ovent. Initially reponod on S711 1 l.OosIgn changes to 
ensure that total dlesol load requiromoni below raibg undoivvay. 

SAtuEfl.W.F. CS.IbOfl/Commonwealih, Inc. (tormerly Gllbod Associates. Inc.i. 87/11/ 
16 VURLEy.T.E. Ollice ot N'uc'oar Fleacior nagufetion. Director (Post 670411). 3pp. 
43401:336-43401:337- 

S7f1300050 Ack receipt of 671003 It' re application of 10CFR21. Understandfng of 
tOCER2l Qonerally accopfable. Procedure to Implemoni roqulrornents shoi^d fcicrude 
provisions Tor noltying myt ol ar^ davlations. 

STO.NEJ.C. Vendor Inspection Branch. 67/11/16. ROV,J S. American Cast Iron Pipe 
Co Ip. 43417 297 43417:297 

8711300263 LEFl 67'070-00:on 671021, discovered voltage regulator problom on emer- 
gency diesel generalo/ 3A-A.Caused by Installat on of defeclivQ component Dofecilvs 
voltega regulator repaired. W/ 87t 120 Ur. 

LONG.J L., SMITH, S.J. Tennessee Valley Authority. 67/11/16. 4pp. 43465.089- 
43465093. 


QA699 QUALITY ASSURANCE INSPECTIONS 

8711030248 Forwards QA Program Insp Repi 99900003/87-01 on 870834-38 8 notree 
ol nonconlormance.MosI s-enous Imd ng was uniescAvod item te ailegatton met ever- 
sized fuel pa'lels had beon pul In trays containing acceptable funi paBals by employ- 
ees. 

MRR5CHOFF.E.W Vendor Inspecion Branch. 87/10/38. MCGlLL.PL Conmustion 
Eng neoring, Inc. 5pp. 43352.344 43352:359. 

-8711030261 Notice Of nonconformance from Insp on 870824-38. NoncortfoimarKe 
noted end cap protection not installed on mach'ned end of gu'do tubes altfiough se- 
quence eigned olf as complete on Traveller ES 120-B. 

’ Vendor rnspoctlon BrancD. 87/10/28. 3pp. 43253:349.43352:350. 

-6711030270 OA Program Insp Popi 99900002/67-01 on 870824-38 f4onconx>l>Bnce 
noted Major areas Inspected tubing labrication & testing, fuel pellet mfg & fasting & loi- 
lowup corrective action on previous insp findings 

CILeM8ERG,R.L . STONE.JC. Vendor Inspection Branch 67/tO/16 Bpp 43252:351- 
43262359. 

6711030329 Advrsee that GE has complotod responses fo balance of se called Stokes 
Items & review ol unresolved Hern 86-0t-07. Responses 8 related tfocumerttaiion 
ava.iablo for insp at San Jose. 

STUART.IF. General Electric Co 87/tO/23 MERSCHOFF.E W Vendor irtspacUon 
Branch, tp 43251;257-432S1-3S7. 

671 1030502 Responds to NRC 6705Q6 Itr re violations noted In Insp 69900836/87- 
Ol.Correctivo actions notice of vloiaton & nonconformance denied for listed reasons. 
RUD;S,MA Rockwell Engineering Co., inc 87/10/30. NRC - No OeiaUod AIRkailon 
Ofven. Spp 43355:277-43255:281. 

6711040271 Forwards Insp Ropl 89900824/0701 on 670805-07 & notice of 
rionenniormanco Cortecbve actions requosiad within 30 days 
MEflSCHOFF.E.W. Vendor Inspection S/anch 67/10/28, OUNLOP.RC, SOfl. Inc. 
(SleliC ORing). 4pp. 43290 001-43390:01 1. 

-8711040263 Notice ol nonconiormanca from insp on 870806 07. Nonconformance 
noted Adiisimoni Screw 102/ tQ3 P tnspecied In accordance w/Orawmo 8305- 
034.Rev l.dtd 840622 insiead ol Rev S.did 881113. 

' Vendor inspection B/anch 87/10/26. ip. 43290.005 43290.005. 

-8711040293 Insp Rept 69900824/87-01 on d7060S'07.Nonconlormance noted Meloi 
areas mspecteo actions taken to corteci setpoint drift m dif1erentia,t pcoasure switches 
& to select diaphragm mail In svniciiea & im^omeniaiion of OA program. 

NAiOLi,K.fl. O.vi9lon of Reactor inspection 8 Saieguerda (Rost 8704ii). STONE.J C. 
Vendor Inspection Branch. 67/10/18. 8pp. 43290:006-43290.011. 

6711060133 forwards Insp Repi 03900400/67-01 on 670926 lOOl.Weaknesses noted 
indocumeniallori ol recommendat'on disposition ptocoaa 

STONE.J.C. Vendor inspection Branch. 67/11/02 ROGERS.RP. Babcock & WUcox 
Co. 4pp. 43303.280-43303:388. 

-6711080138 insp Rept 99900400/87-01 On 87O928-1O01.M^i wees 
Inspected delermlnation It locommendnlions developed under Safety 8 Performance 
Improvement Program being adequately tracked & accounted lor during review 8 dis- 

f DSillon process. 

IOL2.J.F. Project O,roclorale 1-4. 87/10/30. 2Spp. 43303:284 43303 288. 

B7I1068147 Forwards corrected page to 871028 11/ forwarding insp RepI 98900002/67. 
Ol.Llr contained typo in third paragraph. 

STONE.J.C. Vendor Inspection Branch. 87/11/02. MCGILL.P.L Combustion Ertgineei- 
ing, Inc. Spp. 43303 2l7-43a03-221. 

8711060163 Ack receipt of 671020 Hr & all documents lequested by author 870821 lu 
re Al'egatlon RIV'66-A OdO.RecipienI IV was unsealed 8 several documertts appear lo 
have been lost In transit. Assistance in furnishing documenls requested. 

NOLAN.H.L. Hadco 6 Associates, Inc. 87/10/29. MERSCHOFF,E.W. Vendor Program 
Br.Oiv Of QA, Vendor & Technical Tra'ning Cenler Programs.lE. ip. 43303.224- 
43303 225. 

—8711060173 Forwards listed documents re allegations made by HL Nolan, Presideniof 
Hadco & Assoc re use of E Brile 26-1 metal in nuclear reactor lacHilles & use 
Irauduleni last data lo oblalr* code approvals lor Code Cases 1496 S t50$.W/o end. 
MERSCHOFF.6.W. Vendor Inspection Branch. 87/05/26. MILLMAN.J. American Soci- 
ety of Mechanical Engineers. Ip. 43303:225-43303:225. 

8711080297 Responds lo NRC 871001 Itr re violations noted In OA Program Irrsp Rept 
99900376/67'01.Correcltve actions:vaarly Indocirlnallon seminar wiH be hm on 
671026 8 reviewed on yearly audit checklist & calibr lag marked properly. 
SWANSON,N.E. Namco Controls. 87/10/29. MERSCHOFF.E.W. Vendor Inspection 
Branch. 2pp. 40304:014-43304 015. 


87>l20.R^ly responsive lo concerns raised In notice of violation.Corroclivo actlona 
wiy be roviowed during fuluro Insp. 

PARTLOyv,J.fi. Division ol Reaclor Inspocllon & Safeguards (Post 670411). EA d7* 
120.87/11/06. FELMUS.N.L General Electric Co. 3pp. 43321:174.43321;178. 

87I110030S Ack receipt ol 870714 Itr responding to concerns noted in not'eo oi v-ola- 
tkm/nonconformance from Insp Rapt 99900387/87-01. 

STONE.JC. Division ol Reactor Inspection & Safeguards (Post 870411). 87/11/00. 
BUARCHI.l. Sorrento Elecironica, Inc- Ip. 43335:012.43335:012. 

8711100336 Ack receipt ol 851127 Itr Infoiming NRC of corrective acliOAs taken to non- 
conformances noted In Insp Repi 99900844/85-01. Expresses apologies lor noi ro- 
spondng lo Ur In timely fashlon.Responso adequalo. 

STONEiC. Vendor Inspection Branch. 87/11/09. MOTT.J.6. Technology (or Energy 
Co^. ip. 43333:360 43333:360. 

8711100360 Forwards Rev I to NUREG-0302 in response to 870911 Itr. Altonlion df- 
rectad to Item 5 on Page 21.3(e)-3 re appllcabllty of 10CFR21 lo caHbr svo 
vendors.W/o anci 

SrONE,j.C. vendor Inspection Branch. 87/11/09. MCRO0ERTS,W.A. LedishCo. Ip- 
43343:360.43343:380. 

8711100359 Ack receipt of 871030 Ur Intorming NRC ol slops taken to correct vtolalions 
noted lt\ insp 9990 (097 /B7.0 ( . 

STONE,j.C. Vendor Inspection Branch. 87/1 1/09. JEANES.J. Southwestern Laborato- 
fiea ip. 43334:159-43334:159 

8711100383 Confirms 87 1 105 lelcon re Insp 99900005/66 01 on 880104-09 ccncerning 
OA jXMtam 1mpldmon(al(on. 

STON^.C vendor Inspection Branch. e7/tl/06. SLGMBER.R. Weslinghouso Elec- 
tric Corp. Ip 43334:160-43334:160. 

8711100380 Ack receipt ol 870720 Ur ra 10CFR21.Parl 21 only requires that Internal 
ptocadutes for evaiuBlIng & reporting identify responsible otlicei.Rev 1 lo NVREQ- 
0302 otKl lo darlN issueW/o end. 

STONG,J.C. vendor Inspection Branch. 87/11/00. ROGERS.O.R. Pelham. Inc- 9pp. 
43335-2(3.43335:215. 

8711120075 Forwards Insp Rept 99901099/87-01 on 870721-24 & notice ot 
noACOOlormance Slaps taken lo corrreci nonconformances requested wilhin 30 daya. 
STONEJ.C. Vendor Inspection Branch. 87/11/10. CASALE.T. C&S Valve Co 4pp. 
43390:103-43350:121. 

—8711120078 Notice ol nonconformance from Insp on 870721-24. Nonconformance 
notod.ladiitY OA deficiency repts not properly dosed out & signed oUMall 
lelease.veniicailon 8 mail culling activities not documonlorl & signed olf. 

* Office ol Nuclear Reaclor Regulation, Diraclor (Post 870411], 07/11/18. 2pp. 
43390 107-43350:108. 

-8711120078 insp RapI 99901099/87-01 on e7072i'24 Nonconformances noted. Maier 
areas inspecied allegations re inadequate iransler of mail heat codas & impropof ao- 
leclion & use of mail oi consi for valve parts. 

HARPER,J.C. Division ol Roador Inspection 8 Safeguards (Post 870411). 0AKEn.C.T. 
Vendor Inspection Branch 67/11/09. I3pp. 43350:f09-43350:121. 

8711130004 Forwards Insp Rept 99900084/87*01 on 870914.18 8 notices ol violation 
& nortcenloimance. 

MERSCHOFF.EW. Vandof Inspaciion Branch 87/M/io. SCHMIDT.W.J rngoisoH* 
RandC«.4p^ 43350:138-43350:161. 

-8711130006 Noiiee ol violation from insp on 870d14-ie.Viaialion noted: 10CFFI21 pro* 
cedurea do not ensure noiiDcailon of responsible oificer fn cases re (indlng doioel In 
sataty-tetstod baste compononi 

* NRC* No OoielleOAffiliallon Given. 67/11/10. ip- 43350:142.43350:142. 

-8711130007 Notice ol nonconiormanca from Insp on 870914.16. NOAConlOimShCO 
/ioted:three suppliers not on approved vendors list & QC depi had no listing of calibr 
side. 

’NRC - No Detailed Alfllialion Given. 87/11/10. Spp. 43350:143-43350:145. 

-8711130009 Insp Rept 99900064/87-01 on 870gi4-lB.Vlolalions & noncomplianco 
noted Mafor areas Inspacied.evaluallon ol Impiemeniaiion ol OA program In amss ol 
beWdno. quatittcabon 8 comrol ot purchased mall. 

CONWAy.J.T Division of Reaclor Inspection & Safeguards (Post 870411). 
STONE.J.C. Vendor Inspection Branch. 67/10/29 I6pp. 43350:14643350:161. 

871 1 130013 Confirms 671103 lelcon w/CE Thornlon concerning Insp Repi 099008867 
874H re implemenlabon ot OA program on 871 1 16-20 

STWEJ.C. Vendor InspecUon Branch 87/11/10. CAMP.B.H. Hub, Irrc Ip- 

43350.169 43350.169 

8711160133 Confirms 871109 lelcon between JJ Potrosino & RJ HeUnar re Insp at 
Mouni Vernon, tl plant on B71116'20.ln6p win concern alleged problems In eslabiis>i- 
meni & execution ol quality related aciivUlaa. 

STONEJ.C. Vendor Inspection Branch. 67/11/12. HENSON, L. Nulherm Iniernellanal. 
inc ip 43366:270-43368:270. 

8711160229 Forwards Insp Rept 99901095/87-01 on 870926-1002 8> notices ol viola* 
Uon & nonconformance, wscripllon ol corrective acllons required wllhin 30 days. 
STONEJ.C. Vendor InapecUon Branch. 87/11/12. WALS.H. CIM Corp. 4pp. 

43368^03*43368:316. 

-8711160247 Notice ot violation from Insp on 870926'1002.Vlolation8 noted:laTuro lo 
Mcliy I0CFR21 appllcablllN to listed purchase orders to Industrial Stainless 
Si^y, Aluminum Fasteners, CBM Corp & Temroc Metals. 

’Vendor Inspection Branch. 87/11/12. Ip. 43368:307-43368:307. 

-8711190264 Notice Ol nonconformance from Insp on 870926*1002. Nonconformat^coa 
notedimail last repts not supplied for listed purcahse orders. Thermometer SN-23t9 
not csl'br since 830804 & forms not approved or ref In OCP*42,Rev 12. 

’ Vendor Inspection Branch. B7/t 1/l2. 2pp. 43366:308 43388:309. 
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•^711160261 Insp Hept 99901096/67-01 on 870928-1002 ViolBtions S noncontor- 
mances noled. Major areas inspdcled:followup of slleQallon ro welder (tuehlicelion 6 
implomentatlon of OA program for fabricalion of sponi fuel storage racks. 
CilIMSEF^G.R.L. Office of Nuclear noaclor Regufalion, Oi'roclor (Post 870411) 
BAKER, E.T. Vendor Inspection Branch. 07/11/10. Opp 43:168:310-43366.315. 

6711180171 Confirms 671 1 12 tcicon ro Insp conducted on 671207-t t concerning ki^le- 
menlatlon of OA program. 

STONE.J.C. Vendor Tnspecllon Branch. 87/11/16. LEES.E.V. General Beclrlc Co. tp. 
43395.114-43065:114. 

6711190163 Forwards Insp Rept 99900403/87-04 on 87091S-t6.QE requoslea to 
submit wrillen summery descripllon of more formaliied programmatic corttrols to be 
esiablished for training sves aclivlty.by 860201. 

STONE.J.C. Vendor Inspection Branch. 67/11/17. FEUMUS.N.L. Genotal Elociric Ca 
2 dP. 43400:154'43400:t69. 

*■8711190175 Insp Rept 99900403/67-04 on 87Q91S-16.No vlolalions or noncom- 
pf'ances noted. Major areas Inspectod in^porformed to doiermlne OE conformance to 
requlremenls of lOCFRSO.App 8 & lOCFR2t in porformance of conlredual work. 
HAASS.W.P. Safeguards Branch. POTAPOVS, u. Vendor inspection Brancb. 87/11/ 
17. I4pp. 43400.156-43400.169. 

6711200060 Ack recolpl of 871002 Ur re application of IOCFR2t. Understand no ol 
I0CFR21 genoraNy accepiable.Proceduro to Implemont requiramonls should ncTudo 
provisions lor notifying mgi ol any deviations. 

Stone, dC. vendor Inspection Branch 87/1 l/ia. ROV.J.S. American Casi hon Pipe 
Co. 1p.43417;297-43417;297. 

6711340366 Responds to nonconlormance & violations naiad In OA Pio^am Insp Ropi 
69901047/66 02.CQrractlvo acllons:quality & onglnaering personnel relcKlocinnaied w/ 
respect to discrepancy reporting raguiromenis ofProceaure OP 07 
JO.NES.OF. Pacific Nuclear Sysiema. Inc. 6100.86 66/09/28. HEISHMAN.RF 
Vendor Piogiem Br.Olv of OA, Vendor & Technical Training Comer Programa.lE tOpp. 
49442.110-43442:139. 

*•6711240300 Rov 6 to Quality Procedure QP-7. "Discrepancy Reporting ACOftWOl" 

* Pacif« Nuclear Systems. Inc. 65/09/26. 12pD. 49442 126-43442:139. 

6711350204 Rosponds to NRG 871020 Ur re nonconformance noted in OA Ptouram 
Insp Rept 98900403/87*03 on 87061 5-0808.No evidence ol nonconformance to doM- 
monied requ rements found. Earlier engineering conclusions rormaify documontod. 
STUART, l.F. General Elociric Co. 87/11/18. STONE, J.C. Ofvisicn of Roacloi Irtspoc- 
lion & Safeguards (Post 87041 1). 2pp. 49457.959-49457:360. 


REOQO REQULATOflV GUIDES 

8711030118 forwards Amend 14 (o License NPF 47 & safety evaiuaiion Amend delete 
installaiion of neutron flux instrumanteuon that conforms to Rev 2 to Reg Gu'do i.97 
until prior to startup from second refueling ouiege 

PAUL60N,W.A. Project Oireclorato IV. TAC 65694. 87/10/26 OEOOENSjC. Gull 
Stales unities Co. 3pp. 49299.145-49299:153. 

-B7I1020121 Amend 14 to License NPP-47, deferring installation ol neutron flux insitu- 
monieiion that conforms to Rev 2 to Reg Guide 1 .97 until prior to startup Irom second 
rolual ng outage. 

CALVO.J.A. Project Oi'racforaie IV. 97/10/26. 9pp. 49239.t48-49299.(50 

6711021)303 Forwards updated table ol plant action Items w/rovisod Implemenlation 
dates Requests correct TAC numbers for end listed items 10 Inlliaio ciose-roloience 
Sys w/ul.l AEP.NRC numbers.Reg Guide 1.97 schedule will be updated. 

ALEXiCH.M.P. Indiana Michigan Power Co. (formerly ineftana 5 Mfchrgan Eieclrrc Co l- 
AEP.NRC:0994. 67/10/27. MURLEY.T.E. NRC • No Oelaiie<l Allillaiion Given, lipp 
43297.322-43237:332. 

6711020329 Fotwards Insp Ropis 50-313/87-34 & 50-3ee/e7-34 on 870828- I002.NO 
vio’aions or cfevration noted. 

CALLAN.L.J. Region 4. Ole ol Iho Dlteclor. 07/10/28. CAMPSELL.Q. Arkansas Power 
5 Light Co. ?pp 43233:326-43233:935. 

-6711020433 Insp ReplS 60-313/87.34 & 6O-368/07-34 on 870928-1002 No violsiloos 
or cleviatlons nolsd.MaJor areas inspecied- yarlficallon of Reg Quids 1.97 conform- 
ance lor Unit 2 & followup of previously Identified Items. 

PtCK.G A., SEIDLE.WC. Region 4, Olo ol the Dlreclor. 60.368/87-34. 07/10/20. 7pp. 
43233:327-43233 335. 

6711050121 Comments on proposed Rev 2 ol Reg Guide 1.100 ro dollnllionof skrkiarity 
as used In procedure ol seismically qualifying plant equipment through epphcallon of 
1967 IEEE-344. 

QRIDLEr.R Tennessee Valley Authority. 62FR32980 00003. 87/10/30 Rules S Pro- 
coduiea Branch. 2pp. 43293:244-43293:247. 

6711050164 Comments on Aug 1987 proposed Rev 2 to Reg Guido i.tOO.Task EE108- 
S re seismic qualincallon practices tor plant equIpment.IncTudlng IEEE 344 (l88^.Uli 
requests that NRC consider discussod items prior to finaliration. 

TUCK6R.H.B. Duke Power Co. 62FR320BO 00002. 87/10/27. Rules & Procedures 
Branch 3pp. 43293:224-43293:226. 

67 1 1060155 Informs ol util intent to uso A8ME Boiler & Pressure Vessel Code Caso N* 
237-2, ''Hydrostatic Testing of Internal Piping, Section Ill.Oiv I, Classes 2 & 3" lor 
second 10-yi insp Inlervels.psr Reg Guide 1.84. 

WOODY, C.O. Florida Power a Cighi Co. L-87-436. 07/10/30. Document Control 
Branch (Document Control Desk}. 2pp. 43303:226-43303:227. 

6711090109 Advises that util Intends to Incorporate two listed addi arrangements from 
Wyle Test Rept 63575 Into facility design criteria for Instailalfon of wiring & cable wfo 
spec'el documenlallon tor Unit 2 compliance w/Reg Guide f.76. 

W)SENeuflG,M.R. Houston LighIJng & Power Co. S7-HL AC-2A03. S?/fO/2»- Oocu- 
menl Control Branch (Document Control Desk). 3pp. 4332f:106-4332l:t03. 

6711090376 Submits addi Into to suppi utit 861230 response to NRC safety evelwaUon 
which assessed conformance of plant to Reg Guide 1 .97.util does not intend to Impi^ 
menl an/ changes to insiruroeniailon monitoring variable durmg Jul 1988 outage. 
WCOOY.C.O. Florida Power & Light Co. L-e7-434. 87/11/04. Document Control 

Hrfl,nr*h frVirtimAnt Artfsne.eAi 


8711100338 Commonf supporting draft rog guWe.Task EE 006-5 ro balteilasNo major 
proMems Involved Irt having guitjo apply to roplacemont baitones also 
BELLACK.JH. Atlillation Not Assigned 52FR34880. 87/10/21. AQGARWAL.S.K. 
Rules & Procedures Branch Ip 43344:244-43344 244. 

0?tU30H4 Forwards response to NRC Technical EvalusLon Rept EQG-NTA-77S2 re 
conlomiance ol lacii ty to Rog Guido 1.97, Rev 2. 

SILADV.JA CommonwoaUh Edison Co. 3770K/eS. 07/10/28. MURLEY.T.E. Off-ce of 
Nuclear Roacior Regulation. Director (Post 670411). I6pp. 43355:283-43355.298. 

8711160076 Requosta corrocirva action plans & schddulo (o bnng rfasign into comp'i- 
ance w/Com.Tiisslon 840616 order ro Suppi t to NUHEQ 0737 •'flequ romenis lor 
Emergency Response Capabil ty." 

HOOO.O.S. ProlocI Diracioreie 11-3. TAC 51104. 87/11/09. TUCKER H B Duke Power 
Co. 3pp 43363-028-43363030 

6711160112 Advises that now & upgraded Instrumental on dosenbod in util 041 130 Reg 
Gidde 1.97 implamentaiion replln rosponso to Suppi I to NunEG-0737,lnslallod 
durl*^ last two refue'lng outaQOs.Revisad description imp'omontalion plans end. 
BRONS.J.C. New York Power Authority {lormerly Power Authority ot the Slate ol New 
Ycik) JRW 87-055. 87/fl/ll. Documont Control Branch (Document Control Oeskl. 
7pp. 43364:008-43364.014 

6711170234 Forwofds flov 1 to WCAP-II374, ''Analysis of Capsule U From Callaway 
Unit 1 flasclor Vo&sol Radiation Surva'llanco Prograru." Rev corrocls plant heatup & 
cooldOMt oparaf/ing Itm.-f curves & Rag Gu'de 1.99 reactor fnp NOT csfcu'ations 
SCHNEll.OF Unron Eloctric Co UUNRC-1675. 87/11/10. Document Control Oranch 
(Document Control Desk) 2pp. 43380 230-43301:020 

8711190174 Summahias egroemonls roached during Q709Df mooilng & 671029 & 30 
drtcvss'ons w/NRC re flocumonl revs to Rosiarf Cniofla CEB-Cl-21.a9 for rigoroua 
aneh^ 

ORIDIEY.H. fenntissoo Valloy Authority. 87/11/17. Document Control Branch (Docu- 
ment Comrot Desk). 3pp. 43400 1SI-434C0 153 

871126^90 Forwards £G6 MTA-7643. ''Conformance to Rog Ouicfa 1.97;ByrQn Units 1 
4 2 4 Braidwood Uniis 1 & 2,*‘ re emergency response cspabil.ly.^r tovow & cem- 
manl wiifjn 80 days Somo oxcoplions to rog ou'de un'ustifiod. 

OLSHAN.L- Project Directorate lil-S. 07ni/08. BbnERFlELD.t Commonwoollh 
EdisonCo.^p 43408;077-43406.102. 

-671006(1162 ECO NTA-7643 Ptclim'nary "Conlormanco to Ran Guido 1.97. Byron Ufl'.i8 
I & 2 S Braidwood Urita 1 6 2." tochn’cai ovaluatlon rapt. 

STOFFELJW Eoac Idaho. Inc. (subs, ol EG40. Ir-c). FIN A'6403. 01*62-33. 67/ 
86/31. NRC - No DeiDilod Alllliailon Given. 23pp. 43403 060 43406:102. 

871 1200293 Commonis on proposed Rov 2 to Rog Quiuo i.tOOro sn sme qualification 
ol elecitletf & mechanical aqu-pmeni lor nuclear power plants, 
f AY.C.w. Wisconsin Elecmc Power Co. 52PR329eo 00006. 07/1 1 /og. Rules & Proco* 
dutes Branch. 2pp 43410 07 1-4341 0072. 

671 1230246 Advises ihai sbuicb range neutron llux Instrument NI-9 wiii bo removed 4 
(Ofiiacod during 7R refue'lng outage Evaluation of bonalii of repniring ootocior will bo 
made it outage occurs pnpr lo scheduled rolueimo ouiege 
llUKiLi,HO Qenorei Public Uiii nos Corp. •QRU service Co'p 621 1-07*2214. D7/ii/ 
16. Oocvmsnt Control Bianch (Documoni Control Desk) Ip. 43410.266 43419 258. 

6711230269 Forwards SER occepling Rog Guido I.97 .Rqv 3 excopl lor accumulator 
lank tsvel 8 proBSure.contBlnmoni etmosphoro temp & atmospheric dump votvos.Adal 
Irtio need to ctoso open issuers oullincd in SER.Teclin.cal ovoluation ropi also oncl. 
HOPKINS.JB Project D-recloralo ll-l. TAC 51137. 07/11/13. NAUMAN.DA. South 
Carotna Elecbio 4 Gas Co 2pp. 43426. 1 94-43426:225. 

-8711230262 Safety evaluation support ng conlormanco to Ren Gu do 1.07, Rov 3. 

* Project O.tocloraio IM. 07/11/13. 4pp. 43426:106-43426:225. 

6711230383 Clarifies uill 671023 Itr summarfring lOCrR50.59 changos lo lacil-ty In 
I9860itit8inmenl hydrogen mon'tor wi'l conimua to be oporated.por 'f'^och 
Specs Commitmont made in 040329 Hr wi'l bo revised ro operation of Instrument 
TUCKOT.HB. Duke Power Cc>. "TAC 61104. 07/11/19. Document Control Drench 
(Oocunxmt Control Desk). 2pp. 434l9.007-434l0.003. 

6711230395 Commorvts on Rov 2 lo Meg Guide 1.100, "Seismic Qualitlcation ol Elociri- 
cal & Mechanical Equipment For Nucloar Power Plarns." Recommends deleting oqu'p- 
menl 4 pplno supports from scope ol Reg Quido t.lOO 

SMITKN.P. Seismic Quetificaiion Ull'lly Croup. 52FR32BG0 00006. 87/ 1 1 /03. Rules & 
Procedjres Branch 2pp. 43424-293*43424 254. 

6711230411 Comment supporting proposed Rev 2 to Reg Guido I.IOO. ''Soism'c Quail- 
ftcaUon of Eleot/lc & Uecnanlcal tqiJtpmonI for NucloarPowe/ Plants. ’’ 

SH1PWAY.G.O., SKnElNER,K.M., BAUEn,J.T. fnstlluto of Electrical & Eleciron'c Engi- 
neers S2FR329aO 00004. 87/10/29. Division of Rulos & Records (Post 870413). 2pp. 
43418:356-43410:359 

6711240026 Infarrm Doffcloncy Rept CP 68-81 re calct/failona lor ba'ance ol pleni 
ssdety-rolaled instrument setpoints. Inilia'iy reported on 66l107.Evaluai on 

conlinufng.Next report will be subm-tied by 680218 

COUNStCW.O.. MaR 5HALL,J S. TU Elociric (formerly Toxes Uti'itios Generating Co ) 
CP-66-01. 67/11/18. Documoni Control Branch (Document Control Desk), ip. 
43444-116-43444:115 

671126C6S4 R0:on 870604, diesel generators 2A & 28 oxceedsd 1 1 s allowable limo to 
achieve 4160 volts ac Root to be subm'-liod on B7ll 12 wi:i be submitted on 871125 to 
include delayed info.per Regulatory Position c.3.b.0l RegGludo l.10e,Rcv t. 

TUCKER, H 6. Duke Power Co. 07/11/12. Documeni Conl/o) Branch fOocumo/il Con- 
trol Oe^). Ip. 43457.072-43457.072. 

6711360037 Forwards progress update on equipment lnslallatlon,inclJd.ng c'ariricelion 
of utU position on separat'On criteria & SPOS for each position.per Rev 2 To Reg Guide 
1-97. 

ANDREWS,R.L. Omaha Public Power Olslrlci. LlC-67-667. 87/11/24. OocumanI Con- 


IS 1.100, "Ssismlc OualilicaUon of Elecirj. 
war PlaJils '' Racoinmerids deleling equip* 
>u>de f.tOO. 

jp. S2PFI32980 00006. 87/1 1/03. Rules & 
>94. 

on 671021 (S proposed SEfls approving 
ler .. WCAP-1 1342, Amend 19 lo NEDe- 
. Attendees list & r^ted info enci 
Roqutremenis. 67/11/06. STELLO.V. Ofc 
yp 43446.043 43446:066 


MMISSION 

Commission approve slaff plan lo extend 
as element of i^mplemenlafion program lor 

r Operations. 87/06/31. 1 1pp. 43362:182- 


ior documents, including J Philips 621016 
C 6 0 documents & App F documents in 
f withheld (ref FOIA Exemption 5). 
as (Posi 870413). 87/10/29. CONOIT.R 6. 
310279-43310.321. 

at Commission delegate authority to O'rec- 

tas dunng course otinvestigalfons. 

for Operations. 84/10/26. 3pp. 43310:307- 


tion w/second quarterty progress lept on 
>1 radwasie mgt program, 
y Operations 87/10/26. 28pp. 4334e 0&5- 


*•0/ I iu#UvVO irivosuuuuun vi ruiriivc nBUKHii 

ENO.J. New Joiesy, Stale ot. 00/12/31. I22pp- 43240-.ra5-43ai0 306. 

8711020230 FOIA requasi for ell recorde to degradation ol avo walor 
SORQl.D. Massachusells, Commonweatlh ol. 87/00/28- ORIMSLEY.D.H. NRC - No 
Oalellcd Affiliation Oiven. 2pp. 432404301-43240:002. 

8711020237 Partial response to FOIA reqiMSt re degradetion ol svc welor piping at 
plant. Documents listed in App A ovattatato in POR. . _ _ 

GRIMSLEY,O.H Division ol Rules & Records (Post 870413). 87/10/20. SORQl.D- 
Massachusells, Commonwoalth ol. 2pp. 43240003-43240.004. 

8711030356 Transcript ol NaU Stale Uason Officers 870909 mooting in 

Bethesda.MO.I^ t-2l4.nelBtedlnIoencl. 

' Office of Governmental & Pubtc AHairs (Post 670413). 87/00/09. 2l7pp 
43259:099-43289.316. 

8711030383 Transcript ol Natl State Liasort Officers 870910 meeting In 

I documentation end. 


] Transcript of Natl s 
2 IS 343.Suppo(UnQ i 
of Qovernmental 8 Pi3)l 


Beihesda 
’ Office 
43260:306-43261 ;137. 


iVc Aitairs 870413). B7/09/IO. 160pp. 


8711030461 FOIA request lor documents re NRC/irlil meeling In Nov 1686 concerning 
plant. 

^RGI.O. Messachusells, Commonwoallh oi. 67/09/28. ORtMSLEY.O.H. NRC - No 
Oelaiied AflUiation Given. 2pp. 43280.247-43260240. 

871 1030467 Partial response lo FOIA raqueal lor documents re plant. Fonvards App 6 
documenis.App A & B documonls avaSahle in FOR & LPOR located In Plyinoulh,MA 
ORIMSLEY.OH. Division ol Rules A Records (Post 870413). 87/10/30. SORQl.D. 
Massachusells, Commonwealth ot. 3pp. 43280 249 43280 277. 

8711040278 Forwards Qoverrtor Schaetar 871018 tir to Slate ot MO comments On com- 
mitment to excellence action plen.lor Into A uae In revising plan. 

WEN2INQER,E. Region 1, Olo of the Oliecior. 87/10/30- OALLAQHER.J W. Philadel- 
phia Electric Co 2pp 43291 024-4329l;034 
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°i should provide bacKup commumca- 
i. RUSSELL, W.T. Region 1. Ole ol U\o 

(1-43311:002. 

jocumonis V-stod 'i APP A avellable in 
JlPosl 870413). 87/11/03 SQflGI.O. 

003-43311:004. 

»r»”rs=sr3S" 

JB (Post 870413). 87/11/04. SOHOLO. 

5 234 43316:243. 

67/11/04. GALLAGHEaJ.W- PMHadol- 

,y Poach Bollom wo.King W 
Ko 9 fiqbl to commonl on any luluro 

67110/20. RUSSELL.W.T, Region 1. Ole 
1 b (Post 070413). 87/11/10 BUNCH,W.G. 

IPO.' 


lOPBEP VENDOR REPORTS MO REU.TEO CORREBPONOENCE 

■•s-sgss&sr™--" 

676Ta9ai« Fo^-ds 'S 

4*3369 305 43359 311. 

43359 2e3-43369-209. p,o. 

.™e040WFo™.0.'5A'C«^^^^ 
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REVIEW GRP NRC RESEARCH REVIEW GROUPS 

E711020209 MotiFical'On cl CRGR Meeting 124 on 671 112 in Beihosdft.MD to cHscuss 
proposed emends lo 10CFR21 re reporting ol delects & noneompiiarKd S 
tOCFR50S&(e} re reporting ol delocis in design! const 

JORDAN, E.L Co.Tmitteo lo Review Generic Requirements 07/10/20. 
GERNERO.R.M. OHice ol Nuclear Materiel Safety & Seleguaros.Oirector. MARTIN.T.T. 
Region 1. Ofc of line Director ROSS.D F. OH.co ol Nuclear Reguleioiy Research. Oi- 
recfor (Pro e«0720J. 2pp- 432S6 200 43256 201. 

87110S0100 Comment on NUREG'12S1, "impi cations ol Accldeni el Chernobyl lor 
Safety Regulation ol Commercial Nuclear Power Plants in LIS " UtH suggests that no 
changes necessary in US LWRs as result of Chernobyl accident 
EDWAROS.O W. Va.nkoe Atomic Elednc Co 52Fn33304 00001 07/10/33. Rules & 
Procedures Qrench Spp 43202. 066-43292 092. 

6711060112 Forwards comments on NUPEG-12SI. "Imp'icatlons ol Accident ai Chorno- 
byl lor Safety Regulation of Commercial Nuclear Power Plants in US." Rocommends 
that NRC reassess eslety concerns Idenidied In NUREG-t23i . 

SCHERER.AE. Combusiion Enginoering, Inc. LD87 06I 07/tl/O2 CMILK.SJ. Office 
of iho Socrelary ol Ihe Commission. 4pp 43306 192-43300:105. 

0711130194 Comment supporting drall NUREG-12S1, ' Irrplicatlons of Accident ei Cryer- 
nobyt for Safety Regulation of Commercial Nuc'oar Power Plants in US " Concern ox- 
pressod ro areas Identified m NUREG as warranting further stuiN or anstysis 
LEE.B Njc'ear Managemani & Resources Council (NUMARC) (loirnerly Nucieftt 
Manage 52FR33304 00004. 87/tl/03. Rules & Procedures DtarKh iSpp 
43359:290-43359 304. 

071 1 170252 Requests review ol ViPRE computer coda be comploled In FY06 & tesub- 
milial of Vols i-3 & rovlsod version ol Vol 4. Effort required lo perform 6WR review 
expected to be less than lor PWR review 

YUNG.Y.Y Ul-lity Croup for Regulatory Apnl cations YUNG.YY. Wash>ngion Pubic 
Power Supply Syatern. 37/tl/a9. NORBERG.JA. Reactor Systems Branch 3pp 
43362.266 43302 261. 

-6711170266 Advises of request by U’l Group tor Regulatory Action to submi 23 
c^ies of VIPRE code documentailort.Repla wi.i bo iransmitleu under scps'aio cover. 
SRiKANTiAH.Q.S Electric Power Resea'ch Institute 85/01/03 OENTON.H R Olirca 
of Nue'ear Reacior Regulanon, Oireclor (pre-e5l I2S) 2pp 43362 27d.43362.260 

-8711170262 Forwards ViPRE-01, ‘Therma'-Hydraui'c Analyse Code for Reacior 
Corea" Ropt to compleio set oi VIPRE documonts lorwatdod or> 670e0i.pot uid 
Group for Roguieloiy Action requosi.W/o end- 

SRIKANTIah.Q S. Electric Power Research Insitute. 65/06/21. OiUA NRC • N'o 
Delallsd AtMial'on Given ip. 43362 261-43362.261. 

6711160095 Surnmary ol 871027 meetfna w/NUMAfiC,eNL,lNEL & Sconce Applca- 
tiona (nil Corp re status ol Tech Spec improvomont Program-related topical ropt re- 
vfewa & p/obaORsiiC rriothodologies roiavsni to reviews Attendance fist end. 
WOHL.M.L. Technical Specifications Qrench. 67/ii/t0. BUTCHER.E.j. Technical 
Specilicalions Brsnelt 3pp. 43380.O88-433O9 001. 

-6710300028 Nelticaiion of 871087 meeting w/NUMARC.SAIC.BNl & INEL |n 
Baihasde.MO.io exchange statue briefings & coo/Omate future achwiiea re Tech 
Specs Improvemeni Progra.m. 

6UTCHER.E.J. Technical Bpeci'catlons Qrench 87/10/23. ROSSi.C.E. Oivisioo o' 
Operational Events Assessment (Post 6704 iij. 2pp 43369 091-43380091. 

8711200349 Comment opposing NURE0-I25t which slates that few lessons lo bo 
learned Irom Chernobyl accident w/respeci lo saloty regulation ol US reedots. 

HIATT, S-L. Ohio Citl/ens for Responsible Energy. 52FH33304 00007. 67/11/02. NRC 
- NO OolailedAlfil'aiiOn Given, tlpp 43412344-43412:354. 

8711230237 Not fies of CRGR Meeting 125 on 671125 to d-scuss RES document pack- 
ego lor Initiation ol Severe Aeddont Policy Implemaniation ellort 
jORDaN.EL. Commitlee to Review Generic Requiremonis. 67/11/17. 
BERNERO.R.M Offico ol Nuclear Malarial Safety 6 Saleguards.Direcior. MARIIN.T.T 
Region i , Ofc of the 0 rocior. ROSS.O.F Qllice ol Nuclear Regu'alory Rosearch. Oi- 
roclor (Post 660720). 2pp. 43428:240-4342e'241. 

8711230395 Comments on Rev 2 lo Rog Guide MOO, "Soismlc Qustifktoion of Elocbi 
cel & Meehan cel Equipmonl For Nuclear Power plants " Rocommends deteilng equ-p- 
menl & pipirxg supports from scope of Reg Guide 1 .100. 

SMITH.N.P. Seismic OuaiiUcaiion Uiility Group. S2FR32980 00006 87/11/03 Rules & 
Procedures Branch. 2pp 43424:293-43424:294. 

8711240267 Summary ol CRGR Meeting 123 on 671021 re proposed SERs approving 
WCAP-11325, • Steam Generator LO l.o Water WCAP.1i342.Aniend 1» loNEDE- 
2401 1-A-P & Amend 17 to NEOE*240I1-P-A. Attendees list & rotated irrtoorKi 
JORDAN.E L. Commiiieo to flevlaw Generic Requromenle 87/11/06. STELLO.V.OIc 
Ol the Exoculive O-raclor lor Operations. 44pp. 43446043-43446 066. 


SECY POSITION PAPERS BEFORE THE COMMISSION 

8709080332 SECY-07-219 Rocommends that Commission approve staff pfan lo extend 
banelits ol ISAP approach to all liconsoes as elamoni ol implameniatlen program for 
severe accident policy slatemeni. 

STF.LLO.V. Ofc ol Ihe Exooutrve D. rector for Operations 07/06/31. ifpp. 49362. 182- 
43362:192. 

8711060139 Final response to FQIA request lor docvntenls.lnclud.ng J Philips 621018 
memo re delegation of auihorlty.EncI App C & O documonis & App F docuntenis In 
POR.Mp C & F documents partially & totally withhold (ref FOIA ExempCon 6). 
QRlMSLEY.D.H. Diviaion ol Rules & Records (Post 870413). 07/10/^9. CwiDlT.R.E. 
Goverrrment Accountability Project. 6pp. 43310.279-43310:321. 

>•8411090394 SECY-64-417 Recommends lhal Commission delagaie authority to Direc- 
lor ol Ofo of Invesligailons lo issue subpoenas during course of Inveslgaiiorts. 
OIRCKS.W.J. Ofo ol the ExeeuWe Oireclor lor Operations. 64/10/26 3pp. 43310.307* 
43310:312. 


8711120030 Forwards SECY 67-267 on second quarloriy progress rept re pio Ksnsi-tg 

g hass of DOE civi'isn high level radwaslo mgt program app.'ovod lor leloaso to POM. 
ATES.A. Oociioi.ng 8 Services Branch 67/11/04. SHELoURNE.B Put' c Oocu-ncnl 
Branch ip. 43346:210-43348:210. 

8711160001 Final response to FOIA toquesi lo.' documents App 6 docu-ronts etcl 0 
ava/abto tn POR.No rocords located subj lo Horn i of requost 
GRlMSLEY.OH. Division ol Rules & Records (Post 870413). 87/11/12. HAMLIN,JG. 
Shaw. Pitnran. Potfs & Trowbridge. 2pp. 43363 271-43363 334. 

—8711100002 SECY-76*54S Roguests Commission approval of NRR program to ovalu- 
6to (grating power reactors re t^urrent l.censlng criteria & document lasul’.s of e<a - 
uaiion. 

RUSCHE.B.C Office of Nuclear Reactor Reguiailon, O'eclcr. 76/11/12 S{pp 
43363277-43383 334 


871I1701S2 Final response lo FOIA roquosi for SECY-87.04 /.Fo.'watds App 0 
documoni.Documonl a'so avai'abia m PDR. 

GRIM5LEY.D.H. Divis'on ol Rules & Rocords (Post 870413). 87/11/13 FLORAJ.Yi 
F lora. J W. 2pp. 43385:245 43385 255 

—0711170162 SECY-B7.047 Discussos ragulalory ollectivenoss rovlow ptog.'a.Ti anrua' 
lopl tor FYOO.par NUREO-0885, Issue 5. Program proven benoficial os ttteans cl as- 
sessing elleOivoness ol saloguartls programs agalnsi dosign bas:s ih/oals of sabo- 
lage 

StELLO.V. Ofc ol Iho Execulivo Director lor Operations 67/02/19. 6pp 43385250- 
43305:255. 


8711170239 Foivrards SECY-67-256 & 5ECY-e7-262 10 btt plecorl In ti es & mada e<a1- 
abio irt PDR Previous roloase ol SECY-87-220 coniirmed.W/o or'cls 
OATES.A. Operations Oranclt. 87/11/13. SHELBURNE, 0. Pubic Documonl P.-arcK 
ip 43305 207-43385 207. 


STATE PROG STATE PROGRAMS 


6710230006 Rosponds to rocipioni 870810 Ur roquoaiing pravoni'on o( plant (os>aitunu 
prov.ou^y idoniifiod mgi.ieacior safety & omeigancy pianninn concerns satslacicnly 
addressed. Pospiution of amoiooncy planning issues roquirod By FQMA. 

ZECH.L.w. Coramseionais 87/10/00. BARRY ,C.V. Massachusotis, Co'iwnchwcalA 
of 3pp. 43460 293 43460 299 

-8710230013 utgos Commission action va'idating llnctings ot FEMA repi, "Soll-'ntUa’.i'd 
Review 8 intonm Finding." Rapt concludes uiil ofiflilo plans inedequate b nio'iKI 
public hbaiih & saloty Public hea/mg prio' lo plant restart also reeuesled. 
bARRY.C V. Massachusoiis. Commonwealth of. 87/08/10 ZECH.U. Cemm se.eno's. 
app. 43460.295-43460.299 

8710300132 AcX raceipi ol 670630 Hr In response lo NRC commenla & recorrrro/Kfs- 
uorts folowinp 1967 roviow Ol slate radiation control program.State ol CO rad'SHoR 
control program adoQuato to piotoci public heaiin & saloty. 

KAMMenW.C C. State. Local 8 Indian Tribe Programs. 87/10/27. VERNON, T, A, Col- 
orado. Slate of. 3pp. 43251 S62-43251.264. 

-8711820150 Discusses actions instituted to address comments in NRC 370018 IcDiv 
will roorganiie.etleciive 670702, iiconses overdue for insps wi'l be given highest prio'.'y 
tor complafiorx & uacking sys (Or inaoa will be instituted 

VERNON.T.M Coioredo. Stale ol. 87/06/30 KRAMMERER.CC Siaio. Loca’ & Inciln 
Tnbo Programs 4pp 43251:265 43251:266 

6711020082 Final response to FOlA request for documents. Forwards documents I'sled 
in App e.App D documents ava lablo in ppR 

GBtMSlEY.D.H. Division ol Rules & Records iPObl 070413). 87/10/28. MILLER -J A 
KertnoyS Kearney. 2pp 43240 101-43240:306. 

-0711020998 "Investigation of Former Radium Processing Silo '' 

ENO.J New Jersoy.Biate of. 60/12/31. 1 22pp. 43240:165-43240.306. 

0711020230 FOIA request lor all records re degradation of sve wafer p-ping at plant. 
SORGJ.D Massachusoiis, Commonwealth of. 67/09/26. GRIMSLEY.O.H. NRC - No 
Oetailed AIMiatlon Given. 2pp. 43240 OOt-43240. 002. 

6711020237 Parl'at response lo FOlA roquesi re degradation of avc woCer plp-.ng a1 
plant Owuments Lstect in App A ava'lab'o In POR. 

GniMSLCY.O.H. Division ol Rules & Records (Post 670413) 87/10/28. SORQi.O 
Massachusoiis, Commonwoalih ol. 2pp 43240.003 43240.004 

6711030366 Tronscttpl of Nall Stale Lleson Officers 870909 meetir'g in 

Selhesda.MD.F^ I-2M. Related info oncl. 

* Ollico ot Governmoniai 8 Public AHaiis (Post 870413). 6//09/09. 2l7pp 
43259090-43259:315. 

8711030369 Transcript ol Nall Staio Llason Officers 670910 mooimg In 

Oeihesda.MD.Pp 215-343. Supporting documentation oncl. 

’ Offica of Governmental & Public Affairs (Post 070413) 67/09/ tO. 190po. 
43260:308-43201:137 


8711OW401 FOIA request (or docum6t\is re NRC/uW meeting in Nov 1986 conceriVLig 


piarti 

SORQ 


1,0. Maasachusetis. Commonwealth of. 87/09/26. GRIMSLGY.D.H NRC • No 


OatBAlsd AttiLation Given. 2pp. 43260.247-43260:248. 


8711030467 Partial response to FOIA request for documenis re plant. Forwards App 8 
documenia.App A & B documents available In POR & IPDR located in PlyrnoulhJ4A 
QRIMSLEY.DH. Division ol Rules & Records fPosi 870413). 87/10/30. SOROI.D. 
Massachusetts. Commonwealth of. 3pp 43280:249-43200 277. 


0711120003 SECY-87-267 ProvHdaa Commission w/second quarlarly progress repI on 
prellcorising phase ol DOE civilian high level radwaste mgi program. 

STELLO.V. Ofo of the Executive Director lor Opereiions. 67/f0/26. 26pp. 43348055- 
43346:112. v 


8711040270 Forwards Governor Schaefer 871015 Hr re Siele of MO comments on com- 
miimanl to excellence action pfan.for fnfo & use in revising plan. 

WENZINGEfl.E. Region 1. ofc of Ihe Oireclor. 07/10/30. GALLAGHER, J.W. Pnilade’- 
phia Electric Co. 2pp. 43291:024-43291:034. 



-^711040292 Forwards commonis on (acllily commilmonl lo oxcelionca action 
plan,pt1} islied by ut.l on G70007. Primary concern lo ensure that (acuity operated in 
rrannor to protect noaltd & safety of pubffc.Utrl afroufcf provtde bectcup conKnimica- 
Hons 

SCHAEFER, W.D. Maryland. Stele of. 07/10/lS. RUSSELL, W.T. Region 1. Ole ol the 
O.-eclor. epp. 43291:026 43291:034. 

671 1060298 FOIA request lor documents prepared lor or by NUMARu 
SORQi.D. Massachusetts, Commonwealth ol. 87/09/28. GRlMSLEY,O.H. Oivis'-on ol 
Rules & Records (Post 870413). 2pp 4331 l:00t-433ti:002. 

871(060300 Partial response lo FOIA request Documonis Ksied in App A evaueble la 
PDR S also maintained in LPOR In Plymouth, MA, 

GRIMSLEY,O.H Drvision ol Rules & Records (Post 670413). 67/11/03. SORGl.D. 
Massachusetts. Commonwealth ol. 2pp. 4331 1:003 4331 1:004. 

8711090047 Partial response to FOiA request for documenis.inciiiiling PI^-l-86-028 la 
event at p’anl. Forwards App E documents App D & E document^ also available in 
POR 6 IPDR located In Plymouth, MA. 

GRIMSIEY.DH. Division of Rules & Records (Post 870413). 87/H/04. SORGI.D. 
Massachusalts. CorTwnonwaalth of 3pp 43316:234-433J6243. 

871 1090221 Forwards.lor info & use In rovislng commitment to oxcotlanco action pleivC 
Bacas 671021 Hr lorwarding Commonwealth of PA comments on exceiienco acdon 
p'an. 

WENZ.NG£n,e. Region i, Ofc of iho Oiroctor. 87/1 (/04. GALLAQHEH.J.W PWadal- 
phia Electric Co. 2pp. 43322:347-43322 353. 

-8711090228 Forwards commonis propared by Peach Qotiom working group on com 
mllmeni to excoflonce plan Commonwealth rosorvos right lo comment on arty luiure 
p'an rovs. 

BACAS C Ponnsylvania, Commonwealth ol. 67/10/26. nuSSELL,W.T. Regiort i. Ole 
ol ihe (director. 5pp. 43322:349-43322 353. 

87(1130286 Final roaponso to FOIA request for documents S appoai ro dorHai ol doa^ 
monts IQ U M II Tailings Remodial Control Act s.lo near Falls City,TX.Forwatd9 App A 
dMuments Oocumonis also avefab'e in PDR. 

GRIMSlGY.O.H. Division Ol Rules & Rocords (Post 070413). 07/1 1/10. BUIICH.W.G. 
Henry & Kelley. 2pp. 433ea;080-43360.103. 

-8711130313 Discusses Slate ol TX regulation of Conoco.Inc Conquis'e Pio|ocl S 
Rhone Poulenc Freeport lacl'ity.per 670904 Hr. NRC has no jurlsdicilors over specie 
licensing & disposal aciivIHos In Slate ol TX.W/a encis. 

OENTOW.H R O/frco Of Govemmontaf i Public Affairs (Peal 8704 13). 87/08/30. 
ORAMM.P SonaiQ. 4pp. 43300:100-43360:103. 

8711130319 Informs lhai latest rev lo Siato ol LA radiation regu’aiiona oocema ailecirva 
on publication of notice in Stale ol LA rogiatoi.Vol 13, Number lO.on 87t020NoKe 
encl. 

SPELL, W.H. Louis’ana. Slate ol. 0//10/28. MARTIN.R 0 Region 4. Ofc ol the 0«dc- 
tor. 2pp. 43357:209 43357:291. 

8711160002 Commenis or> revised poUcy statenwit ol policy 6 procedufo lei enioieo- 
merit actions.Raviaw ol NRC pubticailons on assassod hnea 6 radlaiion doses to 
people wou'd saem to indicate gioat discrepancy in favor ol tinea. 

DAN'ELSON.T.S. Indiana, State ol- 62FR362l5 67/10/20. NRC • No OPiaited AlfilL 
atlon Given. Ip. 43304:245-43364-240 

671I1800SS Final response to FOIA request for documents re Stale ol NV ladaiiott 
control piogrem.Forwards App A & B documonia A^ A & 8 documents avafabie Irt 
PORRopt may bo obtained from SR Merahail at Siaio oi NV.Oopi ol Human Re* 
eourcaa 

oniMSL£Y,OH. Division of Rules & Records (Post 0704I3). 87/li/i2. 
MCQEhEE.F.M. Cicisen Alert. 3pp. 43370:037.43370:058. 

-071 1 160076 Forwards followup fopi & evaluaiion of Slate ol NY radieiiors control pro- 
gram lor 861 l2t*97060S.Flnding8 ol adequacy & compatiUility (o be withheld petrdng 
further Improvements in progrem.Doliciencies found In two Category I IncKcaiors. 
HORNOR.J.W. Region C»c ol the Olfocior 87/00/27. NUSSBAUMER.OA NRC • 
No Detailed Aflillairon Given t2pp. 43370.046>43370.0S7. 

-871 1 150084 Ack receipt ol 670003 Hr re review ol Stale of NY Agreement Slate ladi- 
atlon program. Plans outlined In Itr urged lo be Implemented aa soon aa possible. 
KAMMElfER.C. Slate, Local & Indian Tribe Programs. 87/09/17. GRIEPENTROGJ. 
Nevada, State of. 1p. 43370:056-43370.058. 

6711170075 Forwards stale rosponsoa to data loquosia OCA-10 through OCA-26 re nu- 
clear decommissioning linanclal commltloo & fac<l-ly docommlssloning fund 
SMUKLER.L M New Hempsh-.re. Slate ol- 67/11/09. HOLMES.M.W. New Hampsiyie. 
SlalO ol. 273pp 43383:O4§.433O3:3O0 

8711170116 Oilers no cornmenis on ulil 870226 request to arnend License OPR- 
49, consisting ot Change RTS-2ie, updating ATW5 design basis. 

HOUVENACSLE.T. Iowa, State ol. 87/11/12. VIRGILIO.M.J. Projoct Direciofelo IH-I. 
Ip. 43362.3I6.433623I6, 

8711190119 Responds to NRC 871027 Mr re Amend 16 lo License R-SS.EPZwHlnolbe 
modilied during const & after completion el Ctr lor Almospharic Chemisiry Studies 
bldg Provisions made lo notify workers during const in event el ernergency. 
DI.MEGLIO.A.F. Rhode Island, State ol. 07/11/09. MICHAELS,!. Slairdarduailon & 
Non-Power Reactor Project OireclOrate. 2pp 43396.021-43396:022- 

8711200397 Forwards bonding into ro Malepal Resources Co Peimll 478.per requeSL 
POLTRONE.R. Wyoming. Stale of- 87/07/23, flOSE.H. Uranium Recovery FleW Ole, 
fl4. 10pp. 43415:360-43416.360. 

8711230399 Forwards "Quarterly Oporations RepLJul-Sopl 1087 for Irlgaray Mina 8iie." 
BflOWN.K.J., WICHERS.O.L. Malapal Resources Co. 87/10/30. QIURGEVICH.B. Wy- 
omlng. State ol. ip. 4342e:267-4342g.og2. 

B7II240005 Requests change lor name ol conlacl person lor New York Slate Ene/m 
Ole Oocumenis sent to J Ounkleberger should instead be sent to 0 Ross at Hsled ad- 
d/sas. 

GLEASON, EJ. New York, Stele of. 67/11/16. Document Control Branch (Oocuroent 
Control Desk), ip. 43437'358-43437:35B. 

871 1240151 Advises ol change to contact person Irom J Ounkleberger lo 0 Rosa. 
GLEASON.e.J. New York, State of. 87/11/16. CAPflA.0. Project DSreclorale K. Ip. 
43458:305-43460:305. 


87I12S0126 FOIA request lor records propared by or lor NUMARC ro outage ol facii ly. 
SORQI.O. Massacbusetls, Ccm.-nonwealih ol. 87/09/20. OniMSLEY.D.H. NRC • No 
OatdlefiAlfHaiio.n Rhen. 2pp 43463:204-43463 295. 

6711250129 Penial response to FOIA request for records prepared by or tor 
NUMARC Documents lisiod in App B already evallabto in PDR 
GRIMSL£y.D. Diwslon ol Rules & Heco-ds (Post 670413) 07/11/20. SORGI.D Mos- 
sachusetta. Commonwealth ol. 2pp. 48463.290-43463 207. 


TOPREP VENDOR REPORTS AMO RELATED CORRESPONDENCE 


>410310317 GA-C16398 502 "Palo Verde Nuclear QeneraLng Staton Control Room 
Human Faciera Study Executive Su-mmaiy Repi SuppI 2." 

* Torray Pines Tochnology. 64/10/31. l/pp 27193247-27193:263. 

8707260122 Fonvards SAIC-SZ/SOSO, "Human Factors Evaluation ol Q&W Reassoss- 
monl Program S Findmgs Tesk 2 • Oporaling Expenence Reviews." Rept constitulos 
final rapt for Task 2 under Task Order 6 

UNERJI T. Scfenca Applicatrons Inicmelional Corp. (formerly Science Apphcairons. 
Inc) NRCM33-S7-029 07/07/17. WEST.S NRC . No Detailed Atfil-alion Given Ip. 
43359;30S-43350.3I1. 

-6797200125 SA1C-B773850 "Human PeclD'8 Eva'ualion ol BSW Hoassossmeni Pro- 
gram 6 FindingstTask 2 • Oporei ng Exponence Revlows." 

* Sdenca AppHcaiipns Iniernei pnal Carp, (lormerly Science Appi caiions, Inc). NRC- 
03-87-026. 87707/17. NRC • No OetsMod Alii iaFon Gwen. 6pp. 43359 306-43359.311. 

6706178057 Forwards SAlC-07/3059, "Human Factors Evaluatlor^ ol B&W Reassoss- 
mont Program 6 Flr'.dmgs Task 3 • Procodures Review." Repi const.luies Imal ropi lor 
Task 3 ufvlor Task Order 8. 

LtNEfl.RT. Science App’icaiiona Inloinaiipnal Corp. (tormotly Science Appllcaions, 
IncJ NRC-CH 37-02Q. 87/00/10. WEST.S NRC • No Delated AffrHalton Ohven. ip 
43358:283-43359 266. 

-8708170061 SAiC-a7/3050 'Human Factors Eva'ualion ol S&W noassossmonl Pro- 
gram & Findings.Task 3 - Procedures Roview." 

' Sclortco Appkcalrons Inletnairorval Corp. (lorrrerly Sclo-ice Appl cations. Inc.). NRC- 
03 87-029. 5770a/t0 NRC - No Dolai'od AlliLet on Grvon. 6pp. 43356:204-43359 209. 

8706040375 Forwards SAiC-87/3051. "FInol Hurstan Faclors Eva'uaiion ol U&W Roas- 
sesstnonl Program 6 Findings Task 4 • Operator Burden PrD(ecf/Sansitrv.ly Study " 
Caihsw Asseo wTi provide repi on methodology of project 

LINER.R-T. Scionco AppHi^ailons International Cerp. (lorir.etly Sc'erce Applicat-ons, 
Inc.). NRC-03-87-029 07/09/01. WEST, 8- NRC • No betallod Allillalion Given Ip. 
43358^288-43359 2ea 

-8709040403 SAIC-07/3D6I "FInol Humsri Factors Eveluniion of O&W Reassessrr.oni 
Program 5 Findings Task 4 • Operator Durdon Project/Sensltlvity Study." 

' Stienco Applications internollonai Corp- (lormerly Science Applications, ino) NRC* 
0307-029. 07/00/01. NRC • No Dole led Alli-istion Given ilpp. 43359270- 
43350:280 

871001051 1 Responds lo 970810 Hr roquosting It^lo lo DCS 070210 paiiTon requostlng 
moils (0 e&Wfacil-iles,per G Gsr'lzrl 870720 lir to lecipienl requosf ng support of pell- 
iron. Oa42zi staiemonis d scussod-Pbiitipn under review. 

STELLO.v. Die el the ExocuLvO D.racioi l«r Opetei-ons- 2-200- 87/09/20- 
VOUNO.C-W. House ol Rep l?pp. 42805 344-42905.355. 

8711020077 ferwerds nonprepiioiary WCAP-11620 & proprirsiary WCAP liBIS. "AtJdi 
Tocivdcai Bssss lor Eliminating Largo Primary Loop Pipe Rupture as Biruciurol Design 
Basis lor Kowaunee." ler resolution ol USI A-2. 

HINTZ.OC. Wiscons n Public Service Corp. NRC.07-140. 57/10/28. Oocumonl Con- 
IkA Branch (Document Control Desk). 3pp. «3228 214-43226:240. 

-8711020085 Raquosis that propriotety WCAP-I1$10, "AddI Technical Bes'-a for Eiiml- 
nsbra targe Prirnaiy Loop Pipe Rupture as Siruclu'ai Design Bas s for Kewaunee," 
be wwhneW from pooite dfec/osuro per H)CFRP.700(W(4). 

WE^MANN,R.A, Westmghousa Eloeliic Corp. CAW 07-102. 67/10/16. MURLEY.T. 
Olkce of Nudoai Reactor Regulation, Director (Post 670411). 7pp 43226:217- 
43226.223. 

-07(1020090 WCAP-11620 Nonproptietary WCAP-n620, "AddI Technical Bases lor 
Eknyr^allng large Primary Loop Pipe Rupture as Stiuclurol Oasign Basts for 
Kewaunee " 

ROARTV.OH.. LEE.Y.S.. KlM.CC. WostinghouBO Electric Corp. 87/10/31. 2epp. 
43226 224-43226-248. 

8711030230 Forwards propriolary BAW-10I89P. "B&W Safety Analysis Methodology for 
RodicuiBiing Stoam Generator Plants." Rept dosertbos Q&W calculation moihous for 
Wealinshouse PWfls. Af/Wavll a'so end Repi iwlhhe’dpef lOCfP2.7SH)).Feo palif. 
TAYLOR, J H. Babcock & Wilcox Co, JHT/a7.22a, 67/10/22. NORBERG.J.A. Division 
ei En^neoring & Systems Tochnotogy (Post 870411). 9pp. 43261:323-43261:331. 

8711030295 Ack Ihaltov to util Topical RopI OPC-NF-20I0A. "Nucioer Physics Moihod- 
ok)^ for Reload Design," conlalna m nor statistical er(Or,poi 071018 lir.Rovised docu- 
(DOTl scheduled to bo submitlod by 670120. 

TUCKER, H.B. Duke Power Co. TAG 66148. 07/10/22. MURLEY.T.E. OlMce ol Nuclear 
FtaactorRegulailon, Director (Post 070411). 1p. 43262. tot -43252. 191. 

8711030302 Forwards Page 16 for Inclusion in 670022 comments on draft NLIREG- 
1160, "Reactor Risk Rol Documenl." Pago missing from original Iransmitlal 
NEWTON, R A. Wosiinghouso Operahng Planla Owners Group. 52FR7050 09023. 87/ 
10/26. NRC - No DeleHed Amailen Given. 3pp 43252:066-43252.100- 

8711039360 Forwards Rev 1 to WCAP-11663, "Analysis ol Capsule X From Alabama 
Power Co JM Farley Unit l Reector Vessel Rad atlon Sunre-ilence Program." No tech- 
nical changes lo pressure temp limits or opereling procodures requ'tea 
M^XSNALO.R.P. Alabama Power Co. 07/10/20. Document Contiol Branch (Docu- 
ment ConUol Desk), tp. 43260:077-43260:164. 

-8711030374 WCAP-11663 R01 Rov 1 lo "Analysis Ol Capsule X From Alabama Power 
Co YM Farley Lfnif 1 Reactor Vessel Radiation Surveiltence Program." 

MEYER.TA Wastinghouse Electric Corp. 87/09/30. 67pp. 43260:076-43260:164. 
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9711040295 Ditodor's Oodslon DD-S7-1& unOet l0Cfn2.206 denying DCS 870210 pe- 
litian to suspend G&W OLs & CPs based on safety deficiencies .^legations present no 
subslantial noalth & safety Issues. 

UUFtLEY.T E Offico of Nuclear Reactor Rogutation. Director (Post 670411). DD-07* 
18. 07/10/19. Union of ConcernerJ Sciont.sts. 84pp, 43279.243- 43279.329. 

-8711040349 Notice of issuance of Opreclor'a pecision 00-87-10 undoi lOCFn2.206 
denying UCS petition to suspend B&W OLs & CPs. 

UURLEY.T.E. Office of Nuclear Reactor Reoulation, Director (Post 870411). 00'67- 
18. 07/10/19. 3op. 43279 327-43279:329. 

8711040333 Forwards Top cal Ropf VP-NOS-35. "Nortli Anna Unit 2.Cyc.'e 5 Coro Per- 
formance Ropi," for Into. 

STEWART, W.L. Vlrainia Power (VuQlnia Elocinc & Power Co). 87-63I. 87/10/26. 
Oocumeni Control Brencb (Document Control Desk), tp. 43205:298-43285.346. 

—3711040339 VP-NOS-3S "North Anna Unit 2, Cycle 5 Coro Performance Rapt *’ 
REITLER.E.C., ROGERS, P.S., PiERCE.N.S. i/rgirtia Power O/iromia Electric & Power 
Co ). 07/09/30. GOpp. 43285:299-43285 34B 

87110S0053 Informs of 071117 technical advisory ^roup moetins w/ Duke Power Co In 
Charlolto.NCInfo re rosetvaiions. transportation & meolmg minuies piovtdadLtsl ol 
code applications/phenomens for disinbution roQuesled. 

PAUUG.J.R. Babcock & Wilcox Co ESC-eS? 87/10/29. LEE.R NRC - No Deia^lod 
Afflia'Jon Given. 1p. 43302:042-43302:042. 

87110801 16 Requests processing o( end lfr& assigns distribution coefe 
PARKS.J. L'tsnsa Fee Management Stanch. 87/11/03. MCKttlQHT.j Oocumer^t 
Control Branch (Document Control Desk), ip. 43263 219-43293:223. 

-8711050168 Forwards SuppI i to ASGA-Alom.Inc Topical Ropt TR OR 85-225 P. 
"ASEA-Atom GWR Control B-'ades lor US BWRs." par 871028 (otcon OockeHng loe 
paid.w/o encl- 

TKORNBURG.H D. Innovalivo Tochno'oglos. Inc. 87/10/30 OIGCS.R. Lfconse Fee 
Management Stanch, tp. 43263 220-43^3.220. 

-6711050179 Forwards SuppJ 1 to TR UR 85-225 P. "ASEA-Alom GWR Control Biadea 
tor US BWRs." for NRC approval C-Latiico design 8 assodeied impact on mechatt'eal 
& nuclear charaderlslica of control rod design discusaetfw/o end. 

TENERZ.E- ASEA Atom, ino, 87/10/lS. MURLEY.T, Office ol Nuclear Reactor Rogu- 
lation, Oirodor (Post 870411). 3pp. 43293 221-43993;2a3. 

87110S0307 Roquesls names ol Individua's lo bo assigned to dosign OA audit of G£ 
advanced 0WR.per J Snlo^ek 871022 meinoTE Mudoy draft momo ra design OA 
eudT of QE end. 

RLfB£NST£iN,L.S. Siandardijation & Nen-Powor Reactor Proioci Oiroctoreio. 87/11/ 
03 ROE.3 W. Division ol Liconseo Performance &. Qualify Evaluation (Post 670411). 
PARTLOW.J.Q. DNision of Reactor inspection & Saioguards (Post 870411) ShaOl 
D ivision of Engineering & Systems Tachnology (Post 870411). 4pp. 43301:070- 
4330 r073 

B71IOS08I6 Summa^ of 071007 meeting w/Hydrogen Conlrql Owners Group (HCOG) 
ra fiCOQ aubmitiela on mathods for calculating oqu'pmoni temp based on quarter 
scale leal data 6 impact of sieiion blackout considerations on HCOG pronrams.W/ 
enel. 

KINTNER.L.L. Projpcl Olredoraie 11-2. 87/10/30 Proloct Olrecloieio ii-2- 6pp 
43301:074-43301.081. 

8711090132 Forwards proprietary SuMi 1 to WCAP- 10841. "Quelil>cnllon of PHOENIX/ 
POLCA Nucioar Design & Analysis Programs for GWRs " 

JOHNSON.W.J. Woailngnouso Electric Corp. NS-NRC-87-d284 87/10/30 

HODGES, MW. Reactor Systems Branch. 2pp 433i3:lfl7-433i3:i69- 

-8711100082 Requests wittiholdir.g ol onci Suppi 1 lo WCAP'i084l. "Response to 
NRC Questions on Proprietary VVCAP.10041. 'Quaiilicaiion ol PHOENIX/POUCA Nu- 
clear Dosign & Anniysls Programs for BWRs',” per t0CFn9.5(4) 

WlESEMANN,RA Wesiinghotise Efeclnc Co»p AW-87-lil. 87/10/30. 
RUBbNSTEIN.L.E. Siandardi 2 Biloji 8 Non-Power Reactor Prolect Diceciofale Id 
43313:169-43313;ie9. 

0711090178 Forwards BAW-10t55A, "FOAW2 - Compuler Program lo Celcuialo Coro 
Swell Level & Mass Flow Rale During Sma’I Break LOCA," accepted version NRC Hr 
of acceptance & 861104 SER IncluOed.ResItIclions ro pressure & mass liW rertges 
noted. 

TAYLOR.J.H. Babcock S Wi'co* Co JHr/87-202. 87/09/23. NORBERGJJk NRC - 
No Delated Afliiialion Given, tp. 43321:004-43321:080. 

—8711090380 SAW-10159A "FOAM2 • Computer Program to Cafcufaie Cwe Swel 
Level £ Mass Flow Rate During Small Break LOCA.” accepted version 
’ Babcock & Wilcox Co 87/10/31. 59pp 43321:005-43321:080 

8711090373 Forwards Dropriotary Suppi 1 lo WCAP-ii2a7. "OUAD-t BWR Cnhcal 
Power Correlation Oovelopmeni Ropl. ” In response lo NRC 870807 reqvosi (or addl 
Inlo.SuppI withheld (rel iOCFR9.5(4}h 

JOHNSON.WJ wostinghouse Electric Coip NS-NRC-07-3283- 87/10/30. 

HOOQES.M.W. ReacCor Systems Branch. 2pp. 43i2l;t38-4332l:140. 

-S711090377 Roquesls that end proprietary Suppi 1 to WCAP-lt287, "OUADs^ BWR 
Critical Power Cocrolation Qavotopmaryt Repi," 0® withheld (rel lOCFR0.5f4)) 
WIESEMANNRA Wostinghouse Electric Corp. AW-87-112 87/10/30. 

RUBENSTElN.l.E. Standardization & Non-Power Reactor Prolect Dkeciorale Id. 
43321:140-43321:140. 

8711 100188 Forwards Amend 15 to Lfconso NPF-47 & safety evaluation. Amend revises 
Tech Specs re meint 8 surveillance for TOI emergency diesol generalora 
PAULSON.W.A Project Osoclorate IV. TAG 55130. 87/11/02, OEOOEMSJC. Quit 
Slates Utilities Co. 2pp. 43341:332-43341:342. 

-6711100168 Amend IS to License NPF-47.revlslng Tech Specs re meint & surveillance 
of TOI emergency d.esel generators. 

CAL VO.J.A. Project DIreclorala IV. 87/1 1/02. 6pp 43341;334-43341:330. 

8711100381 Part 21 & deftciency rept re air pressure regulators on Imo Ootdval.liK 
standby diesol genetalors RMulators not Inslalled on diesol generators or In slock or 
on order. Bellofrem Type 50 ft 60 a’r regulators Irtcluded In program. 

MEOFORD.M.O. Southern California Edison Co 07/11/04. OocumonI Control Branch 
(Document ConUol Desk). 2pp. 43334:344-43334:345. 


8711100370 Forwards WCAP-11653, "Analysis ol Capsule U From Wo’l Creek Nucloa- 
(^orating Corp Wolf Creok Rosctoi Vessel Radiation Sunrelllance Program” Tech 
^> 0 C change request will be submitted by 880620 to update Figures 3.4-^3 4-3 ft 3 

4. 

BAILEY.J.A. Woll Creek Nuclear Operating Corp. ET 87.0346. 07/11/04 Oocu.Tom 
Conlrol Branch (Docurnent Control (JGSk). Ip. 43338:089-43338:171. 

-8711100376 WCAP- 11553 "Analysis ol Capsule U From Wolf Creek Nuclear OperaUm 
Corp Woll Creek Reector Voasel Radiation Survolllanca Program." ^ 

Y/VNICHKO,S £., LlPPlNCOn.E.P,, MEYER.T.A. Wostinghouse Eleclric Cerp. 87/Ca/ 
31 101pp. 43338:071.43338:171 

8711130097 Forwards revised "Human Factors Review of Rept of BftW Ownors Grojo 
Opetaloi Suppoit CommiUeo Satety & Perfotmance Imptovement Pioo'em Oporaijr 
Burdon Project." Rev roflocis thrust recipient described to euihor during 87087Q 
lolcon. 

MALONE, T.B. Carlow Associates, Inc. 87/08/20. GOODMAN, M.J. NRC • No Dela '<-d 
Affriiailon Given ip 43354 032-43364 049. 

-8711130099 "Human FeciOfS Review of Ropt of B&W Owners Group Opotolor Sup. 
port Comniilloo Safety ft Performance Improvement Program Operator Bu'dan 
pVrteci." 

* Carlow Assoclaies, inc. 87/08/20. QOODUAN.M.J. NRC • No Oeia.lcd All.iatlon 
Givoa ISpp 43354:033 43354:049 

8711130209 Forwards Itr documenting Science Application Inti Corp review ol quoslion 
of whether or nol operator errors considered in BSW oporalor burden prolect. 

LINER. R T. Science Applications International Corp. (formorly Science AppLcaiions 
inc). NflC-03^7-029. 87/11/04. WEST.S. NRC • No Delailed Altilial-on Glvon. 3pp' 
43355:311-43355:313. 

8711130327 Responds lo FJ Mirag'ia S7092S Hr providing NRC polnl ol contact for CE 
Owners Group.Lisling ol technical issues which have NRC Interface end. 

GASPFR.J K. C-£ Operating Plants Owners Group. CE{X5-87-811. 87/tl/M 
MIRAQLIA,FJ. Associate Director for Projects (Post 870411). 6pp. 43381:125- 


8711160164 Forwetils tssponsBS lo Sandia ft NRC comments on heal fess Ropt I-IQH. 
08S ro losulis ol analytical simulalions of 1/4- scale lest facility ft Mark III 
cortleinmenl.par 871007 moeiing. 

UANOUEV.J.R. Hydrogen Control Owners Group. HQN-12a. 87/11/08. Ollico ol Nj- 
cloar Reactor Regulation. Director (Post S7041 1 ). 23pp. 43368:032-43388.054. 

8711180164 Forwards application lor amend to License OPR-d.changing Tech Specs 
sdminisirsHvely to retiecl (eaiurss ft terminology used w/new oui-ol-coro power ranM 
nucioar mstiumontsHon. Licensing topical repis encl-Fee paid. 

BERRY.KW. Consumers Powsr Co. 87/11/09. Document Conirol Branch (Oocumeni 
Control Desk) lp. 43366:081-43366:168 

•-871 1 160246 NEDO-30883-A "Nuclear Measurement Analysis ft Coniiol Loaarlllirr.c 
Radiaiton Monitor (NUMAGLRM),” licensing topical rapi. 

RElOEi.D.W., R08ARE.D.3 General Elacirlc Co. 57/01/31. 62pp. 43388:103- 
43368:184 

**8711160260 NECO-31399 "Nucioar Measurement Analyaia & Control DC Witfo Range 
Morilor (NUMAC-DCWAM)." licensing summary. 

REIGEI.OW.. ROBARE.D.J. General Electric Co. 67/04/30. 34pp. 43366:185' 
43366 198 

8711160183 Forwards Rev 10 10 ANP-1A, "OA Program for Nuclear Fuels," (Oi rovtew 
ft approval Chanoss minor ft do not materially change scope or content of program 
vOLMEn.CJ. Aovancud Nuclear Fuels Corp. (formerly Exxon Nuclear Co. Inc). 
Cjv.87:i02. 87/11/10. Documani Control Branch (DocumenI Control Desk), ip 
43365208-43365:280. 

—6711160196 ANF-IA RIO Rev 10 to ”QA Program for Nuclear Fuels.” 
MCCULLUQH.R.W. Advanced Nuclear Fuels Corp. (torrnarly Exxon Nuclear Co , fne 1- 
87/11/10. 72pp 43365:209-43365:280. 

8711160282 Confirms that 15TL damping value used during design of cable tray sup- 
ports in TDI diesel generator bldg.ln responae lo request- 

CROLEY.B- Sacramemo Municipal Utility Olatrlci. OTS 87.104. 67/11/03 
MIRAGLIA.F J Associaia Director lor Projects (Post 870411). ip. 43371 216- 
4337V.216, 

8711170063 Forwards NP-251 l-CCM-A.Reva 2 lo "VlPRE-OUThermal-Hydraullc Analy- 
sis Code for Reactor Corea Vol t:Malari)atical Modeling." "...Vol 2:L/sor8 Manual,” 
"...Vol 3:ProgrammerB Manual." ft final rept "...Vol 4:Appllcation8." 

SRIKANTIAH.G. Elocirlc Power Research Inatilute. 07708/26. LYONS.J E Olfico of 
Nuizlear Reactor Regulation. Dfrecior (Post 670411). Ip. 43375:275-43300:279. 

-8711170066 Grants peimiaslon to copy NP-2S1 1-CCM-A. "Thermal Hydrau'ic Analysis 
of Code for Reactor Cores," Vols 1 -4, for purposes ol placing repi on mlcrofrcho. 
WICKWAR.G. Eleclric Power Research Institute. 87/11/13. NORBERG.J-A, NRC • No 
Ootaited Affillallon Given, ip. 43375.278-43375:276. 

-8711170068 Roctuests written permission to copy Vols i-4 ol NP-2St t-CCM-A. 
"ViPRE-OfThermel-Hydraullc Analysis Code lor Reactor Cores." 

NORBERO.J.A. Division oi Engineering ft Systems Technology (Post 8704 11). 87/09/ 
22. SRIKANTIAH.G. Electric Power Research Inslituto. Ip. 43375:277-43375:277. 

-8711170077 NP-25n-CCM-A V01 R2 Rev 2 lo "VIPflE-01 Thermal-Hydraulic Code lor 
Reactor Cores Vol LMaihematical Modeling." 

STEWART.C.W.. CUTA.J.M., MONTOOMeBY.S.O. Batlel'e Memorial inaWule, Pacit.c 
Northwest Laboratories. 85/07/31. 295pp. 43375:278-43376:214. 

-8711170078 NP-251 1-CCM-A V02 R2 Rev 2 to •'VIPfl£-01;Thormal Hydfaullo Code fo« 
Reactor Cores Vol 2:U8ers Manual." 

CurA,J.M., KOONT2.A.S., STEWART.C.W. BaCtelle Memorial Institute, Pacific North- 
west Laboratories. 85/07/31. 650pp. 43376'215-4337e:202. 

-8711170086 NP-251 1-CCM-A V03 fl2 Rev 2 10 "VlPRE-01:Thermal Hydraulic Code for 
Reactor Cores Vol 3:Programmers Manual.” 

STEWART.C.W., KOONTZ.A.S., CUTA.J.M. Bettelle Memorial Insliiute. Pacillc North- 
west Laboialorles. 85/07/31. 174pp. 4337d:203-43379:018. 
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•-471117(>08B NP-25tl'CCMA VOL 4 "VlPRE-01:ThQrma1-Hydrauilc Code (or Reeclor 
Coros Vol A: Applications." 

CUTA,J M., sfEWAflT.C.v;.. KOONT2.A.S. Ballello Memorial Institute. PbciI« North- 
west Laboratories. 87/04/30. 500pp. 43379.0te'433e0:279. 

9?U1?02i4 Forwards Rov 1 to WCAP n374. "Arralysis of Capsule U From Callaway 
Urtil t Reactor Vessel Radiation Surveillance ProQram.’’ Rev eorrocts plnnl heatup & 
cco'down Operating limit curves & Rog Guide 1.99 reactor trip NOT calcutatlona 
SCHNELLO F. Union Electric Co ULNRC-1675. 87/n/tO. Document Control Branch 
(Documant Control Oesl<]. 3pp. 43380:3a0-4338t:030. 

-8711170248 WCAP-1 1374 R01 Rov 1 to WCAP-1 1374, "Anelysla ol Cspaule U From 
Callaway Unit 1 Roactor Vessel Radiation Surveillance Program." 
lOTT,R.Q., YANICHKO.SE,, LOCANTE.J. Wostinghouse Electric Corp. 87/06/30. 
104pp. 43360:282-43381:020. 

8711180095 Summary ol 87io?7 meeling tv/NUMARC,BNL,(NE(. A Sclertce Appkca- 
tions Inti Corp re status ol Tech Spec Improvement Program-relatod topical ropi re- 
views & probabilistic moihodologios relevant to reviews AUendanco list ortci. 
WOHLWL Technical Specifications Branch. 67/11/10. GUTCHF.R.E.i. Techr8cai 
Specilicallons Branch. 3pp 43369:068-43389.090. 

-8710300025 Notilication of 871027 mooting w/NUMARC,SAlC.GNL & INEL in 
Selhesda.MO.lo exchange status brionngs 8 cooidineiQ future actwitos to Tech 
Specs Improvement Program. 

BUTCHER, E.J. Technical Specifications Branch. 87/10/23. ROSSl.CE. Oiviaiort ol 
Operational Events Assosameni (Post 8704 1 1]. 2pp. 43369. 001-433Q0 031. 

8711180132 Notification ol 871202 meeting w/B&W.BNL.BNWL & Ouko I'owor Co In 
Boihesda.MO to discuss B&W topical repts on reload moihodologiea to be used lor 
refueling Ouko Power Co recirculating sloam generator PWRs.Mooling aoenda end. 
HSil.Y. Reactor Sysiama Branch 87/11/18. HODGES, M.W fleacior Syaiems Biflncli. 
3pp. 43394:315-43394:317. 

871119C3S9 Forwards safely evaluation supporting plant eiacldcal disitibuliori ays 
design (ref T01 diesel generalai8).Approvel of design reguired beloro porformonco ol 
loss ol olfsita power lost. 

KNiGHTON.GW. Division ol Roactor Prolecis • lil.iV.V & Special Pro|oci8 (Posi 
870411}. TAG 66305. 87/11/10. ANOOGNINI.Q.C. Sacramonio Municipal Ua«y tts- 
met 2pp. 43404:291-43404:309 

-6711190285 Satety evaluation aupponing util 8€1219 iir & related submiiiais te dosigr^ 
rr«d3 to emergency elecltlcal dislributlon ays (ref TOI dieset generators) 

• Division of fleecloi Pro'ecis ■ III,IV.V & Special Prolects (Post 07<I411) 07/11/10. 
17pp 43404:293-43404:309. 

8711180312 Notification ol 871119 meeting w/Westinghouso in Sethesda.MO lodscvss 
use or PHOENIX code lor PWRs. 

COLilNS.T.E. Reactor Syaterns Branch. 67/ti/t6. HOOQES.M.W. Reactor Systems 
Breach. 2pp. 434f6:039-434l6;040. 

8711190366 Forwards Addendum 2 to NUSCO-162, "Phyafea Methodology lor PWR 
Rs'oad Design." per request.Addendum eummatizos comparison ol toro powor physic 
teal data & at power measuremente to predictions lor Cycle l. 

Mn0C2KA.E.J. Northeast Nuclear Energy Co. (euba. of Nenhoasi UMit-os). 
MROCZKA.EJ. Noriheesl Utilities. Bi2705. 07/tt/l3 Oocumont Control Oiencn 
(Ocewmeni Canirai Desk). 2pp. A34Oi:20e-43A0i:30A. 

-6711180389 NUSCO-162 ADO 02 Addendum 2 10 "Physics Methodology lot PWR 
Re'oad Oosign." 

• NUS Corp. 87/10/30. 67pp. 43401:236-43401:304. 

6711300189 Forwards 'Tntegralod Schedule Turkey Point Nuclear Power Plant Regu^e- 
loty Ropt Nov 1987," containing correct baseline nchedulos lor lonhcoming Iniogtaiod 
Ttcense amends. 

WOODY, C.O Florida Power & Light Co. L-87-474 87/11/18 Oocurnont Conitol 
Branch (Document Control OesK). lp. 43417:261-4341 7:288. 

-8711200230 "Integrated Schedule Turkey Point Nuclear Power Plant Rogulaiorv Ropi 
Nov 1967." 

• Florida Power & Light Co. 87/11/30. 27pp. 43417:282-43417:288. 

8711230316 Forwards proprloiary Vol III of CENPD-276-P, "CEUPR C-E tJ|:^ Plonom 
Refiil/Reflood Code.' doacribing E-E model for assessing reflU/rellood potlocmance ol 
PWRs employing upper plenum inJecHo/i during lOCARepl wrlhhoW Jrof 
10CFR2,790). 

SCHEflER.A.E. CombusHon Engineering, Inc. LO.67-063. 87/tt/f8. NORBEROJUL 
Division ol Engineering & Systems Technology (Post 870411). epp. 43410:122- 
43419.127. 

67II24005B Forwards "Reload Safety Evaluation Beaver Valley Nudeei Plant Uf4l I 
Cycle 7." documenting evaluation of Cycio 7 rolosd doslgn.including affects ol 10% 
sloam generator tube plugglng.upflow conversion & Ihimble plug removal. 

SlEBER.J.O. Ouquesne Clghl Co. 87/11/12. Document Control Branch (Document 
Control Desk). 2pp. 43430:256-43430:274. 

-8711340070 "Reload Safety Evaluation, Beaver Valley Nuclear Plant Unit i Cycio 7." 
OZENIS.E A. Westinghouse Eleclrlc Corp. 87/10/31. l8pp. 43430:258-43430:274. 

8711240108 Forwards proprietary & nonproprlolaiy versions cl Suppta 2 lo WCAF- 
11317 & WCAP't 13 iS.raspectlvely, entitled. "Verilicatlon of Fracluro Mechanics Analy- 
sis Tochniques Used In Support....*’ WCAP.11317 withheld (ref 10CFR2.790). 
SIEBER.J.D. Ouquesne Light Co. 87/tl/IO. Document Control Branch (Oocument 
Control Dosk). 2pp. 43459:128-43459:177. 

-8711240204 Requests that proprietary SuppI 2 lo WCAP-11317, ‘‘Verification ol Free- 
lure Mechanics Analysis Techniques Used In Support ol Technical Jusfff'cation for 
Eiimlnaling Large Primary Loop Pipe Rupture...," be withhold per tOCFR2.790. 
WIESEMANN.R.A. Westinghouse Eleotrio Corp. CAW-87.1lS. 87/11/06. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 670411). 7pp. 43469:130- 
43459:136. 

-8711240117 WCAP-1 1318 S02 Nonproprietary SuppI 2 lo "Verification of Fraduro Me- 
chanics Analysis Techniques Used In Supporl of Technical Justillcetion for eliminating 
Largo Primary Loop Pipe Rupture as Structural Design Basis lor Beaver Valley...." 
Wl'TT.F.J.. PALUSkMY.S.S.. SWAMY,S.A. Westinghouse Electric Corp. 87/H/30. 
AOnf, AiAc-a-tny-AnAna-m 


8711240134 Forwards addi Into re proposed standby liquid control ^s mod to comply 
W/10CFR50.62 & Attachment A to NEOC 87-153, ’'Standby Liquid ConUol Sys Control 
Capacity Equivatency Rept," did 670721. Final coniigurat'ort wi'.l be as indicated. 
TAEV(^S,QA. Nebraska Public Power D.strld. haS870060t. 87/11/18. Document 
Conirol Branch (Oocument Control On«i-> Rpp. 43430 340 43430.355 

-8711240141 NEDC 87-153 ATT A Atlachmoni A to "Standby Uquld Conirol Sya Con- 
sol Capacity Equ'valoncy Rept." 

EaRLE/I.T , CASEY.O.F. General Elncirlc Co. 87/07/21. 10pp. 43430346-43430 356. 

8711240252 Notifcalion ol 871203 mootinn w/Wesdnghouse.Sandia & utila in 
Beihesdo.MD to dscuss Westinghouse ECCs eva'uaton model using SECY-83-472 
approach for analysis ol Wosdrtgfiduse two- loop upper plenum m)eclian 
danis.Moetif^g sganaa end. 

HSil.Y.O Reactor Systems Branch. 87/it/ig HOOQES.M.W. Reac‘jor Systems 
Breach. 4{v. 43460.300-43460.303. 

8711240307 Forwards WCAP. 11610. "Wostinghouso Owners Group MERITS 
Ptogram.Fhasa il.Task 6, Criteria App‘icQtion.’‘ Ropi Intended to bo licensing basis loi 
aaecifylrv bmHInq eond.lions for operation m owners qroup tesUuolijtoP Tech Specs. 
NEWTON.RA. Vvoslinghouso Operating Plants Owners Group 00-87-43. 87/11/12. 
0ocumar4 (^nlrol Branch (Oocumont Conirol Desk). 2pp. 43441.001-43442 093. 

-6711240111 WCAP-1 1618 ‘ Weaiinghouso Owners Group MERITS Program.Phase 
Il.Task S. Cniona App'icei on " 

ANORAChEK.J.O , BENCINI.R.L , HOWARD,R.C. Wosiinghouse Operating Plants 
Owners Group. 87/11/30. 30Cpp 4344f.003-43442.003 

8711260088 Noh'icalion ol 871202 meeting w/8WR Owners Group in Boihesda.MO lo 
d-scuss BWR Owners Group Tech Spec improvemor.l program plan & highlights ol 
topical rept 

BUrCHER.G.J. Technical Specil cations Branch. 87/11/18. ROSSl.CE Division ol 
Operelonai Events Asscssmor^l (Pest 070411) ip. 43460 304-43460 304 

871 1250107 Rosporids <0 070931 Iti re security at nsl'onal & local level ai faci‘ilios.NRC 
concluded met no subsisniial health & safely Issues evists Ihoi would weirani suspen- 
^n or revocation oi any icense or perm t lor lacliiiioa. 

ZECH.LW Commlssiorora 87/10/27. CLINTON.B Arkansas, State of. 6pp. 
43461 356-43462 002. 

-87>}250f44 AtfP'ssios scricus problems ro Plosion d public confidence In ab4.)y of 
NRC to saiogusid pubi c sdoqualoly ironi dangprs ol nudoar powor plant accidents 
CLINTON.O. Alaska. Stale of. 07/06/31. LANDO.L.W. CommUsonets. 2pp 
43482 00t-4346^002. 

8711260246 O scussos 671007 mooiinp w/NRC re Impiicailons ol currojit core design 
troAOeon ATWS rule Meeting sttendonca roster end. 

NEWTOn.R.a Wesiinghpuse Operoilng Plants Owners Group. 00 67.50, 67/11/23 
THAOANl,AC Assistant D rocier let Sysloms. 4pp. 43459'262-43469:265. 

8711300219 Forwards Weslinuhouso nonproptiotnry WCAP-tie72 & propriela^ WCAP- 
11671. "Poni Beach Umi 2 Sioom Oonerelqr Tube. ." Application for withhofung p.’o- 
prloietv topi enci WCAP-t 167 1 wiihheici (roi I0CFR2 70OJ. 

FAY.C.W. Wisconsirt Eiecinc Power Co. VPNPQ-07-512. 67/11/24. Document Control 
Branch (Documont Control Dosk) 3pp. 43471' 126-43471 '226. 

-871 1308227 Roquosm ihai propiloiaiy lopi oniiliod ''Poini Beach Un.i 2 Stoam Genet- 
oior Ti^o Feiiguo Piosonlaiion’' be withhold Irom pubis disclosure (rot 
lOCf R2-790{bi(4)) Affidavit oncl. 

WIESEMANN.RA. WosHrtghouse Electric Corp. CAW-87-tia. 67/11/20. MURLEY.T 
Olfico ol Nudoar Roocler Regulation. Dliocior (Post 870411). tOpp 43471:130. 
43471:130. 

-871 1300732 WCAP. 11672 NonpropriolQry "Poini Beach Unit 2 Sioom Gonoralor Tube 
Falguo Prosonlatlon " 

'Wostinghouso ElecIt.cCoip 67/n/30. 87pp. 43471:140-434/1 225 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


871 1030001 Forwards romedial ochun agroomom lor LK-009,lransmitted as documenla- 
bon of owner concu'ronco In application (or supplcmorital sids.W/o oncl. 
ANOERSON,JR Energy, Dept. ol. 97/09/18. PEnENOlLL.H. Uranium Recovery 
Flold Olc. R4. Ip. 43284 237-<j3264 23/ 

8711030154 Forwards remedtal acton egroemonc for (.K-C09.(rensm-tled as documenfii- 
bort ol owruif coocurronco in eppl'cation el Bupplomonipl slds W/o oncl. 

ANDERSON, J.R Energy. Dopi ol. 97/10/61 PETTENGILL.H. Ufenlytit Rocovorv 
Field Ofc.R4. tp 43284:245-43264:245. 

871IO%3163 Forwards ensile const loviow repi for Durango site Review conducted on 
871006 In company el M Scoularis.lnspeclei found s.to lo bo In compliance w/RAP & 
RA1P- 

HAWKWS.EF. Region 4. Olc ol iha Ouector. 67/19/20. ANDERSON.J.R. Energy, 
Oopl. Ot Ip- 43264-246 43264 250 

-671 1030176 Submits reviaw ol const acliwlies ol Ouiango UMTRAP lor assessment of 
whellrerOC ptogiom functioning In manner dial assures compliance w/RAP & EPA 
sld Review conduclod on 871009. 

JACOBY.O.t. Uranium Rocovery Field Ofc, H4. OLSEN, T.T. Region 4, Olc ol Iho Dp 
rector. 87/10/16. Uranium Recovery Field Olc, R4. 4op. 43264:247-43264 250. 

8711639198 Forwards review comments on ''Evaluoton of Rock for R.prop at Mexican 
HslUT," per 670731 requesl.Into insulflclent lo juslil/ use of proposed Alhambra lime- 
stone or oversijing mQihodo'egy. 

HAWKINS.EF. Uran.um Recovery Field Olc, R4. 67/10/16. O'ANTONlO.J R. Energy, 
Oe(M.of. 3pp. 43263:1 15-43363: f 17. 

87110)0213 Summary of 671008 onsite const review w/bOE,Sta1e of CO.tesk force 6 
radolc^cal assessment coord naiors In Dursngo.CO ro whether OA program funcLor:- 
frn in manner that assures compliance w/RAP 8 EPA stds. 

OLSEN.T.T-. JACOBY, Ol., HAWKINS.E.F. Uranium Recovery Field Olc. fl4. 87/10/ 
1A UraiViim R<%muBrv Field Ole. R4. 4nn 432A4-I27-43384;I30. 


UMTRAvP.S>»oofl«« K«o,iftclucfcf>9 caicuiaijons & cosl eslimaies.enci. 
WATHEN.TlR^K+erauson Co. 87/09/24. OLDHAM.J 


G MK-FefS^son Co. 20pp. 


43264 212-13264 231 

8711030282 Forwards "fladiologlcal & Enginoering Assessmeni for PiO^tty GJ (W4^ 
CS.” lof fsviaw 6 approval.RepI loclodes josl/ftcalion chocktist.p/opoflif coowlioii oe* 

scfiplJOrt. considprawns & cosi braaVdown. ^ 

VIRGONA J e Efwrgy. Oepl. of. 87/09/29. HEYER.R. Uranium Rectweiy Field Olc. 
R4. Ip. 43’262069.43262.114. 

-8711030433 "fladiolOQical & Enginaenng Assessment for Property QJ4X)343-CS.” 
VIRGONAJ Ettergy.D^l of 87/09/30. 25pp. 43262.090.43262.tl4. 

8711180286 Requests mat provision lo fltverton subcontract documenia bo levised.as 
stated.pet end NRC 870969 requasi-W/o end 

ARDEF^NJR Energy. Dept ol. 87/10/22. OLDHAM.J MK-Farguson Co. Ip. 
43370:150-43370 150. 

8711170090 Forwards Caribness Mining Corp reclamation plan to* McBryde Joint 

SNELL^Wo'^Texas. Stale ot. 87/10/08. SMITH, R 0. Uranium Rectnmry RaVlOlc. R4. 
4pp 43375 063-43375 066 

8711200386 Acli receipt ol 871006 partial copy o' Caitnnesa MirtinQ Corp redamabon 

K ar< Licensee sfwold be prepared lo fustify background Ra-226 concenlratiooa 
AWKINS E F. uranium Recovery Field Olc. R4 67/10/30. SNELL.WO Texas. Stale 
of. 2pp 43414 299-43414:300. 


8711230007 forwards OOE/EA-0332, "Ettvlron Assessment ol Remedial Action ai 
MexJcan Hal U Mill Tailirigs Srte, Mexican Hai.UT " End finding ol no dgmficanl lippaci 
has delermirted Ibai preparation ot EIS not loquired. 

AJ^DERSON.JR Energy. Oepl of 87/10/28 AlfiHaiion Not Asdgfted. t2i)p. 
43415001-43415.293. 


-8711230011 OOE/EA.0332 ' Environ Assessment ol Remedia) Act>on al Mexican Hat 
U Min Tailings Sne.Me/tcan Hai.UT.'' 

• Energy. Oepl. ol 07/10/31 300pp 43415 013-43416:293. 


ELOmOGE.B.H. General Eledrtc Co. 67/10/28. WRIGHT, B.L. IntoineUonat Piogian 
Ip. 43309:33a-43309;33B. 


8711060170 Requests advise as 10 steiue ot An'ond 6 lo license lor oiiporl 
Switzorland.Llconsee will like lo know causos of boldup on getting needed lir ol assi 

aCRlDGE b'Ih General Elocirlo Co. 87/10/27. WRIGHT.B.L NRC • No Dotolled / 
Eiioiinn niuan In an.in9’n44.43309:344. 


8711060174 Forwards QE 871027 Ilf ro Amend 6 to License XSNM-1227 express, 
concern re delay in lasuance ol amond.Asalslanco In obialning assoianco 

PE^EFl'IoNlklR.'^AssIslaril Director for Inlornallonal Secorily. 87/11/03 ROONEY 
Energy. Oepl. of. ip. 43309 345-43309:346. 

6711060201 Amend 4 to liconao for QE lo OKtond oxpirnUon dale from 860101 
d1 l23) 

PereRSON M R. Aaslaiant Direcior for Iniornational Socurily. SHE 87.120. 67/ 1 1/( 
Ip. 43310:012-43310:012. 


8711060207 Forwards CE application for amend to export license. Incroosing tiunnllty 
man to be exported tw addl 3.06? Kg 4 ervicltmonl from 3 85 w/o to 4,1) w/0 LW 
assurance required.W/o oncl. „„ . 

PETERSON, MR. Assistant Dlrocior for IniernoHonal Security. 07/11/02. ROONEV 
Energy. Depl. of Ip. 43310.338-43310:338 

6711DB0214 Amend 4 lo license lor GE 10 export compononis & assodatod oqu>pm( 
^ two BWRs w/powar levels o( 2804 MWl.lo Taipei. Taiwan. 

PETERSON.M.R. Assislant OIroctor lot Iniornational Securily. BHE 07 127. 07/t1/l 
tp 43310 013-43310J}13. 


8711060245 Ucensa for MilsubIshI Inll Corp lo export 705 kg U-235. contained 
20,413 kg O.lo Japan. 

PETERSON.M.R. Assistant Director for Inlornallonal Security. HSA.6487-04. 07/1 
03. 2pp. 43310:343-43310:344. 


871 1230302 Forwards second transmittal of |usbficalion documanlabon 4 design ration- 
ale for drain at Lakeview.OR UMTRA disposal cell. 

AND6RSON,Jfl Energy, Dept of 87/11/02. HAWKINS.E F. titan'wm Recovery Field 
OfC.R4 10.43426320-43425 337 

-8711230312 Forwards discussion of design rationale 4 series ot celculaiions by TAG 
sbo^rig sensiu^ty analysis ol drain for seeps at Lakeview.OR disposal aiie.Encis 
answer questions posed try NRC at 871001 meeline 

ANOER^N.J R Energy. Oepl of. 87/t 1/02. HAWKINS.E F. U'ankim Recovery Field 
OfC. R4. 17pp. 43425 321-43425 337. 


8711060273 Appllcalion to amend licenso.fncroasing quantity of mail aulhonted 
export from 3,055 kgfiontalned in 126.585 kg LT to 3.206 kg U-236.conl8 nod 
130.552 kg U & oxtonanq llconea expiration from 880101 to 991231. 
ElDfliDGE.B.H. General Elocirlo Co. 87/10/28. WRIGHT, 01. NRC • No DoloHed 
litialion Olvon. ip. 43310'.363-4331iy.353. 

8711060265 License for Ediow Inll Co to export 203 kg U-236.coniainod In 0.470 
u.onriched to 3.45% w/o max.lo Japan. 

PETERSON.M.R. AssIsUnt Director tor Intornollonol Security. KLK-OO. 87/11/06. 2 
43310.019-43310 020. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8711020008 License for Mitsui 4 Co (USA).inc lo expon 746 0 kg U-23S. contained In 
22.5M.0 kg U.io Tokyo. Japan. 

PETERSON.M R Assistant Director for Intemabonai Security MBK-Kt-fl3 (A) 87/10/ 
27. 2pp. 43240 313 43240.314. 

87I103004S license for MKsul 4 Co (USA).ine lo export 342.0 kg u-235. conietood in 
1^33 0 kg U.to Tokyo, Japen. 

P^ERSON.M R. Assistant Director for IniemsUonal Socunty MBK-KI'R3 (6). 87/10/ 
27. 2pp. 43240:358-43240 359 

871 1020048 inlonna tnai License xSNM-2338 may be issued No mau changed circum- 
stances since issuance of License xSNM-tsss. 

MOORE.RN. (nternsuonai Programs. 87/10/27. tniemaiional Piogtame. ip. 
43240360-43240360. 

8711030084 AppKcailon lo amend ticense.to allow export ot 250.000 kg nalurel U to 
Netfierlands 4 Umiod Kingdom withm next few wks. 

KEGARTY.M E Edfow Inlernational Co 67/10/26. WRIGHT.B NRC - No Oeiailed Al- 
firialion Grven. Ip. 43239:138-43239:136. 

8711020113 Requests that license afwlication be withdrawn. 

GRAY.OA Transnuclear, Inc. 87/10/22 WRIGHT.S. NRC • No Oeiailed ANmaUon 
Gwen. 1p. 43240 057-43240.057. 

8711020148 LIT of assurance re export of 746 kg U-235.conteined In 22.563 kg U.to 
Japan. 

TOSHlKAGE,M. Japan. Gqvi. of 87/10/22 ROONEY.JM Ertetoy Dept ot Ip 
43240097-43240097. «*» -w 

8711020153 License lor Ed> 0 w Inll Co to export 724 kg U-235xonl8lned In 18090 ka 
U.to S^n. 

PETERSON.MR. Assislant Director lor Internalional Security ENUSA E-l. 87/10/29 
2pp. 43238 335-43238 336 

8711020186 LIT of assurance re export of 34? kg U'23S,conlained in 10JB33 kg UJo 
Japan. 

TOSHIKAGE.M. Japan. Govl. ol. 07/10/22. ROONEY, J M. Energy. OepL ol Ip. 
43238 337-43238337. vr- P- 


8711020182 Ltr of assurance re export of 724 kg U'23S conlainod In 18000 ko U to 
Spain. 

FLlNGOU.C. European Communilias. Commission of. 87/10/23 ROONEYJM 
Energy. D^l ol. tp 43239 359 43239:359. 

8711020293 Amend 1 to license for Edtow Inll Co to export feed mail of Canatfien 
orjdn.io EURATOM commuikty or US. 

PETERSON.M.R. Assistant Director for International Security. EiC-GNL 87/10/20 lo. 
43239 281-43239.281. ' 


8711080293 Application to amend Hconso.oxtondmg explrailon date from 071231 
911231. 

ELORIOOE.e H. Oenaral Eledlrlo Co. 07/10/28. WRIGHT, 81. Iniomotional Prog’Cl' 
Ip. 43310:360 43310:360. 

6711000009 Forwards Edtow inll Co 871020 Hr lOquoeHng wHbdrawel ol export Hcor 
appucatiqn W/o end. 

P^ERSON.M.R. Assislant Director tor Inlornallonal Security. 67/11/ 
THORNE, C.E. Slate, Dept. of. Bureau of Ocaons & Inll. Environ. & SclenlifiC Alla 
ip 43323.348-43323G4&. 

8711000010 Appllcalion to amend itcenso.io export 412.41 kg U conlainod In 10O.U 
U-235 IP Japan. 

YOSHIMURA.T. Nissho iwal Ameilcan Corp. FDN.87.043. 87/10/20. MOORE.r 
Assislani Director lor Inlernallonel Security. 7pp. 43323 349-43323:355- 

8711090018 Amend 6 to I'cense for OE lo oxport componenia & eaaociatod oquipm 
ol dvMR.w/power level Pl 2.435 MWT. 

PETERSON.M R Assistant Director tor Inlernational Security. BHE 87-128. 67/1 1/ 
Ip 43324:002-43324;002. 

8711090026 Requests Executive Branch poaiilon re end Nissho Iwal American C 
671026 request lo Increase quantity of U lo jnR-2 toseaich reactor In Japen.V 
end 

PETERSON.M.R Assislant Director tor Iniernaltonal Securily. 07/11/ 

THORNE.C.E. Slale, Oepl. ol. Bureau ol Oceans & inll. Envlton. & ScleniUic Alfa 
Ip 433?4:004-433?4 004. 

6711090028 RequeslB Executive Branch poslllon ro end Nissho Iwal American C 
871026 requesi to increase quantity of U lo Japan. 

PETERSONMR. Assislant Director tor fnlocrtoUanal Secunly. G7/II/ 

THORNE.C.E. Stole. Dept, ol. Bureau of Oceana & Inll. Environ. & Scieniiflc AlU 
Ip 43324.007-43324:074. 

-8711090038 Application for amend to export llconso.fncreasing quantity of U 10 76 
kg & U'235 to 34.63 kg to Japan. 

YOSHIMURA.T. Nissho Iwal American Corp. FDN-87-044. 87/10/28. MOOBE.T 
Asslsianl Director tor Inlernational Security. 7pp. 43324:066-43324:074. 

8711090042 Advises that NRC found no matt changed clnjmstances associated w 
cenaa XSNM-2339 from lasuance of License XSNM-t 436. License may be issued. 
MOORE.RN. AsalsiarM Olteclor lot Iniernaltonal SecurlVy. 87/11/03 Asslsianl Dk 
tor tor inlernational Security, ip, 43316:263-43316 253 


8711090063 Amend 6 lo export license tor GE Technical Sve Co,lno, exlending oxp 
bon dale to 911231 A increasing quantity ol ol mall to 7.400 kg U-236,conralno< 
270,000 kg U.IO Switzerland. 

PETERSON.M.R. Assistant Director for Inlornallonal Security. 87/11/09. 
43316 284-43316:264. ' 


8711020323 Informs lhal License XSNM-2337 may be fssued.No matt changed circiax 
slances since Issuance ol XSNM-143S. 

MOOfl£Jt.N. Assistanl Ocrector lor Inlemaiional Security. 87/10/27. Asstolani Ok« 
tor lor Internalional Securtty. lp. 43239.282-43239.202. 


8711090074 Applicallon to amend license to export 7.400 kg U-236 conlalnec 
270,000 kg U to Switeerland. 

1p*43^GiMM24^n^^'’^^^ Agency. 87/11/03. ROONEY.J.M. Energy. DppL 
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6711090094 Ra<|iiosl3 withdrawal of 790416 appl’Cation for iiconso to oxport 40.704 hg 
raural U as U-OOd (0 Biajil. 

FISX R.H Ed ow International Co 67/10/29 WRIGHT, B. NRC - No Oeteiiod AlfHiaton 
G-ven 10 43316 264-43316:204. 

6711090107 Amend lO to Hcenso for GE & GE Techn.cal Svca Co.inc.lo export compo- 
ren'.s 6> assodatod oqupment of 8WR to Japan & extending exp'ration data to 
01t231 

FETERSON.U.R Ass'Siant O.roctor lor Intoinalional Socurity. QHE 07.126. 07/11/03. 
Ip. 43316:024-43316024. 

6711090117 Requests Execulivo Branch position ra enci NIssho Iwai Arr.orican Cotp ap- 
p.' cal'on for amend to oxport license. Increasing quarility of U to Japan.W/o onci. 
FETERSON.M.R. Assistant Director (or Intornational Securily. 87/11/03. 
TKOR/4EC.E. State. Oopi. of, Bureau of Oceans & Inti. Environ. & Saa-nliliC AHars. 
tp 433i6.027-'I3316027. 

6711090135 Amend 1 to Iiconso lor Nuclear Meials.lrtc.io export 40,000 kg deploled U 
In fiyrrt of mete' to United Kingdom. 

PETERSON.M.R. Assislant Director lor internaiionaj Security. B7/11/0S. Ip. 
43324.046-43324 046. 

6711090256 App’icai on to amend licanse.oxtar.ding exp/aiion dale to 911231. 
ELORIDGEBH General Eloclric Co 87/10/26 WRIGHT.B.L NRC • No Deleted At- 
filiaton G^-en. ip 43324:049-43324 049. 

9711090272 Llr of assurance re export of 293 kg U-235.conlainod >rt 6,470 kg U.io 
Jars/). 

TOSHIKAGE.M Japan, Govt of 87/11/02 ROONEY.JM Energy. Dopi of tp 
43324 050 43324.050. 

87I1I00089 Lfr Of assurance re export of 705 kg U-235.cor)ialnod tn 20.413 Itg U.lo 
Japan 

lOSHlKAGE.M. Japan, Govt. of. 87/1 1/02. ROONEY, J.M. Energy. Dept. of. Ip. 
43340.019-43340:019 

6711170033 Order cCLI-87't i).* Order denying intervonors application Igr slay re Impor- 
ta'jon of U ore & U ox:do into US. Intervonors failed to domonstraie that vendors l-koly 
to prevail on rnent of appeal. Served on 871026. 

CH LK.SJ, Office of the Secrefary of the Commission. #407 4796 Cl,l-8?-l I 07/10/ 
28 ZECH.LW., ROBERTS, T.M.. BERNTHAL.F.M. Commissioners. 2pp. 43368-126- 
43368 127 

67llt9<tOI7 Oodsfon CLf'Q7-9.' Olreclor of Ofc of Govornmaniai 6 PuOlK AlWt direct- 
ed to act promptly on lour pending Import license eppi cations consisient w/Commts- 
sion imorpretation of Anti Apa'ihetd Acl.Sorved on 8/0921. 

CHILK,S J. Office of the Secretary of (he Commision. yti487 4632 CLl-67-09. 87/09/ 
21. 21pp. 43392.00)-43392.021- 

8711190092 Order CLI-67-10.' Order directing NRC to issue orders to eneure exist ng 
I censes ear imports of U ore & U oxide from South Africa & eit U imporle liom pares- 
taiaf organt/dlfons. Served on 870d2t. 

CH'LK.S.J. Oll'.ee of the Secretary of the Commission. iV4Q7 4830. Cll-07-iO. 87/09/ 
21. Office of Qovornmentei & Public Affairs (Pont 870413). 7pp. 43302-107- 
43392.162. 

6711199034 Forwards Braunkohie Transport USA 670313 & 0729 noiicos ol wioviiawai 
ol epp'ications lor import of South African U under Licenses lSNM-e7003.iSNM- 
87004;ilJ 67001 & IU-87002. Served on 870902. 

jJ(.fAf7.£.J. Oocken'ng i Services Srencfi. ^467 4025. 07/00/02. Oockairng & Serv- 
ices Branch. 3pp. 43392:184-43392:186. 


8711190049 Response ol Advanced Nuclear Fuels Corp to stay appTcatlons.' Paiiiion- 
ora 870217 app'tcatlons for slay re issjer.ee ol NRC license to imparl enrichod U hox- 
afluondo of South Afiican o'igm shou'd be den'od.W/Cartilicalo of Svc. 

VOIGT.H.H Advanced NucTaar Fuels Corp. (formerly F.xxor) Nuclear Co.. Inc.) 
VOlGr,HN. LeBoeu', Camb, Leiby S f/acRaa #407 4023. 07/03/20. Commlss'onera 
14pp. 43392:109-43392:122 

8711190054 Applicalon lor stay * Comm sslon 870621 Order CLI-07-9, graril ng appi ca- 
WrtS to (rrpchi South A'rlcan sourco U endc-r Licenses ISNM 370C5,1SNAf 87009, iU- 
8700S & ILj-B700S shou'd be slayod pend:ng ltdicial revlew.W/Ccri>ficale el Svc. 
GREENBERG, E.V. Jolni Intervonors - South African Irnporls. GREENBERG, E V. law- 
yers CcmmiiiGO tor Cwl! Rights Under Law. GREENBERO.E.V. Ga'lcwsy & Groonberg. 
#487 4827. CL)-87-09 67/09/24. Commissionors Bpp. 43363 329-43393.-336. 

67t1190066 Appl'caiion lor slau ol order imptameniing Comm.sslon 870921 order deny- 
ing 870217 palitlon lo revoke 11 licenses to irr.pori South African source U 
hoxa' uoride.ponding |iid clal teview.W/Ceriif cate of Svc. 

GREENBERG. E V. Jo nI Inlarvonors • South African Imports. GREENBERG, E.V. Law- 
yofs Cemmiiteo lor Civil R'ghts L’ndor Law. GREENBERG, E.V. Gs'loway & Greor.berg 
#487 4831. CLI87-I0 B7/09/24. NRC • No Oela-tod Afrihetton Given. 9pp. 
43393:292 43303:300 

6711240062 Forwards Mail Control S Accounting Sa'eguetds Insp Hopt 110-03943/87- 
01 on 871030 & ll02.No vioiai-ons noted. RopI witnho'd (ref 10CFn3 790). 
MONTGOMERY, J.L. (logon 5. Olc nf tho D-roclor. 87/11/(2 UHOV.H. Marubon. 
AtradcaCotp (subs, of Marutienf Corp.) 2pp. 43431. -030-4343 (.040. 

8711240304 Exociibvo Branch pos tion ro Edlow ln(l Co appHcaiion lor license lo export 
100.033 C bulk gasoous iriti.i'il fer nSD lo Japan Rocommonds (hut iiconso bo 
Issued 

STRATFORO.R.J SiBie. Dept ol. Bureau ol Oceans & Ind Environ & Sdonlil.c Al- 
lans 87/11/17. SHEA.j.n. NRC - No Doiaftod Affiliation Given, ip. 43446360- 
43145360 

6711259014 Exacuiiva Branch position re Trensnucloar.lrc appi cation to export aJdl 
67,075 kg natural U (o Fiance lor on'ichmant bI EURODIF.Recommends icenso be 
amondodas requested 

STRATFORD, R J Stale, Dept Of, Bureau el Oceans 6 InlL Environ. 8 Scleniilic Al- 
laire. 87/11/17 SHEA.j.n. mternalienal Programs. 3pp. 43443:314-43448.316 

8711250045 license for Ediow Inll Co to oxport 100.000 C< H-3 to Japan. 
PETER^N.MR. Assislanl Diraclor for IntarnsHcnal Security. 07/11/20. Ip. 
4.14400/843440078 

87112^49 License lei iSOTEC.Inc to oxporl 700 kg deulerum oxide containing 60 kg 
douiedum gosjo Fin’and No mo'O ihsn lo kg dauioiiuin or 50 kg douicnum oxido ox- 
pO'ied to ahy o/>p sMpmpni 

HTERSONAil.n. Assstent Onocior lor Inlo'natlonal Security. 87/11/13. Ip 

43449:083-43449.933 

671 1259055 Amand 6 Id liccnso Ipr T/onsntxlear.inc ir'croasihg guO'Ui'.y lor oxporl from 
848,226 kg natural u in loim ol UFO to 715,301 kg.io Franco. 

PETERSON.MR. Asslsienl Dkecipr lor inloroeLonal Socurity. COO 470. 87/11/19. 
Ip. 43460360 43460:360. 

8711250105 Among 2 lo iconso lor Ediew Inll Co,add<ng CERN es eddi intormodaio 
con^noa 

P£T£llSON.M.n Assisiani Dliocior lor Imoinatloral Socuniy. 07/11/19 Ip. 

43462012-43462012. 

871125013$ Execulivo Branch poi’iion ro Isoisc.inc oppleaiion for aulhori/allon to 
export 700 kg H30 & 50 kg M2 gas.iBSuanco «l iiconso rocommendoo provided no 
inoro Uien to kg 112 or 50 kg H30 exported in single eh pmenv 
STnArFORO.R.J. Slate. Depi of. Suroau ol Oceans & toll. Env'ron. & Sdoniillo Af- 
10116.87/11/09. SHEA.J.R inloinsiio'ial Programs. Ip 43460 359 43460 350. 
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ANTHONY.P.M. 

8711100270 

50-341 

R 

8ALL,J. 

6711090340 

60-620 


ANDERSON.C.J. 

8711130239' 

50-247 

0 

ANTHONY.RL 

87I10400BO 

50-352 

Q 

BANQART.R.L 

8711160276* 

60-267 

C 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


HUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BARQER.O.S. 

8711030496' 

50 443 V 

8ENEDCTTO>lR. 

8711110130 

PH 


eLOUGH.AR. 

0711020406 

60-293 r 

BARISH.V J. 

6711040114 

S0'44S G 

BENNETT.W.R 

8711230441* 

50-296 

0 

BLOUGH.A R 

8711180049* 

50-210 C 

QARMES.l. 

8711200158* 

50-445 Q 

BENSQN.D.t 

0711130071 

50-200 

s 

BLOUGH.A.R. 

87U 230453* 

60-397 C 

BARNES.t. 

8711250140' 

60-445 O 

BENSON.O.L. 

871 1 130208 

50 260 

s 

BLOUGH.A R. 

8711300076 

50-293 F 

BARNES.I. 

8711250107* 

S0 44S Q 

BENSON.aL. 

B7I 1200194 

50-281 

s 

OLOUGH.fl. 

8711160035 

50-293 

OARR.R.C. 

8711300109* 

50-344 0 

6ENSON.DL. 

0711300050 

50-260 

5 

BLOUQH.R. 

8711180025 

50 293 

BARRY.CV. 

8710230013* 

50-293 F 

QENSON.O.U 

871 1300057 

50-280 

s 

SLOUGH, a 

6711180100 

50 293 

BARTH, HP. 

8711260001* 

50-320 F 

BEHATTA.J.P. 

8711040338 

50-220 

Q 

SLUMBERG.N. 

0711040181* 

60-277 C 

BARTLETT, Bi. 

8711040378* 

50-482 Q 

BERATTA.J.P. 

6711160052 

50-220 

S 

BLUMBERG.N. 

8711160148* 

50 216 C 

BAnTON,J.J. 

8711100343 

50-219 F 

BERATTA.J.P. 

8711300180 

60-220 

F 

BLUMGERO.N. 

6711240086* 

50-293 C 

BASKIN,K.P. 

8711030251 

50206 Q 

QERGERON.M.P. 

6711040374* 

50-201 

P 

SLUMBERG.N.J. 

8711190269’ 

50352 i; 

BASKIN,K.P. 

0711030321 

50-206 P 

BERKMAN.D. 

8711090022* 

50-341 

0 

BOARDMAN.Q.R. 

8711090106* 

50-271 < 

aASKIN,KP. 

8711030320* 

50-206 P 

BERKOW.H.N 

8711020149* 

50-339 

P 

BOAROMAN.J. 

8711060184’ 

50-313 C 

BASS,B.H. 

8711160022 

NUREG 

BERKOW.HN 

8711050248’ 

50-335 

P 

BOAR0MAN,JR 

8711260243* 

50-313 < 

BASSErr,C-H. 

8711230304* 

50-336 Q 

QERKOWJ1.I4 

6711050277* 

50-335 

P 

BOCANEGRA.fl. 

0711100153’ 

50373 < 

BA7eS.A 

6711120030 

SECY 

eERKOW.HJ4 

8711230048* 

50416 

P 

BOGER.B.A 

8711100033 

50-352 

BATES,A 

8711170239 

SECY 

BERNARO.J.A. 

8711090195 

50-20 

0 

BOHN.T S. 

0707160732* 

50-352 

BATES,AL. 

6711250206 

50-336 S 

BERNARO.J.A. 

8711250203 

60-20 

s 

DONNEAU.C. 

8711100398* 

50-262 

6ATES.G. 

6711300129 

I8E 

BERRY.GA 

8711040069 

50-443 

G 

DONNETT.J.R. 

8711040377* 

60271 

BATES,J.W. 

8711130216* 

70-1161 

BE8RY.GA 

8711040079 

50-443 

G 

BOOKER, J.E. 

0711030446 

50-456 1 

eAUER,J.T. 

8711230411 

REGGO 

BERRY.GA 

6711040100 

60-443 

Q 

BOOKEfl.JE. 

8711050035 

50-468 

BAUEH,T.L- 

8711200382 

50602 A 

BERRY.GA 

8/11110048 

50-443 

G 

BOOKER, J E 

0711090139 

60 460 

BAUMAN.L. 

8711030076 

50-446 A 

BERRY.GA. 

8711170024 

50443 

G 

BOOKER, J E. 

0711090173 

50-450 

BAUMAN.t- 

6711030126 

FOIA 

BERRY.G A 

8711190042 

50-443 

G 

BOOKER, J.E. 

0711090176 

50-450 

BAUMAN,L 

8711030506 

FOIA 

BERRY.GA 

67II240I0I 

50-443 

Q 

DOOKER.J.E. 

8711090212 

50-458 

BAUMAN ,L 

8711040034 

FQIA 

6ERRY.K.W. 

6711100164 

60-156 

P 

BOOKER, J.E. 

6711090299 

50-450 

BAU.WAN,L 

8711Q40239 

50-206 Q 

eERRY.K.W 

8711300134 

50-255 

P 

BOOKER, J.E. 

0711100269 

50459 

QAUMAN,L. 

8711040274 

FOIA 

BEneNHAuseN.L. 

67103001 16 

50-244 

0 

BOOKEH,J.E. 

8711100376 

50-469 

BAUMAN.L 

8711040275 

FOIA 

BETTENHAUSEN.L. 

071 10^)098 

60-213 

0 

BOOKER, J.E. 

0711100444 

50-450 

BAUMAN.L 

8711040298 

50-498 P 

eETTENHAUSEN.L. 

87III80049* 

50-219 

0 

BOOKER,J.E. 

0711100510 

50-450 

BAUMAN.L 

8711090028 

50-445 A 

0Fr7eNHAUS6N.L. 

6711200120* 

50-219 

p 

BOOKER.J.E, 

0711170169 

50-458 

BAUMAN.L 

8711090055 

FOIA 

eeTTENHAUSeN.L. 

6711200132* 

50-219 

p 

BOOKER, J.E. 

0711190150 

50.460 

BAUMAN.L 

8711100454 

FOIA 

BrrTENHAuSEN.L. 

0711230390 

50 216 

s 

BOOKER, J.E. 

0711190194 

50-456 

BAUMAN.L 

8711110039 

SO-445 A 

8ETTeNMAUS£N.L. 

0711300030 

50-423 

Q 

BOOKER.J.E. 

8711200265 

50-450 

BAUMAN.L. 

8711160058 

FOIA 

BETTENHAUSEN.L. 

0711300042 

50-244 

0 

BOOKER.J.E. 

6711230451 

50-456 

BAUMAN.L. 

6711160068 

50-445 0 

BE YEA J. 

0711240015 

50-443 

T 

BOOKER.J.E. 

6711300131 

60-459 

BAUMAN.L. 

87111 70060 

FOIA 

BE YEA.J. 

0711240027* 

60-443 

T 

BOOKER, J.E. 

6711300257 

60-450 

BAUMAN.L 

6711160043 

FOIA 

eevEAj 

0711240027* 

50-443 

T 

BOnOlNE.T.C. 

6711150083 

50-250 

BAUSER.M A. 

8711110066 

50-335 G 

BHAMSRI.V.B. 

07I13OOII7* 

50-305 

P 

BOSSONG.K. 

6711100311 

PR 

BAUSER.M A. 

67I1M0066 

S0-33S Q 

eiBB.HE. 

0711230162* 

50-335 

0 

BOSTEO.CJ. 

8711060123* 

SO-397 

BAXTER,? A. 

8711190030 

60-320 Q 

eiCEHOUSE.H 

0711090194* 

50-309 

0 

BOURNIA.A. 

6711050240 

50 206 

BAXTERJ.A 

6711190030 

50-320 G 

8IOINOER.OH 

0711170190* 

70-1113 


BOURNIA,A. 

6711100430 

60-200 

BAVLESS.0 

6711300161 

50-263 S 

8ILHORN.S.G 

07IM3O3O3* 

FOIA 


BOURNIA.A. 

B7I11600S4 

50-260 

BAZlN^J. 

6711030397 

CONTRACT 

BIHZ.R 

0711200333* 

60-354 

p 

BOURNlA.A. 

6711230010 

50-265 

BAZIN.J.P. 

8711060162 

CONTRACT 

8IRO.ro. 

0711020334 

50-293 

R 

BOURNIA.A. 

6711240249 

60 265 

6EACK.A e. 

8711110150* 

40-8027 

aiRO.R.Q. 

0711030474* 

50-293 

P 

BOYAH.J.W. 

8711060076 

60 237 

BEAL.SK. 

8711060148 

NUREG 

eiRD.RG. 

0711030403' 

50-293 

P 

BOYD.C C. 

8711040354 

70 27 

BEASUEY.C. 

8711040113 

5044S G 

8IRO.R.G. 

87110S0I19 

50-293 

0 

BOYLE.M.L. 

6711020099 

60-245 

6ECK.J.W 

8711180033* 

50-445 A 

8IRO.R.O. 

0711060142 

50-293 

P 

GOYUE.M.L. 

8711250112* 

50-218 

BECK^I.W. 

6711180058* 

60-449 A 

8tRO.R.Q. 

0711060247 

50-293 

P 

BRACH.E.W, 

6711030330 

70-143 

BECK.J.W. 

8711180081’ 

50 449 A 

eiRO.R.0. 

8711090206 

50-293 

Q 

BRACH.EW. 

8711030336 

70-1161 

aECK,J-W. 

8711300074 

50-449 S 

0tRO.R.G. 

O71II7O2I0 

50-293 

0 

BRACH.E.W. 

6711030338 

70-27 

BECK,J.W. 

8711300112 

50-445 S 

eino.R 0. 

a71l2(K>244 

60-293 

s 

BRACH.E.W. 

6711030353 

70-1100 

0ECK,J.W. 

8711300120 

SO-449 0 

eiRO.R-G. 

8711230109 

50-203 

s 

BRACH.E.W. 

8711030359 

70-1257 

BECK.J.W. 

8711300168 

50-445 S 

biro.ro. 

8711230290 

50-293 

R 

BRACH.E.W. 

6711030368 

70-1161 

8ECK.J.W. 

8711300168 

60445 A 

eiflO.RG. 

0711300133 

50-293 

s 

BRACH.E.W. 

6711030398 

70-1113 

BECK.J.W. 

8711300249 

60-445 S 

BIRO.RG 

8711300163 

50-293 

s 

BRACH.E.W. 

8711030414 

70-1257 

BECKETT.AS 

6711090017 

71-9021 

BIRELY.W.C. 

0711060116 

50277 

s 

BRACH.E.W. 

6711030422 

70-734 

BECKen.W.H 

8711030059 

PR 

eiRELY.WC. 

0711100417 

50-276 

s 

BRACH.E.W. 

8711030428 

70-1161 

BECKETT.W-H. 

871 1030059 

PR 

BIRELY.W.C. 

8711180003 

50-270 

s 

BRACH.E.W. 

8711030436 

70-36 

BECKHAW.J.S. 

071 1050134* 

CONTRACT 

BIRELY.W.C 

0711300195 

50-277 

s 

BRACH.E.W. 

8711030521 

70-1100 

BEOESEM.P. 

6711160276 

50-275 R 

BIRELY.W.C. 

871 1300259 

a)-277 

s 

BRACH.E.W. 

8711030534 

70-371 

BEOESEM.P. 

6711240067 

50-276 R 

8ISHOP.J.C- 

0711040264 

40-3392 


BRACH.EW. 

6711030545 

70-1113 

BEDORE.N 

8711030139 

NUREG 

BISHOPpT.W. 

0711250260* 

50-276 

0 

BRACH.E.W. 

8711040043 

70-1201 

B6HNKE.C. 

8711230272* 

50-317 n 

BtSSEn.P. 

871124tC68' 

50-293 

0 

BRACH.E.W. 

8711040074 

70-143 

BEHNKE,C. 

8711230276* 

60-317 P 

BIXBY.W-W 

0711230041 

PROJ 


BRACH.B.W. 

871 1040100 

70-27 

BEILMAN.T.P. 

8711100429 

60318 S 

BIX6L.0.A 

87IIII0010* 

50-255 

p 

BRACH.E W. 

8711040100 

70-1151 

BEILMAN.T.P. 

8711110149 

60-316 5 

SLACK, K. 

071 1040251 

ORQ 


BRACH.E.W. 

0711100278 

70-27 

BEfLMAN.T.P. 

8711130095 

50-316 S 

BLACK.K- 

0711170103 

ORQ 


BRADBURY.R.B. 

6711050260 

NUREG 

BELANGER.H.R. 

8711100349 

60-443 S 

BLAKEJ-J 

8711020301* 

50-336 

0 

BHADBURY.R.a. 

8711110034 

PR 

belisle,g.a. 

8711160238’ 

50327 Q 

SLAK6JJ 

0711130050’ 

50-269 

Q 

BRADFOnO.W.H, 

8711130294* 

60-348 

BELLpS. 

871 1020191 

CONTRACT 

SLAKEJJ. 

8711130264’ 

50-200 

0 

BRADISH.T.R. 

6711040001 

60-526 

BELL.S. 

8711030405 

CONTRACT 

SLAKE.JJ. 

07I1I9OI72* 

50-348 

Q 

BRADISHJ.R. 

6711090151 

50-529 

SELL.S. 

8711060131 

CONTRACT 

BLAKEJJ. 

0711200118* 

60-413 

0 

BRADISH.T.R. 

8711160107 

50-529 

BELL.S. 

8711090041 

CONTRACT 

BLAKE.JJ. 

8711230336* 

60-369 

Q 

BBADISH.T.R. 

6711300177 

50-529 

BELL.S. 

8711180074 

CC3NTRACT 

0LOCH.P.B. 

6711240093 

50-445 

Q 

BRADISH.T.R. 

8711300193 

60-626 

BELL.S. 

6711180097 

CONTRACT 

BLOSE,R.£. 

87III70043 

NUREG 


BRADISKTR. 

8711300256 

60-530 

BELL.S. 

8711230059 

CONTRACT 

8LaSSER.J.D. 

8710220995 

50-463 

H 

BRADLEY, E-J- 

8711170028 

60-352 

BELL.S. 

8711230216 

CONTRACT 

BLOS5ER.JO. 

0711030459 

60-483 

S 

BRAOLEY.E.J. 

8711200347 

60-352 

BELL.S. 

B711230278 

CONTRACT 

6LOSSER.J.O 

8711090279 

SO-483 

S 

BRADLEY.E.J. 

8711230173 

50-352 

BELL.SA. 

8711050134* 

CONTRACT 

BLOSSER.J.O. 

0711090385 

S0483 

s 

BRADLEY, E.J 

8711230350 

50-277 

B£LLACK,J.H. 

8711100338 

REGGO 

SLOSSER4.0. 

6711170206 

50-463 

R 

BRAILELW. 

8711180000 

NUREG 

BELLAMY.R, 

8711300038 

70-371 

BLO5SER.J0. 

0711190177 

S0-4S3 

S 

BRANCH.E.W. 

8711030471 

70-27 

BELLAMY.R.A. 

8711040217 

70-1143 

BLOSSER.J.D. 

871IIM307 

50-483 

S 

BREAUX.J. 

8711020011 

50-322 

BELLMAN.H. 

8711040094 

ADVCM 

SLOSSER.J.O. 

6711230450 

50-483 

s 

BRENNAN.P.A. 

6711240269 

CONTRACT 

BELLMAN.H.S. 

8711030135’ 

FOIA 

BLOSSER.J.O. 

8711300240 

50-483 

s 

BREWER, C-O. 

0711040337* 

60-327 

BENCINI.R.L 

8711240311* 

TOPREP 

6LOSSOM.JN. 

8711030037 

40-0462 


BREWER.D.R. 

8711020036* 

50-250 

aENEOETTO.AR. 

8711100351 

PR 

BLOUGH.A. 

6711230364* 

50-293 

Q 

BREWER.O.R. 

0711190265* 

60260 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

eREY.Hl- 

8711020503 

50-267 

F 

6UTCMER.6 J 

8710300025’ 

REVIEW GR P 

CALLAN.LJ. 

8711200272 

50-496 

0 

eREY.HL. 

6711170205 

50-267 

P 

fiUTCMER.E J 

8711250068 

TOPREP 


CALLAN.LJ. 

6711200300 

60 285 

F 

S'^ET.HL. 

6711180092 

50-267 

J 

6UTCHER.R.C. 

8711130073* 

50-410 

Q 

CAILAN.LJ. 

8711200313 

60 496 

P 

BREY.HL. 

8711ieo090’ 

50-287 

J 

OUTLER.WR. 

871 1020248 

50-322 

P' 

CALLAN.LJ. 

8711200393 

60-313 

F 

GflEY.HL. 

87112-10214 

50 267 

P 

OUTLER.W.R. 

8711020259* 

60-322 

P 

CALLAN.LJ. 

8711230169 

50-382 

P 

eRIGGS.L 

8711240008’ 

50-293 

Q 

BUTLER.WB 

8711028417 

60-387 

P 

CALLAN.L.J. 

8711230191 

50-498 

0 

SRIGHTGO 

8711110064 

50-320 

Q 

BUTLER, WR 

87112000(3 

60-387 

P 

CALLAN.L J. 

8711230283 

£0285 

F 

BRIT2,Wl. 

8711060148 

NURGG 


BUTLER.Wn. 

6711200010* 

50-307 

P 

CALLAN.LJ. 

8711230277 

50-285 

F 

BROCK, MT. 

8711110053 

50-443 

G 

aUTLER.W.R. 

8711230020* 

50 354 

P 

CALLAN.L J 

8711230270 

SO 498 

Q 

BROCK, M.T. 

8711110065* 

50-443 

Q 

BUTLEH.W.R. 

8711230331 

50-387 

P 

CALLAN.I.J. 

0711230342 

50313 

0 

BROC<,M.T. 

8711110065* 

60 443 

G 

BUTLER.Wn. 

0711230341* 

50037 

P 

CALIAN.IJ. 

6711230.360 

50-313 


8HOC<,M.T. 

8711110069* 

50-443 

Q 

BUTLER.WR. 

8711240283* 

50272 

P 

CALLAN.L.J. 

8711230430 

50-298 


0HOCK.M.T. 

6711110069* 

50-443 

0 

BUTTERFIELO.L. 

6711030272 

50-237 

F 

CALLAN.LJ 

0711240047 

50-382 


9flOCK,MT. 

8711110078 

50-443 

Q 

BUnERFIElO.l 

0711060106 

SO-295 

0 

CMIAN.LJ 

371tS40132 

50-498 


BROCK,M.T. 

8711190037 

50-443 

Q 

BUTTERFIELO.L 

8711060168 

50 454 

Q 

CALLAN.LJ 

6711250205 

50-382 


BROCKMANN,J.E. 

8711170043 

NUREG 


BUTTERFIELD.l. 

671IOOOIOS’ 

50 4S4 

a 

CALLAN.LJ 

8711250238 

50-313 


BRONS,J.C. 

8711100276 

50-286 

P 

BYRAM.RG. 

6711100408 

50-307 

s 

CALLAN.LJ 

8711300092 

50-498 


BRONS,J.C. 

8711160060 

50-286 

Q 

DYRD.R 

0711100330 

50-416 

s 

CALLAN.L J 

8711300146 

50-482 


BRONS,J.C. 

8711160112 

50-333 

P 

CADELLI.Q. 

8711200380* 

71-9060 


CALVO,J.A. 

8705000060 

50-267 

P 

0ROHS,J.C. 

8711160111 

50-286 

Q 

CAOWALLADEn.J 

8711100376 

50458 

F 

CALVO,J.A 

0711020121* 

50-458 

P 

ORONS,J-C. 

8711190343 

50-286 

P 

CAtSLEYJ. 

0711080009 

NUREG 


CALVO,J.A 

8711030063* 

£0-298 

P 

BRONS.J.C. 

8711240092 

50333 

F 

CALDWELl.CW- 

0711240226’ 

50-312 

0 

CALVO,J.A. 

8711100083* 

60-456 

P 

BROOKS, C A 

8711300062* 

50-259 

Q 

CALOWELL.J.L 

0711240077* 

50-330 

o 

CALVO.J A. 

e711100i68' 

50-458 

E 

OROOKS.R.H. 

8711020365 

50-250 

R 

calowell.ra. 

0711230402* 

50313 

Q 

CALVO,J.A. 

8711100225* 

50-462 

IS 

BROOKS.R H. 

8711040055 

60-390 

0 

CALOWELL.RA. 

8711300007* 

50-490 

Q 

CALVOJA. 

8711130243* 

50-462 

p 

BROOKS.R.H. 

8711050125 

60 327 

R 

CALLAN.LJ. 

0711020120 

50-205 

O 

CALVOJ A, 

8711230213 

50-482 

Q 

BROOKS.R-H. 

8711170097 

50-300 

A 

CALLAM.U. 

671 1020213 

60-252 

P 

CALVO.J A. 

8711230243* 

50-462 

■j 

OROOKS.R.H. 

8711230329 

50-390 

A 

CALLAM.I J. 

6711020249 

50-100 

P 

CAMILLERI,T.J, 

0711020002 

50-461 


BROWN.EA. 

8711100416 

50 443 

P 

CALUM.LJ. 

87II0202S6 

50-112 

P 

CAMILLERI.T J, 

0711300096 

60-401 


eROWN.E A. 

8711170031 

50-443 

Q 

CALUN.L J. 

8711020282 

60-192 

P 

CAMP.AL. 

0711250143 

NUREG 


BROWH.Q A 

8711130212* 

60-397 

Q 

CALUN.LJ. 

8711020325 

W-267 

P 

CAMP.W.J. 

0711100095 

NUREG 


BROWH.HH. 

8711020180 

PR 


CALLAN.L.J. 

8711020329 

50-313 

0 

CAMPBELL.J.O. 

0711040343 

S0-38B 

p 

BROWN.HH, 

8711020160 

PR 


CALLAN.L J. 

0711020340 

50-72 

p 

CAMPBELL.J.Q. 

0711050003 

60-368 

p 

BROWH.H H 

8711020180 

PR 


CALLAN.LJ. 

8711020368 

£0-456 

p 

CAMPBELL.T.O, 

8711030265 

50-313 

p 

e.ROrt'N.H.H. 

8711)70025 

50-322 

Q 

CALLAN.U. 

8711020370 

60-267 

Q 

CAMPBELL.r.G. 

8711(>30'(52 

60-368 

/ 

eROWH.H.H. 

8711170026 

60-322 

Q 

CALLAN.I J 

8711020386 

50-204 

P 

CAMPBELL.T.O. 

0711030490 

50 388 

p 

BnOWH.HH 

8711170025 

60-322 

Q 

CALLAN.L.J 

8711020307* 

50-267 

0 

CANT.Q 

8711020230 

50-106 

a 

BROWH.HH 

6711170025 

50 322 

Q 

CALLAN.LJ 

0711020402 

50-120 

P 

CANTEn.H 

8711110017* 

50-276 

F 

BROWN.KJ. 

8711230367 

40-6664 


CALLAN.LJ 

8711020413 

60-59 

P 

CANTRELL.B.K. 

8711180047 

NUREG 


OROWN.KJ. 

8711230399 

40-8664 


CALLAN.LJ- 

8711020418 

50-445 

A 

CANTRBLL.F, 

8711240077* 

60338 

Q 

BRCWN.N K. 

6711190132 

60-269 

F 

CALLAN.LJ 

0711020428 

£0-205 

P 

CANTRBLLF.S 

07III60097* 

50-200 

C 

6ROWN.N.H. 

8711230111 

60-269 

F 

CAt.LAN.lJ 

8711020443 

60-302 

P 

CAPESIRAIN.R. 

8711200236 

PR 


BROWN.W.L. 

0711040308* 

fOlA 


CALLAN.I J. 

8711020445 

£0-262 

P 

CAPPUCCLA.J. 

8711040269 

50-331 

E 

EHOWN.W.L. 

8711040311* 

PCHA 


CALLAN.LJ 

8711020448 

50-482 

P 

CAPRA.n A. 

0711030081 

50-333 

E 

BROW.M.W.S, 

8711190080 

60 628 

F 

CALLAN.L J- 

0711020466 

50 490 

P 

CAPnA,R.A. 

8711030446* 

50 247 

F 

BROWNLEE.V.L. 

8711030182 

60424 

Q 

CAIIAN.L J. 

8711020477 

50-208 

0 

CAPRA.R A 

8711030481 

50-318 

F 

BROWNLEE.V.l. 

8711130064 

60-321 

0 

CALUN.I.J. 

671 1020508 

50-313 

p 

CAPnA,RA. 

8711040244* 

50-333 


BROWNLEE.V.L. 

8711130086 

50-413 

0 

(^LLAN.LJ. 

8711020521 

50-402 

0 

CAPRA.R A. 

8711120021* 

50-317 


BROWNLEE.V.L 

8711130137 

60-369 

0 

CALLAN.LJ 

8711030011 

50-313 

0 

CAPRA.RA 

8711200057* 

50-286 

F 

BROWNLEE.V.L. 

8711130219 

60-425 

Q 

CALUVN.L J 

8711030088 

50 402 

p 

CAPRA.RA 

8711200071* 

50-247 

f 

BROWNLEE.V.L. 

8711130222 

60-269 

0 

CAtLAN.L-J 

6/11030122 

£0-200 

V 

CAPRAR A. 

8711240287* 

50-247 


8R0WNLEE.VL. 

8711160090 

60-260 

0 

CALLAN.L J- 

6711030210 

60-290 

H 

CAPRA.R.A 

8711250041 

£0-247 

C 

BROWNLEE.V.L. 

8711190234 

50321 

0 

CALLAN.I.J. 

071 1030351 

50-260 

Q 

CAPnA,R A. 

8711260060* 

50-247 


BRUNET ,J.H. 

8711180042 

60-255 

F 

CALLAN.LJ. 

6711030509 

50-490 

Q 

CAPSTICK.R.W. 

6711050108 

60-271 

1 

BRUNET.J.R. 

8711180060 

50-255 

F 

CALLAN.L J 

071 1040380 

50 482 

0 

CAPSTICK.R.W. 

0711060109 

60-271 


BRUNET.J.R. 

8711180067 

50-265 

F 

CALLAN.L J. 

871 1050030 

50-482 

a 

CAPSTICK.R W. 

8711000182 

50-271 

f 

BRUNEr.J.fl. 

8711180124 

50-265 

F 

CAILAN.LJ. 

0711090158 

50-268 

0 

CAPSTICK.R.W. 

8711230198 

50-271 


BRYANT.J.C. 

6711130227* 

60-269 

0 

CALLAN.L J 

8711090186 

50268 

F 

CAPSTICK.R.W. 

8711300047 

60-271 

C 

BUCKLEY.BC. 

8711030334 

50-400 

P 

CALLANXJ. 

8711090205 

£0-285 

0 

CAREY.J.J. 

8711030181 

50-412 

C 

eUCKLEY,B.C. 

8711240303 

50-400 

P 

CALUN.I J, 

6711090260 

60-287 

0 

CAREY.J.J. 

8711030311 

60-412 

f 

BUCKLEY.B.C. 

8711250043 

50-400 

P 

CALLAN.LJ 

6711090323 

50-498 

0 

CAREY.J.J. 

8711030519 

60-412 

F 

BUCKMAN.F.VY. 

071)020364 

60265 

0 

CALUN.IJ. 

6711090332 

50-267 

0 

CARFAQNO.aP 

6711090106* 

60-271 

C 

BUCKMAN,F.W. 

8711030234 

60-265 

p 

CALLAN.LJ. 

9711090343 

50-298 

Q 

CARGILL.E.M. 

8711030512* 

50-450 

F 

BUCKMAN,F.W. 

8711090278 

60-255 

K 

CALLAN.L J. 

6711090347 

50-268 

Q 

CABLILE.T.S. 

8711240195 

40-7580 


BUCKMAN.F.W. 

8711160195* 

60-155 

P 

CALLAN.LJ. 

8711090356 

50-208 

F 

CARNS.N.S. 

8711130330 

50-382 

c 

eUNCH.W.O. 

8711130214 

FOIA 


CALLAN.IJ 

871 1100168 

60205 

Q 

CARNS.NS 

6711190188 

50-382 

1 

eUNCH.W.G. 

8711130230 

FOIA 


CALLAN,LJ. 

8711100207 

50 267 

0 

CARNS.NS. 

8711190277 

60-382 

1 

euRDICK.T.M. 

8711020421* 

50-160 

V 

CALLAN.IJ 

6711 100218 

£0-205 

0 

CARR.K M. 

8711250147 

COMI^ISSION 

8UR0ICK.T.M. 

0711000242* 

50-464 

V 

CALLAN.I J- 

8711100233 

50-267 

Q 

CARRIER, J.W. 

8711100319 

PR 


BUROOIN,J.F. 

0711840131* 

50-276 

Q 

CALLAN.I.J. 

871110)259 

50-267 

0 

CASEY.OF. 

0711240141* 

60-298 

F 

BURQESS.B. 

8711160202 

60-265 

S 

CALLAN.LJ. 

8711100334 

50-298 

F 

CASTLEMAN.P.I. 

8711030228* 

50-286 

C 

BURQESS.B.L. 

0711030087* 

60-265 

Q 

CALLAN.L.J 

6711130103 

5Q-267 

0 

CATALDO.O.A. 

6711160184 

NUREG 


BURQSSS.B.L. 

8711160136 

60-256 

R 

CALLAN.L J. 

6711130121 

50-402 

o 

CATCHPOLE.O.J. 

D711160313 

40-8926 


BUROESS,B.L. 

B71 1230276* 

60-265 

Q 

CALLAN.L.J. 

8711130266 

60-458 

o 

CATCHPOLE.GJ. 

0711160314 

40-8926 


BURGESS ,B.L 

8711230327 

50-265 

R 

CALLAN.L J- 

6711130372 

50-285 

V 

CATER.C.W. 

8711110146* 

FOIA 


BUfiQW.O. 

8711100464 

60-272 

F 

CALWN.L.J- 

6711(60124 

50-352 

Q 

CAVE.L 

87(1)60040 

NUREG 


BURGIN.R. 

8711300279 

l&E 


CAIUN.LJ. 

8711160145 

50-498 

F 

CERNE,A. 

6711040168 

FOIA 


BURKE, F. 

8711180037 

60-312 

P 

CALLAN.LJ. 

8711160283 

50-257 

Q 

CeRNE,A.C. 

8711040103* 

FOIA 


BURNEyr.P.T, 

6711190286* 

60-83 

Q 

CALUN.IJ. 

871ll7(»gS 

50-482 

0 

CERVEN,F. 

8711090388 

NUREG 


BURNSn.P.T. 

0711200123* 

60-416 

Q 

CALLAN.I.J. 

6711170231 

50-298 

Q 

CHAFFEE.A.E. 

8711170123 

60-312 

C 

BURNErr.R.P. 

8711030421 

70-687 


CALLAN.L.J. 

8711170260 

50-313 

Q 

CHAUBERLAIN.O. 

6711200063* 

50-458 

C 

BURNS.W.E. 

0711100179 

60-424 

S 

CALLAN.LJ. 

8711100248 

50-482 

O 

CHAN.T.L. 

8711130304 

50-344 

F 

eURNS.W.E. 

8711160)26 

SO-42‘1 

S 

CALLAN.LJ. 

0711190356 

50-482 

0 

CHAN.n. 

8711)30308 

60-344 

( 

BURNS.W.E. 

8711160179 

60-424 

s 

CALLAN.L.J. 

8711^)0034 

50-458 

0 

CHAN.T.L. 

8711130355 

50-344 

F 

BURNS.W.E. 

B711160242 

60-424 

s 

CALLAN.LJ. 

6711200101 

50-298 

V 

CHAN.T.L. 

8711250134 

60-344 


6UnRlS.S.P. 

8711190274* 

50-400 

0 

CALLAN.LJ. 

6711200125 

60-313 

0 

CHANEY.H. 

6711130268* 

60-72 

C 

BURTON.l. 

8711040255* 

CONTRACT 


CALLAN.L J. 

67112001BS 

50-302 

Q 

CHASE.O. 

8711180283 

40-8462 
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CHEA,K. 

8711100297’ 

50269 

P 

COCKFlELO.aW. 

6711180005’ 

so 344 

P 

COTTER.B.P. 

8711040057 

60-352 

CHERRY, JW. 

8711170100 

50-508 

S 

COCKFIEIOJ3.W 

8711160096 

50-344 

Q 

COnER.B.P 

8711110057 

50-443 

CHEUNG, 1 

8711090387* 

50-203 

Q 

COCKFIELO.O.W. 

B71119023B 

50-344 

P 

COTTER.B.P. 

8711190003 

60-322 

CHEUNG,L.S. 

8711130239* 

50-247 

Q 

COCKFIELO.D.W. 

871 1180246* 

50-344 

P 

COnER.B.P. 

8711160019 

50-322 

CHEUNG,L.S 

8711250255* 

50-309 

0 

COCKFIELD.O.W. 

8711230356 

50-344 

Q 

COnER.BP 

8711190048 

50396 

chi(.k,s. 

6711200249 

PR 


COCKflElO,D.W. 

8711240029 

60-344 

P 

COUGHLIN.F.J. 

0711250174 

50-531) 

CHILK,S J. 

8512110154* 

FOIA 


COCKFIELD.O.W. 

8711240182 

50-344 

F 

COUNSIL.W.Q. 

8711020229 

50445 

CHILK.S J. 

B7060902I6* 

FOIA 


COCKFIELD.O.W. 

87112S0272 

50-344 

0 

COUNSIL.W.Q. 

8711020238 

50-446 

CHItK,SJ. 

8711030017* 

PROJ 


COCKflELO.D.W 

6711300244 

50-344 

K 

COUNSIL.W.Q. 

B71 1020337 

50-445 

a<lLK,S J. 

8711040053 

£0-276 

G 

COE.O.H- 

6711240226’ 

50-312 

Q 

COUNSIL.W.Q. 

0711020372 

50-445 

CHILK,SJ 

8711040071 

50-424 

G 

COHEN.S 

8711100250 

NUREG 


COUNSIL.W.Q. 

8711020401 

50-446 

CH1LK,S J. 

9711090002 

10CFH 


COHEM.se 

8711080148 

NUREQ 


COUNSIL.W.Q. 

8711020415 

60-445 

ch;lk,s.j. 

0711100333 

PR 


COKONIS.AJ. 

8711200130* 

50-445 

A 

COUNSIL.W.G. 

8711020435 

60-445 

CHILK,S,J. 

0711100389 

PR 


COLeURN.T.G 

0711160028 

50-440 

P 

COUNSIL.W.Q. 

871 1020460 

60 445 

CHILK.S.J. 

8711100400 

PR 


COLE.n L. 

0711200304 

PR 


COUNSIL.W.G. 

8711020473 

50-445 

CHILK.S J. 

8711100418 

lOCFfl 


COLEV.Jt 

8711200116' 

SO 413 

0 

COUNSIL.W.G. 

8711020483 

60-445 

CHILK.S.J. 

8711100468 

PR 


COULIN6S.SP. 

8711030204 

40-8829 


COUNSIL.W.G 

0711020490 

50-445 

CHILK.S J 

8711110036 

PR 


COLLINGS.SP. 

871108(M}14 

40-8943 


COUNSIL.W.G. 

8711030276 

50-445 

GHIU<.S J 

8711110082 

PR 


COLLINGS.S P 

8711060825* 

40-8943 


COUNSIUW.G. 

8711030278 

50-445 

CHfLK,S.J. 

8711110085 

PR 


COLLINS.D 

8711190133 

50-320 

S 

COUNSIL.W.G. 

8711030358 

50-445 

CHILK.S J. 

8711110002 

60-322 

a 

COtLINS.OM. 

8711020321 

50 418 

F 

COUNSIL.W.G. 

6711030505 

50-445 

CH.'LK.S.J. 

8711160212 

lOCFfl 


COLLINS.DM 

8711130054 

60-400 

F 

COUNSIL.W.G 

8711040046 

60-445 

CHILK.S J. 

8711170033 

KPORTUC 


COI-L(NS.OM. 

67(1130115 

50-280 

0 

COUNSIL.W.G. 

8711040048 

50 445 

CHILK.S J. 

6711170047 

50-322 

r 

COLLINS.OM 

6711130180 

50-321 

F 

COUNS1L.W.G 

8711040144 

60-445 

CHILK.S.J- 

8711170052 

FOIA 


COLLINS.O.M 

8711130202 

50-302 

F 

COUNSIL.W.G. 

8711040148 

60 445 

CHILK.S J. 

6711170064 

IQCFn 


COLUNS.OM 

8711160010 

50-269 

F 

COUNSIL.W.G. 

8711040194 

50-145 

CHILK.S J. 

8711170106 

lOCFR 


COLLINS.OM 

871 1 160093 

50-400 

F 

COUNSIL.W.G. 

8711040242 

S0-44S 

CHIIK,S.J. 

8711180076 

FOIA 


COLLINS.OM 

6711160285 

70-1113 


COUNSIL.W.G. 

8711040356 

50-445 

CHILK.S J. 

8711180141 

FOIA 


COLLINS.OK 1 I 

671 1160165 

70-143 


COUNSIUW.Q. 

0711050177 

50 445 

CHILK.S J. 

8711190017 

XPOR7LIC 


COLLINS.OM 

8711190212 

50-269 

0 

COUNSIL.W.G. 

8711060016 

50-445 

CHILK.S J. 

8711190032 

XPORTLIC 


COLLINS.OM 

8711230172 

50-297 

Q 

COUNSIL.W.G. 

6711060021 

50-446 

CHILK.S-J. 

8711240012 

50-275 

a 

COLLINS.OM. 

871 1230210 

60 321 

0 

COUNSIL.W.G. 

0711100372 

50-445 

CHIN.B. 

8711050009* 

50-293 

F 

COLLINS.OM 

8711230238* 

50-321 

0 

COUNSIL.WQ. 

8711100487 

50-445 

CHRlSTENSEN.H. 

8711130367 

£0-302 

S 

COLLINS.OM. 

8711230241 

60-302 

0 

COUNSIL.W.Q 

6711110165 

50-445 

CHRISTINZIANO. 

8711250261 

60-352 

R 

COIIINS.O.M 

871 1230250’ 

60-002 

0 

COUNSIL.W.G. 

8711120049 

50-448 

CHRISTMAN.JN 

87II040I10 

50-322 

G 

COUtNS.OM. 

8711230288 

50-335 

Q 

COUNSILW.Q. 

8711120068 

5044S 

CHHI8rMAN.J.N 

8711040110 

60-322 

C 

COLLIN$.O.M 

8711230297* 

50-335 

0 

COUNSIL.W.G. 

8711130015 

eO-445 

CHRlSTNOt.e F. 

8711300082* 

60-259 

0 

COLLINS.OM, 

8711230389 

70 1113 


COUNSIL.W.Q. 

8711130110 

60-44S 

CHRIS TOFPGR.Q 

8711090046' 

SO 454 

C 

COLLINS.OM. 

8711240052 

60-348 

0 

COUNSIL.W.G, 

8711190125 

60-446 

CHRISTOFFER.G. 

8711300238* 

SO 33t 

0 

COLLINS.O.M. 

8711240053* 

50-346 

0 

COUNSIUW.G. 

0711190126 

50-446 

CHUANG.T.Y. 

8711250003 

NUREQ 


COLLINS.OM. 

8711300199 

50-424 

0 

COUNSIUW.G. 

6711130167 

50-446 

CHUN.R.C. 

871(250003 

NURGG 


COLLINS.O.M. 

8711300207 

70-824 


COUNSIL.W.Q, 

8711130178 

50-445 

CICOTIE.O R 

6711190107’ 

50-208 

0 

COLUNS.OM 

8711300225* 

50-424 

0 

COUNSILW.Q. 

8711190245 

60-445 

CILIMQERQ.R.L. 

8711030270' 

QAd99 


COLLINS.T.6. 

8711190312 

TOPREP 


COUNSIUW.G. 

8711130306 

60-445 

ClLIMaSRO.n.L. 

6711160261* 

OA999 


COLLINS.T.P 

8711240060* 

50-348 

0 

COUNSILW.Q. 

8711190345 

50-445 

CILLIS.U 

8711130158' 

60-312 

0 

COLOMeO.flW. 

6711100161* 

50-312 

P 

COUNSIL.W.G. 

8711180067 

60-445 

CILLIS.U 

6711300159 

60-89 

s 

COLOMeO.R.W 

8711200199 

5^3(2 

F 

COUNSIL.W.Q. 

8711160087 

50-445 

ClFRlANLJ. 

8711170133 

50-346 

R 

COMFORT.G 

8711300095* 

70-687 


COUNSIL.W.G. 

8711160107 

50-445 

CLAI0ORNE.E. 

8711100260 

NUREG 


CONGEl.f J 

871(020038* 

PR 


COUNSIUW.G. 

8711160253 

50-445 

CI-AiaOflN£><.C 

8711060223 

NUREG 


CONKLIN.C 

8711090171* 

50244 

Q 

COUNSILWQ. 

8711160287 

50445 

CLAHK,A.T. 

6711020146 

PROJ 


CONKIIN.C 

8711250013' 

50-293 

Q 

COUNSILW.Q. 

6711170066 

50-445 

CLARK,A T. 

8711300095* 

70 687 


CONLON.T 6. 

07U13OO75* 

50-250 

Q 

COUNSILW.Q. 

8711170101 

50-445 

CLARK.C. 

8711190126* 

60-361 

0 

COMLON.T.E. 

8711130168' 

50-281 

0 

COUNSIL.W.Q. 

8711170107 

50-445 

CLARK.L- 

6711090155 

SO- 20 

0 

CONLON.T e 

871ia)0376' 

50-269 

Q 

COUNSIL.W.Q. 

8711170112 

S0-44S 

CLARK.L. 

8711260203 

50-20 

s 

CONLON.TE 

8711230296’ 

50-395 

Q 

COUNSIL.W.G. 

8711170130 

60-445 

CLARK.P.R. 

8711050231 

SO-219 

R 

CONNEn.T.e 

871 11 10052 

50-352 

G 

COUNSILW.O. 

6711170142 

60-446 

CLARK.P.H. 

8711170220 

60-289 

Q 

CONHEn.T e 

8711110052 

50-352 

Q 

COUNSIL.W.G 

8711170170 

50 44& 

CLAflK.H.J. 

8711050184 

60-352 

P 

CONNOn.t- 

8711030233 

FOIA 


COUNSIUW.G. 

8711170177 

50-445 

CLARK.n.J. 

8711050228 

60-352 

P 

CONNOR.L 

87110^3332 

FOIA 


COUNSIL.W.G. 

0711170186 

50-445 

CLARK.R.J. 

8711100036* 

60-052 

P 

CONNOR.L. 

8711130339 

FOIA 


COUNSIL.W.Q. 

8711170236 

50-446 

CI_ARK,H J. 

8711100040' 

60-352 

P 

CONNOR,l. 

A7II250I94 

50-397 

P 

COUNSIL.W.G 

871117027S 

50-445 

CLARK,R J. 

8711130347 

50-352 

P 

CONSTABIE.GL 

8711200270* 

50-498 

0 

COUNSIUW.G. 

8711170263 

50-445 

CLARK.R.J. 

8711(60036 

60-353 

A 

CONSTABte.G L 

8711300226 

SO-498 

S 

COUNSIUW.G. 

8711180036 

50-445 

CLARK.R J. 

8711300001 

50-352 

P 

CONVERSE,R-J. 

871(020136 

50-333 

Q 

COUNSIL.W.G. 

8711180046 

60-445 

CLARKE.CC. 

8711230156 

PR 


CO.NVERSe.RJ 

8711100323 

60-333 

0 

COUNSIUW.G. 

B7I11B0071 

60-445 

CLEVELANO,J.E 

8711050248 

40-8905 


coNVEBse.flj. 

8711100514 

50-333 

R 

COUNSILWG- 

8711190088 

50-445 

CLINE.W.E. 

8711090116 

70-143 


CONWAYJT, 

8711080361* 

50-298 

Q 

COUNSIUW.Q. 

8711190222 

50-445 

CIINE.W.C. 

871 I0901S2 

50-281 

O 

CONWAYJ T 

8711130009* 

QA998 


COUNSIL.W.G. 

8711200079 

50-445 

CLINE.W.E. 

8711090252 

50 424 

F 

CONWAY.TW. 

8711110008' 

50-255 

P 

COUNSlLW-Q- 

6711230171 

50-445 

CLINE. W.E. 

6711090309 

50-395 

F 

CONWAY.T.W. 

8711110012* 

60-265 

P 

COUNSIL.W.G. 

8711230183 

50-445 

CLlNE.W.e. 

6711090353 

70-143 


COOK.J 

8711100514 

50-333 

R 

COUN81U.W.G. 

6711230186 

60-445 

CLINE.W6 

6711130204 

70 1151 


COOK.K.W. 

8711020277 

50-982 

R 

COUNSIL.W.G. 

8711230227 

£0445 

CLINE.W.E. 

8711160057 

70-143 


COOK.K.W. 

8711100268 

50-382 

0 

COUNSIUW.G. 

8711230270 

50-445 

CLINE.Wg- 

8711200345 

50321 

0 

COOK.K.W. 

8711180092 

50-382 

P 

COUNSILW-O 

8711230317 

60-446 

CLINE.W.E. 

8711230012 

50-302 

Q 

COOK.K.W. 

8711160(17 

50-382 

0 

COUNSIL,W.Q. 

8711230438 

£0-445 

CLINE.W.E. 

8711230407 

70-143 


COOK.X.W. 

8711180142 

50-382 

R 

COUNSIL.W.G. 

6711230436 

50-445 

CLINE.W.E. 

8711240130 

70-27 


COOK.K.W. 

871(180209 

50-382 

P 

COUNSIL.W.G. 

6711240010 

50-446 

CLINE.W.E. 

8711260241 

50-348 

F 

COOK.K.W. 

8711160239 

50-382 

F 

COUNSILWQ. 

8711240026 

50-445 

CLINE.W.E. 

8711300022 

60-024 

Q 

COOPeB.RA 

8711230262* 

CONTRACT 


COUNSIL.W.G. 

6711240064 

60-445 

CLINTON.8. 

8711260144* 

50-171 

G 

COOPeft.B.A. 

8711240291’ 

CONTRACT 

COUNSILW.Q. 

8711240084 

60-445 

COCKFIELD.D.W. 

87 1 1030266 

50-344 

P 

COOPEH.T-A. 

8711110117* 

50-413 

0 

COUNSIL.W.G. 

8711240128 

60-445 

CCICKFIELD.DW 

8711030290 

50-344 

P 

C0PCUTT3-Q. 

8711300160* 

50-62 

Q 

COUNSIUW.G. 

6711240154 

60-445 

COCKFIELO.O.W. 

8711100309 

50-344 

P 

CORIAAM. 

87M06038S 

SO-483 

S 

COUNSIUW.G. 

8711240156 

50-445 

COCKFIELD.D.W. 

8711160136 

50-344 

P 

CORReiA.R-P. 

871(060184* 

50-313 

0 

COUNSlL,W.G. 

8711240168 

50-445 

COCKFIELD.D.W. 

6711160140* 

50-344 

P 

CORWIN,W.R- 

87(1160022 

NUREG 


COUNSIUW.G. 

8711240187 

60-445 

COCKFIELD.D.W. 

8711160140* 

50-344 

P 

COSTANTINO.CJ. 

671(020296* 

60-382 

P 

COUNSIL.W.G. 

8711240242 

60-445 

COCKFIELD.D.W. 

0711160140* 

60-344 

P 

COSTANZI/.A. 

87(1040321 

50-201 

P 

COUNSILWQ. 

8711240276 

50-445 

• KFIELO.O.W. 

6711180001 

60-344 

P 

COSTELLOJ-B. 

87 1 1080209 

60-280 

F 

COUNSILW-G. 

8711240305 

50-445 
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COLNSlL.W.O. 

8711240310 

50-445 

S 

DANCE.HC- 

8711130294* 

50 346 

0 

COL'NS'L.WG. 

8711260039 

50-445 

Q 

0ANESE.F.L. 

87I1060M6 

71-9163 

COU.NSL.W.G. 

8711250040 

50-445 

S 

OANIELSON.OH 

8711020388* 

SO 263 

Q 

COUNSIL.W.G. 

8711250073 

50-445 

S 

OANtELSON.D.H. 

67I1I6011S* 

50-457 

0 

CCJNSI1.1V.G. 

87)1250139 

50-445 

S 

OAN1CLSON.T.S. 

8711160032 

PR 

COUNSIL.W.G 

8711250103 

50-445 

V 

DAVES.G 

8711200333* 

60-354 

p 

COUNSIL.W.G 

0711250195 

50 445 

S 

DAVID.WF 

871 1060103 

50-460 

p 

COUNS'L.W.G 

0711250209 

50-445 

K 

OAVIDSON-BS 

8711(m»255* 

50-220 

Q 

COUNSL.WG 

8711300050 

50 445 

S 

DAVlS.A,e. 

871 1030053* 

SO-301 

o 

CCUNS11.WQ 

0711300074 

60-445 

s 

DAVIS.A 0. 

8711020410 

60-237 

Q 

COUNSIL.WG 

8711300112 

SO 445 

S 

OAVtS.AB. 

8711030021 

60-463 

o 

COUNSIL.WG 

8711300120 

50-445 

Q 

OAV1S.A.B. 

8711030043 

60-301 

0 

COUNSIL.W.G 

871 1300166 

50-445 

S 

oavisab 

871 1190227 

^•440 

Q 

COJNSll.WG 

0711300100 

50 445 

A 

DAVIS.A 8. 

8711200032 

50-254 

o 

COUNSIL.W.G. 

0711300201 

50 445 

0 

DAVIS.J. 

8601000076* 

FOIA 

COUNSIL.WG 

8711300234 

50-445 

s 

DAVIS J. 

8506220001* 

FOIA 


COUNS'L.WG 

0711300243 

so 445 

S 

OAVIV 

8508220002* 

FOIA 


COUNS L,W G 

0711300249 

60 445 

s 

DAVISJ.E, 

8711030459 

60 483 

s 

COWAN.Ce. 

COWAHD.G 

0711160104 

8711100160 

NUREG 

50312 

Q 

OAVIS.JQ, 

DAVISON.WS. 

871I1I0I43* 

6711250267 

f(31A 

60-397 

s 

CCWAR-D.G A. 

0711190155 

50312 

P 

DAWSON.M 

8711180124 

60-255 

F 

COWARD.Q A 

0711250023 

60 312 

P 

OE AGAZIO.A.W. 

0711160048 

50346 

F 

COWQILL.C. 

0711230396 

50-219 

S 

OEAGAZIO.AW 

671 1230245 

50-346 

P 

COWQ-LL.CJ 

0711020051* 

50-244 

0 

OEAN.G B 

8711110043 

50-271 

0 

COWGkUCJ. 

0711300052* 

50-244 

Q 

OECKER.T.R. 

8711130122* 

50 260 

0 

CO’A'lES.RO 

0711020200 

50-354 

S 

OECKER.T R 

6711230257* 

M-a52 

0 

CO’A'lES.R b. 

0711050080 

50-364 

s 

DECKER.TR 

8711300214’ 

70 624 


COWlES.fl.Q 

07110501.53 

60-354 

s 

OEOOENS.JC. 

8711050061 

50-456 

o 

COWLES,R.Q 

0711IQ03Q6 

50-354 

s 

OEOOENS.JC 

8711100478 

50-458 

r 

COWLES.n.Q. 

6711110030 

60-354 

s 

OEOOENS.JC 

8711100218 

50-458 

p 

COWLES.R8 

6711190201 

50-354 

s 

DEOOENS.JC. 

8711200330 

60-456 

0 

CRANE.EO- 

8711190225* 

50-327 

Q 

OEDOENSJC 

8711300229 

60-458 

& 

CnAWFORO,J.D. 

0711240262 

60 259 

n 

OEPAveTTe.fl. 

8711020377* 

60-346 

Q 

CREED.J 

0711020246 

50-305 

s 

OEFAYEnE.fl. 

8711090083* 

60-262 

0 

CREED, J 

8711020314 

50-306 

s 

OEFAYsne.fl. 

8711930455* 

50-266 

G 

CREeD.J.R. 

6711060073 

50-341 

s 

OEFAYene,R 

8711300262* 

60-305 

0 

CREED.JR 

8711230405’ 

50-265 

0 

DELANO.CM. 

8711040019* 

50-293 

P 

CREEO.JR. 

6711240263’ 

50-348 

Q 

DELQEOROE.l.O 

871IOS0007 

50-295 

0 

CRLENJAK,n.V. 

6711230162* 

50-335 

Q 

06t.U RATTAN. 

8711020518* 

70-371 


CROCKEn.D.M. 

0711110096* 

50-322 

Q 

OELURAnAA 

8711200185* 

50-199 

0 

CROCKER.L P. 

0711030160 

50-366 

P 

OEMA.JS. 

0711200298 

PR 


cftocKen.L.p. 

671 1030174 

50-380 

Q 

OEMAftCO.O. 

871(180023 

CONTRACT 

CROCKER.L P. 

6711040268 

50-289 

P 

0eNTON.H.a 

8711130313* 

FOIA 


CROCKER.L P. 

6711100466* 

80-360 

P 

OESMONO.TP. 

8711180051* 

S044S 

A 

CROCKER.L P. 

6711130275 

50-321 

P 

oev.M- 

8711040181* 

50 277 

0 

CROCKER, L.P, 

6711200009 

50 424 

P 

OEV.M 

0711250265* 

60-309 

0 

CROCKER.L P. 

0711200010 

5U-32t 

P 

OEWEASE.JG 

8711040007 

60 362 

P 

CROCKER.L P. 

8711200060* 

50-413 

P 

OEWEESE.C.E. 

8711040340* 

M3 327 

P 

CROCKEfl.LP 

8711200130 

60-269 

P 

0:CHARHY.R0 

8711200277 

PR 


CROCKER.L.P. 

6711200224* 

50-413 

P 

D1CK.O.F. 

8711130334 

50-313 

P 

CHOFF,a G. 

6711060223 

NUREG 


0(eO£fllCH.CJ. 

8711030510 

60-373 

$ 

CROLF.Y.B. 

8711160113 

60-312 

P 

OiE0£R1CH.GJ 

8711060141 

50-374 

s 

CRO'.EY.D 

8711100201 

60-312 

S 

DIEOEHICH.Q J. 

8711130101 

50-373 

R 

CROLev.B- 

0711160243 

60-312 

F 

DlEOEniCII.GJ. 

6711160180 

60-374 

S 

cnoLEY.a. 

0711160262 

60-312 

S 

DIEOERICH.QJ 

8711200322 

50-373 

s 

CKOWlEY.e.R 

67II200II6’ 

50 413 

0 

OfEOEHICH.G J. 

67II23(W31 

50-374 

5 

CnUTCHFIELD.O 

6711060179 

60-3)3 

0 

DIEDERICH.OJ 

8711240190 

50-374 

S 

CRUTCHFIELO.O. 

8711090000 

50-341 

Q 

OiETZ,C.R- 

8711030543 

50-324 

Q 

CRUTCHFIELD.D. 

0711100060 

60-483 

P 

OIET2.C.R 

6711130207 

60-324 

S 

CnUTCMFIELO.D. 

8711100091 

60-312 

Q 

DIETZ.CR- 

8711300079 

50-324 

F 

CRUTCHFIELO.O. 

B71 1190360 

60-269 

P 

OlETZ.CR. 

8711300173 

SO 324 

0 

CRUTCHFIELD.D. 

8711230073* 

50-341 

P 

OiaQS.RM 

8711020156 

SO 458 

p 

CRUTCHFIELD.D. 

8711240232 

ORG 


0IGGS.R.M. 

8711090013 

60 341 

F 

CnUTCHFIELD.O. 

8711250031* 

50-344 

F 

01OOS.RM 

8711090018 

50413 

P 

CULBEHSON.D-0 

8711300216' 

70-136 


DIGGS.R.M. 

8711090121 

50-410 

P 

CULLINGFORO.M. 

0711230035 

NUREG 


0IGGS.R.M. 

8711090370 

SO 208 

P 

CULUTCN,JJ. 

8711080145* 

CONTRACT 


0IGGS.R.M. 

0711100114 

50-293 

F 

CUMMINS.J.E. 

0711040376* 

50-482 

0 

0IGG5.R.M. 

6711100165 

50-412 

P 

CUNN-NGHAM.LJ 

8711110007 

50-255 

P 

OlOGS.R.M. 

8711180139 

50-317 

P 

CUNNINGHAM.R.E. 

6710230213 

60-3 

0 

DtGGS.RA4. 

6711200023 

50-460 

A 

CUNMNGHAM.R.E. 

8711030497 

50-260 

Y 

OIGGS.R M. 

8711250069 

SO-3e9 

P 

CUNNINGHAM.R.E. 

6711030499 

60-280 

Y 

OIGNANJ.G. 

8711040058 

60-443 

G 

CUNNING HAM.R.E. 

8711240235* 

ORG 


OIGNANJ.Q. 

87lt0400S8 

60-443 

0 

CURRAN.O. 

8711040065 

60-443 

G 

DIGfJAN.T-G- 

8711040076 

60271 

G 

CURRAM.D. 

6711040065 

50-443 

0 

DIONAN.T.& 

8711040075 

60-271 

G 

CUBRAN.O. 

8711110050 

60-443 

0 

0IONAN.T.G. 

8711040082 

«)-271 

Q 

CURRAN, 0. 

87I111005B 

60-443 

Q 

D1GNAN.T.Q. 

8711040062 

60-271 

G 

CUrA.j.M 

8711170077* 

TOPREP 


DIGfMN.T.O- 

67110401 12 

60-443 

Q 

curA.j,M. 

8711170076* 

TOPREP 


DIGNAN.T.G. 

B71 1040112 

50-443 

G 

CUrA.J.M. 

8711170066* 

TOPREP 


OlOfJAN.T.G. 

B71 1040139 

50-443 

G 

CUTA.JM. 

6711170080* 

TOPREP 


OIGNAN.TXT. 

8711040139 

S0443 

G 

O’AMAT0.AM. 

8710020063 

COMMISSION 

DICNAN.T.Q- 

8711110083 

60 443 

0 

OANGELO.T. 

8711230433 

50-312 

S 

DIGNAN.T.O- 

8711110083 

60-443 

G 

DAEMEN.J J 

8711100270 

NUREG 


DiGNAN.T.G. 

871120W74* 

60-443 

0 

DALAL,NK. 

6711110114' 

60-445 

A 

DlQNAN.r.G- 

8711200374* 

50-443 

G 

DAMON, DJ. 

871 1300242' 

50-454 

V 

0IGNAN.T.O. 

8711240043 

50-443 

G 

OANCE.H.C. 

8711130073' 

50-410 

0 

0IGNAN,T.G. 

8711240043 

60-443 

G 

OANCE,H.C. 

8711130248* 

50-395 

0 

OIIANNI.D.C. 

0711050149 

60-263 

P 
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50-413 P 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

ELORIOGE.B H. 

6711060128 

XPORTLIC 


FIELDS.J 

8711090007 

CONTRACT 


GAD.R.K. 

8711190009 

50-445 ( 

ELOniDQE.B H. 

6711060170 

XPORTLIC 


FIELOS.JA. 

871 1090034 

CONTRACT 


GAD.RK. 

8711190009 

50445 ( 

ELOn»DQE.B H. 

8711060273 

XPOR7LIC 


FIELDS.JA 

8711090055 

CONTRACT 


GAGLIARDO.J.E. 

8711040291 

50-298 

ECORIDGE.BH. 

8711060293 

XPORTLIC 


FIERCEA.R 

8711180026 

50-443 

G 

GAGLIARDO,J.E. 

8711090216 

50-358 ' 

ELORIOGE.B H. 

6711090256 

XPORTLIC 


FIERCE.AR. 

8711100041* 

50443 

G 

QAGLIAROO.J.e. 

8711090224 

50-382 ' 

ELIN.JO 

8711020361* 

50-113 

V 

FinLtT.J.F 

8711030188 

50-312 

P 

GAGLIARDO,J.E. 

0711090374 

50-265 ’ 

EIIN.J.O. 

8711020505* 

50-344 

V 

FIRLITJ-F. 

8711050140 

60-312 

P 

GALANTI.DM. 

8711230405* 

50-265 ( 

EIIN.J.O. 

87I11702M* 

60-27 

V 

F1RLITJ.F. 

6711000163 

M 312 

S 

GALANTO.J. 

8711230445 

50-216 

ELLERSHAW.L E 

8711110125* 

50-445 

0 

FlflLlTJ.F. 

8711090206 

50-312 

P 

GALLAGHER.J.W. 

0711020161 

50-277 

ELLERSHAW.L.E, 

6711260148* 

50 445 

0 

nnnT.jF 

8711090238 

50-312 

5 

GALLAGHER.J.W. 

0711130274 

60-277 ( 

ELLIS, D.W. 

8711230109 

50-293 

s 

FIHIIT.JF. 

8711090245 

50-312 

P 

GALLAGHER.J.W. 

0711190108 

60-352 1 

EI LISON.R H. 

8711190306* 

50-302 

p 

FIRLITJf. 

8711100396 

50-312 

P 

GALLAGHERJ-W. 

8711200357* 

50-352 

ELLISON, H.H. 

8711190010' 

SO 302 

p 

FIRLIT.J-F. 

6711130010 

»)-312 

S 

GALLAGHER.J.W. 

0711230371* 

60-277 

ELLWANGER.J.R. 

8711160206 

SO 247 

s 

FIRLITJ.F. 

8711170187 

50-312 

P 

GALLAGHER, J.W. 

0711240001 

60-171 1 

ELMSAL. 

8711160292 

50 423 

R 

FIRHTJF. 

871117(1253 

50-312 

P 

GALLO.RJ. 

8711020295 

60-443 

EUSASSER.T. 

8711020234* 

50-29 

0 

FIRLJT.J.F. 

8711160037 

50-312 

P 

GALLO.R.M 

0711030476 

50-443 

EWtHSON.F.A 

8711040299* 

50-324 

p 

FIRLIT.J.F. 

8711240209 

50-312 

P 

GALLO.R.M. 

8711040200 

50-334 ( 

EMRATHRM 

6711(90225* 

50-327 

Q 

F1SCHER.D.C. 

6711200373 

60 272 

P 

GALLO.R.M. 

6711090190 

50-334 

ENG,J. 

8711020098* 

FOIA 


flSCHER.D.C. 

6711240254 

50-272 

P 

GALLO, RM. 

6711130169 

60-166 

ENQEL.W.P. 

8711230151 

71-5580 


FtSH.n. 

6711160175 

50-275 

s 

GALLO.R.M. 

8711180020 

SO-423 

ENGLE.L. 

6711200276 

50-388 

F 

F(SH.R.F. 

671 1130212* 

60-397 

0 

OALLO.RM. 

0711100020 

60-272 

ENGLE.L B- 

8711020124 

60-339 

P 

FISH.R.F. 

6711240009 

50-208 

F 

GALLO.R.M. 

8711180156 

50-289 ' 

ENQLEHART.R.W. 

8711110012* 

50-255 

P 

f ISHEaW L. 

8711000160* 

50-296 

0 

GALLO.R M. 

B71 1230294 

50-309 

ENQLERT.J.P, 

8711230044* 

PROJ 


F(SHEfl.W.L 

6711160130* 

50-392 

0 

GALLO.R.M 

6711230305 

50-387 

ENNIS.J.O. 

0711090150* 

SO 261 

0 

F1SHER.WL 

8711160278* 

50-267 

Q 

GALLO.R.M. 

8711230406* 

50-367 

ENNIS.J.O. 

6711090360* 

70-143 


FISHER.W.L. 

8711200295 

40-9027 


OANUS.WJ. 

8711170034* 

40'e9!>5 

ENMIS.J.O. 

0711200351* 

60-321 

o 

FlSHEfi.lN-l. 

0711230230* 

50-400 

Q 

OARC1A.P.J. 

0711090053 

40-8905 

ENOS,J T. 

8711020217 

50-913 

F 

FISK.R-H 

8711090094 

XPORTLIC 


GARCIA,P.J. 

6711230000 

408905 

ENOS.J.T. 

8711050186 

50-313 

F 

FlT2PATRICi(.6- 

8711020273 

50-456 

S 

OARDE.B.P. 

8711040135 

50445 1 

ERiCKSON.P.e. 

8711100109 

50-10 

F 

FIT2PATR1CK.E 

0711020531 

50.458 

S 

GARDE, B.P. 

8711190051 

60-445 ' 

ERICKSON.RA 

8711160055* 

S025S 

O 

FIT2PATftlCK.E 

8711090033 

SO 456 

s 

GARDE, B.P. 

B711190051 

50-445 1 

EflVlN.AM. 

8711050140 

80-354 

3 

FtT2PATRlCK.E 

0711000115 

50-450 

s 

GARONER.R.N. 

0711090172* 

50-481 ' 

ESCALANTE.E 

8711090211 

NUREO 


FIT2PATniCK.E. 

0711100332 

50-456 

s 

GARONER.R.N. 

8711300113* 

50-254 

ESCHELS.C. 

6711230021 

50-397 

P 

F(T2PATRICK.E 

8711190219 

50 456 

R 

GARUND.T.R, 

6711160184 

NUREG 

ESeiQROTH.P.W, 

8711250265* 

50-309 

O 

FHXPAlRlCK.e. 

0711240144 

50-456 

S 

GARNER, 6. 

6711190226 

50-338 

ESKRIOGE.H E- 

8711040060 

71-6264 


FLACK.e 

0711020310 

50-62 

0 

GARN£R,L.W, 

8711130225* 

50-324 1 

ESKRIDGE, >LE. 

6711230055 

71-6294 


FLACK.E. 

0711050049 

)&E 


GARRISON, D.L, 

8711200279* 

50-498 1 

ESKRIOGE.H.E 

8711230075* 

71-6294 


FLACK.e 

6711090064 

(8E 


GASPER, J.K. 

8711130327 

TOPREP 

EURE,J.A. 

6711200206 

PR 


FUCK.E. 

8711130006 

l&E 


QAUTAM.A.5. 

8711090172* 

60-461 1 

EURY.l.W. 

8711090359 

60-400 

K 

FLAHERTYJM 

6711190249 

50-237 

5 

GAZICAM.K 

6711240147' 

80-295 

BURY.LW. 

6711180123 

50-400 

P 

FLEENOR.C M. 

8711040045* 

FOtA 


0AZICA.M.N. 

8711240161* 

50-295 

EURV.L.W. 

8711230376 

50-324 

P 

FtlNCHBAUGH.T. 

8711060268* 

50-6 

R 

GEARS.G. 

8711200046 

50-289 

eURY.LW. 

8711300147 

50-400 

P 

FLINGOU.C 

8711020182 

XPORTLIC 


GEHR.D.F. 

8711180099* 

FOIA 

EUSTIS.W.E. 

6711200240 

PR 


FtlNOOU.C 

8711090074 

XPORTLIC 


OEOROIAN.L. 

6711250101 

50-245 

EVANS.M 

8711240088* 

50293 

O 

FlYNN.HJ, 

871111004$ 

50-443 

Q 

OEORQIEV.G.B. 

6711260232* 

50-438 

EVANS.n.L, 

8711250038* 

CONTRACT 


FLYNN.M.J 

8711230349 

CONTRACT 


QERRALO.L.O. 

6711100136 

71-9217 

Ev6nETT.R,J. 

8711120092’ 

FOIA 


FOLECKJIH. 

8711100007* 

70-1113 


GILBERT.J.E. 

6711130235 

50-317 

EVERETT, R.J. 

8711200300’ 

40-8027 


FORNEY.W. 

8711020393 

60-440 

S 

gilbert.l.d. 

8711130270* 

90-458 

Ey£.R.V. 

8711160287 

SO-462 

G 

FORNCY.WL. 

8711020476 

50-295 

0 

GILBERT.L.O. 

8711240136* 

50-498 

FAeiC,S. 

8711240267* 

CONTRACT 


FORMEY.W.L. 

8711160177 

50-237 

0 

QILBERT.fi.A. 

8711160099 

50-331 

FABIC.S. 

871I2S0I60 

NUREG 


FOflNBY.W.L 

6711160102* 

60-237 

0 

QILL.C.F. 

8711300072* 

60-150 

FANTACCI.C.L. 

871103OS12* 

50-458 

R 

FORNEY.W.L 

8711200288 

50-373 

Q 

QILL.C.F. 

8711300194* 

50483 

FARMER, f.J. 

8710200033* 

50-269 

P 

FORNEY.W.L 

8711200209* 

50-373 

0 

GIRARO.E.H. 

8711130058* 

50-259 

FARQUHAR.W.E. 

8711230370* 

CONTRACT 


FORNEY.W L. 

6711300166 

50-454 

0 

QIRARD.E.H. 

8711230336* 

60-369 

FARRELL.R.E. 

8711130108* 

50-267 

O 

FOSTEB.OL. 

87II200I96* 

70-135 


GLASSER.H. 

8711240245 

PR 

FAWCETT.O- 

6711020015 

50-272 

F 

F05reB.Dl. 

87II2002I2* 

70-135 


QLASSER.H. 

8711250048 

PR 

FAY.CW, 

871 1030312 

50-266 

P 

FOSTeR.OL 

8711200218* 

70 135 


GLASSER.H. 

6711250053 

PR 

FAY.C.W. 

8711100461 

50-266 

F 

FOSTCR.O.l- 

8711200235* 

70-135 


GLEASON, E.J. 

8711240005 

STATE PRO 

FAY.C.W. 

8711130171 

50-266 

R 

FOSTEfl.OL. 

8711200247* 

70-135 


GLEASON.EJ. 

8711240151 

STATE PRO' 

FAY.C.W. 

8711160120 

50-266 

F 

FOSTefl.DL 

6711200253* 

70-135 


GLEASON.J.P. 

6711190023 

50-322 

FAY.C.W. 

8711170139 

50301 

P 

FOSTER.Dt 

8711200264* 

70-135 


QLEASQN,J.P. 

8711190043 

60-322 

FAY.C.W. 

8711170199 

50-301 

s 

FOSTER,J. 

0711100156* 

60-305 

0 

GLENN.J.E. 

8607300634* 

FOIA 

FAY.C.W. 

8711180013 

50266 

o 

FOX.E.F. 

8711040225* 

60-289 

Q 

GODFREY.?. 

8711100260 

NUREG 

FAYC.W. 

9711180014* 

50-286 

o 

FOX.E.F. 

8711090242* 

50 354 

Q 

GOE8ELJ. 

8711170137 

50-247 

FAY.C.W. 

671 1200271 

50-301 

o 

FOX.E.F. 

8711300218* 

50-289 

0 

GOLDBERG.J.H. 

6711020140 

50-498 

FAY.C.W. 

8711200203 

50-266 

p 

FOXJ. 

8711090171* 

50-244 

Q 

GOLDBERG,J.H, 

8711100262 

50-498 

FAY.C.W. 

871(250027 

50-266 

P 

FRAKERA 

6711090211 

NUREG 


GOL08eRG,J.H. 

8711180008 

50-499 

FAY.CW. 

6711300212 

50-30 1 

o 

FRANCE.GM 

8711160188* 

606 

0 

QOLDIN.A.S 

8711060148 

NUREG 

FAY.C.W. 

8711300219 

50-301 

p 

FRANK.F- 

0711100205 

«L320 

F 

G(3LIAN.C 

8711160064 

NUREG 

FAY.CW. 

8711300233 

50-301 

P 

FRANKS.OK 

8711300130* 

50-323 

Q 

GONZALES, fl. 

8711230003 

40-6829 

FERQUSON.R.L. 

0711200010 

50-423 

p 

FRANTZ, ER. 

8711100380* 

50-423 

E 

GONZALES, R.O. 

8711030032 

40-8829 

FERGUSON.RL. 

6711200259 

50-423 

p 

FflAZIEB.V.E 

8711090351 

SO 281 

R 

GONZALES, fl.O. 

8711030039* 

40-6029 

FERQUSON.R.L. 

8711200339 

60-423 

p 

FREORICKSON.P. 

0711130225* 

50-324 

Q 

GONZALES, R.O. 

8711030057 

40-8029 

FERQUSON.R.L. 

0711240160 

50-423 

p 

FR60RICKSONJ». 

8711160081* 

50201 

Q 

G<300,Q.M. 

6711130212* 

50-397 

FERRIS, M.J. 

6711300151* 

70-1143 


FReORICKSON.P 

8711190274’ 

50-400 

0 

QOODEN.A- 

8711130122* 

50-260 

cev «- • 

8711130234 

60 203 

F 

FREEMAN.M.D. 

0711100225 

40-8768 


QOROON,A.W. 

8711160163 

50-259 


8711130305* 

60-263 

F 

FREEMAN.M 0. 

871 1230144 

40-8786 


GOROON,C.2. 

8711130186* 

50-184 


8711100292 

50-219 

s 

FRISCH.RR- 

871 1030456 

50-155 

P 

QORDON.C.Z. 

8711130203* 

50-412 


8711130079 

60-219 

s 

FBlSCH.BR 

8711090020 

50-165 

F 

GORE.A 

8711100310 

PFl 



50-219 

p 

FHISCH,R.R. 

8711170120 

50 155 

Q 

OORMAN.K.L. 

8711030030 

FOIA 



60-219 

s 

FRISCH, R.B. 

871119032& 

£0-165 

P 

GRABER,L. 

8711190061 

50-312 1 



60-219 

R 

FRISCH, RR 

8711300245 

50-165 

S 

GRABER.L, 

0711260157 

60-219 



50210 

S 

FRYEJ.H. 

8711040066 

40 6027 


QRACE.J.N, 

8711020350 

60-338 1 



50-219 

P 

FBYE.J.H. 

8711120040* 

40-8027 


GRACE,J.N. 

8711020362* 

50-338 1 



50-219 

s 

GAO.R K. 

871I040(»7 

50-445 

G 

QRACE,JN. 

6711130069 

50-389 < 



60-219 

s 

GAD.B.K. 

8711040097 

50-445 

G 

GRACE ,J.N, 

0711130077* 

50-359 1 



50-219 

s 

OAD.R.K. 

8711040146 

50-445 

G 

QRACE.J.N. 

8711130061 

50-260 1 



CONTRACT 


GAD.fl.K. 

8711040148 

50-445 

0 

GRACE, J.N. 

6711130091 

50-424 1 


AUTHOR 


GRACE.J-N. 

GRACE.J.N. 

GRACE.J-N, 

GRACE.J.N, 

GRACE.J-N. 

GRACE.J.N. 
GRACE J.N. 
OnACE.J-N. 
GRACE, J.N. 
GRACE, J.N 

GRACE,J.N. 

GRACE,J-N. 

GRACE,J.N. 

GRACE,J.N. 

GRACE.J.N. 

GRACE.J-N, 

GRACe.J.N, 

GRACE.J-N. 

GRACe,J.N. 

GRACE.J.N. 

GRACE.J-N. 

GRACE.J.N. 

GRACE.J.N. 

GRACE.J.N. 

GRACE.J.N. 

QRACE.J.N. 

GRACE.J.N. 

GRACB.J.N. 

ORACE.J-N. 

ORACE.J.N. 

GRACE.J.N. 
QRACE.J.N. 
GRACE, S 
GRACE.S 
QRACE.S.R 


GRACE.S.R. 
GRACE, SR 
QRACE.8.R. 
QRACE,S.R 
GRACE, 8.R 

GRANT.E.R 

QRANLE.R 

aRANT,E.R 

GRANT.ER 

aRANr,E.R. 

GKANT,E.R 

GRANT.E.R 

GRANT,E.R 

QRANT,NW. 

GRANT,W.B. 


aRAY,O.A, 
GRAY.M.K 
GRAY,M.K. 
GREEN^.H, 
aREENBERQ,E V. 


GREENBERQ.E.V. 

OREENOEnQ,E.V. 

QREENBERG,E.V. 

QREENBERG.E.V 

ORSENOERQ,E.V. 


GR£ENMAN,EO 
GR£G6R,L R. 
GREGEn.LR. 
GREGER.L R. 
GREGER,L.R. 


GREGER,Ln 
GREGER,L.R. 
GREG6R,L R. 
GREGQ.H. 
OREGO.J. 


GREGG.J 

CRESICK-CIOFFI 

GRESICK-CIOFR 

GR'DLEY.R. 

OR DLEV.R. 


GR OLEY.fl. 
GR DLEY.R. 
OR.DLEY,R. 
CR.DLEY,H. 
GR DLEY.R. 


GR:DLEY.fl. 

QRiOLEY,R. 

GR'DLEY.fl. 

GflDLEY.R. 

GR'DLEY.fl. 


GRiDLEY.fl. 

GflDLEY.R. 

Gfl:DLEY,fl. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

6711130112 

60-400 

Q 

QRIDLEY.R 

87II060IS6 

60-259 

0 

6711130136 

50-260 

Q 

GRIDLEY.R 

6711100291 

PR 


6711130160 

50-366 

P 

GRIDLEYJT. 

0711100316 

50-438 

0 

6711130161 

50-302 

0 

GRIOIEY.R. 

6711100402 

50-259 

F 

6711130196 

50-424 

0 

GRIDLEY,fl. 

6711160129 

50-390 

S 

6711130107 

60-338 

P 

GRIDLEY.fl. 

6711160139 

a3 327 

0 

6711130240' 

60-366 

P 

GRIDLEY,R. 

6711170102 

60-327 

0 

6711130246 

50-400 

P 

QfllDLEY.R. 

8711170145 

60-327 

p 

6711130259 

50-269 

P 

GRIDLEY.R 

8711170164 

60-327 

Q 

6711130271 

50-366 

P 

GRIDLEY.R 

6711190123 

60 327 

F 

6711130279 

50-200 

P 

GRIDIEY.R. 

671II90I29 

50 327 

P 

6711130291 

70-143 


QRIDLEVJi. 

6711190174 

60 327 

P 

6711130331 

60 62 

0 

QRIOLEY.fl 

6711190207 

50-327 

Q 

6711130357 

60 348 

Q 

GRIOIEYJ^ 

67III90223 

60-327 

P 

6711130365* 

50-340 

Q 

GniDLEV.R. 

07 II 200358 

50 327 

P 

6711160222 

SO 400 

Q 

QfllDLEY.R. 

6711240088 

60-259 

0 

6711190141 

SO 413 

0 

GRIDLEVJl. 

0711240177 

50-327 

P 

6711190178 

60321 

0 

QfllDLEY.R. 

6711240197 

50-259 

P 

6711190179 

50 400 

Q 

QfllDLEY.R. 

B7I1260I36 

60-327 

P 

6711100206 

50-302 

0 

GRIDLEY.R. 

6711250192 

60 327 

0 

6711190258 

60-400 

0 

QfllDLEY.R. 

6711250223 

50^ 

S 

8711100261 

50-424 

P 

GRIDLEY.R. 

0711250248 

50-327 

0 

8711200316 

60-261 

0 

GRIDLEY.R 

0711300063 

NlffiEQ 


6711200319* 

60-261 

0 

GRIDLEY.R. 

0711300091 

50-269 

0 

0711200337 

50-250 

fl 

GRIDLEY.R L. 

8711030045 

50-269 

F 

6711230106 

50-336 

P 

QRIDLEY.R.L. 

6711100401 

50-327 

F 

0711230160 

50-260 

Q 

GRIDLEY.R L. 

0711180168 

40-1341 


6711230323 

60-250 

P 

GRIDLEY.R 1. 

8711160258 

40-1341 


6711240069 

60 336 

0 

QRIDLEY.R L. 

0711180134 

50-269 

r 

6711240080 

50-302 

P 

GniOL£V.Rl. 

871 1240180 

50 269 

F 

6711240312 

60-260 

Q 

QRIDLEY.R L. 

0711300126 

5M27 

F 

0711300217 

50.346 

Q 

QRlOLEY.fl.i. 

6711300162 

60-269 

F 

B711230141 

40-6904 


QRlOLEV.n.l. 

87II300I78 

50-269 

F 

6711230204 

40 8004 


GRIDLEV.fll. 

8711300260 

50-327 

F 

0711030007 

40-299 


GRI6SS.JC. 

6711060223 

NUREO 


B711QS01B6 

40-6664 


QfliFFfN.HB. 

07II300I84' 

50462 

0 

0711200377 

40-8664 


QniM£S.8.K. 

7906070036* 

FOIA 


6711230008 

40-0766 


GfllMES.C.I. 

6708220086' 

SO-445 

A 

6711230076 

406904 


GRIMES.CI 

071 1020125 

SO-448 

A 

6711230176 

40-6905 


GfllMES.C.I. 

0711020162 

50445 

A 

8711170160 

50 458 

S 

GfllMES.C.I 

0711160020 

50-446 

A 

0711090130 

50-458 

s 

GfllMES.Cl. 

07III7O2I8 

60-445 

A 

8711000173 

60-466 

s 

GRIMES.CI. 

0711200140 

50-445 

A 

6711100260 

60 456 

s 

GfllMES.C.I. 

67II200I80 

50-445 

0 

6711190160 

50-458 

s 

GflIMSLEY.O 

07 II 200124 

60445 

A 

07112304S1 

60-458 

s 

QftIMSLEY.O 

0711200344 

50293 

P 

0711300131 

50456 

8 

GflIMSLEY.O. 

67H2SOI29 

FOIA 


0711300267 

50-458 

s 

GflIMSLEY.O. 

671 1250196 

50-397 

P 

0711230444 

60-260 

fl 

GRIMSLEY.OH 

6710050208 

50-496 

P 

6711230406' 

60-331 

0 

GftlMSLEY.O.n. 

0711020003 

50-293 

0 

0711020113 

XPOflTLlC 


QRIMSLEY.O.H. 

8711020039 

FOIA 


6711100208 

60-311 

s 

GflIMSLEY.OH. 

8711020062 

FOIA 


0711300008 

60-311 

s 

QfllMSLEY.OH. 

6711020127 

FCMA 


6711200130' 

60-445 

A 

GflIMSLEY.OH. 

8711020187 

FOIA 


6711100054 

XPOflTLlC 


QfllMSLEY.OH 

8711020237 

FOIA 


Q7UIQ0054 

XPORTLIC 


GflIMSLEY.O H. 

8711020207 

FOIA 


6711100064 

XPOflTLlC 


GflIMSLEY.OH. 

8711030040 

FOIA 


8711190006 

XPOflTLlC 


GfllMSLEV.O.H. 

8711030088 

60 341 

P 

8711100066 

XPOflTLlC 


GflIMSLEY.OH 

8711030066 

50-445 

A 

8711190006 

XPOflTLlC 


QHIMSLEY.D-H. 

6711030133 

FOIA 


8711030070' 

50-341 

P 

GflIMSLEY.OH 

6711030168 

80-445 

A 

8711030361' 

50-266 

0 

GBIMSLEY.D.H. 

671 1030187 

FOIA 


8711060171' 

50-409 

0 

GfllMSLEY.O.a 

0711030231 

FOIA 


0711160166' 

60-6 

Q 

GflIMSLEY.D.a 

6711030236 

FOIA 


8711230406' 

50-331 

0 

GflIMSLEY.OH. 

6711030304 

50-293 

F 

3711300072' 

50-180 

O 

QHIMSLEY.O.H. 

6711030306 

FOIA 


8711300194' 

50-483 

Q 

GflIMSLEY.OH. 

6711030322 

F«A 


6711300276' 

60-123 

0 

GniMSLEY.D.H. 

6711030330 

60-29 

P 

6711090387' 

60-293 

0 

QfllMSLEY.O.H. 

8711030376 

FOIA 


8711100013' 

60-443 

u 

GfllMSLEY.D.H 

8711030392 

60-293 

P 

6711250270' 

60-271 

F 

GfllMSLEY,D.H. 

8711030467 

60-293 

P 

0711200176' 

70-1100 


GflIMSLEY.O H. 

8711030493 

60-293 

P 

0711240175' 

60-412 

Q 

GflIMSLEY.OH. 

8711040042 

FOIA 


6710080441 

50-327 

P 

GHIMSLEY,O.H. 

6711040276 

FOIA 


6711020292 

60-259 

0 

GRIMSLEY.D.H. 

6711040264 

60 324 

P 

B7I 1020427 

50-327 

P 

GfllMSLEY.D.H. 

8711040269 

FOIA 


B71 1020523 

60-327 

0 

GflIMSLEY.OH 

8711040294 

FOIA 


6711030123 

50-390 

s 

GRIMSLEY.D.H. 

8711040380 

FOIA 


0711030335 

60-327 

p 

QfllMSLEY.OH. 

8711060139 

FOIA 


8711030337 

60-269 

p 

GflIMSLEY.OH. 

8711060203 

FOIA 


6711040169 

60-269 

0 

GfllMSLEY.O.a 

8711060300 

60 293 

P 

8711040213 

60-390 

s 

GfllMSLEY.O.a 

8711090047 

50-293 

S 

8711040317 

60-390 

s 

GfllMSLEY.Oa 

871IQOO(^ 

50-276 

P 

0711040332 

50-390 

s 

GfllMSLEY.O.a 

8711100469 

FOIA 


8711040335 

50-390 

s 

QfllMSLEY.OJ4. 

8711110011 

60-275 

P 

8711050121 

REQGO 


GfllMSLEV,O.H. 

87II1I0049 

50-445 

A 

8711050155 

60-390 

s 

GfllMSLEY.D.H 

8711110056 

40-8027 


0711060173 

60-327 

0 

QfllMSLEY.O.H. 

8711110142 

FOIA 



HAAG.R. 

HAAQ.R.C. 

HAASS,W.P. 

HAOAN,T.F. 

HAGAN.T.F. 

HAOEY.H. 

HAGEY.H. 

HAGEY.H. 


8711060164* 

8711130270' 

8711190175' 

8711230370' 

8711230395' 

8711040027 

8711090057 

6711160259 


60-313 O 

50-458 Q 

QA999 
CONTRACT 
CONTRACT 

CONTRACT 
CONTRACT 
50-445 A 


'D'O'ncn'n caoj-noxo *oxxi0co 



242 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 
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CATEGORY 

HAGlNS.E.e. 

8711240030 

50-443 

G 

HAWKlNS.e F. 

8711230176 

40-8905 


HICKEY J.P. 

871U70054’ 

50-320 C 

HAIN.S 

8711240281 

60-206 

F 

HALVKINS.EJ?. 

8711230403 

40-6911 


HICKEY.J.P. 

8711170059’ 

60-320 C 

HAISFfELD.M 

8711100082 

PR 


HAVVKINS.F. 

8711060164’ 

60 313 

0 

HICKEY.J.P. 

071 1170059’ 

60320 C 

HALE.CJ. 

e71lll0125’ 

50 446 

0 

HAWKINS.F. 

87111101 17’ 

50-413 

Q 

HIGGINS, W.R. 

0711020280’ 

60-395 

HALE.C J 

e7ii2ooise’ 

50-445 

Q 

HAYCOCK.TJ. 

8711200188’ 

70-1-15 


HIGGINS, W.n 

8711250180 

60-395 J 

HAIE.MW 

8711180016 

50-400 

n 

HAVES.RB 

0711020308* 

FOIA 


HILL.J.E. 

8711300130* 

50-323 1 

HAIL.D.P. 

6711090294 

50-461 

s 

HAYES.a B. 

671 1060202’ 

fOIA 


HILL.W.M. 

B711110117' 

60-413 < 

HALL.D P. 

8711090311 

50-461 

p 

HAYES.O B. 

8711110116’ 

FOIA 


HIMLER.J.C. 

0711300117’ 

50-305 

HALL.D.P. 

87111701P7 

50-401 

Q 

HAYES.BB 

8711110152* 

FOIA 


HIND.J.A. 

8711060274 

60-155 < 

HALL.J R 

0711110113 

50-155 

P 

HAYES.08 

871I1101S6* 

40-8027 


HINDJ.A. 

8711190191 

50-237 

HALLE R,W.A. 

871 1030525 

50 369 

S 

HAYES.BB 

6711110168' 

40-8027 


HIND, J A. 

8711240261 

50-346 ( 

HALLER, W.A. 

Q71I160211 

50-369 

s 

HAYES.BB 

8711110161* 

40-6027 


HIND.JA. 

6711300065 

50-155 ( 

HALPAUS.P. 

87 1 1060296 

70-3041 


HAYeS.B.B 

87(1300164' 

60-482 

0 

HIN05.J.M. 

0711020338’ 

50-295 C 

HALTlWANGEfl.J- 

0711170031 

60-395 

n 

HAYNES.J.G 

8711020058 

50-528 

V 

HINCIS.J.M. 

0711020489* 

50-295 ( 

HAMILTON.P. 

6711230290 

50 293 

R 

HAYNES.J.G 

871 1020410 

50-520 

s 

HINOS.J.M. 

8711040072’ 

50483 ( 

HAMILTON ,P.J 

8711200244 

50 293 

S 

HAYNES.J.G 

8711020479 

50-529 

s 

HINDS.J.M. 

6711090285’ 

60 483 ( 

HAMOON.P.J 

8711300133 

50-293 

s 

HAYNES.J.G 

8711030019 

60-529 

s 

HINOS.J.M. 

0711300171* 

50 454 ( 

HAMILTON.P.J 

8711300163 

50-293 

S 

HAYNES.JG. 

8711030160 

50-529 

s 

HINDSJ.R, 

8711100367 

50-276 

HAMLIN.J.B, 

8711090089 

50-275 

Q 

HAYNES.JG 

8711040001 

50-528 

s 

HINKLEY.H. 

0711180101’ 

FOIA 

HAMMEH.CG. 

0711020431 

SO-321 

P 

HAYNES.JG 

8711040239 

50-528 

p 

HINTZ.O.C. 

8711020077 

50 305 

MAMMES.R J. 

0711200210 

PR 


HAYNES.J G 

6711040259 

50-528 

I> 

HINTZ.DC 

8711160122 

50305 

HAMPrON.J-W. 

0711200303* 

50-413 

Q 

HAYNES.JG 

8711060197 

50-528 

F 

HINTZ.O.C. 

8/1 1240200 

50-305 

HANNEN.R-L. 

6711170105 

50-331 

R 

HAYNES.JG 

87I1090ISI 

50-529 

S 

HINTZ.D.C. 

8711300114 

50-305 

HANNEN.R.L. 

6711240313 

50-331 

S 

HAYNESJ.G 

8/1 1090345 

50-529 

s 

HINZE.WJ. 

8/1 1 180060 

NUREQ 

HANNON.J.N. 

8711030470 

50261 

V 

HAYNES J 6 

8711100283 

50-529 

s 

HlRT,J.A. 

8711170151 

50-387 

HANSEL.J. 

8711040113 

50445 

G 

HAYNES.JG 

87III2007I 

50-528 

s 

HOBBS, S.H. 

871 1160095 

60-416 

HANSEL.J.L 

8711040114 

50 44S 

Q 

HAYNES.J G 

67III20I57 

50 529 

s 

H0BE.M.A. 

8711240170 

50-165 

HANSEL.J.L 

8711190012 

50-445 

G 

HAYNES.JG 

8711160076 

50-529 

s 

HOCHBRUEOKNER 

6711020042 

pn 

HAnQUCK,C.C. 

8711000015* 

50-313 

0 

HAYNES.JC 

87U1601B7 

50-529 

s 

HODOOON.AP. 

8711110073 

50-271 

HARDOnOVE.T.W. 

8710060198 

40-2259 


HAYNES.JG 

67 II 160232 

50-530 

s 

HODGOON.A.P. 

8711110083 

60-271 

HARDGROVE.T.W. 

8711060004 

40-2259 


HAYNES.JG 

8711170290 

50 528 

R 

HODGES.M.W. 

8711050222 

50 601 

HAROING.W.E. 

8711040369* 

50-201 

P 

HAYNES.JC 

8711100080 

50-528 

F 

HOFFER.P.B 

8711200245 

PR 

HARE.E.A. 

8711020421* 

50-150 

V 

HAYNES.JG 

8711250185 

60-529 

5 

HOGG.J.F, 

8711300240 

60-463 

HARLfeV.S. 

0711020094 

60.302 

p 

HAYNES.JG 

8711250198 

50-530 

5 

HOGG.S. 

8711240201 

40-6684 

HARPEB.P.T. 

8711260143 

NUREQ 


HAYNES.JG 

8711300175 

50 529 

5 

HOLAHAN.G. 

8710080027* 

60-254 

HARPER, J.C. 

8711120078* 

OA999 


HAYNESJG 

8711300177 

50-529 

S 

HOLAHAN.Q.M. 

8711050181 

50-312 

HARRELL, E.W. 

8711090199 

S0338 

s 

HAYNES.JG 

8711300103 

50-528 

5 

HOLAHAN.G.M. 

8711130296 

60-312 

HARREUL,E.W. 

9711160214 

50-336 

s 

HAYNES.J.G 

6711300258 

50-630 

s 

HOLAHAN.Q.M. 

8711 130340 

50-276 

HARRELL.EW. 

8711190264 

60-339 

s 

HeCARTYAie 

871102C084 

XPORTllC 


HOLESINGER.D.L. 

8711160270 

60 461 

HAHR£LL,E.W. 

8711240191 

50 339 

s 

HEHl.CW. 

8711020414 

50 150 

V 

HOLLAND.W.l 

8711180097’ 

50.260 

HARRELL, E.W. 

8711240196 

50-339 

s 

HEIOER.L.H 

8711170249 

50-29 

n 

HOLLOWAY, CJ. 

8711090005 

60<46B 

NARnELl,P.H. 

8711020132* 

50-266 

0 

HEITNER.K.L 

8711020376 

50 267 

F 

HOLLOWAYAJ. 

8711180067 

50-409 

HARRlS.J.n. 

871113007S* 

50-250 

0 

HEITNER.KI 

8711050242 

50 267 

s 

HOLMES.R.O. 

8711160205 

50-320 

HARRlS.J-R. 

8711200376* 

50-269 

Q 

HEITNER.X.L 

8711110126 

60-267 

P 

HOLT.J, 

8711100347 

PP 

HARRIS.R H 

8711230271* 

50-353 

0 

HEITNER.KI. 

8711200022 

50-257 

P 

M0LT2MAN.R.B. 

8711090320* 

50-295 

HARRISONJJ. 

8711020385 

50-263 

0 

HeiTNEn.Kl. 

8/11200394 

60-267 

P 

HON,A.L. 

8711190326* 

50-209 

HARRISON, J.J. 

6711090164 

50-481 

0 

HeiTNeR.K L 

8711230203 

50-267 

P 

HOOD.D. 

8711100459 

50-309 

HAnRlSON,J.J 

8711000169* 

50-46 1 

0 

HELLMAN.JJ*. 

87II230I26 

Pft 


HOOD.D. 

8711240172 

60-327 

HARAiSON,J J. 

8711160111 

50457 

0 

HENNINGER.R J. 

67(1100095 

NUREQ 


HOOO.O.S. 

8711020197 

50327 

HAflfllSON.J.J. 

8711300069 

60254 

0 

HERDTAfl 

8711020279 

60 338 

0 

HOOD.D.S. 

8711020354 

60-389 

HARRlSON,J J 

8711300101* 

50-254 

0 

HEROT.AR 

871 1130055 

N)-250 

0 

HOOD.D.S. 

B71 1130335 

50-369 

HARRISONS. 

0711090211 

NUREG 


HEROTAP 

87UI3006B 

50-269 

Q 

HOOO.O.S. 

8711160073 

50-369 

HART.R.O. 

671 1300254 

50-250 

s 

HEROTAR 

8711130072* 

50-250 

0 

HOOKEH.C.A. 

6711060144’ 

50-133 

HASSE.RA. 

8711200041* 

50254 

Q 

HERDT.AR 

0711130082 

50-280 

0 

HOPKINS, J. 

8711100079 

50-395 

HAUGHEY.M. 

8711020137 

50-410 

P 

HEnOT.An. 

8/11130106 

50-302 

0 

HOPKINS.J.A. 

8711200041' 

50-254 

HAUGHEY,M. 

0711020103 

50-220 

F 

HenoTAB 

8711130154 

50-261 

0 

HOPK1NS,J.0. 

8711020089 

50-395 

HAUGHEY.M.F. 

0711040020 

50 220 

P 

HGRDTAR 

0711130226 

50 280 

Q 

HOPKINS.J.B. 

6711040232 

60395 

HAUGHEY.M.F. 

0711040210 

50-410 

P 

H£nOT.AH. 

8711130260’ 

60-200 

0 

HOPKINS.J.B. 

8711040273 

50-395 

HAUGHNEY,C.J. 

8711030228* 

50-266 

0 

MERDT.AR. 

8711130258 

50-424 

0 

HOPKINS.J.B. 

6711050139 

50-395 

HAUGHNEY.C J. 

0711090022* 

50-341 

0 

HERDTA R 

8711130263* 

60 424 

Q 

HOPKINS.J.B. 

8711090341 

50-395 

HAVERKAMP,D.fl. 

8711180048* 

60 443 

Q 

HEROTAR 

8711190170 

50348 

0 

HOPKINS, J.8. 

8711110103 

60-395 

HAWKINS.e.F. 

8711030003 

40 4492 


llBn07.An, 

8711190278 

60-83 

Q 

HOPKINS.J.B. 

8711160125 

50-395 

HAWKINS,E.F. 

871 1030032 

40-S829 


HERDT.AR. 

8711200105 

60-413 

0 

HOPKINS.J.B. 

871I230I45 

50-305 

J1AWKtNS,E.F. 

8711030039’ 

40 0829 


HEROTAR. 

8711200107 

50-416 

0 

HOPKINS, J.B. 

8711230259 

50-395 

HAWKINS.E.F. 

8711030049 

40-8452 


HEROTAR 

871 1200169 

60 424 

Q 

H0PKINS,J.B- 

8711250033 

60-395 

HAWKINS, E F. 

8711030086 

40-6904 


HEROTAR 

8711200191 

50-330 

0 

HOPKINS.P.C. 

0711130248’ 

60-395 

HAWKINS.e.F. 

8711030097 

40-299 


HEROTAR. 

8711200371 

50-269 

0 

HORN.G.R. 

8711160293 

60-298 

HAWKIN8.E.F 

0711030101 

40-6581 


HEROTAR 

8711230264 

50-305 

Q 

HORNDASCH,A. 

8711200370 

71-551 

HAWKINS.E.F. 

8711030106 

40-3453 


HEROTAR. 

8711230287* 

50-395 

Q 

HORNOR.J.W. 

0711160076’ 

FOIA 

HAWKINS.E.F. 

671 1030113 

40-8714 


HERDT.A H. 

8711230324 

50-369 

Q 

HOSEY,CM. 

8711100220' 

50-302 

HAWKINS.E.F. 

6711030118 

40-6452 


HEROTAR. 

871 1230454 

50-281 

0 

HOSEY.C.M. 

8711190226’ 

50-269 

HAWKINS.E.F. 

0711030128 

40-8904 


HEBOT.Aa 

8711240018 

50-324 

0 

HOSEY.C.M, 

8711230253’ 

50-321 

HAWKINS.E.F. 

0711030142 

40-1162 


HEROTAR 

8711240031 

50-336 

0 

HOSEY.C.M. 

0711230304’ 

50-335 

HAWKINS.E.F. 

8711030163 

WASTE MGT 

HERMANN.R A. 

8711260232’ 

60-438 

0 

HOSEY.C.M. 

0711240060’ 

50-348 

HAWKINS.E.F. 

8711030170 

40-6084 


HERR.RK. 

8711110167* 

FOIA 


HOSEY.C.M. 

8711300247’ 

50-424 

HAWKINS.E.F. 

0711030163 

40-6659 


HEWAHO.H.W. 

8711160160 

50-146 

5 

HOSL£R,C.L. 

0711060258 

50-5 

HAWKINS.E.F. 

0711030190 

WASTE MGT 

HEYER.R.S. 

8711030014 

40-8903 


HOSLER.C.L. 

6711240240 

50-5 

HAWKINS.E.F. 

8711030213 

WASTE MGT 

HEYEH^S. 

6711030104 

40-8914 


HOUSe.J.E. 

8711090320’ 

50-295 

HAWKINS.E.F. 

8711090075* 

40-6859 


HEYEB.RS. 

8711030137 

40-8084 


HOUVENAGLE.T. 

8711170116 

50 331 

HAWKINS.e.F 

8711200257 

40-1341 


HEYER,RS 

6711030185 

40-6622 


HOWARO.K6. 

8711240277’ 

50-331 

HAWKINS.E.F. 

8711200366 

WASTE MGT 

H6YER.RS. 

871(0302.32 

40-8905 


HOWARD.R.C. 

8711240311* 

TOPREP 

HAWKINS.E.F. 

8711200377 

40-6884 


HEYF.R.R.8 

8711030310 

40-8907 


HOWE, A. 

8711130261 

50-400 

HAWKINS, EF. 

0711200400 

40-8452 


HEYER.R.S. 

6711060210 

40-6905 


HOWE,A.J. 

8711020304 

60-400 

HAWK1NS.E.F. 

0T1123OOO3 

40-8829 


HIATT .8L. 

8711200284 

PR 


HOWELL.S H, 

6711030464’ 

50-155 

HAWKINS.EF. 

8711230000 

40-8766 


HIATT.SL 

8711200349 

NUREG 


HOYLE, A. 

8711190244 

CONTRACT 

HAWKINS.E.F. 

8711230052 

40-8829 


HICKEYJ.P. 

8711170044 

50-320 

G 

HOYLE.A. 

8711190247’ 

CONTRACT 

HAWKINS,E.F. 

8711230065 

40-8102 


H1CKEYJ.P. 

8711170044 

50-320 

G 

HOYLE, J.C. 

6711190016 

50-269 

HAWKINS, E.F. 

8711290104 

40-8696 


HICKEY.J.P. 

B7I1170054* 

50-320 

0 

HOYLE.J.C. 

8711190021 

50-440 
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hoylEj.c. 

8;i1190020 

50445 

G 

JACOBY.0 1 

HOYLE.J-C. 

8711190031 

50 456 

G 

JACOBY,0 L 


8711160122 

60 360 

P 

JAFFE.DH 

hSIl.Y.G 

8711240252 

TOPREP 


JAFFE.DH 

HUDSON, F.G. 

6711000060 

50 269 

P 

JAFfE.DH- 

h.udspethj.b. 

8711200217 

60-340 

F 

JAFFE.0 H. 

HUDSPETH.J.B. 

87112-10046 

50-348 

K 

JANUSKA.AG. 

HIJEY,F-n. 

8711190326’ 

50-2C6 

Q 

JAPE.F. 

HUGM T. 

8711020438 

50323 

S 

JAPE.F 

HJQ.M T. 

8711230436 

50-275 

s 

JAPE.F 

HUGHES A 

0711050133 

CONTfiACT 

JAPE.F 

HUKiLL.HD 

0711020462 

50-289 

p 

JAPE.F. 

HUKLL.KD 

0711020525 

60 289 

S 

JAPE.F. 

HUKI-L.HD 

0711030058 

60 209 

p 

JAPE.F. 

HUKr..L,HD 

0711040185 

50-269 

e 

JAUOO.NJ. 

HUKILl.KD. 

B711OS0IQ3 

50-209 

s 

JAUDaN.J 

HUKILt.HD 

8711060100 

50-209 

p 

MODON.J.P. 

HUKILl.HD. 

8711060045 

50-289 

s 

JAUOaN.J.P. 

HUKILL.HD. 

8711060113 

50-289 

s 

JAUOON.J P. 

HUKILL.H 0. 

8711060255 

50-209 

s 

JAUOON.JP 

HUKILL.H,0. 

8711060256 

50-289 

Q 

JAlfOON.J P 

HL’KILL.H.O. 

8711120099 

50-209 

P 

JEANES.JW 

HLKiLL.H.O. 

8711120148* 

50-289 

P 

JENISON.K 

HUKILL.H.D. 

8711130012 

50209 

F 

JENKINS.T.F. 

HUKiLUH.D. 

8711180162* 

50-289 

Q 

JENSEN.CM 

HUXIH..H.D 

8711230102 

50209 

n 

JENSEN.H 


en(230z<t(i 

50-289 

p 

JOHNSO.NA 

HUKIII.H.D. 

8711240076 

50-209 

p 

JOHNSaN.AO 

HULL.JA 

0711170200 

50-520 

n 

JOHNSON.B 0 

HUMPHREY, G J. 

0710160023 

50-443 

Q 

JOHNSON.OD 

HUMPHREY ,GJ. 

0710160027* 

50-443 

G 

JOHNSON.OO. 

Humphrey, G j. 

8710160031* 

50-443 

G 

JOHNSON.80 

HUMPHREY,G J. 

0711020111 

PR 


JOHNSON.B D 

hUMPHnEYS,L,L. 

07110S0231 

50-219 

n 

JOi INSON.CE 

hUKN,CurT,OM. 

8711130270* 

50-458 

0 

JOMNSON.G6 

HUNSAOER.S C. 

8711090362 

50 450 


JOHNSON.OE 

hUNSADER.S.C 

0711100390 

50-450 

0 

JOHNSON.GE. 

KUNSAOER.S.C 

8711160147 

50 450 

0 

X)HN$ON.OE 

MUNSAOER.SC. 

871117026S 

60-454 

P 

JOHNSON.G.E. 

hUNSADER.S.C 

071 1100102 

50-456 

R 

JOMNSO.'4.GE 

HUNSAOEn.S.C 

871 1100214 

50466 

F 

JOHNSON.G.E 

HUNSAOER.S.C 

0711250036 

50-454 

K 

JOHNSON.IM 

HU,NSAOER.S.C 

0711300103 

50-456 

0 

JOHNSON.I M 

HUNSAOER.S.C 

0711300104 

SO-467 

0 

JOHNSON.IM. 

HU.NSTAD.A.A. 

0711300100 

50-202 

S 

JOHNSON.IM. 

HU.NSTAUAA 

07)1300)42 

50 202 

$ 

JOHNSON.IM. 

H.JNSTACI.AA. 

0711300203 

50-202 

s 

JOHNSON.IM 

HJNT.D. 

0711030319' 

60-412 

p 

JOHNSON.IM. 

HUNT.J. 

0711110182' 

FOlA 


JOFINSO-N.! M 

HUNTER.On. 

0711040370' 

50-482 

Q 

jOHNSON.jn. 

Hl.NTEaO.fi. 

0711090022' 

50-341 

Q 

jOHNSON.jn 

MUNTGR,J.Q. 

8711020412* 

50-412 

Q 

jOhnsonjh 

HunLeY.J 

87110S0220 

60-416 

F 

JOHNSONJ n 

HURLeY,J. 

0711100140 

50-410 

F 

JOHNSON.M. 

HURT, no 

8711100096 

PROJ 


JOHNSON.M 

HURr.W.L 

8711090045* 

60-200 

P 

jOHNsav.p 

IGNATONIS.AJ 

0711300082* 

50 259 

0 

JOMNSON.PM 

IKAfiO.J.A. 

0711110160* 

40 6027 


JOHNSON.P.H 

IMBRO.E.V. 

0711200044* 

50-327 

Q 

jOHNSoanA 

INGRAM .F. 

0711120057* 

FOIA 


JOHNSON.se 

INTERfiANTE.G. 

0711090211 

NUfiEG 


JOHNSON.se 

IPPOLITO.T.A 

8005000081 

50-321 

F 

JOHNSON.se 

IRELANO,n E 

0711020307' 

60-267 

0 

JOHNSON.W 

IRELANO.R £. 

8711130124' 

50-402 

0 

JOMNSON.W.e 

inEtAND.HE 

0711240139' 

60-408 

0 

JOHNSON.W-O 

IfiWiN.DP. 

8711170046 

60-322 

G 

JOHNSON.W.G 

inWiN.DP. 

8711170045 

50322 

G 

JOHNSON.WJ. 

IRWiN.DP. 

0711240023 

50-322 

G 

JOHNSON.W.J. 

IRWIN, DP. 

8711240023 

50-322 

0 

JOHNSON.WJ. 

IVEY.I^. 

0711020367 

50-530 

S 

JOHNSON.WJ. 

JAOQOUR.K 

8711200213 

50-413 

P 

JOHNSON.WJ. 

JABBOUn.KM 

0711160088 

50-369 

P 

JOHNSON.WJ. 

OABBOUn.KN. 

8711020057 

50-413 

P 

JOHNSTON.G.W. 

JAQGOU.fi, KN 

8711020074* 

50-413 

P 

JOHNSTON.KE. 

JAsaoun.KN 

8711130312 

50-413 

P 

JOHNSTON.W.V. 

JAQOOUR,KN. 

8711200045 

50-413 

P 

JOHNSTON.W-V. 

JABBOUfi.KN 

8711200076 

60-413 

P 

JOHNSTOaW.V. 

JAe80Un,K.N 

8711200380 

50-413 

P 

JOHNSTON.W-V. 

JABBOUfi.KN 

8711230164 

60-413 

P 

JOHNSTON.W.V. 

JACKIW.IN, 

8711060270' 

50-409 

0 

JOHNSTON.W.V. 

JACKIW.I.N. 

0711100176‘ 

50-263 

0 

JOHNSTON.W.V. 

JACKIW.I.N, 

8711160109' 

50-155 

Q 

JOHNSTON.W.V. 

JACKIW.I.N. 

8711160103' 

60-331 

Q 

JOHNSTON.W.V. 

JACKSON.G. 

0711230067* 

71-629-) 


JOHNSTON.W.V. 

JACKSON, R, 

8711200112 

50-237 

S 

JOHNSTON.W.V. 

JACOBSON.JL 

8711230401 

NUREG 


JOHNSTON.W.V. 

JACOBUS.M.J. 

8711030077 

NUREQ 


JOHNSTON.W.V. 

JACOBY, DL. 

8711030118 

40-6452 


JOHNSTCW.W.V. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8711030176* 

WASTE MOT 

JOHNSTON.W.V. 

8711230239 

50-336 

0 

8711030213 

WASTE MGT 

JOHNSTON.W.V. 

8711240002 

50-410 

Q 

8711030413 

50-336 

P 

JOHNSTON.W.V 

8711240083 

50293 

Q 

6711100357 

50-336 

P 

JOHNSTON.W.V. 

8711250170 

50-245 

Q 

8711200320 

50-336 

P 

JOHNSTON.W.V. 

8711250177 

50-220 

0 

8711250100 

50-338 

P 

JOHNSTON.W.V 

6711250249 

50-309 

Q 

8711190153* 

59.373 

0 

JOHNSTOfJ.W.V. 

87IJ300051 

50-410 

0 

8711130102' 

£0-266 

0 

JOHNSTON.W.V. 

6711300270 

50-387 

Q 

8711130103' 

$0-302 

Q 

JOHNSTONE.G- 

6607300545* 

FOIA 


6711133266* 

60-424 

0 

JCHNSTO.SIE.G.A 

6410030201* 

FOIA 


0711190286* 

50-83 

0 

JOHNSTONE.G-A 

8410030207* 

FOIA 


0711200123* 

50-416 

Q 

JOHNSTONE.G.A 

8501090091’ 

FOIA 


8711200173' 

^424 

Q 

JOHNSTONE.G.A. 

8501030098* 

FOIA 


8711240033* 

SO 338 

0 

JOHNSTONE,Q.A. 

8503220003' 

FOIA 


8711170193 

50 482 

S 

JOHNSTONE,G.A. 

8508220004* 

FOIA 


8711203327 

50482 

5 

JOHNSTONE.G.A. 

8607300549* 

FOIA 


6711020397 ’ 

50-267 

0 

JOHWSTONE.G A. 

8711170071' 

FOIA 


0711030015’ 

50-313 

Q 

JONAS.SA 

87I11Q000B 

50-443 

Q 

6711100214* 

50-^7 

0 

JONES.D.F. 

8711240298 

OA999 


07II2S0215* 

501^2 

Q 

JONES.G Z 

0711240161’ 

50-295 

P 

8711300223 

SO 3 13 

P 

JONES JD. 

871)160037 

50-312 

P 

8711090088 

QA9S9 


JONES.R. 

8711030143 

40-8681 


8711190289* 

50-327 

Q 

JONES.S0 

8711030396 

50-259 

s 

6711110076* 

59-443 

G 

JONES.S.B. 

8711040011 

SO 260 

$ 

67II2S0006 

50-112 

P 

JONES, S B 

8/11170298 

50-296 

s 

6711200239 

$0354 

R 

JONES.WB. 

8VI11002M* 

50 267 

o 

6711300062' 

50259 

Q 

JONGS.W.U. 

8711200063* 

50-458 

Q 

8711230370 

50-243 

F 

JONES, W.G 

8711100230* 

50-327 

P 

8711060136 

6a?56 

S 

JONES,W.Q. 

8711100237' 

50-327 

P 

07II170I60 

50-255 

F 

JCRDAN.E L, 

8305110473 

50-3 

0 

871I200I6I 

$025$ 

S 

JORDAN.El. 

8711020209 

REVIEW GR P 

8711240138 

50 2$$ 

S 

JOROAN.E.L. 

0711230237 

REVIEW GR P 

87II3002I3 

5025$ 

S 

JORDAN.E.L 

8711240257 

REVIEW GR P 

8711200279* 

50 496 

0 

JOSEPH,M,A, 

0711020359 

60-267 

s 

8711040084 

50322 

G 

J03EPH.MA. 

B7l 1060038 

50-267 

S 

871)040096 

50-322 

G 

JOSERKMA 

8711160235 

50-287 

s 

87MII0070 

50-322 

G 

JOSIOER.W.A. 

87I1I3016S 

50-288 

Q 

871)170023 

50-322 

G 

JOSIGER.W.A. 

6711190124 

50-266 

R 

87IU7C054' 

50-320 

G 

JOYCE, J.W. 

6711240176* 

S0-2S9 

P 

8711)70059* 

50-320 

G 

JOYCE J.W. 

0711240185* 

60-250 

P 

871)240024 

50-322 

0 

JOYCE ,J,W. 

0711240)94* 

50-259 

P 

8711020224 

50-249 

0 

JOYCE,J.W. 

8711240225* 

60-269 

P 

8711020429 

60-254 

0 

JOYNER.J.H. 

8711230365 

60-277 

s 

671)030524 

50-23? 

p 

JOYNER.J.H. 

8711300015* 

40-B406 


671)000317* 

60-237 

0 

JULIAN.CA 

6711130174 

60-346 

V 

0711170119 

50-254 

P 

JUUAN.CA. 

871)130920 

60-395 

0 

871)170271 

50-454 

F 

JULIAN.CA 

8711130241 

60-338 

V 

87)1240238 

50-254 

P 

JUIIAN.OA. 

8711180238' 

60-327 

0 

8711300083 

00-254 

P 

JULIAN.CA. 

6711190171 

50-321 

V 

07I1040177' 

50-97 

0 

JULIAN.CA. 

8711190347 

50-269 

P 

87)1040379* 

50-220 

0 

JULIAN.CA 

87I1200I9B 

50-413 

V 

6711180089’ 

50-220 

0 

JULIAN.CA. 

8711230310 

50 302 

V 

87)1200097* 

5^^33 

0 

JULIAN.E.J. 

87I 1100034 

XPORTLIC 


87)1030229 

FOIA 


JU1.IU5.J. 

8711060294 

NUREG 


871118001$ 

FOIA 


KAIMAN.G 

8711030318 

60-312 

p 

d7(l900>$9 

£0-00 

s 

KALMAN, G 

8711030423 

50312 

p 

8711060123* 

50-397 

0 

KALMAN.G. 

87)1030516 

50-312 

P 

8711100328* 

50-206 

0 

KALMAN, G 

8711050227 

50-312 

p 

871109009$ 

71-9200 


KAMMERER.C. 

8711110163* 

FOIA 


071 1030349 

70-143 


KAMM6REfl.C 

8711110169* 

40-8027 


071 1030387 

70 143 


KAMMERER.C. 

B7U160084' 

FOIA 


6711030527 

70-143 


KAMMERER.CC. 

8710300132 

STATE PflOG 

6711060184* 

50 313 

Q 

KANE.W. 

8711230378 

60-293 

o 

67)11800-17 

NUREG 


KANE.W.F. 

8710280274 

50-293 

P 

0711030016* 

W3)3 

0 

KANE.W.F. 

6711020437 

50-293 

P 

87)1110111* 

60322 

G 

KANE.W.F. 

0711020442' 

50-293 

p 

67)1020102 

60601 

K 

KANE.W.F. 

8711090144 

50-277 

Q 

67)1040319 

50317 

P 

KANE,W.F. 

0711090185 

60-410 

Q 

0711090132 

TOPREP 


KANE,W.F. 

8/11000174* 

50-410 

Q 

97) 1090198 

NUREQ 


KANE.W.F. 

87111G0040 

50-2)9 

Q 

671 1090373 

TOWREP 


KANE.W.F. 

6711190204 

50-293 

S 

671120020) 

PR 


KANE.W.F. 

8711200114' 

60-219 

P 

6711020361* 

50-113 

V 

KANTER,L.£. 

8711300168* 

60-409 

P 

671 1090098* 

SO-276 

Q 

KAPLAN,A. 

6711100437 

£0-440 

S 

8711020073 

50322 

Q 

KAPPEl.W.M. 

8711040389' 

60-201 

P 

8711020407 

50-412 

0 

KAPFEL,W.M. 

8711040374* 

60-201 

P 

8711020441 

60272 

0 

KASTENBERG.W.E. 

8711180040 

NUREQ 


671 1020497 

50-277 

0 

KAUFMAN.MA 

6711050009* 

60-293 

F 

0711020522 

50309 

0 

KEARNEY.M-S. 

8711110163* 

40-6027 


8711040164 

60-277 

0 

KEEGAN.M.J. 

6711030060 

60-341 

P 

6711050100 

50-213 

0 

KEIMIG.R. 

8711180031 

60-213 

S 

871 1090383 

50-293 

0 

KEIMIG.R. 

8711230365 

50-277 

s 

e7ni30»)7 

60-247 

0 

KEIMIG.R.R. 

8711090131' 

60-289 


6711160007 

50 353 

A 

KEIMIG.R.R. 

8711200165' 

50-199 

m 

8711160138 

SO 219 

Q 

KElMIQ.nR 

8711240019' 

50-443 

0 

6711180165 

50 410 

Q 

KElMIG.an. 

8711300174' 

50-2/7 

Q 

e7ni9(»$2 

50 352 

Q 

KEIMIG R.R 

8711020518* 

70-371 


8711230226 

50 353 

0 

KEISER.H.W. 

8711020169 

50367 

F 


AUTHOfl 


KEisen.HW. 

keiser.hw 

KEiSeR.H.W 

KEISER.HW. 

KEiSER.HW 

KEISER.HW 

KEISER.HW. 

KElLEfl.GR 

KELlER.R 

KELLEfl.RM 

KELLER.R M 
KEILER.RM 
KELLEH.RM 
KELLER.R M. 
KELLER.R M 

KELLER.R M. 
KELLEV.OL 
KELLV.OL 
KELLY -J 
KELLY.J.A 

KELLY.JE 
KELLY.JL. 
KELLY, J.L 
KELLV.JL 
KELLY.JL 

KELLY ,J L 

KELLY.L 

KELLY.WJ 

KEISEY.BR 

kelsey.br. 

KEMPER.JS. 

KEMPER.JS. 

KEMPER.JS. 

KEMPER.JS. 

KEUPER.JS. 

KENNEOY.WG 
KENNEDY.W.fl 
KEPPLER.JO. 
KEPPLER.J Q 
KEPPLER.JO. 

KERCH.H W. 

KERRW. 

KERR.W 

KERRYJ 

KERSHUL.B. 

KERSHUL.B. 

KERSHULB 

KERSHUL.B 

KERSHULB. 

KERSHULS 

KILOORE.6E. 
KILQORE.BE. 
KILGORE.B E. 
KiMCC. 
KINO.LP. 

KINQ.T L. 
KING.TL 
KiNGSLEY.O 0 
KINGSIEY.O D 
KINGSLEY.O 0 

KINGSLEY.O 0. 
KINGSLEY.O 0 
KINGSIEY.OO 
KINGSLEY.O D. 
KINGSLEY.O 0 

KINGSLEY.O D 
KINGSLEY X) 0 
KINGSLEY, 00 
KINGSLEY.O 0 
KINGSLEY.O 0- 

KiNGSlEY.O D 
KINNEMAN JO 
KINNEMAN.J 0. 
KINNEMAN.JO 
KINTN6R.LL 

KINTNEfl.LL 

KINTNER.LL 

KIMTNER,L.L 

KINTNER.LL 

KINTNER.LL 

KINTNER.LL 
KinCHNEfl.G,J. 
KIRSCH.0 F. 
KIRSCK 0 F. 
KlflSCH.O F. 

KIRSCH.0 F. 
KIRSCH.D F. 
KIRSCH.0 F. 


ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


8711030372 

50-387 

H 

KLAUSE.RP 

8711030455 

50-388 

P 

KLAUSE.R-P- 

6711040003 

50-307 

P 

KLEtNSORGE.W.P. 

8711090281 

50-387 

0 

KLIMA.O.L 

8711090319 

50-387 

P 

KUNE.J-R. 

8711120099 

50-387 

F 

KLINE .JR. 

9711170151 

50-387 

R 

KNIGHTON.GW- 

6711180060 

NUREQ 


KNIGHTON.GW 

8711020306* 

50-443 

V 

KNIGHTON.GW 

9711030496* 

50-443 

V 

KNIGHTON.G.W. 

8711040307 

50336 

V 

KNfGHTON.CW 

8711130181* 

50-166 

V 

KNIGinON.GW. 

8711160035* 

SO-272 

V 

KNIGHTON.G.W. 

8711180063* 

50-423 

V 

KNIGHTON.GW 

e71123030r 

50-309 

V 

KNIGHTON.GW 

8711300118 

50-170 

V 

KNOOE.R 

8711030193* 

50-445 

0 

KNOP.R 

8711240234* 

50-445 

0 

KNOX.E. 

8711170109* 

50-462 

0 

KNOX.E. 

8711300097* 

50-499 

0 

KNOX.E 

8711100095 

NUREG 


KNOX.E 

8711030406 

50-259 

R 

KNOX,E. 

8711100014 

60-327 

p 

KNOX,E. 

8711100356 

50-327 

R 

K08ER.RW. 

8711200085 

50-259 

R 

KOBER.RW. 

8711240270 

60-259 

R 

KOQERiRW 

8711190124 

50-286 

n 

KOBER.RW. 

8711250212 

50275 

s 

KONKLINJE. 

8711040159* 

40-2061 


KONWiNSKI.GR 

8711040159* 

40-2061 


KONWINSKI.G R 

8711100328 

50-277 

p 

KONWINSKI.G R. 

8711100365 

S0-3S2 

p 

KONWiNSKI.GR 

8711100393 

50-352 

p 

KONWINSKLG R 

6711230219* 

50-352 

p 

koontz.a6 

8711300002 

50-277 

p 

KOONI2AS. 

6711240228* 

50-312 

0 

KOONTZ.AS 

6711200358* 

71 9680 


KOSHY.T. 

8711020071* 

FOIA 


KOTRICH.G J 

8711230221 

80-327 

p 

KOWALSKI.SJ. 

8711240044 

50-445 

G 

KOZUP.CS 

5711230271* 

50353 

0 

K02UP.es 

8711170148 

ACflS 


KOZUP.CS 

8711200108 

ACRS 


KOZUP.CS 

87III00310 

PR 


KOZUP.CS. 

87II03035S 

50-344 

s 

KOZUP.C S 

8711020343 

50-344 

s 

KRAUSfi.CW 

8711100413 

50-344 

s 

KfleH.J L 

8711110151 

50-344 

s 

KRIMM.RW 

8711240171 

50-344 

s 

KRIMM.RW 

8711240297 

50-344 

S 

KRIMM.RW. 

8711190033 

50-327 

s 

KRUO.HE. 

8711300107 

50-327 

s 

KUEMIN.Jl 

8711300119 

50-327 

s 

KUNCL.LC 

8711020090* 

50-305 

p 

KUNCL.L Q 

8711240077' 

50-336 

0 

KUNCL.LG 

8711030532 

PROJ 


KUNCL.L G 

8711100106 

PROJ 


KUHOENOK.G 

8711020470 

50-416 

s 

KUZO.G 6 

871103052S 

50-418 

0 

KWOK.K S 

871(040109 

50-418 

P 

L'HEUREUXJ'.f. 

8711050118 

50-416 

s 

LABRUNA.S 

6711050226 

60-416 

F 

LABRUNA.S 

8711100330 

50-416 

s 

LABRUNA.S 

8711130085 

50-416 

p 

LABRUNA.S 

8711130126 

50-416 

F 

LABRUNAS 

871M60095 

50-416 

R 

LABRUNA.S 

6711160103 

50-416 

S 

LA8flUNA.S. 

8711190148 

50-416 

F 

LABHUNAS 

8711250218 

50-416 

P 

LACEY.WS- 

6711300048 

50-416 

R 

LACEV.W.S 

8711300266 

50-416 

P 

LACEY.WS. 

6410030192’ 

FOIA 


LACEV.WS 

8711300011* 

40-8406 


LAC£Y,W.S 

8711300016* 

40-6406 


LACEY.WS. 

8711030415 

50-416 

P 

LACEY,W.S 

8711050218 

50-416 

P 

LACEY.WS. 

8711060010 

50-416 

P 

LACEV.W.S. 

8711200006 

50-416 

P 

LACeY,W.S 

8711200087 

50-416 

P 

LACEV.WS. 

8711200099 

50-416 

P 

1-AC6Y.W.S. 

8711230026 

8711130101 

50-416 

50-373 

P 

R 

UCEY.W.S 

LACEY, W.S. 

8711030412 

50-528 

S 

LADLOW.C.C. 

8711040031 

50-206 

P 

UGRAFF.MB. 

8711300009' 

50275 

Q 

LAINAS.G.C. 

6711300122 

50-344 

0 

LAMONTAGNE.M 

8711300157 

50-460 

A 

LANCASTER.W. 

8711300181 

50-508 

A 

LANCASTER.WK 


ACCESSION 

number 

6711040204' 
871 1040247* 
0711130264’ 
87II250I4I 
8711040117 

8711110094 

8711030323’ 

8711030462' 

87II030S36' 

8711050232* 

8711090136* 
8711130324’ 
87I1I303S8* 
8711180031 
871 1 190259 

8711160227 

8711020393 

8711020055 

8711020134 

8711020320 

6711090099 
8711230029 
8711250056 
871 1030100 
6711170120 

8711240110 

8711300235 

8711030226* 

87I1030U49 

8711030113 

6711030163 

6711090076* 

87II23006S 

8711170076* 

8711170086* 

6711170086* 

87II2S0I78’ 

8711190311’ 

8711030362 

8711060136 

8711180124 
671 1200181 
8711230415 
8711240138 
6711300213 

8711130171 

6711300214* 

6711050111 

6711230424 

6711260200 

6711160061* 
8711230415 
6711020344 
6711030024 
671 1030402’ 

6711090298 

6711020531 

8711230253* 

8711250203 

8711090378 

0711020290 

8711050069 

8711050146 

0711050153 

67III00306 

07IIII0030 

8711190201 

8711200239 

8711020268 

6711020392 

671 I030S46 
6711060129 
8711130307 
87III3034I 
8711160114 

8711160167 

6711160207 

8711190109 

6711190196 

8711200088 

8711230229 

6711300102 

8711090369 

8711180004* 

8711030357* 

6711100368 

8711090131* 

6711300174* 


SUBJECT 

CATEGORY 

50-445 A 

S0-44S A 

50-280 a 

60-307 P 

50-322 Q 

50-322 G 

50-312 P 

50-312 P 

50-312 P 

50-312 P 

50-529 P 

50G44 F 

60-344 P 

60-397 P 

50-312 S 

40-6629 
50-440 S 

CONTRACT 
CONTRACT 
CONTRACT 

CONTRACT 
CONTRACT 
Ca^IRACT 
60 244 Q 

50-244 F 

60-244 P 

50-244 P 

50266 O 

40-&452 
408714 

40 6659 
40-6659 
408102 
TOPREP 
TOPREP 

TOPREP 

50 245 0 

60237 S 

50-353 0 

50-255 S 

50-255 F 

50-265 S 

50255 S 

50 255 S 

60-265 S 

50-266 n 

70-824 

50-3 F 

50-344 F 

80313 F 


60-255 S 

60-296 P 

50-298 P 

50-296 V 

50-296 P 

50459 S 

50 321 Q 

50-20 S 

50-213 S 

60-354 S 

50-354 S 

60-354 S 

60354 S 

50-354 S 

50 354 S 

50-354 S 

80-354 R 

50-412 S 

50-412 S 

50 412 S 

60-334 F 

60-412 S 

60-334 S 

60-412 S 

60-412 S 

M4I2 S 

50-412 S 

50-412 S 

50-412 S 

50-4(2 S 

60-334 S 

NUREQ 
40-9904 
50-400 P 

NUREG 
60-299 
60-277 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


LANCY.R.V. 

0711050231 

50-210 

n 

LANQC.O. 

0711300050* 

60-410 

Q 

LANQC.O.J. 

8711100169* 

60-410 

0 

LANGE, D.J. 

0711230406* 

60-307 

V 

LANGE.DJ. 

0711240003* 

60-410 

0 

LANGE.OJ. 

0711240111 

50 087 

V 

LANGLEY.J.R. 

0711160164 

TOPREP 


LANKSBURY.n. 

6711000321* 

60 4&e 

0 

LANNING.W. 

0711050243 

50 064 

s 

LANNING.W. 

0711170220 

50-260 

3 

LANPHEfl.L.C. 

0711240026 

60-322 

Q 

LANPllEn.L.C. 

6711240025 

60-322 

Q 

LARRAGOITE.L.S. 

0711090202 

60-318 

P 

LARSON, C.E. 

0711100360 

60-263 

0 

URSON.C.E. 

0711130305* 

60-263 

F 

LATHAM, S.B 

0711040008 

60-322 

0 

LATHAM, S.D. 

0711040003 

50-322 

Q 

LATHAM, S.D. 

0711110077 

60-322 

Q 

LATHAM.S.Q. 

0711110077 

50-322 

Q 

LATHAM, S.D. 

0711170019 

60-322 

Q 

LATMAM.SB 

0711170010 

60-322 

0 

LATHAM.8.B. 

8711 100013 

60-322 

Q 

LATHAM.S.Q. 

0711190013 

50-322 

Q 

LATHAM.SB 

0711100060 

60-322 

Q 

LATHAM, SB 

07111G0060 

60-322 

Q 

LATHAM.S.D. 

0711240013 

60-322 

G 

LATHAM, S.D. 

0711240013 

60-322 

0 

LATHAM.S.D. 

0711240025 

SO-322 

Q 

LATHAM, SB 

0711240025 

50-322 

Q 

LATTA.n.M. 

0711160001* 

60-201 

0 

LAVALLE.K.P. 

0711230162 

50-322 

Jl 

LAVELY.P. 

8711230220 

60-312 

8 

UVELV.P, 

0711240057 

60-312 

S 

LAWSON, 0. 

0711240144 

SO 406 

s 

LAWTON.J.O. 

0711250001* 

60-320 

F 

LAZAHUS.W.J. 

8711040226* 

60-280 

0 

LAZARUS, W.J, 

8711000171* 

SO-244 

O 

LAZARUS, W.J. 

8711090242* 

60-364 

Q 

UZARUS.W.J, 

6711130166* 

60-104 

Q 

LAZARUS.W.J. 

6711130263* 

60-412 

0 

LAZAnUS,W,d. 

6711250013* 

60-S03 

0 

UZARUS.W.J. 

0711300216* 

60-200 

0 

UZO.R.M, 

67111I0II2 

60-260 

0 

LEAQUE.KE. 

8711030141* 

60-446 

A 

LEANINQJ. 

0711240019 

60-443 

T 

LEANINQ.J. 

0711240027* 

60-443 

T 

LEBLOND.P.C. 

6711020390 

60-2BS 

P 

LEBLOND.P.C. 

0711030550 

60-295 

F 

LEBLOND.P.C. 

6711040306 

60-295 

P 

LEBLOND.P.C. 

0711240129 

60-205 

P 

LEBLOND.P.C. 

6711240142 

60-205 

P 

LEONER.J.S. 

0711200252 

PR 


LEE.B. 

8711130194 

NUREQ 


LEE.T.D. 

0711090110* 

70-143 


LEE.T.D. 

0711230421’ 

70-143 


LEE.Y.S. 

6711020000* 

60-305 

P 

LEECH.P.H. 

6711170191 

PROJ 


LEEMON.R.J. 

8711300168* 

50-409 

P 

LEITCH.d.M. 

671 1050169 

60-171 

S 

LE1T{M,GM 

8711050176 

60-171 

s 

LEITMAN.LW. 

8711130079 

60219 

& 

LEITMAN.L.W. 

8711100262 

60-210 

s 

LEITMAN.L.W. 

8711230233 

60210 

8 

LEMONS.jn. 

8711090219 

60-317 

P 

LEMONS.J.R. 

8711130236 

60-317 

S 

LEMONS.J.R. 

6711160162 

60-316 

6 

LEMONS.J.R. 

8711230269 

50-317 

n 

LEMPGES.T.E. 

6711100404 

60-410 

p 

LEMPQES.T.E. 

8711130034 

60-220 

Q 

LEMPGES.T.E. 

8711130113 

60-410 

S 

LEMPGES.T.E. 

0711130106 

50-410 

s 

LEMPGES.T.E. 

8711160226 

60-220 

o 

LEMPQES.T.E. 

0711160240 

50-220 

R 

LEMPGES.T.E 

8711180030 

50-410 

R 

LEMPQES.T.E. 

8711190065 

60-220 

S 

LEMPGES.T.E, 

6711190280 

60-220 

s 

LEMPQES.T.E. 

8711240120 

60-410 

9 

LEMPGES.T.E. 

8711240160 

60-410 

S 

LEMPGES.T.E, 

8711240182 

60-220 

8 

LEMPGES.T.E. 

6711240196 

60-220 

S 

LEMPQES.T.E. 

0711240221 

60-220 

s 

LEMPQES.T.E. 

8711240223 

60-220 

s 

LEMPQES.T.E. 

8711240233 

60-410 

s 

LEMPGES.T.E 

0711240275 

60-410 

s 

LEMPGES.T.E. 

8711250006 

60-410 

8 

LEMPGES.T.E. 

8711260128 

60-410 

s 

LEMPGES,T.E. 

6711260260 

60-410 

s 

LENAHAN,J.J. 

6711130102* 

60-269 

Q 


O 

0 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

MARTIN, T.T. 

87H330212 

50 245 

Q 

MCfADOENJJ!. 

8711300095’ 

70-607 


MICHAELS.T.S. 

6711200081 

50-193 

MARTIN, T.T. 

6711230865 

50-293 

0 

MCFAOOEN.K.M. 

871I160IS4 

NUREG 


MICHAUD, P.W. 

0711130109* 

60-267 

MAHTIN,T.T. 

8711230423 

70-820 


MCGEHEE,F.M. 

6711160069 

FOIA 


MIDDLETON.L L. 

8711200309 

60-277 

MABTIN,T.T. 

B7U240016 

50-443 

Q 

MCGRANe,J.P. 

6711(30211* 

50-219 

S 

MIKALIAKE.J. 

071U80066 

50318 

MAnTIN.T.T. 

8711240032 

50-245 

0 

MCGRANERY.JP- 

8711100290 

PR 


MILANO, P. 

8711130017 

50-483 

MARTlN,T.T. 

8711240056 

50-322 

0 

MCOUFFIN.JC. 

8711090103* 

CONTRACT 


MILANO, P. 

8711200098 

50-261 

MAnTIN,T.T. 

87112401C2 

50-412 

0 

MCGUFFIN.J.C- 

871I2S0064* 

CONTRACT 


MILLARD, H-T. 

8711030267 

50-274 

MARTIN,T.T. 

8711250012 

50-203 

Q 

MCGUIRE.D.R. 

6711000156' 

50-261 

0 

MILLARO.H.T. 

6711250225 

50-274 

MARTIN.T-T. 

8711300081 

70-687 


MCCUIRE.OR. 

8711090360' 

70-143 


MILLER, C.A. 

8711020296* 

50-382 

MARTlN,T.T. 

8711300082 

50-412 

0 

MCGUinE.DR. 

871I2O03SI* 

50-321 

Q 

MfLLER.D.B. 

8711090376 

50-213 

MARTIN.T.T. 

0711300123 

SO-213 

F 

MCGUIRE.OR. 

6711230014' 

50-302 

0 

MILLER.O.B. 

8711190103 

50-213 

MARTIN,T.T. 

8711300139 

70-1143 


MCGUIRE.OR. 

8711240135' 

70-27 


MILLER, 0,8. 

8711240265 

50-213 

MARtlNJT. 

8711900154 

70 938 


MC1VOn.T.J 

6711180100 

50-285 

S 

MILLER.O.E. 

8711060171* 

50-409 

WAnTlN.T.T. 

8711300165 

60-277 

0 

MC1VOR.T.J. 

8711300128 

S0-2S5 

s 

MILLER.Q. 

8711160142 

50-302 

MARTIN.!. 7 

8711300184 

70-135 


MCKENNA.T. 

8711060294 

NUREG 


MILLER, H.J. 

6711060185 

50-454 

MARTIN.!.!. 

8711300200 

50-369 

0 

MCKERNON.Ta 

871 1 130270' 

50-458 

0 

MILLER, H.J, 

8711090269 

80-254 

MARTIN.!.! 

87U3QQ2Q9 

50-272 

F 

MCKIB8EN.J.C. 

87II0203I7 

50-166 

Q 

MILLER, H.J. 

67U30025Q 

60-331 

MARTIN.W.G. 

8711240019’ 

60-443 

0 

MCLEAREN.! 

871 1230303 

CONTRACT 


MILLER.HJ. 

0711300264* 

50 331 

MARUDAS.D. 

8711040301 

71-807 


MCLOUQHLIN.O 

8711020214' 

PR 


MILLER, J.n. 

8402030155 

50-344 

MARUDA3.D. 

8711040305’ 

71-607 


MCIOUGHLIN.O 

8711190314 

50-334 

F 

MILLER.L. 

8711170185 

60 331 

MASINQTON.O-K. 

8711020056' 

CONTRACT 


MCLOLiGHlIN.O 

8711200320 

50335 

F 

MILLER, L. 

8711230433 

50-312 

MASSE.F. 

871 13Q0I67' 

70-938 


MCLOUQHLIN.O. 

671120037$ 

50-280 

F 

MILLER, LR. 

8711090022* 

50 34 1 

MASYNK.O. 

8711240135* 

70-27 


MCMURHAY.C.M. 

8711040086 

60-322 

G 

MILLER, M A. 

0711030111 

50425 

MATCUEfT.S.O. 

8711110090 

50-322 

G 

MCMUBRAY.CM. 

6711040088 

50-322 

G 

MILLER.M.A 

8711100022 

60 424 

MATHIS,J L. 

8711130073* 

50-416 

O 

MCMURRAY.C M. 

6711170010 

50-322 

G 

MILLER.M.A. 

8711130278 

50-426 

MATTA.G. 

Q711M0U4’ 

50-445 

A 

MCMURRAY.C.M. 

8711170019 

50-322 

G 

MILLER.M.A. 

6711130302 

50 424 

MATTHfWS.aa. 

8710230331' 

60-1SS 

F 

MCNEIL .S A 

87III20020 

60-317 

P 

MILLER.M.A. 

8711250047 

50 424 

MAnHEWS.PJ. 

8711190016* 

50 443 

G 

MCNEIL.SA 

8711200117 

50-317 

P 

MILLER, MA. 

6711250113 

50-425 

MATTHEWS.! P 

6711230337 

50-285 

R 

MCNElll.C A 

8711020OS0 

50-272 

P 

MILLER, M A 

671 1250227 

50424 

MAUCK.CJ. 

8711200314 

7l-9a80 


MCNEIIL.CA. 

6711020400 

50-272 

P 

MILLER.M.S. 

6711190013 

50-322 

MAUCK.C.J. 

8711230006 

71-5830 


MCNEILL.C-A 

8711060249 

50-272 

Q 

MILLER.M.S. 

B71I190013 

50-322 

MAUCK.CJ. 

8711230124 

71-5030 


MCNe»LL.C.A 

8711000150 

50-272 

P 

MILLER.M.S. 

0711190060 

50322 

MAUOUN,P.J 

8711100095 

NUflEG 


MCNEILL.C A. 

8711 160217 

50-272 

P 

MILLER, MS. 

8711190060 

50-322 

MAVROULgS.N 

9711020459* 

60-444 

H 

MCNEILL.C-A 

6711160268 

50-354 

P 

MILLER, W.H. 

8711130204* 

50-348 

MAVROULES.N. 

8711100192* 

60-443 

H 

MCNEILL.C.A 

8711200093 

SO 354 

P 

MILTENBERGER.S- 

8711030206 

50-272 

MAXON.H R 

6711100335 

PR 


MCNEILL.CA 

8711200156 

50-311 

P 

MIRAGLIA,F.J. 

6711100431 

503 

MAXVVELL.D.C 

8711200153 

SO-237 

n 

MCNEILL.CA 

8711200220 

50 354 

R 

MIRAGLIA.F.J. 

8711250046’ 

50-530 

MAXWELl^G.F. 

MA2ZAFERRO.P. 

6711190274’ 

50-400 

o 

MCNEIU.C A 

6711230037 

50-354 

P 

MIRANDA, A. 

6711160182 

50-3 IB 

6711190089 

50-220 

s 

MCNEILL.CA 

8711240081 

50 354 

P 

MITCHELUO.B. 

6711030364* 

FOIA 

MAZZAFERRO.P. 

6711190280 

60-220 

s 

MCNEILL.CA 

6711300067 

50-272 

P 

MITCHELL,Q 

6711100310 

PR 

MAZZAFEflflO.P, 

8711240162 

60-220 

s 

MCNurr.o 

871124022$' 

50-259 

P 

MlTZElFELT.fl. 

6711030012 

403904 

lAAZZAFERRO.P. 

6711240(96 

50-220 

s 

mcnutt.gr. 

8711030273' 

50-269 

P 

mitzelfelt.r. 

8711160200 

4Q-890S 

MAZZAPERnO.P 

8711240221 

50-220 

s 

mcnutt.gr 

8711030289* 

50259 

P 

MIZUNOG.S. 

6711040103 

S0446 

MCALPrNE.g J 

6711090119* 

70-143 


MCNUTT.G-fi. 

8711030293* 

^-259 

P 

MOFFATT.LW. 

8711040140 

50-302 

MCAlPIHE,e.J. 

8711130216* 

70-1161 


MCPEEK.E.W. 

8711180065* 

60 255 

a 

MOFFATT.L.W. 

8711100240 

50-3O2 

MCALPIN£,£.J. 

8711230421* 

70-143 


MCOUAIO.P.J 

8711200130* 

50 445 

A 

MOFFATT,L.W. 

6711130293 

50-302 

MCALPINE.EJ. 

8711300025* 

50-324 

0 

MEADE.KE 

8711200315 

80-328 

s 

M0HN.S.E. 

8711190206 

60-335 

MCCABE.E.C. 

8711090105* 

SO 213 

Q 

MEAOE.KE. 

8711300068 

60-327 

s 

MOHN.S.E. 

8711300110 

50-335 

MCCABE.E.C. 

8711300032' 

SO-423 

0 

MEADE.KE 

8711300185 

60-327 

s 

MONTGOMERYJ L. 

8711230197 

70-7:iA 

MCCAUQHEY.DA. 

8711230209* 

70-1068 


MEOrORO.MO. 

871 1020428 

80-361 

0 

MONTQOM£RY,J.L. 

8711230332 

60-344 

MCaESK£Y,J.N. 

8711040067 

50-322 

G 

MEOFOnO.MO 

6711060301 

50-361 

p 

MONTQOMERY,J,L. 

6711240008 

70-12&7 

MCCLE3KEY.J.N- 

8711040087 

50-322 

G 

MEOFORO^IO 

87II0902I7 

50-361 

p 

MONTOOMEnY.J.L. 

0711240082 

XPORTLIC 

MCCORMICK.W.T. 

8711030464* 

80-155 

P 

MEOf-OnO.MO. 

6711 100271 

50-200 

s 

MONTGOMERY,S,D. 

6711100398* 

50-282 

MOCOY.FR 

8711160289* 

50-327 

O 

MEOFORO.MO 

8711100341 

50-206 

p 

MONTGOMERY, S.D. 

07in7OD77* 

TOPREP 

MCCOY.J.W. 

6711030319' 

50-412 

P 

MEOFORO.M 0. 

8711100361 

60-200 

s 

MOORE,J.E. 

8711040111* 

50-445 

MCCULLUOH.H.W. 

8711160196* 

TOPREP 


MEOFOHO.M O 

8711180183 

60-206 

p 

MOORE.J.E. 

0711170014 

60-445 

MCOONALD.OG 

671 10S0220 

60 250 

P 

MEOFOROAIO 

8711230218 

60-200 

p 

MOORE.R.N. 

671 1020046 

XPORTLIC 

MCDONALD ft.O. 

8711200168 

SO 250 

P 

MEOFORO.M-O 

87H240017* 

50-208 

F 

MOORe.R.N. 

8711020323 

XPORTLIC 

MCDONALD.D.J. 

8711300013* 

40-8406 


MEOFORO.M O. 

8711240035 

60-206 

P 

MOORE.R N. 

8711090042 

XPORTLIC 

MCDONALD, fl.P. 

8711020486 

50-346 

s 

MEDFORD.M.O. 

8711240087 

50-361 

F 

MOORHEAD, CJ. 

0711110164* 

40 8027 

MCDONALD,R.P- 

8711030350 

50-348 

p 

MEOFORO.M 0. 

871 13001 IS 

50-961 

P 

MOORMAN,J.M. 

0711130309* 

50-348 

MCOONALD.R.P. 

6711030533 

50-348 

o 

M6DINA.V. 

8711230066* 

CONTRACT 


MORFIS.n. 

8711200255 

PR 

MCDOnALD.H.P. 

8711100313 

60-348 

o 

MEEHAN.B 

6711160050 

CONTRACT 


MORGAKI.H.E. 

0711020602 

50-361 

MCDONALD.fl-P. 

6711100512 

50-348 

s 

MEEMAN.B. 

8711190002 

CONTRACT 


MORQAN.H.E. 

8711040044 

50-362 

MCDONALD.R-P. 

8711130261 

50-348 

p 

MEGAHED.M.M 

8711090338 

NUREG 


MORGAN.HE 

8711050273 

50-361 

MCDONALD.fl.P. 

8711180101 

50-346 

s 

MELI.EN.LS. 

8711110117* 

50-413 

0 

MOROAN.HE. 

8711100358 

50-206 

MCOONALO.R.P. 

8711160121 

50-348 

s 

MENOONCAM 

8711130105 

50-323 

s 

MORGAN.H.E. 

6711130062 

50-361 

MCDONALO,fl.P- 

8711160134 

50-348 

s 

MENDONCA.MJ4 

8711030529’ 

60-344 

Q 

MOnOAN.H.B. 

8711130205 

50-361 

MCDONALD,n.P. 

6711180119 

50-384 

s 

MENDONCA.MM 

87I1240I3I* 

50-275 

0 

MORGAN.H.E 

8711130215 

50361 

MCDONALO,H.P. 

B7111&0139 

50-364 

s 

MENOONCA.MM. 

8711300109* 

50-344 

Q 

MOHOAN,H.E. 

8711170098 

50-381 

MCDONALD,R.P. 

8711190233 

50-384 

R 

MENGERS.CA. 

8711040190 

50-352 

S 

MORGAN.H.E. 

8711170174 

50-361 

MCDONALD,R.P. 

8711200049 

59-346 

s 

MENGER5.CA 

8711190283 

SO-352 

S 

MORGAN.H.E. 

6711170241 

50362 

MCDONALO.B.P- 

8711200103 

50-348 

R 

MENGERS.CA. 

87112001S4 

50-352 

S 

MORQAN.H.E. 

8711190084 

60-361 

MCDONALO.R.P. 

0711230293 

50346 

O 

MENGERS.CA. 

8711230419 

50-352 

S 

MORGAN.H.E. 

8711190090 

50 206 

MCDONALO,fl P. 

8711250029 

60-346 

F 

MENGERS.CA 

8711250219 

60-352 

S 

MORGAN.H.E. 

8711300045 

50-206 

MCOONALO,R.P. 

8711300064 

60-346 

Q 

MENGERS.CA 

8711300285 

50-352 

S 

MORGAM.RE. 

8711020335 

50-261 

MCOONALD,R P. 

8711300069 

50-348 

P 

MERKLE.J.G 

6711180022 

NUREG 


MORGAN.R.E. 

8711090019 

50-261 

MCDONALD,R.P. 

8711300135 

60-345 

Q 

MERSCHOFF.E.W. 

8711030248 

OA999 


MORGAN,R.E. 

6711090351 

50-261 

MCOONALO.RP. 

8711300224 

60-354 

P 

MERSCHOFF.E-W. 

8711040271 

OA999 


MORGAN.R.E. 

6711160299 

50-261 

MCEACHEflN,P. 

8711110047 

50-443 

G 

MERSCHOFF.E.W. 

8711060178* 

QA996 


MORQAN.R.L. 

8711060087 

ORG 

MCEACHERN,P. 

8711110047 

50-443 

G 

MERSCHOFF.E.W. 

8711130004 

OA999 


MORGAN, W.E. 

8711190125 

50-237 

MCEACHERN,P. 

8711110065* 

50-443 

G 

MESERVE.R.A. 

8711190077 

40-2061 


MORLEY.BM. 

8711180047 

NUREG 

MCEACHERNf. 

8711110065* 

60-443 

G 

MESERVERA. 

8711190077 

40-2081 


MORRILL, PJ. 

8711020505* 

50-344 

MCEACHERN,P. 

8711110069* 

60-443 

0 

MEYER.6.W. 

8711040177* 

60-97 

Q 

MORRILL, P.J. 

0711170214* 

50-27 

MCEACHERN,P- 

8711110069* 

50-443 

G 

MEYER.T.A 

8711030374* 

60-348 

P 

MORRIS,A 

8711300203 

NUREG 

MC£ACHEnN,P, 

8711110078 

50-443 

□ 

MEYeaTA 

8711100376* 

60-482 

P 

MORRIS, B.M. 

0711100247 

PROJ 

MC£ACHERN,P. 

6711110076 

50-443 

Q 

MEYEfi.TA 

87III70I82* 

50-244 

F 

MORRIS, B.M. 

8711170163 

PROJ 

MCELHINNEY.T.F. 

8711190285* 

50-250 

O 

MICHAELS.T3 

8711040260 

60-193 

P 

MOR2ENTI,S.P. 

8711030547 

40-0657 


PERSONAL AUTHOR INDEX 247 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 
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MORZENTl.S P 

8711160360 

40-0857 


MORZENTI.S P 

0711230003 

40-8057 


MOSIAK.T. 

8711190133 

50-320 

S 

mower.hw. 

8711110033 

PR 


MOVi.'ERV,EC 

8711100079' 

CONTRACT 


MOXLEV.M. 

871)160210 

40 1162 


moynihan.d.p. 

8711100377 

PR 


MRAZEK.n.J. 

871)0200<17 

PR 


MRAZEK.FI.J 

8711020093' 

PR 


mhazek.rj. 

8711020458' 

50-322 

l-t 

WROCZKA,e J 

8711020151 

50-213 

P 

MnOCZKA,E J 

8711020151 

SO 213 

P 

mhoczka,ej 

8711020151 

50-213 

P 

MHOCZKA,EJ 

8711020313 

50-245 

Q 

MROCZKA.E J 

07110203)3 

50245 

Q 

MROCZKA.E J 

8711020357 

9'0-336 

0 

MROCZKA.E J 

071 1020357 

50-336 

0 

MROCZKA.EJ 

0711030214 

50-213 

P 

MROCZKA.E J 

0711050021 

50-330 

0 

MROCZKA.EJ 

0711050021 

50-336 

Q 

MROCZKA.E J. 

0711080077 

50-213 


MROCZKA.E J 

0711060200 

50-423 

P 

MROCZKA.EJ 

8711060200 

60-423 

P 

MROCZKA.EJ 

871 1000100 

50-336 

P 

MROCZKA.E J 

8711000)00 

50-336 

P 

MROCZKA.EJ 

8711090330 

EO-213 

H 

MROCZKA.EJ. 

8711090330 

60-213 

H 

MROCZKA.EJ 

8711000330 

50 213 

H 

MROCZKA.EJ 

8711100354 

50-423 

R 

MROCZKA.E J 

0711100354 

SO 423 

E 

MROCZKA.E J 

0711100370 

50-245 

Q 

MROCZKA.E J 

0711100370 

60-245 

0 

MROCZKA.E J. 

0711130070 

50-330 

P 

MROCZKA.E J. 

0711130070 

50-338 

P 

MROCZKA.E J. 

8711170260 

50-213 

F 

MROCZKA.E J. 

07111903C6 

60.423 

P 

MROCZKA.E J. 

0711100306 

60-423 

P 

MROCZKA.E J. 

0711200077 

50-423 

E 

MROCZKA.E J. 

0711200077 

60-423 

E 

MROC2KA.E J. 

0711200140 

50-213 

P 

MR0C2KA.E J 

0711230004 

71-6460 


MROCZKA.E J 

0711230004 

71-5460 


MR0C2KAEJ 

0711230142 

eO'213 

P 

MROCZKA.E J 

0711230204 

SO 423 

P 

MR0CZKA.e J 

0711230204 

50-423 

l> 

MHOC2KA.E J 

0711230307 

50-213 

P 

MR0C2KA.EJ. 

0711230443 

50-245 

F 

MRXZKA.E.J 

0711230443 

00-246 

r 

MROCZKA.E.J 

0711240090 

60-213 

p 

MR0C2KA.E J 

0711240140 

50-213 

F 

MROCZKA.E.J 

8711240103 

50-246 

0 

MflOCZKA.E.J 

0711240103 

50-245 

Q 

MU'LOER.R.U 

0711300160* 

60-62 

0 

MULLER.OR 

0711100100* 

50-454 

P 

MULLER.OR 

8711120022 

50-254 

l» 

MUILER.D.R 

0711120020* 

50-254 

P 

MULLER.OR 

0711100207 

60-461 

P 

MULLER.OR. 

8711190355 

60 374 

P 

MULLER.OR 

8711100305* 

50-374 

P 

MULLER.OR 

0711250001 

00-237 

P 

MULLER.OR 

0711250260 

60-237 

P 

MULLEIT.OJ. 

0711110071 

60-2/1 

Q 

MULLErT,DJ- 

0711110075* 

60-271 

Q 

MULLEn,DJ. 

0711100052 

60-271 

0 

MULLETT,DJ. 

0711100055* 

60-271 

0 

MULLIKIM.R P. 

0711040370* 

60-402 

0 

MULUKIN.R.P. 

8711000361* 

60-200 

Q 

MUNRO.JF 

8711130300* 

60-340 

V 

MUNRO.JF. 

0711200207* 

50-413 

V 

MUNRO.JJ. 

0711060276 

71-042 


MUNRO,PS 

0711100368 

NUREQ 


MURIILO.O.M. 

0711200300 

PROJ 


MURLEY.T.E. 

0706230066 

ORG 


MURLEY.T.E. 

8707290007* 

ORQ 


MURLEY.T.E. 

0708070001* 

ORQ 


MUHLEY.T.E. 

8708170009* 

ORQ 


MURLEY.T.E. 

8708260230* 

ORQ 


MURLEY.T.E. 

8708270060* 

ORG 


MURLEYJ.E. 

8700270091* 

ORG 


MURLEY.T.E. 

8709030163* 

ORG 


MURLEYJ.E. 

0711020168* 

ORQ 


MURLEYJ.E. 

0711020174 

60-271 

p 

MURLEYJ.E. 

0711030050 

60-320 

p 

MURLEYJ.E. 

0711030403 

50-275 

p 

MURLEYJ.E. 

8711040296 

60-260 

Q 

MURLEYJ.E. 

8711040326* 

ORQ 



AUTHOR 
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NUMBER 

CATEGORY 

MURLF.Y J E- 

871111002/ 

ORQ 


MURLEY J E. 

8711160045 

50-440 

H 

MURLRYJ.E. 

8711160290* 

50-440 

H 

MURLEVJ.E. 

871 1170108* 

CRG 


MURLEYJ E. 

8711200106 

50219 

P 

MURLEY.T.E. 

871 1250253’ 

50-530 

P 

MUnLEYJ.E- 

8711300021* 

ona 


MURLEYJ.E. 

6711300027* 

ORG 


MURPHY.AP. 

8711230166 

50-271 

F 

MURPHY.DO. 

6711250256* 

50-275 

P 

MUBPHY.G 

8711020102* 

50-327 

r 

MURPHY.Kf. 

8711160016 

$0-245 

s 

MURPHY .KG 

8711300276* 

50-307 

0 

MURPHY .S. 

6711130354 

NUREG 


MURPHY.W.P. 

8711000105 

50-271 

0 

MURPMV.W.P 

6711170254 

Sa27l 

n 

MURRAY.G 

8711020529* 

53-402 

0 

MURRAY.Q. 

6711040301 

50-459 

s 

MURRAY.O 

6711130296* 

50-72 

0 

murray.jp. 

O7IIIIO0SO 

40-8027 


MUS01 F.O. 

8711060227 

50-263 

p 

MUSOLF.D 

8711060264 

50 263 

p 

MUSOLF.O. 

8711060269 

50263 

p 

MUSOLF.D 

6711060307 

50202 

0 

MUSOLF.O 

8711100276 

50282 

R 

MUSOLF.O 

8711100360 

50-202 

P 

MUSOLF.O 

8711100392* 

50-282 

P 

MUSOLF.O 

0711160094 

50-253 

R 

.MUSOLF.D 

8711170056 

$0-263 

P 

MUSOLF.O 

871 1170276 

60 263 

s 

MUSOLF.O 

8711300100 

50202 

8 

MUSOLF.O 

8711300142 

50-202 

s 

MUSOLF.D 

8711300161 

^263 

s 

MUSOLF.O 

87)1300260 

50202 

s 

MYERS.JF- 

8711130238 

NURRO 


MYRAOOJVI- 

87)1160004 

50-263 

R 

NACY.G 

8711170223* 

50-244 

F 

NAIOU.KR 

8711040203* 

OA990 


NAIK.JA 

8711020356 

50027 

S 

NAIK.J.A 

$711230103 

60 327 

S 

NANSTAO.RK 

6711100022 

NUREQ 


NAPUOA.G 

0711040101* 

60-277 

0 

NARBur.!*. 

071I13010S 

50023 

s 

NAROUT.P. 

0711)60176 

50275 

s 

NARUUT.PP. 

071(000090* 

5Q-275 

Q 

NAfiOt.A.J 

0711060200 

71 0294 


NAH0I.A J 

0711100374 

50-22 

R 

NARCONE.P 

0711100006 

50443 

H 

NAU.MAN.OA- 

6711020266 

50-095 

S 

NAUMAN.OA 

0711100371 

60-095 

F 

NAU.MAN.OA 

0711160143 

50-095 

Y 

NAUMAN.OA 

0711170001 

50-096 

n 

NAUMAN.OA- 

0711170193 

50 395 


NAUMAN.OA 

6711170255 

50 395 

F 

NAUMAN.OA 

8711190112 

50 395 

P 

NAUMAN.OA 

07II230I21 

50 395 

Q 

NAUMAN.OA 

0711250079 

50 395 

F 

NAU.MAN.OA 

0711250100 

50-395 

S 

NAUS.DJ 

0711100022 

NUREG 


NEIQHDORS.JD 

0711200051 

50-280 

P 

NELSON.T.A. 

0711160160 

50 323 

s 

NEMETI rV.E. 

071 1230004 

PR 


NERON.Q. 

871I1700IB 

50-336 

R 

NEWOUROH.O. 

6711160104 

50-245 

R 

NEWMAN,LW. 

0711030304* 

F^A 


NEWSOME.nvV 

0711100172* 

&0-340 

0 

NEWTOM.H\ 

0711030302 

NUREG 


NEWTON.RA 

0711240307 

TOPREP 


NEWTON.nA 

0711250245 

TOPREP 


NCllOLAS.J.B. 

6711020520* 

50-482 

0 

N1CMOLSON.L E. 

0711100097* 

50-280 

0 

NICOLBTTE.V.F. 

071 1030077 

NUREQ 


NlEMEV£n.E. 

0711170004 

CONTRACT 


NIEMEYEfl.£. 

0711170087* 

CONTRACT 


NIEMEYBDE. 

0711200312* 

CONTRACT 


NIEMEYER.e. 

0711200310* 

CONTRACT 


NIQIITINOALE.T. 

0711100004 

NUREG 


NIMITZ.n.L. 

0711040104* 

50-200 

0 

NITZ.K.C. 

6711100047 

NUREQ - 


NOAL.R. 

0711170211* 

CONTRACT 


NOBLES.l-M. 

0711020261 

60-327 

s 

NOBLES.L.M. 

0711020358 

60-327 

s 

NOBLES.L M. 

07I10602S3 

60 027 

s 

NOBLES.L.M. 

0711130110 

50327 

s 

NOBLES.L.M. 

0711170277 

60-327 

s 

NOBLES.L.M. 

0711190033 

60-327 

s 
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NOQLES.IM. 

0711200315 

60-326 

S 

NOBLES.L M. 

0711230103 

60327 

S 

N0GA.DM 

0711040032* 

CONTRACT 


NOLAN.H L. 

0711060153 

QA9g9 


N0R3eRQ.J.A. 

6711170060* 

TOPREP 


NORELIUS.CE 

8711020322 

60 295 

0 

NORELIUS.C.E 

8711020363 

60 440 

P 

NORELIl7S.CE 

8711020383 

50-440 

0 

NORELIUS.C.E 

0711060218 

60-463 

0 

NORELIUS.C.E 

0711090062 

50 262 

0 

NCRELlUS.CE 

8711090276 

60-403 

0 

NCRELIUS.CE 

0711090305 

50-440 

0 

NCRELIUS.CE 

671116010B 

60-10 

p 

NORELIUS.C.E. 

8711160273 

60-440 

0 

NORELIUS.CE 

8711230360 

60-440 

p 

NCRELIUS.CE. 

8711300130 

50-400 

p 

NORMAN.OE. 

0711130124* 

50-402 

Q 

N0RHH0LM,L J. 

6711030220* 

60280 

Q 

NOnRIS.B s. 

0711130181* 

SO 166 

V 

NORRIS.O S. 

8711230301* 

60-300 

V 

NORRIS.J.A. 

0711030206 

50-236 

p 

NQRTH.P.J. 

6711300036 

60 269 

s 

NOVACHEKF J, 

0711200267 

50-267 

n 

O'BRIEN JP. 

8711190326* 

60-200 

0 

OCCNNOR.P.W. 

6009010204 

60-462 

p 

OCONNOa.P.W. 

8711100103 

60 462 

p 

O'CONNOR.P.W. 

0711110122 

50-482 

Q 

OCONNOn.P.W. 

8711130237 

60-482 

P 

O'CONNOR.P.W. 

8711160300 

50-482 

P 

O'CONNOR.P.W. 

8711170058 

60-482 

P 

O'CONNOR.P.W. 

8/11230007 

60-482 

S 

O'CONNOR.P.W. 

0711230222 

60-482 

P 

O'C0NN0R.T.A. 

8711250001* 

50-320 

P 

O'HARA.D.P. 

8711170030 

FOIA 


OBF.RG.C T. 

0711230422* 

40-2017 


ODERSTEGRINK.W. 

8711240048 

60-322 

0 

OLESKEY.SH. 

8711100037 

60 440 

Q 

OLlVElRA.W. 

8711180140* 

60-210 

0 

OLIVEIRA.W. 

8711240066* 

60-293 

0 

OLMSTBAD.C A. 

8711020332 

60 344 

S 

OLMSTEAD.C A. 

6711020343 

50-344 

S 

0LM8TEA0.C A. 

0711030355 

60-344 

S 

OLMSTEAD.C A 

0711100413 

80-344 

S 

OLMSTEAD.C A 

0711110151 

50-344 

s 

OLMSTEAD.C A 

0711170002 

50-344 

R 

OLMSTEAD.C A. 

0711200340 

60-344 

S 

OLMSTEAD.CA. 

0711230364 

50-344 

s 

OLMSTEAD.CA. 

6711240171 

50-344 

s 

OLM8TEAD.C.A. 

6711240207 

50-344 

8 

OLSEN.A F. 

671 1200332 

70-824 


OLSEN.A.F. 

6711200386 

71-0210 


OLSEN.T. 

6711230003 

40-8829 


OLSEN.T.T 

6711030176* 

WASTE MQT 

OLSEN.T.T. 

6711030213 

WASTE MQT 

OLSHAN.L 

6711200000 

60 464 

P 

OLSHAN.LN 

6711020088 

60-454 

F 

OLSHAN.L.N 

6711100100 

50-464 

P 

OLSON.P.D. 

87111701C0 

50-608 

S 

OLSON.P.D. 

8711300100 

60-608 

Q 

ORDERS.W. 

8711130146* 

50-360 

Q 

ORDERS, W.T. 

6711110117* 

60-413 

0 

OflSER.W.S. 

8711020348 

60-341 

S 

OflSER.W.S. 

8/11020404 

60-341 

S 

ORSER.W.S 

871 1020510 

60-341 

S 

OnSER.W.S. 

8711030460 

60 341 

P 

OnSER.WS. 

6711050166 

60-341 

s 

ORSER.W.S. 

0711050172 

50 341 

s 

ORSER.W.S. 

8711060383 

60-341 

s 

ORSER.W.S. 

8711060165 

60341 

p 

ORSER.WS 

6711100352 

50-341 

s 

OHSEaWS. 

0711190270 

50-341 

R 

ORSEaw.S. 

871 1290121 

60-341 

s 

onsEaw.s. 

6711390000 

60-341 

s 

OSGOOD.S. 

6711390024 

70-1420 


OTIS.M 0. 

8711090386 

NUREQ 


OTTO.S M. 

6711020525 

60-280 

s 

OUELLEnE.aW. 

8711050114 

60-413 

p 

PACKARD.Q.C. 

8711200020 

60-265 

n 

PADOVAN.L.M. 

8711000008* 

60-276 

0 

PAGE.M. 

8711090021 

CONTRACT 


PAGE.M. 

0711170203 

CONTRACT 


PAGE.M. 

6711100075 

CONTRACT 


PAGE.M. 

6711180077 

CONTRACT 


PAGE.M. 

0711200358 

CONTRACT 


PAGE.M. 

6711230104 

CONTRACT 


F-AQE.M. 

6711260034 

CONTRACT 
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PALLADINO.N J. 

07(1060181* 

FOIA 


PALOMINO, P.G- 

0711110077 

50-322 

G 

PALOMINO.F.G- 

0711100013 

50-322 

G 

PALOMINO.F.G 

8711190000 

50-322 

G 

palomino.f.g. 

8711240013 

50-322 

G 

PALOMlNO.F.G. 

8711240025 

50-322 

Q 

PALUSAMY.S.S 

8711240117* 

60334 

P 

PANG.A. 

8711020263* 

50-259 

P 

PANTLE.T. 

0711240208* 

40-7580 


PAOUNO.R. 

0711250178* 

60-245 

0 

PAOLINO.R.J. 

8711020513* 

50-277 

0 

PAPAN/C,Q. 

8711020420 

50-29 

P 

PAPANIC.G. 

0711020468 

60-29 

P 

PAPANiC.G 

871H00071 

60-29 

P 

PAPANIC.Q 

87I1170I17 

&0-2Q 

P 

PAPANIC.G 

8711300144 

50-29 

P 

PAPEniElLO.G.J. 

6711040062 

50-483 

Q 

PARECE.M.V. 

8711190306* 

50-302 

P 

PAneCE,M V. 

0711190310* 

SO-302 

P 

PAfllS.OH. 

6711110004 

50 320 

Q 

PARKEY.Q L 

6711200222 

50-498 

R 

PAnKSJ. 

8711050116 

TOPREP 


PAmLOW.J 0 

8711020043 

60387 

P 

PARTLOW.JO 

8711050147 

50-395 

F 

PARaOW.JQ. 

8711090371 

QA999 


PARTUOVVrJG 

8711160061 

50-255 

Q 

PASCIAK.W. 

8711000194* 

60-309 

Q 

PASCIAK.W. 

8711090188 

70-1100 


PASCIAK.WJ. 

6711000255* 

50-220 

0 

PASCIAK.W.J. 

0711230428* 

70020 


PASCJAK.WJ. 

8711300095* 

70 607 


PASTtS.H N. 

8711100126 

60-209 

P 

PA8TIS.H.N. 

8711100237 

50-269 

P 

PASTIS.HN 

8711250146 

$0-269 

P 

PATE.RJ. 

8711020351 

90-113 

V 

PATE.RJ. 

8711020500 

00-344 

V 

PATE.RJ. 

8711090256 

9O-40O 

0 

PATB,fl.J. 

8711100285 

50-09 

V 

PATe.R.J. 

8711110005 

60-206 

V 

PATE.RJ. 

8711170209 

00-27 

V 

PATe.R.J, 

8711190118 

50-301 

0 

PATE,fl.J. 

8711190106 

6O-S20 

0 

PATEL.C.P. 

6711250103 

50-280 

p 

PATEL, N, 

8711160274 

40-8902 


PATEL, P.C. 

6711110102' 

SO 445 

A 

PATEL, RB. 

8711300117* 

50-305 

P 

PATON.W.D. 

8711040092 

60-490 

Q 

PATTERSON.C A. 

6711300062* 

50-259 

Q 

PATTERSON.J 

8711090048* 

50-454 

O 

PATTERSON.J.P 

8711300236' 

60-331 

0 

PAUL,R A, 

6711030361* 

50-200 

0 

PAULK.C. 

0711230295* 

60-395 

o 

PAULK.G L. 

0711300062* 

50-259 

0 

PAULSEN, P.C, 

87 11 200289 

50-322 

H 

PAULSON.W.A 

871 1020019 

50-458 

E 

PAULSON.VY.A. 

8711020115 

&0-4S8 

P 

PAULSON.WA 

8711100073 

60-450 

P 

PAULSQN.W-A. 

0711100158 

60 456 

P 

PAULSON,W.A. 

8711200000 

50-450 

S 

PAYNE.A.C. 

8711030077 

NUREG 


PAYNE.T. 

8711180064 

NUREQ 


PEACOCK.BM. 

8711(90219 

60-450 

R 

PEARSONJ.R- 

0711040102 

60-445 

0 

PEARSON.J.R. 

8711170039 

50-445 

Q 

PEESLES.T.A. 

0711130096* 

50 413 

O 

PEE0LES.T.A. 

0711130146* 

50-369 

0 

PEEBLES, T-A- 

8711130227* 

50-269 

Q 

PELIETJ.L 

8711030120* 

50-296 

V 

PEILETIER.J. 

8711230166 

60-271 

F 

PELIETIER.J.P. 

8711050127 

60-271 

S 

PELLETIER.J.P. 

6711060013 

50-271 

S 

PELLETIERJ.P. 

8711060050 

50-271 

8 

PELLETIER, J.P. 

8711100401 

60-271 

S 

PENDLETON, C.N. 

8711300130* 

60-323 

Q 

PENNINQTON.W.S. 

8711120112 

40-7102 


PENNINGTON.W.S. 

8711170200 

70-1359 


PENNINGTON.W.S. 

6711230026 

40-3392 


PENNINQTON.W.S, 

8711230138 

40-7102 


PENNINGTON.W.S 

8711260211 

40-3392 


PEREIRA.D.B. 

8711030529* 

50-344 

0 

PERKINSJ. 

8711120005 

50-443 

H 

PERRY,N8. 

0711040177* 

50-97 

O 

PETER8.A. 

8711030283* 

50-259 

P 

PETERS .J,f. 

8711160106 

60-397 

F 

PeT£RS.J.P. 

8711050141 

6041 74 

S 
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NUMBER 

CATEGORY 

PET£RSON.M.fl- 

8711020045 

XPORTLIC 


PETEfiSON.M.R. 

8711020163 

XPORTLIC 


PETERSON. M.R. 

8711020393 

XPORTLIC 


PETERSON.M.R. 

8711060174 

XPORTLIC 


PETERSON.M.R 

8711060201 

XPORTLIC 


PETERSON3A R. 

8711060207 

XPORTLIC 


PETERSON.M R. 

6711060214 

XPORTLIC 


PETERSON.MR 

871106024$ 

XPORTLIC 


PETEnSON.M.R. 

8711060285 

XPORTLIC 


PETERSON.MR 

6711090009 

XPORTLIC 


PETERSON.MR. 

6711090016 

XPORTLIC 


PETERSON.M R 

8711090026 

XPORTLIC 


PETERSON.MR. 

6711000063 

XPORTLIC 


PETERSON.MR. 

S7IIO601O7 

XPORTLIC 


PETERSON.M R 

8711090117 

XPORTLIC 


PETERSON.M.R 

8711090135 

XPORTLIC 


PETERSON.M.ft- 

6711250045 

XPORTLIC 


PETERSON.M.R. 

6711250049 

XPORTLIC 


PETERSON.M.R 

87I12S00S5 

XPORTLIC 


PETERSON.MB 

87II2S0I05 

XPORTLIC 


PETTEN6IIL.H- 

6711200262 

40-6452 


PETTENGILL.H J. 

87IIO300I4 

40 0903 


PETTENGILLH J. 

8711030137 

40-8084 


PETTENGlll.HJ. 

8711030165 

40 6622 


PETTENGILUIJ- 

0711030232 

40 0905 


PCTTeNGlLL.HJ- 

6711030310 

4Q09O7 


PErTENQia.HJ 

8711060210 

40-0905 


PeTTENGlLl.HJ. 

8711060278 

40-0762 


PeTTeNOIlLHJ. 

8711060206* 

40-8762 


perreNGiLUH j. 

6711090053 

40-0905 


PETTENQILL.H.J. 

8711090357* 

40-8084 


PETTENG1LI.HJ 

8711200330 

40-3453 


P£TTeNOltL.H.J- 

8711230000 

40-0905 


PETTENGlLLHJ- 

0711230132 

40-3453 


PETTUOHN,S 

0711170104* 

ORG 


PETTJJOHN.SL. 

8711040254* 

ORG 


PFAFF.SJ 

07III7OO72 

40 6659 


PFAFF,8J. 

8711170166 

40-6659 


PNILIPS.J. 

0711060149* 

fOlA 


PH1LL1PS.H.S. 

0711200104* 

60-445 

0 

PHILLIPS.J.L. 

0711030299 

40-0406 


PHILUP8.JI 

071 I30000S 

40-0406 


PHlLLtPS.MP- 

0711200041* 

50-254 

0 

PHILLIPS.MP. 

071 1300266’ 

60-331 

0 

PHILLIPS.WC. 

671 1160199 

50-285 

s 

PICK,© A. 

071 1020433* 

50-313 

0 

PtERCE.NS. 

0711040339* 

50 339 

p 

PILANTJ-M. 

0711100017 

50-296 

F 

PIOGGIAM. 

8711190080 

6O-520 

F 

PinTLE.GL 

0711060279* 

50-155 

0 

PIRTLE.Gl 

8711160065* 

60255 

0 

PIRTLE.Gl- 

8711240263* 

50-346 

0 

PLETTNER.E-A. 

6711090361* 

50-296 

0 

PLETTNER.E A. 

8711230441* 

50-290 

0 

PLIML.G-J 

6711100149 

60-295 

R 

PLOSKt.T. 

87t10M>046' 

W-454 

0 

PLOSK1.T. 

8711 190150* 

50-305 

Q 

POLLACK.M4. 

0711100310 

50311 

S 

POLLACK.MJ 

8711100376 

50-272 

S 

POLLACK, MJ. 

8711100502 

50 272 

S 

POLLACK.M.J. 

8711170041 

50-272 

s 

POLUACK.M J. 

8711300284 

50-272 

s 

polmab.sk. 

871 1200318* 

CONTRACT 


POLTRONE.a 

8711200397 

40-8502 


PONTO.J.A 

8711100321 

PR 


PORTeR.EC. 

6711030255 

50-271 

F 

POSTELLEPH 

871(100033’ 

CONTRACT 


POTAPOVS.U 

8711190175* 

OA089 


POTTERJ. 

8711130217 

50-29 

S 

POTTER.RJ. 

871 1090058 

71-632 


P0TT8.W.E. 

6711190132 

50-269 

F 

POTTS, W.E- 

87112301 II 

50-269 

F 

POweRS.C.M 

0711250222 

50-397 

S 

POWERS, CM. 

8711260267 

50-397 

s 

POWeRS.OA. 

0711Q3Q1&0' 

50-445 

A 

PRELL.J 

6711190269* 

60-352 

Q 

PflELL.J.A 

8711900095* 

70-687 


PRENOERGAST.K. 

8711130212* 

50-397 

Q 

PflEVATTE.R.L 

6711130248’ 

50-395 

0 

PUQH,C.E. 

871 1180022 

NUREG 


PUGH.C.E. 

8711230334 

NUREQ 


PURl.V.K. 

0711240184* 

50-327 

P 

OUAY.T.R. 

8711090337 

50-305 

P 

QUERIQ.RE 

8711020312 

60-454 

s 

OUERIO.R.E. 

67III0D3O1 

50-455 

s 
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QUEflIO.R.E. 

8711190202 

50-454 

S 

QUINN, G J. 

8711030308 

71-9212 


QUINN.G.J. 

0711030308 

71-0212 


RABINOWICZ.E. 

6711200341 

60-293 

P 

RACO.R.J. 

8711240173’ 

50-295 

P 

RADER, R.M. 

8711180136 

FOIA 


RAGSDALE, J.B. 

8711190230* 

60-327 

P 

RAGSDALE, J.S. 

0711160237* 

50-327 

P 

RAMEV-SMITH.A. 

6711030070 

NUREQ 


RAMOS.F. 

8711090033 

50 4*6 

s 

RANDALL, n.G. 

B71 1060027 

50410 

s 

RANDALL, n.G. 

0711060036 

60-410 

s 

RANDALL.R.Q, 

0711130113 

60-410 

s 

RANDALL.R.G 

0711130166 

60 410 

s 

RANDALL, R.G. 

0711240120 

50 410 

s 

RANDALL.R.G. 

0711240150 

SO 410 

S 

RANDALL.RG. 

0711240223 

50-220 

8 

RANDALL.R.G. 

0711240233 

60-410 

s 

RANDALL.R.G. 

6711240276 

60-410 

s 

RANDALL, R.G. 

0711250006 

60-410 

s 

RANDALL.R.G. 

0711250126 

50-410 

s 

RANDALL.R.G. 

0711250250 

50-410 

s 

RANDA2ZA,JB. 

6711040033 

50-3D9 

p 

RANDA2ZO,J.A 

0711050103 

60-200 

s 

RANDAZ20.J.A 

0711060045 

50 289 

3 

RANOAZZOJ.A. 

8711060113 

50-260 

m 

flANDAZZO.J.A- 

8711000255 

50-209 


RANDOLPH.J,G- 

0711190352 

400027 


RANOOLPH.J.O. 

0711190359* 

40-6027 


RANGE, D.M. 

8711160302 

40 8102 


RAY.H.B, 

8711250010 

50-361 

Q 

HA*('8URN,J.E. 

0711170222 

FOIA 


RAZOAN.K.B. 

0711060107 

FOIA 


ReAVl5,J.A. 

87U2OO203 

50-413 

R 

flEAVlS.J.A 

0711200370 

50-260 

n 

REAYIS,J.A. 

8711230024 

50-369 

n 

REBHOlz.R. 

0711040036 

FOIA 


REDUCKJ.C, 

0711240216 

40-3011 


REEVE8,E. 

6711250163 

50-340 

Mi 

REEVES, E.A. 

0711020028 

50-348 

p 

REEVES,E.A. 

0711100264 

50-340 

■ 

REEVES, E.A. 

8711230004 

60340 

■Q 

REHM.T.A 

6711020133 

COMMiSS-'ON 

REHM.T.A. 

8711090066 

COMMISSION 

REMM.T.A 

8711130264 

COMMISSION 

REHM.T.A. 

0711250030 

COMMISSION 

REICH, M. 

8711020296’ 

50-302 

p 

HEICHHOLO.W. 

6711300279 

IBE 


RElGEL.O.W. 

0711100240* 

50-156 


RElGEL,D.W. 

6711100260’ 

60 165 

p 

REIS.T. 

6711020132* 

60-266 

m 

RElTLER.E.C. 

0711040339* 

50-139 

H 

RESCHESKE.P.R, 

8711300260* 

60-331 

0 

REYES.L.A. 

8711020009 

50-250 

0 

REYES, LA. 

8711020027* 

50 250 

0 

REYES.LA, 

6711130049 

50-413 

Q 

REYES.LA. 

6711130067 

50425 

0 

REYES.LA. 

0711130200 

60-260 

Q 

reyes.ua. 

8711190279 

50-260 

Q 

REYES.LA. 

0711100203* 

50-260 

0 

REYES.LA. 

6711230429 

50-360 

0 

flEYNOLDS,J.W. 

8711030464* 

50-156 

P 

REYNOLDS, N.S. 

0711020032 

50-416 

Q 

REYNOLDS.NS. 

8711230143 

PR 


RICE.P.O. 

8711060160 

50-425 

S 

RICE.P.D. 

0711170224 

50-424 

F 

RlCHAflDS.S. 

0711020307 

50-530 


RICHARDS, S. 

0711090340 

50-526 

K 

RICHARDS.S 

8711190126* 

50-381 

0 

RICHARDS, S. 

0711190196' 

50-526 

Q 

RICHARDS, S.A. 

8711090262* 

50-460 

Q 

fllCHARDS.S.A. 

8711100166* 

50 528 

0 

RICHARDSON.J.H. 

8711160074 

60-321 

R 

RICHEY, R.B. 

8711130376 

50-324 


RICHEY.R.B. 

6711240246 

50-324 

P 

RICHINGS.H. 

8711100044 

50-447 

A 

RICKER, fl. 

0711090211 

NUREG 


RIOGWAY.K.R. 

0711300072* 

50-150 

0 

fllECH.B.G. 

0711090019 

50-261 

■a 

RIECH.B.G. 

0711160299 

60-261 

F 

flIECK.T. 

0711240266 

60-295 

F 

RIEDLINGER.B. 

6711030030 

l&E 


RING.M.A 

0711060143 

50-10 

R 

RING.M.A. 

8711160203* 

50-23? 

Q 

RING.MA 

0711200307* 

50-373 

0 
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NUMBER 

CATEGORY 


POACH, GL 

6711020264 

50-265 

S 

RUSSEtL.J-R. 

8711030283* 

50-259 

P 

SCHWARTZ 1 

flOARTV.O H. 

6711020090* 

50-305 

P 

RUSSEtLJ.R- 

8711030289* 

50-259 

P 

SCHWEIOINZ E R 

flCSARe.Dj. 

8711160246' 

50-155 

P 

nuSSELL J R 

8711030293* 

50-259 

P 

SCIACCA F. 

R08AflE,O.J. 

6711160260* 

50-155 

P 

flUSSEl.U.J.R. 

8711240163 

50-269 

P 

SCOTT M 

RoecRTS.j-p. 

6711100139 

ORG 


flUSSEtlJ.R- 

8711240186 

50-259 

P 

SCOTT.W.E. 

ROeERTS.J P. 

8711100149* 

ORG 


nussELL.L n 

8711040143 

40-602? 


SCOVILL.V.R. 

ROBERTS, K.P. 

8711100421 

SO 293 

F 

nUSSF.LL.WT- 

0711040371 

60-271 

F 

SEARS C.F 

RCBEY.R.A. 

8711170166 

50254 

R 

BUSSEU..W-T. 

8711130100 

60-277 

P 

SEARS C.F 

RCBINS0N,0 c. 

6711160022 

NUREG 


RUSSELL.W-T. 

8711200127* 

60-219 

P 

SEARS C.F 

ROB5»SON,KV/ 

6711160046* 

CONTRACT 


RUSSELL.WT 

071 1230200 

SO- 171 

P 

SEAOS.C.F. 

ROBIN SON,L. 

6711190226 

FOIA 


flUSSElL.W.T. 

8711250180 

«l-363 

Q 

SEARS C F 

ROB’NSON.L.L 

8711250256* 

50-276 

P 

RUSSEll.WT. 

8711250260* 

60-271 

F 

SEARS, C F 

flOOE.J.W. 

6711030469* 

FOIA 


RUTQERG.J 

0711110167* 

40 0027 


SEAflS,C.F 

ROE JVV. 

6711030109 

50-262 

V 

RYAN.MW. 

a?U040377* 

80-271 

F 

SEIDLG.W.C 

ROQERS.P-C 

6711030343 

50-313 

s 

SACKSCHEWSKV.R. 

8711230001 

6007 

F 

SEIDLE.W.C 

ROGERS.P.S. 

0711040330* 

60-339 

p 

SACKSCHEVDSKY.R 

871 1230198 

60-87 

P 

S£I.L£Cf<,KA 

bchde,k.g. 

8711100297* 

50-269 

p 

SA1LEH.W.F 

6711190145 

50-302 

S 

SELLECK.K A 

BOHflER.R J 

B?(124Q1Q0 

50 374 

s 

SALAMON.Q 

8711190181 

60-250 

S 

SEULECK.K A. 

flOMAM.D. 

8711 160064 

NUREG 


5ALAM0N.O. 

8711200078 

60-250 

s 

SEUIECK.K A. 

ROVAN.l 

0711160257* 

50-220 

R 

SAMET.K.S 

8711110130 

FOIA 


SELMAN.U. 

RCMANO,F.R. 

871 I04010S 

80 352 

Q 

SAMPSON,jn 

6711190362 

50-316 

S 

SELMAN.U. 

fiCMANO,f R- 

671110QQ22 

50-362 

Q 

SANAM.R (C 

8711190044 

50-445 

a 

SEl-MAN.M 

ROUBEnG,W.D. 

0711000330 

50-213 

H 

SANQOnM.G 

8711030146 

l&E 


SEUMAN,M. 

ROMBERO.W 0 

0711090330 

50-213 

H 

SANBORN, G. 

8711300129 

I8G 


SELMAN.M 

ROW3ERG,W.O 

8711100354 

60-423 

E 

SANDLER,li4S 

0711200229 

PR 


SELMAN.M 

RCMBEna.wo 

6711130Q70 

50-336 

P 

SANOS.S 

0711050148 

50-456 

F 

SE1,MAN,W. 

F0KBeno.wo 

8711170250 

50-213 

F 

SANDS.SP. 

67II2SOOOI 

60 457 

A 

SELMAN,M. 

nOMBERO.WO, 

0711240090 

50-213 

P 

SAHQENT.P.F 

0711230069 

SO 443 

H 

SELMAN,U. 

fiOODH. 

0711030379 

50-361 

P 

SAnTOn,W.M. 

6711230257* 

50-302 

Q 

SELMAN.M. 

nooo.H. 

8711050160 

60-361 

P 

SAVIGNAC.N 

8711160312 

40 0600 


SELMAN.M. 

fiOOO,H. 

0711050170* 

50-361 

P 

SAVIONAC.N 

8711230128 

40 6696 


SELMAKM. 

fiOODH 

6711110054 

60-361 

F 

SAWYCn.W.O 

8711100270 

NUREO 


SELMAN.M n. 

FOOD,M. 

8711100276 

80-361 

F 

SAXTON.CH- 

8711120068 

60067 

n 

SEflHANO.W. 

POONEV 

0711040030* 

60-203 

P 

SAYRE.O. 

0711020335 

50 261 

s 

SERRANO.W. 

POOM£Y,V. 

6711020022* 

60-203 

P 

SCACE.S.e. 

0711040218 

50-240 

S 

SEWGLL.H M. 

nOONSY.V.L. 

0711030000* 

50-244 

P 

SCACG.S e. 

8711040210 

60-246 

s 

SHACKL6TON,O.C. 

ROSANO.R. 

6711090036 

60-250 

Q 

SCACE.S.G 

07I1I80I04 

60 246 

R 

SHACKLETON.O C. 

ftCSCHEWSKI.W.fl 

6506220003* 

FOIA 


SCACE.S.E. 

87111^104 

60-246 

n 

SHAPER, W 0. 

FiOSy«THM.A6- 

67 1U 70030 

60-276 

Q 

SCACE.S.e. 

8711100202 

60 423 

R 

SHAFER.WO. 

posentmau.e 

67I126016S 

50-336 

P 

SCACE.9 E. 

0711160292 

60-423 

R 

SHAFER, W.D. 

nOSPLOCH,C.A. 

8711040377* 

60-271 

F 

scace.se 

0711170010 

60-336 

n 

SHAPER.W.D. 

R0SS.Q W. 

6711100012 

60-446 

G 

SCACE.8E. 

0711170018 

60-336 

R 

SHAPER, W.D. 

noss.T-w. 

6711060263 

60-264 

F 

8CACG.se. 

8711180010 

60-245 

s 

SHAFEH.W.O. 

R0SSi.C E 

8710290234 

50-3 

Q 

SCACE.S-E 

07III60OI0 

60-246 

s 

SHAFGfl.W.D. 

ROSSI.C E 

0711020017 

60-3 

Q 

SCACE.S.G. 

071 1200200 

60-423 

S 

SHAFCn.W.O. 

nossi.c.E. 

071IOS0040 

60-3 

0 

SCAC6.9E. 

8711200208 

60-423 

9 

SHAFEH.W.O. 

ROSSI.C.E. 

6711000140 

50-3 

Q 

SCACG.Se. 

8711250181 

50-245 

s 

SHAFEn.WO 

BOSS' CE. 

6711120027 

60-3 

0 

SCACG,8G. 

0711260191 

50-246 

5 

SMAFGR.W.O. 

ROSSi.C E. 

6711130000 

60-3 

0 

SCAIICEJVS. 

8711100167* 

50-322 

P 

SHAF£n.W.D. 

ROTH.J. 

6711000190 

70-1100 


SCARANO-R A. 

0711020466 

00-344 

F 

SHAFEn.W.D. 

R0TH,J 

0711100271 

70-1100 


SCAnANO.R.A. 

8711170287 

60-312 

Q 

6HAFER.W.O. 

P.3TH,J. 

0711230420* 

70-020 


SCARANOGjA. 

8711260277* 

60-275 

F 

SHAFCn.W.O. 

FOTHJ. 

6711300030 

70-371 


SCENTEn.Q. 

8711240208* 

40-7680 


SHAFER, W.D. 

FoniJ. 

6711300005* 

70-607 


SCMAEFEh.Q. 

07H020517 

50-397 

S 

SHAFEH.W.O. 

POTH'RT.W.C. 

0711040202 

60-331 

F 

sciiAErEn.D. 

07IIIOOO72 

60-912 

S 

8HArER.W.D. 

nOlHERT.W.C, 

6711000124 

60-331 

n 

SCMACFEn.O.W. 

07II2602BO* 

50 276 

F 

SHAFEn.W.D. 

ROIHKRT.W-C 

87II170I3I 

60-331 

0 

SCHAEFEn.W.D- 

0711040202* 

60-27? 

P 

SHANOACKY.M. 

aoniERT.w.c 

071124026G 

50-331 

p 

SCHALLER.nF 

0711300230 

50 461 

S 

SHANeAKY,M. 

flOUNTflEE,n 

0711000116 

60-456 

$ 

SCHEREn.A.E 

0008060190* 

60-20 

P 

SHANOAKY.MM. 

noJS6.v.-C. 

6711120007 

70-143 


SCllERERAE- 

07110001 12 

NURGG 


5HM-IBAKY,M.M. 

ncHjse,i.c 

0711120110 

40-6610 


SCIlERER^I E 

0711000027 

60-366 

8 

SHANNON.W.E. 

Royse,t.c. 

0711120120* 

40-0010 


SCNEREaAe 

0711130140 

NUREG 


SHARKEY.J.M. 

ROl,.SE,L.C. 

0711170159 

70-1113 


scMEnEn.A.e 

071 1200214 

PR 


SHARP.P.R. 

ROuse,L.c. 

6711170173* 

70-1113 


SaCRGRAE- 

8711230315 

TOPPEP 


SHEERAN.R.E. 

flOOSE.LC, 

6711170202* 

70-1113 


SCMBUEnMAN.J.T. 

07III00293 

60-206 

R 

SHELL.n.H. 

POuse.L.c. 

071 1230133 

40-7102 


SCHfEnMAN.&L. 

8711030018 

40-6661 


SHELL.R.H. 

flOUSE.LC. 

8711230205 

70-1000 


SCHMElZGn,P. 

8711240277* 

60-331 

P 

SHEITON.D.C. 

flOTACK,MJ 

6711000262* 

50-460 

0 

SCHNEa.0.t^. 

671 1020380 

50-483 

P 

SHELTON.D.C. 

flUB£NST6lN.L,S. 

8711040267* 

60-103 

P 

SCHNELUD.F. 

8711030166 

60-463 

P 

SHELTON.O.C. 

RUDENSTElN.LS. 

0711050163 

50-601 

A 

SCMNELL,D.F. 

87II050245 

50-403 

P 

SHELTON.D.C. 

fiJ&ENSTElN.LS, 

8711050207 

TOPRCP 


SCMNELL.D.F. 

671 II 70234 

60-463 

P 

SHELTON.O.C. 

fi.&tNSTCIN.l,S 

6711160030 

50-608 

A 

SCHNEIL.O F. 

8711170288 

50-463 

P 

SHELTON.O.C. 

fllEENSTEIN,LS 

6711100111 

ORQ 


SCHNELL.D.F, 

8711230166 

50-463 

0 

SHELTON.D.C. 

RIj8EN5TEIN,LS. 

8711100114* 

ORG 


SCIfUllNOKAMP.C. 

6711200165* 

60-199 

Q 

8HELTON.DC. 

ftUCO.HJ. 

0711240101* 

60-206 

P 

SCMUMACHERM-C. 

8711000320* 

60-295 

0 

SHEPPARD.W.H. 

I>U&SS<.A. 

6711030602 

QAOOO 


SCHUMACHEn.M.C. 

8711100183* 

60-373 

0 

SHETLER.J-R. 

PL’TEH.G H 

6711160122 

60-305 

n 

SCHUnTZ.G.O. 

6711160311 

40-6904 


SHEWMAKGR.R E. 

=t\ANO.W.H. 

6711130225* 

60-324 

a 

SCHUnTZ.O.D. 

6711170062 

40-6004 


SHEWMONJ’. 

flUSCHE,BC. 

0711160002* 

FOIA 


SCMUSTEn.M. 

6711028517 

60-397 

8 

SHiFFER.J.b. 

fiUSFWORtJ.W. 

0711160161 

60-220 

1 

SCHUSTERX. 

8711100072 

60-312 

S 

SHIFFEn,J.O. 

RU»IWICK.JE. 

6711040073 

50-445 

Q 

5CIIUSTGR.M.P. 

8711260274* 

60-276 

F 

SHIFFER.J.D. 

RtJSHWICK,J.e 

6711040003 

50-446 

Q 

SCHUSTEn.T. 

8711100042* 

60 466 

S 

SHIFFER.J.O. 

PJSHrtTCK.JE. 

0711040095 

60-446 

Q 

SCHUSTER, T. 

871 1 100301 

60-466 

S 

SHIFFeR,J.D. 

FjSKA:CK.J6. 

8711040107 

60-446 

G 

SCHWABENQAUGR 

6711050107 

60-400 

S 

SHIFFefl.J-D. 

F’jSPI.J 

0711090211 

NUnEQ 


SCHWAOENOAUER 

671110044S 

60-400 

S 

SH1FFeR,J.D. 

RUSSaU€ 

6711190107* 

50-206 

Q 

SCHWASeNQAUER 

8711130172 

60-400 

s 

SHIFFERJ-D. 

BUSSELUR. 

8711030257 

50-260 

P 

SCHWAOENBAUER 

6711180269 

50-400 

s 

SHIFFER.J.D. 

BUSSEIUR. 

8711030273* 

60-269 

P 

SCHWARTZ.I. 

6711030000 

NUREG 


SHIFF6n,J.O. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8711030210 

NUREG 


6711300158* 

50-409 

P 

0711100260 

NUREG 


G711130170 

60-251 

S 

0711030228* 

60-266 

0 

8711300016* 

40-0406 


0711020357 

60-336 

Q 

0711020357 

50-330 

Q 

8711100370 

50-245 

Q 

6711230094 

71-5450 


0711230204 

SO 423 

P 

0711240140 

50-213 

F 

6711240193 

50 245 

O 

8711020433* 

60-313 

0 

8711250243* 

50-313 

0 

0711040162 

50 443 

Q 

0711040162 

60443 

G 

8711)90010 

50443 

T 

8711190010 

50-443 

T 

0711030210 

503 

f 

8711040037 

50-247 

Q 

871)050144 

50-247 

0 

0711050275 

50 247 

F 

8711000203 

50-247 

P 

07111)0006 

PR 


0711130210 

50-217 

P 

0711160077 

60-247 

P 

0711100236 

5024? 

S 

0711160250 

SO-247 

0 

0711170137 

50-247 

s 

87112C0291 

60-247 


6711170105 

60-247 


0707180732* 

50-352 

Iq 

0707150732* 

50-352 

p 

6711100008* 

CONTRACT 


0711110020* 

60-276 

p 

0711260203* 

50-275 

0 

0711030305 

50-206 

Q 

6711060002 

50-262 

F 

87110601 16 

50 409 

F 

6711000106 

50-409 

0 

0711060103 

60-264 

F 

6711030040 

80-404 

Q 

8711000314 

50-295 

0 

0711160172 

506 

Q 

0711100142 

50-373 

0 

6711100151 

56-300 

Q 

6711100272 

60-346 

F 

6711200240 

50-166 

F 

0711230360 

60-331 

0 

0711366059 

60-160 


0711300170 

50-483 

K 

0711300102* 

60-<33 


6711300221 

60-331 


B711300271 

60-123 

0 

0711000273* 

50-123 


0711040104* 

60-203 


0711240037* 

60-245 


8711200170* 

70-1100 


0711240175* 

50-412 

Q 

071110036(1 

NUREG 


0711030220* 

50-200 

0 

8711020403* 

PR 


6711056013 

70-1100 


0711100463 

50-327 

0 

8711110026 

50-327 

Q 

6711020269 

50-340 

■j 

6711039373 

50340 

E 

8711000201 

50-346 

E 

8711000230 

50-346 

p 

8711090243* 

60-346 

p 

0711160013 

50-340 

p 

0711170250 

50-346 

m 

071 1300204 

50-346 

E 

0711090200* 

60-483 

c 

0711100021 

60-312 

r 

0711200044* 

50 327 

c 

8711030200* 

FOIA 


07 i 1020250 

60-275 

f 

671 1020399 

60-323 

< 

6711020438 

50-323 


8711030094 

60-276 

F 

6711030280 

50-275 

F 

0711030284* 

60-275 

f 

8711060277 

60-275 

c 

0711000276 

50-276 

< 

8711100270 

50-275 

1 

0711100286' 

60-276 

1 


250 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SlliFF£fl,JD 

6711100367 

50-275 

S 

SHIFFER,J.D. 

0711100451 

50-275 

P 

SHIFFER.J 0. 

6711130141 

30-275 

P 

SHIFFERJO 

071113O3P1 

50-275 

P 

sh;ffep.jo 

6711160146 

50-275 

F 

SHIFFER.J.0 

8711160169 

50-323 

S 

SHiFFen.JO. 

67111E0174 

50-27S 

P 

SHIFFERJO. 

6711160101* 

50275 

P 

SHIFFER.J 0. 

6711160206 

50 27S 

P 

SH'FFEH^.O. 

6711160216 

50-275 

R 

SHIFFen.J.D. 

8711230242 

50 133 

P 

SHIFFERJO. 

8711230436 

50275 

S 

SHIFFERJO. 

8711240206 

60-275 

P 

SHIFFEflJ.D. 

8711250212 

50-275 

s 

SH'FFERJ.D. 

971130012S 

50-323 

0 

SHIPWAY, G.D. 

6711230411 

ROGGD 


SHOEMAKER.CJ. 

6711110041 

50 443 

G 

Shoemaker.c.j. 

6711110042 

50-443 

Q 

SHOEMAKEfl.C.J. 

8711110066 

50 443 

G 

SHOEMAKER.CJ. 

6711110091 

50-250 

G 

SHOEMAKER.CJ. 

6711190014 

S0-27& 

Q 

SHOEMAKER.CJ 

8711190066 

50-443 

G 

SHOEMAKER.C.J 

6711240014 

50-443 

Q 

SHOEMAKER.CJ- 

8711240020 

50-443 

G 

sholly.sc. 

8711040263 

50-324 

P 

SHOLLY.SC. 

8711240016 

50-443 

T 

SHOLLY.SC. 

8711240027' 

50-443 

T 

SHOLLY.SC. 

8711240027' 

50-443 

T 

SHON,F.J. 

6711040117 

50-322 

Q 

SHON.FJ 

6711110094 

50-322 

G 

SHOOK.TA 

6711090389 

NUREG 


SHOPENN.N M 

8711060266* 

40-6752 


SHOPENN.N.M 

8711090357* 

40 8034 


SHOTKiN.LM 

6711250254* 

50-322 

P 

SHUEY.C 

8710290090 

40-6907 


SHULLR. 

8711090211 

NUREQ 


SHUM.C.Y. 

0711120126* 

40-8810 


SlACOR.E H. 

8711190004 

60-361 

R 

SIACOR.ER 

8711190090 

SO 208 

R 

SIE8ER.J.0. 

0711030292 

60-334 

P 

9lEaER.J.O. 

8711050129 

SO-334 

F 

SIEBERJ.D 

6711190292 

50-334 

V 

SIEOERJ.O. 

8711240066 

50-334 

P 

S.'EaER,J 0. 

8711240108 

SO-334 

P 

&lE9En.J D. 

8711240174 

50-334 

P 

SIE0ER.J 0. 

8711240178* 

50-334 

P 

SIEBEHJO 

6711240268 

50-334 

P 

SlEBER.J.0 

6711240292' 

50-334 

P 

SlEQEl.e. 

67I12S014S 

NUREG 


SlEOEL.Q A 

6711230146 

PR 


SIEGEL.8A. 

8711230201' 

PR 


SIEGEL.3A 

0711230214* 

PR 


SILADY,J,A. 

8711130244 

50-237 

P 

SIUDY,J.A. 

6711240109 

50-237 

e 

SILADY,J-A. 

87I12500GS 

50-249 

0 

SILBEflG.JE. 

6711100491 

FOIA 


SILK.D. 

8711180035' 

60-272 

V 

StlVER.H 

0711050251 

50-302 

F 

SIMION.Q. 

8711100260 

NUREQ 


SIMPSOM.E.C. 

8711130265 

50-302 

n 

SIMPSON,E.C. 

8711030514 

50-302 

p 

SIMPSON.E-C- 

6711040140 

50-302 

s 

SlMPSON.G.C. 

8711060023 

5Q302 

p 

SIMPSON.E.C. 

8711060164 

71-9216 


SIMPSON.E.C. 

8711100240 

50-302 

s 

SIMPSON.E.C. 

0711100327 

50-302 

s 

SIMPSON.E.C. 

8711130136 

50-302 

o 

SIMPSON.E.C. 

8711130293 

50-302 

s 

SIMPSON.E.C. 

8711160127 

50-302 

p 

SIMPSON.EC. 

8711190094 

50-302 

s 

SIMPSON.EC 

8711200145 

50-302 

o 

SIMPSON.E.C. 

8711230200 

SO-302 

s 

SIMPSON.E.C. 

8711230417 

60-302 

0 

SlMPSON.e C. 

0711230442 

50-302 

0 

SINKULE,M.V. 

8711130272* 

50 425 

0 

SlSK,0.P. 

8711020399 

50323 

s 

SISUL.J.J. 

8711040091 

40-2061 


SISULJ.J. 

9711170036 

40-2061 


SJ0R£6N,A 

6711060294 

NUREO 


SKARITKAJ. 

8711030544* 

60-315 

p 

SKINNEfl.P.H. 

6711130227* 

50-269 

0 

SKOW.M.E. 

8711020397* 

50-267 

o 

SKREINER,K.M. 

871(230411 

REGGO 


SLAWINSKI,W.J. 

8711300276’ 

50-123 

0 

SLOSSON.MM. 

8710220407 

50-247 

o 

SLOSSON.M.M. 

8711030347 

50-247 

p 

SLOSSON.MM. 

6711030442 

60-247 

p 

SLOSSON.M.M. 

8711130342 

50-3 

F 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

SLO5S0N.M.M. 

6711200089 

50-247 

P 

SLOSSON.MM. 

871 1240279 

50-247 

P 

SLOSSON.M.M. 

87112S0038 

50-247 

P 

SMEDIEYJIW. 

8711100492 

50-255 

P 

SMEOLEV.R.W. 

6711130(«0 

SO-255 

P 

SMEDLEY,R.W. 

8711230372 

50-255 

P 

SMEOLEY.n.W- 

8711230410 

60-255 

P 

SMI7H.C 

871123 029S* 

50-395 

Q 

SMiTKf J- 

8711060223 

NUREG 


SMnH.6C. 

8711000131* 

60-289 

Q 

SMITH, 6W 

6711180382 

50-315 

S 

SMITH.IW 

87II0400S6 

50-443 

Q 

SMITH.IW. 

8711100029 

50-320 

a 

SMI7H.J. 

6711230400 

M-324 

F 

SMiTHJ.O. 

8711110117* 

50-413 

0 

SMI1H.JJ 

8711200324 

50 324 

F 

SMITH.M. 

6711190158* 

60-305 

Q 

SMITI-I.MJ. 

87 II 100332 

50-456 

S 

5MITH.NP. 

8711230395 

REGGO 


SMITH.NP. 

87II2S0062* 

50-266 

P 

&MITII.RO 

871 1030022 

40-8829 


SMITH.RO 

8/11030025* 

40-9829 


SMITH.RO 

8711030229 

40.6064 


SMITH.R.D 

8711030242* 

40-8064 


SM»TH.ft 0. 

8711060196 

40 8907 


SMITH,R 0. 

8711060206 

40-8905 


SMlTH.H.0. 

8711060221* 

40-8905 


SMITH.RO. 

8711060265 

40 6 913 


SMiTM.fiO. 

8711060275 

40-8902 


SMnH.RO. 

8711060287 

40-6033 


SMITH.RO. 

8711000001 

40 8905 


S.MiTH.RD 

8711090044 

40-6659 


SMITH.RO 

87I10900S8’ 

40-6659 


SMITH.RO 

8711090070 

40-8005 


SMf7H.HO 

8711090081* 

40-6605 


SMlTM.aO. 

8711090322 

40-8064 


SMHH.RD. 

8711090338* 

40-8084 


SMlTH.ft 0 

6711230085 

40-8691 


SMITH.8J 

871 1300068 

50-327 

s 

SMITH.SJ 

8711300107 

50327 

S 

SMITH.SJ 

8711300119 

50-321 

s 

SMITH.S.J 

8711300185 

60-327 

s 

SMITH.SJ- 

8711300206 

60-327 

s 

S.MITH.S.J 

87 M 300263 

50 32? 

s 

SMITH.WF. 

8711250215* 

50-382 

0 

SMITH.WG 

8711030464 

50-315 

s 

SMITHWG. 

871 1 100429 

50316 

s 

SMITH.W-0 

871 11 10149 

50-9 1 6 

s 

SMITH.WG. 

8711130095 

50-316 

s 

SMITH.W.G. 

8711240218 

50-315 

p 

SMUKLl:R.iM. 

8711170075 

50-449 

P 

SMYTH.CW. 

8711230102 

60-289 

R 

SNEl06B.es. 

8711040089 

50-443 

0 

SNELL.W 

87IIO«(»48* 

50-454 

Q 

SNELL.W.O 

8711170090 

WASTE MOT 

SNELL.W0. 

871 1300236* 

M-331 

0 

SNOW.M. 

8711170172 

50-454 

s 

SOHENSEN.C 

8711040012 

50-528 

5 

S0RENSEN.6C. 

8711030520 

60-397 

0 

SORENSEN.GC. 

8711050208 

NUREG 


SORENSEN.G.C. 

8711100324 

PR 


SORENSEN.GO 

871120003S* 

50-480 

A 

SORQI.O. 

8711020001 

50-203 

P 

SORGI.O. 

8711020118 

FOIA 


SOFtGI.O. 

8711020230 

60-293 

P 

SORGI.D. 

871 1030300 

50-293 

F 

SORGLO 

6711030461 

50-293 

P 

SORGI.O. 

8711080298 

60-293 

P 

sonot.D. 

8711170001 

50-293 

P 

SOROI.D. 

0711200311 

50-293 

P 

SORGLO. 

0711250126 

50-293 

P 

SOUDERJ.L. 

8711040077* 

50-443 

G 

SOUTHERLANO,L. 

871 1040179* 

50-443 

G 

SOLJTHEBLANO.L. 

9711040170* 

60-443 

Q 

SPANGENBERG 

8711300096 

60-461 

s 

8PANGEN8ERG.F. 

8711020002 

50461 

s 

SPANGEN8ERG,F. 

8711100130 

60-461 

0 

SPANG ENBERG.F. 

8711160270 

50-461 

s 

SPANQENBEHG.F. 

8711200126 

60-461 

R 

SPANGENSERG.F. 

8711240143 

50-461 

S 

SPANGENBERG.F. 

8711250059 

50-461 

P 

SPANGENBERQ.F. 

871 1300230 

50-461 

s 

SPANGENBERG.F. 

B711»}0251 

60-461 

0 

SPECTER, A. 

8711«}0166‘ 

70-135 


SPELl,W.rt 

8711130310 

STATE PRO Q 

SPir20ERGpA 

SPjTZ6R,0.r 

8711200306* 

6711160002 

40-6027 

50-454 

R 

SPRAUL,J.G. 

8711110117* 

60-413 

0 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

SRIKANTIAH.G. 

0711170063 

TOPREP 


SRIKANTIAH.G.S. 

8711170258* 

REVIEW C.- 

- 

SRIKANTIAH.G.S. 

8711170262* 

REViEWCP 


STAHLE.C. 

6711030007 

60-2-M 


STAKER.T.R. 

8711250215* 

50 382 

- 

STANCZAK.P. 

6711020273 

50-466 

; 

STANDERFER.F.n. 

8711030110 

50-320 


STANOEnFER.F.R. 

8711040199 

50-320 

•• 

STANDERFER.F.R 

8711040370’ 

50-320 


STANOERFER.F.R 

071UCO294 

50-329 


STANDERFER.F.R. 

871II00496 

50-320 

; 

STANOERFER.F.R. 

8711160009 

60-320 

- 

STANOERFER.F.R. 

0711160016 

50-320 


STANDERFER.F.R. 

8/11160146 

50-320 


STANDERFER.F.R. 

8711160152’ 

50-320 

•* 

STANDERFER.F.R. 

8711250076 

50-320 


STANG.J. 

8711160037 

50-259 


8TARKE.E.A. 

8711300143 

50 62 

C 

STAS£K,S. 

8/11090321’ 

50- 456 


STAUTER.J.C. 

8711050249* 

40-8905 


STAUTER.J.C. 

8711170022 

40-8905 


STEAD.F.R. 

8711040182 

50 4 40 


STEFANO.J.J. 

6/11020211 

50341 


STeFANO,J.J. 

8711030090 

50-341 


STEFANO.JJ. 

8711090022* 

50341 


STEFANOJ.J. 

8711090339 

50 341 

f 

STEFANO.J.J. 

8711100021 

50-341 

► 

STEFANO.JJ. 

8711110002 

50-341 

•• 

STEFANO.J.J. 

8711200159 

60-341 


STEFANO.J.J. 

8711230C66 

60 341 


STEIGER.W.E. 

8711190167' 

50-322 

; 

STBIGER.W.6. 

8711240076 

50-322 


STEIGER.W.E. 

8711250252 

60 322 


ST61N.5R, 

8711030228’ 

50-286 


STELLO.V, 

8709080332 

SECY 


STELLO.V. 

8710010311 

TOPREP 


STELLO.V. 

8711030175' 

50-445 


STELLO.V, 

S7I 1030492 

FOIA 


STELLO.V. 

6711040054 

FOIA 


STELLO.V. 

8711040151 

40-0027 


STELLO.V. 

6711040265 

50-206 

4 

STELLO.V. 

8711040344 

50-445 

1 

STELLO.V. 

6711050151 

COMM-SS^'- 

STELLO.V. 

6711090069 

50-445 

c 

STELLO.V, 

8711100006 

50-213 

1 

STELLO.V. 

0711100161 

50-443 

1- 

STELLO.V. 

8711100458 

50-338 


STELLO.V. 

8711110166' 

FOIA 


STELLO.V, 

8711110170* 

40 8027 


STELLO.V. 

8/11120003 

8F.CY 


STELLO.V. 

6711170162' 

FO'A 


STELLO.V. 

8711200161 

70-135 


STELLO.V 

6711250265 

50271 


STELLO.V, 

8711250278 

50-530 


STELLO.V. 

8711030089’ 

60-341 


STEPHENS, S. 

6711190305' 

50-402 

f 

STEPHEN50NJ.D. 

6711180120 

50-302 


STERRETT.C.fl. 

8711100360' 

50-423 


STEWART, C.W. 

8711170077' 

TOPREP 


STEWART, C.W. 

6711170078’ 

TOPREP 


STEWART.C.W. 

8711170086' 

TOPREP 


STEWART.CW. 

8711170088’ 

TOPREP 


STEWART, R.C. 

6711130270' 

SO- 468 

1 

STEWART, S.A. 

8711130265 

S0302 


STEWART.W.L. 

8709140175 

50-338 


STEWART, W.L. 

8710160319 

50-333 


STEWART.WL. 

6711020048 

50333 


STEWART.W.L. 

8711020515 

50-338 


STEWART.WL- 

8711040333 

60-339 


STEWART.WL. 

8711050042 

50-280 


STEWART.W.L. 

8711060235 

50-280 


STEWART.W.L- 

8711090039 

50 260 


STEWART.W.L 

6711090092 

60-339 


STEWART.W.L. 

871109009/ 

SO 338 


STEWART.W.L, 

8711160173 

60-338 


STEWART.W.L. 

8711190131 

60-280 


STEWART.W.L. 

6711190150 

50-339 


STEWART.W.L. 

6711190229 

50-338 


STEWART.WL. 

8711190250 

60-280 


STEWART.W.L. 

8711190316 

50-280 


STEWART.W.L. 

87112001/7 

50-280 


STEWART.W.L. 

8711300250 

50-280 


STOFFELJ.W. 

8710060162’ 

50-454 


STOFFEIJ.W. 

0710060162’ 

60 464 


STOHR.J.P. 

8711020228 

70-1113 


STOHR.J.P. 

6711230161 

50 250 


STOHR.JP. 

8711240036 

50-261 


STOLZJ.F. 

8207160399 

60-321 
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ACCESSION 
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STO!.2,J.F 

071 10301-1 <1* 

50 334 

P 

TAM, PS. 

6711030140 

50-412 

H 

TOURIGNY.E.G. 

0711039091 

60-335 


STO-Z,JF. 





0711030164 

50-412 

E 

TOUniQNY.E.O. 




STOlZ,JF. 

071 1160073* 

50 219 


TAM.PS 

0711030177 

50-412 

H 

TOURIGNY.E.G, 

0711059274 



STOi.Z,JF. 

8711200113 


P 


0711030170 

50-334 

H 

TOURIGNY.E.G 

8711209147 



SrOLZ.JF. 

8'/11200365* 




0711030 164 

50-334 

H 

TOUBIG.NV.E G. 

0711230069 

50-335 

p 

SrOLZ,J.F. 

6711230050 

60-348 

P 

TAM.PS 

0711030186 

50-334 

H 

TOWNSEND.J.D. 




STOLZ,J.F. 

0711250104* 

50-336 

P 

TAM.P.S. 

0711030166 

50-412 

H 

TOWNSEND.J.D. 

8711160276 

50-275 


STONE.J.C. 

0711030270* 

OA9g9 


TAM.PS- 

0711030307 

50-334 

H 

TOWNSENO.J D. 

0711240067 

50-276 


STONE.J C. 

8711040293' 



TAM.P S. 

0711IOOO6S 

50-334 

P 

TOWNSENO.J 0. 

8711390160 

50-275 


STONE.J.C. 

0711060132 



1 A 

0711100356 

50-334 

Q 

TRAMMELL, CM. 

0711030420 

50-275 

p 

STONE.J.C 

8711060147 

QA099 


TAM.P.S. 

071 1200031 

S0 412 

P 

TRAMMELL.C.M. 

0711030515 

50-275 


SrONE.J.C. 

6711I0020S 

OA099 



8711200361 

50-334 

P 

TRAWMELL.CM. 

0711060250* 

50-275 


SrONEJ C. 

6711100330 



TAM.P.S, 

0711250000 

50-334 

P 

TRANE, J.T. 




STONE.JC. 

0711100350 

QA999 


TATUM.JE. 

6711100326* 

60-296 

0 

TRAVERS, W. 




STONE.JC. 

0711100350 

OA909 


TAYIORJH 

6711030230 

TOPREP 


TRAVERS, W.D. 

0711020200 

50-320 

R 

sroNEj a 

0711100360 

OAOaS 


TAYLORJ.H- 

6711000178 

TCPREP 


TRAVERS, W.D. 

0711250115 



SrONE.JC- 

07I11O03Q0 

OA999 


TAYLOR.J.M. 

6711060114 

SO-219 

0 

TREVOnS.G.A. 

0711020401 



sroNEj c. 

0711120075 

OAOOa 


TAYLOn.J.M- 

0711060126* 

50210 

0 

TREVORS.G.A. 

0711110915 



sroNE.j c. 

0711130009* 

OAOoa 


TAYlOn.JM. 

0711110144* 

49 8927 


TREVORS.Q.A. 

0711170141 



STONE.J C. 

0711130013 

OA999 


TAYLOR.JM 

0711110146* 

498927 


TREV0RS,6.A 

0711170109 

50-298 

P 

STONE.JG. 

871 1160133 

OA099 


TAYLOR.J.W- 

8711060(22 

^-409 

P 

TREVORS.G.A. 




STONE.JC. 

8711160320 

OA988 


TAVLORJW- 

6711000305 

50 409 


TREVORS.G.A. 

0711240134 



STONE.JC. 

0711100171 

OA90g 


TAYLORJW 

87I1I30I33 

50 409 

P 

TREVORS.G.A. 

0711250221 

50-296 


STONe.J C. 

071110Q102 

OAogo 


TAYLOR.J.W. 

6711200165 

SO 409 

P 

TnEvonaG.A. 

0711300222 



STONE.JC. 

0711200050 

OA090 


TAYLOR.R.G- 

8711200343* 

7) -9860 


TRIPP, L. 

0711090139 

50-317 

S 

STONE .BH. 

0711100209 

PR 


TEAGUe,J.E 

8711170261 

PT21 


TRIPP.LE. 

0711040165' 

50-309 


STORZ.l F. 

0711100337 

60-346 

S 

TEFFT.J 0. 

8711100093 

59 443 

s 

TRIPP.L,E, 

07I1C6OO25' 

50-412 

0 

STOflZ.l.F. 

8711170133 

60-346 

R 

TEMPS.BR 

0711100063* 

60 423 

V 

TRIPP, L E. 

8711230452* 

50 334 


STOnZ.l F, 

8711190207 

60-346 

S 

TEMUS.CJ. 

8711040222 

71-9070 


TUCKER, HB 

0711020331 

50-309 

p 

STORZ.l F. 

8711300132 

50-346 

S 

TENBflOOK.WK 

6711130212* 

50-397 

0 

TUCKER, H.B. 

0711020396 

50-309 

s 

STOTZJ.C, 

0711180207 

50-340 

s 

TENEHZ.E 

6711050170* 

TCPREP 


TUCKER.HB 

8711020449 

50-413 

s 

SIRASMA J. 

0711030072* 

go-331 

0 

TERAO.O. 

0711020206 

50445 

A 

TUCKER, HO. 

07HO3O285 

50-369 

p 

STRASMA J. 

0711030078’ 

80-341 

p 

TERAO.O. 

0711030400 

59-445 

A 

TUCKEn,HB. 

0711030295 

50-389 

p 

STRA^FOnO.RJ. 

0711240304 

XPORTUC 


TERAO.O 

0711100474 

50 445 

A 

TUCK£H,HB. 

0711030324 

50-413 

p 

STRATFORD, RJ. 

Q7I12S0014 

XPORTLIC 


TERAO.O. 

071 1120090 

50-446 

A 

TUCKER,HB, 

0711050036 

60'4I3 

p 

STRATFORD.P.J. 

0711250135 

XPORTLIC 


TERAO.O- 

0711160333 

50445 

P 

TUCKER.HB. 

0711050039 

60-209 

0 

STRO3NI0ER.J. 

8711050002* 

50-2(9 

0 

TERAO.O 

6711200026 

S0446 

A 

TUCKER.K.0. 

0711050164 

REGOO 


STflOSNIOER.J. 

0711000307’ 

50-293 

0 

Tenc.MM. 

0711090160* 

50-206 

0 

TUCKCR,H B, 

0711060160 

60-369 

s 

STR05NI0ER.J.R 

8711230271' 

60-353 

0 

TERC.MM. 

0711230230* 

59-490 

0 

TUCKER.HB. 

0711090012 

GO-369 

8 

8TBUC<,M. 

8711110021 

50-143 

H 

TETRAULT.RE. 

0711240(68 

70-27 


TUCKER.H B. 

6711000125 

50-289 

Q 

8TUART.IF. 

0711UJ0329 

OA990 


THAOANI.MC. 

0711030400 

69007 

p 

TUCKER.H D. 

0711000208 

50-289 

S 

STUARF.lF. 

0711250204 

OA099 


TitAOANLMC 

0711250260 

50-380 

p 

TUCKER.H Q. 

0711100295 

60-289 


SUCNAK,P 

8711200103 

50-103 

F 

THOMAS.BN. 

0711240313 

50-331 

R 

TUCKERHU. 

0711100300 

50389 


SUH.O.V. 

0711300109’ 

60-344 

0 

THOMAS.CO 

6711020114 

50213 

0 

TUCKER.H.D. 

0711100303 

50-389 


SUMMAJ.A. 

0711040210 

50-246 

s 

THOMAS.O.S. 

071 1060020 

60 443 

P 

TUCKER, H.D. 

6711100303 

50-413 

P 

SUMMERS.J. 

0711020470 

50-116 

s 

THOMAS.O.S. 

071 1100349 

$0443 

R 

TUCKER,M.U. 

0711100405 

60-413 

0 

SUMM£RS.J.n. 

0710050006' 

SO 403 

R 

THOMAS.O.S. 

071 1 100307 

50440 

F 

TUCKER.M.O. 

071II004Q6 

50-309 

S 

SUMUER8.J.R. 

0711170206 

50-403 

n 

THOMAS.O.S 

671(160042 

50-443 

P 

TUCKER, H.B. 

0711100426 

50-413 

E 

SUNDERLANO.P.R. 

8711300242* 

50-454 

V 

THOMAS.O.S- 

0711160096 

60443 

n 

TUCKER.H.D. 

0711110037 

.50-413 

F 

SUOANTTILA,A. 

8711170043 

NUREO 


THOMAS.O.S. 

0711190003 

60 443 

S 

TUCKER.H.n. 

0711120079 

50-289 

0 

SWA'LES.MP. 

0711040255’ 

CONTRACT 


THOMAS.OS- 

0711100243 

aj 443 

0 

TUCKER.M.O. 

0711120131 

50-269 

F 

S'lVA'LES.M.P. 

0711160046* 

CONTRACT 


THOMAS.G.S 

6711240990 

50-443 

F 

TUCKER, H.H. 

0711160129 

50-369 

c 

SWA'LES,M.P. 

0711100079’ 

CONTRACT 


THOMASJ.T 

0711100360 

NUREG 


TUCKER.H.D. 

0711160190 

60-269 

F 

S-iVA.MY.8A 

0711240117* 

60-334 

p 

THOMASAI. 

07(1130^6* 

60-424 

Q 

TUCKER.HB. 

0711170013 

50-413 

S 

SWANSON.N £. 

B711060207 

QA909 


THaMMEN.K H. 

6711240006 

50-322 

Q 

TUCKER.H.D. 

6711170059 

50-269 

s 

S-1VETLAND.P. 

0711030147' 

50-247 

0 

THOMP80N.D.H 

871 1230014* 

60-302 

O 

TUCKER.HB. 

0711170110 

50 413 

s 

S-V*ETLANDPD 

0711160133 

50-247 

p 

THOMPSON.O- 

871(240016 

60-443 


TUCKER.H 0. 

0711100166 

50 413 

p 

S-1VIFT.J.J. 

071U70176 

70-1257 


THOMPSON.H D. 

671(040241 

CONTRACT 

TUCKER.H B. 

0711100218 

60-369 

•S 

s-ivirr.j.j 

8711170100* 

70-1113 


T1fOMPSON.R.D. 

6711110145* 

FOIA 


TUCKER, H.D. 

8711200263 

50-413 

F 

swin.j.j. 

8711230209* 

70-1006 


TMOMPSON.R-O. 

6711110147* 

FO!A 


TUCKER.H.D. 

0711200342 

60-413 

0 

SWISHER.K. 

0711100005* 

FOIA 


THOMPSOMJT-0. 

8711160305* 

CONTRACT 


TUCKER.H.D. 

0711200378 

60- 269 

n 

SWISHER, K. 

8711100101* 

FOIA 


THOMPSOMJTD 

6711160033* 

CONTRACT 


TUCKEH,H.B. 

0711200380 

50-413 

p 

SVLVESTER.E.D. 

0711020064 

60-324 

p 

THOnNBURO.H.D. 

0711050168* 

TOPREP 


TUCKEn.H.B. 

87M230024 

50-369 

Fl 

SYLVE STEREO. 

8711020196 

60-324 

p 

TIERNAN.J.A. 

8711130058 

50-3 17 

0 

TUCKEfl.H.B. 

0711230137 

50-269 

S 

SYLVESTER, ED. 

0711020204* 

60-324 

p 

TIERNAN.J.A. 

0711100159 

60-317 

P 

TUCKER, H.B. 

6711230165 

50-414 

P 

SYLVESTER.EO. 

6711100039 

60-324 

p 

TIERNANJJV 

6711230023 

71-9216 


TUCKER,H B. 

8711230236 

50 413 

s 

SYLVESTER.EO- 

0711160207 

50-324 

p 

TIERNANJA 

6711300118 

50-317 

P 

TUCKEn.H.3. 

8711230303 

50-369 

p 

S¥LV£STER.E.O. 

8711200102 

50-324 

p 

TILLMANA 

071 1240135* 

70-27 


TUCKER.H.B. 

5711230394 

50-413 


SYLVIA,B fl. 

8711020069 

50-341 

0 

TKACHVKJ.W. 

8711100261 

NUREG 


TUCKEfl.H.a 

6711240100 

50-369 


SYLVIA,B R- 

0711020340 

60-341 

H 

TOCCLO-C. 

0711190028* 

60-443 

Q 

TUCKER.H.B. 

6711260054 

50-370 

s 

SYLVIA.e R. 

0711120087 

50-341 

P 

TOCCl.O.C. 

6711190025* 

50-443 

G 

TUCKER.HB. 

8711300034 

50309 

Q 

SYIVIA,B.R. 

8711170153 

50-341 

0 

TOCCl.G.C. 

6711190067* 

50-443 

Q 

TUCKER.H.B. 

8711300036 

60 2C9 


SYLVIA,B.R. 

0711180000 

50-341 

P 

TOCCl.QC. 

6711190057* 

50-443 

G 

TUCKER.H 8. 

8711300041 

60-413 

p 

SYLVIA,B R. 

0711230010 

50-341 

0 

TOOD.QJl. 

67II3(KI026* 

60-324 

0 

TUCKER.H 8. 

8711300009 

60-269 

p 

SYLVIA, B R. 

8711240274 

60-341 

P 

TOMAN.QJ- 

671 1090369 

NUREG 


TUCKEn.HB. 

8711300100 

60413 

p 

5YIVIA.B R. 

0711250016 

50-341 

P 

TOMKIMSJ.L. 

0711100095 

NUREQ 


TUCKEfl.KB. 

6711300261 

50 269 

p 

SYIVIA.B H. 

0711260228 

60-341 

0 

TOMLINSON.E. 

6711180030 

50 410 

R 

TUCKER.H.B. 

5711300201 

50 269 

s 

S2CZEPANI£C,A 

0711130266* 

60-424 

0 

TORBA.nA. 

6711060287* 

50-419 

P 

tuckman,ms. 

0711120002* 

50-269 

F 

TAIBBI.E 

0711110061 

50-322 

G 

TORRE.J.O. 

0711020440 

50-413 

S 

TUCKMAN.M S. 

8711120132* 

50-269 

F 

TAM.P. 

0711160023 

50-334 

P 

TORRE.J.O. 

8711100426 

60-413 

S 

TUITE.P. 

0711030139 

NUREQ 


TAM.PS. 

6711030005 

50-334 

H 

TORRE.J.G 

6711170110 

50-413 

s 

TORBAK.M S. 

67)1930093 

60-237 

Q 

TAM PS. 

8711030010 

50-412 

H 

TORRESJL. 

6711200360' 

71-9050 


TURBAK.M.S. 

6711090295 

60-237 

C 

TAM.PS. 

6711030027 

60-334 

H 

TOSHiKAQE.M. 

6711020140 

XPORTLIC 


TUfll.P.L, 

6711110064 

60-445 

G 

TAM.PS. 

0711030036 

50-412 

H 

TOSHIKAGF.M. 

0711020166 

XPORTLIC 


TUfllNSKY,P.J. 

6711160231 

60-297 

C 

TAM.P.S. 

0711030046 

60-412 

H 

TOSHIKAQE.M. 

a7IIM0272 

XPORTLIC 


TURNER.O.W. 

8711150205 

60-320 

F 

TAM.P.8. 

6711030085 

60 334 

H 

TOSHIKAGE.M. 

87t!l00089 

XPORTLIC 


TUflNER,R.L. 

0711130101* 

56-166 

V 
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UDY.A.C. 

0710150048* 

60-275 

P 

VOIGT, H.H 

B71I160046 

XPORTLIC 


WELLS, LA. 

8711250261 

50-352 R 

ODY.A.C 

8711100251* 

50-269 

P 

VOIGT.V/R 

B71110DI46* 

PR 


WELLS, R D. 

8711100466 

50320 S 

ULMER.FJ. 

8711170092 

50-344 

R 

VOLLMER.n.H 

8711040351* 

SO 445 

A 

WEN.P.C. 

0711020412' 

50412 0 

UMBEL.O. 

6711160303 

CONTRACT 


VOLMER.CJ. 

8711160183 

TOPREP 


WENSLAWSKI.FA 

8711060137 

50-133 O 

UTHE.E.E. 

8711160047 

NUREG 


VOTM.MH. 

8711060268’ 

SO-5 

R 

WENSLAWSKI.F.A. 

6711090220 

5073 O 

UTLEY.E E. 

8711030445 

50-261 

Q 

VVACKEftLY.P- 

8711110154* 

40 6027 


WENSLAWSKI.FA 

0711130152 

50 312 Q 

UTLEY.E.B. 

3711200310 

50 261 

Q 

WAGEn.V. 

87110^16 

50-250 

S 

WENSLAWSKI.F.A. 

0711130191 

50397 0 

VALENT I.PJ. 

8711230044* 

PROJ 


WAGEB.V. 

8711160102 

60-251 

S 

WENSLAWSKI.F.A. 

6711190089 

50-206 0 

VAN BRUNT .E.E, 

871(020108 

59-520 

Q 

WAGER.V. 

8711170113 

50-251 

S 

WENSLAWSKI.F.A 

6711199096* 

60-206 0 

VAN BRUNT.e.E. 

6711030260 

60-528 

P 

WAGER.V0 

8711040138 

50-250 

S 

WENZINGER.e. 

8711040270 

60277 P 

VAN enUNT.E E 

8711030275 

50-528 

P 

WAGNEn.D.H 

8711039424 

50-266 

P 

WENZINGEH.E. 

8711090221 

50-277 U 

VAN BRUNT, EE. 

6711030552 

60-526 

0 

WAGNER.O.H 

8711100103 

50-266 

p 

WENZINGER.E.C. 

8711030120 

50 247 Q 

VAN BRUNT.E.E. 

8711040195 

50-528 

0 

WAQNER.OH 

8711160049 

»}-266 

F 

WENZINGER.E.C. 

6711040169 

60-97 0 

VAN BRUNT.E.E. 

871(060152 

60528 

F 

WAQNER.M 

6711200029 

50-237 

5 

WENZINGER.E.C. 

8711040372 

60220 0 

VAN BRUNT, E.e. 

6711090157 

60 530 

P 

WAGNEn.P.C 

671111012S* 

60445 

0 

WENZINGER.E.C 

8711090153 

60-3 P 

VAN BRUNT.E.E. 

8711120128 

SO-528 

P 

WAGN£n.PC- 

6711250167* 

60-445 

0 

WENZINGER.E.C. 

8711090241 

60-353 Q 

VAN BHUNT.E E. 

8711160307 

50-528 

P 

WAGNEft,W. 

871I300IS9 

5069 

S 

WENZINGER.E.C. 

8711160059 

50220 Q 

VAN anUNT.EE 

8711170284 

50-528 

0 

WAQNER.WJ, 

6711100196* 

60-528 

Q 

\VEN2INGER,E C 

6711190266 

50-272 P 

VAN BRUNT.E E. 

8711170285 

50-530 

P 

WALKER.HA 

6711060184* 

50-313 

0 

WENZINGER.E.C. 

8711200082 

50-333 O 

VAN OflUNr.E.E. 

6711190147 

50-530 

0 

WALKER.J 

8711240262 

50-259 

R 

WERT.L.D. 

8711130227* 

50-269 O 

VAN ORUNf.E.E. 

8711240247 

SO 528 

p 

VJALKEB.JQ. 

8711030396 

50-259 

S 

WESSMAN.n H. 

8711020020 

50-293 P 

VAN BRUNT.E.E. 

871 124025S 

50-520 

p 

WALKEn.J.G 

8711040011 

SO-260 

S 

WESS.MAN.R H. 

87110.30360 

50-293 P 

VAN BRUNT.E.E. 

8711250279 

50-628 

F 

1WALKER.JO. 

8711040192 

50 259 

s 

WF.SSMAN.n VI 

8711040033 

50-293 P 

VAN DOORN.P.K. 

8711130096* 

SO 413 

0 

WALREB.J.G 

87III00342 

50-269 

S 

WESSMAN.R.H. 

8711170212 

50-293 P 

VAN KESSEL.H F. 

8711020461* 

50 272 

0 

WALKER.JG 

8711160163 

50-259 

s 

WESTBERQ.R.A. 

8711300113' 

60 25-1 Q 

VAN KESSEL.H.F. 

8711300275* 

50-367 

0 

WALKERJ.G. 

8711170208 

50266 

s 

WESTERMAN.T.F, 

8711020132* 

50285 Q 

VANDENBERO.O. 

8711200020 

50-255 

R 

WALKER.JG 

87II20038S 

50-296 

s 

WESTERMAN.T.F. 

6711130106* 

50-267 O 

VANDERVELDT.H. 

8711160305* 

CONTRACT 


WALKER.J R. 

8711040348* 

50-327 

p 

WETMILLER.R.J. 

8711100368 

NUREG 

VARGAS A. 

8711020157 

50-338 

P 

WALKERJfl. 

8711100401 

50-327 

r 

WEITERHAHN.MJ. 

8711040096 

50-352 G 

VARGA ,S A. 

8711030158 

60-269 

P 

WALL.KC 

8711100103 

50-213 

R 

W£TTeRHAHN,M.J. 

6711040096 

50352 0 

VARQA,S.A. 

8711030224 

S0 266 

0 

WALLIN.O A. 

8711170264 

60271 

R 

WHALEN, n.J. 

0711030125 

5024& S 

VARGA .3 A. 

6711110096 

60 413 

0 

WALTON.G. 

871(260232* 

50-438 

Q 

WHALEN, R.J. 

8711230156 

50-237 S 

VARGA,S.A, 

8711250067 

60-336 

p 

WAMBACM.TV. 

871 1030320 

50-255 

P 

whipple.s. 

0711170249 

5026 R 

VAHLEY.R.A. 

8711020063 

50-293 

F 

WAMBACH.T.V. 

87110S0I85 

50-255 

P 

WHITE, J.R, 

6711230409 

40-2617 

vASseao.j.v. 

8711200258 

60-334 

J 

WAMPLEft.T.N 

871(030384* 

FOlA 


WHITE.J.R. 

6711230422* 

402617 

VAUOHN.O 6. 

8711030266 

60-498 

P 

WANOA 

87(1050(35 

60-461 

P 

WHITE, S A, 

6711040210 

60 327 0 

VAUGHN.O.e. 

8711050205 

60-498 

P 

WAflO.GN. 

8711930352* 

FOIA 


WHITEHEAD, J.L. 

6711020302 

60-320 f 

VAUGHN, 0 E 

8711060236 

90-493 

s 

WAflO.KO. 

8711020308* 

60-263 

0 

WHITENBfl.H.L. 

8711240033' 

60-330 0 

VAUOHN.O E 

8711170069 

50*496 

p 

WARD.K 0 

871(180116* 

60-457 

0 

WHITMER.C.F. 

6711060215 

60-321 Q 

VAUOHN.O E. 

8711170179 

50*498 

p 

WARNlCK.nF. 

8711030191 

60-445 

0 

WHITNEY, D.D. 

6711190161* 

&0-31S P 

VAUQHN.Q.E. 

87111 70227 

90*496 

p 

WARNlCK.flA. 

8711030193* 

50-445 

0 

WHITTEMORE.J.E. 

6711030128* 

50-296 V 

VAUOHN.O E. 

8711170291 

90*496 

p 

WARNiCK.n F, 

8711100470 

60-445 

0 

WHiniEfl.G.D. 

0711030066 

50-309 0 

VAUGHN, O.E. 

8711200222 

60-498 

n 

WARNICMIF. 

87111(0093 

50 446 

0 

WHiniER.Q.D. 

8711050011 

50-309 0 

VAUGHN, OE. 

6711230374 

60*496 

s 

WARNlCK.fl.F. 

8711110(00* 

50-445 

0 

WHiniER.QO. 

6711200171 

50-309 0 

VAUGHN.O.E. 

8711300283 

90-496 

p 

WARNICK.RF. 

8711110(19* 

50 445 

0 

WHiniER.Q.D. 

6711200211 

50-309 0 

VELE2.P. 

8711020110 

CONTRACT 


WAfiNtCKJ».F. 

67(1(30287 

50 445 

Q 

WHinLCTON.T.R. 

6711060264* 

CONTRACT 

V£LE?,P. 

8711020244 

CONTRACT 


WAHNICK.RA. 

871(160038 

60-445 

0 

WiCHERS.D.L. 

6711050164* 

40-8664 

VEL62.P. 

8711180128 

CONTRACT 


WARNiCK.RF. 

67I12001S2 

50-445 

0 

WlCHEnS.D.L. 

6711160165 

40-6502 

VERNON.T.W. 

8711020150* 

STATE PRO Q 

WARNiCM^.F 

871(200184* 

50-445 

Q 

WlCHERS.O.L. 

6711160266 

406502 

VERRELLI.O.M. 

8711130061 

50416 

o 

WAfiN!CK.RF. 

8711240219 

60 445 

0 

WiCHERS.D.L. 

6711170229 

40-6634 

VEfiRElLl.O.M. 

8711130967* 

60416 

o 

WARNiCK.n F. 

8711249230 

60-445 

Q 

WlCHEBS.O.L. 

6711230352 

40-8684 

VERRELLI.O.M. 

8711130192 

60-324 

o 

WARNICKJ^F 

6711240234* 

50-445 

0 

WlCHERS.O.L. 

8711230357 

406664 

VERRELLI.DM. 

8711130203* 

60-324 

Q 

WAnNlCK.RF. 

871(250146 

50 445 

Q 

WlCHERS.O.L. 

8711230399 

408684 

VERREILLOM. 

8711130221 

50 416 

Q 

WAnNlCK.HF. 

6711250181 

50-445 

0 

WICXWAR.G. 

0711170066* 

TOPREP 

VERRELLI.DM. 

6711130226 

60-302 

O 

WARReW.L A 

6711190320* 

60-260 

fl 

WIEDEMAN.D. 

6711300197 

ISE 

VERRELLl,OM. 

6711130242 

60-395 

O 

WARREN.l A 

0711190336* 

50 280 

R 

WIESEMANN.R.A. 

8711020005* 

50-305 P 

VERRELLI.O.M. 

8711130266 

90-348 

Q 

WASHING TON.KE. 

8711100407 

NUREG 


WIESEMANN.BA. 

8711020200' 

60-601 K 

VERRELLI.O.M. 

6711130290* 

90-348 

O 

WASHINCTON.S-L 

8711250222 

50397 

S 

WIESEMANN.R.A. 

0711090377* 

TOPREP 

VERRELLI.O.M 

8711130310 

50-416 

O 

WATFORO.P-8 

07I1160I60 

60-374 

s 

WIESEMANN.R.A. 

6711100052* 

TOPREP 

VERRELLLOM. 

8711130362 

50-346 

O 

WATFORO.P.S. 

8711200322 

60-373 

s 

WIESEMANN.R A. 

871 1240204* 

50-334 P 

verrellld m. 

8711160072 

50-261 

o 

WATHEN.T.R 

8711030249 

WASTE MQT 

WIESEMANN.R.A. 

6711300227' 

60-301 P 

VERRELUr.D.M. 

8711230157 

50-335 

0 

WATLINGTON.B- 

87(1100260 

NUREG 


WIGGINS.E. 

8711090065* 

CONTRACT 

VERRELUJD.M. 

6711230159* 

60-335 

0 

WAISONJM 

87U24Q147* 

60-295 

P 

WlQGlNS.E.J. 

6711020056* 

CONTRACT 

VERRELLI.O.M. 

8711230226 

50-348 

0 

WATSON.RA. 

8711020304 

50-400 

s 

WIGGINS.EJ. 

8711020065' 

CONTRACT 

VIETTI-COOK.A. 

6711250080 

50-445 

A 

WATSON.RA 

87110305(1 

50-400 

0 

WIGGINS.E.J. 

8711020146' 

CONTRACT 

VINNOLA,A.J. 

8711309242* 

50-454 

V 

WATSON.RA 

8711060107 

50 400 

s 

WIGGINS.EJ. 

0711020196* 

CONTRACT 

VINYAflD,H.T. 

8711030510 

50-373 

S 

WATSON.RA 

8711100445 

50-400 

s 

WIGGINS.E.J. 

8711020333* 

CONTRACT 

VIH0«L10,M.J. 

8711030325* 

60-255 

P 

WATSON.RA 

871(00093 

60-400 

0 

WIGGINS.EJ. 

8711030361* 

CONTRACT 

VlflGlLIO.M.J. 

8711040277* 

50-331 

P 

WATSON.nA 

8711(30172 

50-400 

s 

WIGGINS.E.J. 

8711030401* 

CONTRACT 

VIRGILIO.M.J. 

6711100026* 

50-341 

P 

WATSON.RA 

8711130281 

50-400 

s 

WIGGINS.E.J. 

6711030417* 

CONTRACT 

VIRQONA.J. 

6711030433* 

IVASTE MQT 

WATSON.RA 

8711160260 

50-400 

s 

WIGGINS.EJ. 

8711040024* 

CONTRACT 

VIRGONA,J.£. 

8711030282 

WASTE MQT 

WATSON,BA, 

87(1180016 

50-400 

n 

WIGGINS.E.J. 

0711040032* 

CONTRACT 

VISSINO.G.S. 

871(100197 

PROJ 


WATSON.RA 

6711230^ 

50-400 

s 

WIGGINS.EJ. 

8711060145* 

CONTRACT 

VISSING.G.S. 

6711230034 

PROJ 


WATSON, BA 

87112401SS 

50-400 

F 

WIGGINS.E.J. 

6711060169’ 

CONTRACT 

VISSING.G.S. 

8711230095 

PROJ 


WEADOCK.A 

871(240037* 

50-245 

0 

WIGGINS.E.J. 

0711060199* 

CONTRACT 

VISSING.G.S. 

8711230135 

PROJ 


WeODINGTON.R.E- 

8711190220* 

50-302 

Q 

WIGGINS, E.J. 

6711060284* 

CONTRACT 

VJTALE.P. 

8711160039 

CONTRACT 


WEOOINGTONn E 

87H300247* 

50-424 

Q 

WIGGINS.EJ. 

8711090014' 

CONTRACT 

VOGLER.B.H. 

671(040090 

50-352 

G 

WEHRY.RR. 

871(100406 

50-387 

S 

WIGGINS.E.J. 

8711090030* 

CONTRACT 

VOGLER.BH. 

8711170028 

50-352 

G 

WEISMAN.R.M. 

87111(0048 

50*271 

G 

WIGGINS.E J. 

8711090048' 

CONTRACT 

VOGLER.B H 

8711170048 

50-352 

G 

WEISMAN.RM. 

8711170012 

50-271 

G 

WK3G1NS,E.J. 

6711090050* 

CONTRACT 

VOGLER.OJ. 

8711040019* 

50-293 

P 

WEISS.A.J, 

8711100120 

NUREG 


WIGGINS.e.J. 

6711090059' 

CONTRACT 

VOIGT.HH. 

8711029274 

50-285 

P 

WEISS.O 

8711050258* 

40-890& 


WIGGINS.E J. 

8711090103* 

CONTRACT 

VOIGT.H H. 

8711020274 

50-285 

P 

WEISS.E.R 

8711030315 

FOIA 


WIGGINS.e.J. 

8711090249' 

CONTRACT 

V01QT.H.H 

8711020274 

50-285 

P 

WE(SS.£.R, 

8711110059 

50-271 

Q 

WIGGINS.EJ. 

8711160046' 

CONTRACT 

VOIGT.HH. 

8711020283* 

59-285 

P 

WElSS,e.B. 

87(11(0059 

60 271 

Q 

WIGGINS.E J. 

8711160052* 

CONTRACT 

VOIGT.HH. 

8711020283* 

50-265 

P 

WEISS.E R. 

8711200231 

PR 


WIGGINS.E.J. 

8711160056* 

CONTRACT 

VOIGT.H.H 

8711020283* 

50-265 

P 

WEISS.S.H. 

8711060184* 

60-313 

0 

WIGGINS.E.J. 

8711160066* 

CONTRACT 

VOIGT.HH. 

87(1190048 

XPORTLIC 


WEISS.S.H. 

8711110117* 

60-413 

0 

WIGGINS.E.J. 

8711160244 

CONTRACT 
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V<V30»NS.E J 

871U60249‘ 

CONTRACT 


WINK.LJ 

87(1240003* 

50-410 

Q 

WOOOY.C.O. 

0711030551 

60-250 

Q 

V^GQINS.EJ 

6711160264* 

50-445 

A 

WrNK.L.J- 

e7ll3M)0S8* 

50-410 

0 

WOODY.C.O. 

0711040120 

50-250 

p 

M.GGIN5.E J 

8711160268* 

CONTRACT 


WINNER.G.L 

6711230322 

60-272 

F 

WOODY.C.O. 

0711040138 

50-250 

s 

W9GOIN5.EJ 

6711170211* 

CONTRACT 


WINSLOW.T.P. 

87110601«> 

71-4909 


WOODY.C.O. 

8711040350 

50-250 

Q 

WIGOINE.EJ 

0711180079* 

CONTRACT 


WINSLQWJ.P. 

671 1100003 

70-1 1 13 


WOODY, C 0. 

8711040355 

50-335 

F 

WIGGINS.EJ. 

0711100060* 

CONTRACT 


WINSLOW.T.P. 

6711180017 

70-1113 


WOODY.C.O. 

8711060016 

50-250 

S 

WIGGIN3.E.J. 

0711100001* 

CONTRACT 


WINTEnS.R.W- 

6711050002* 

60-219 

0 

WOODY.C.O. 

8711060155 

50-250 


■«KjGINS,E.4. 

0711180098* 

CONTRACT 


WtSE.B 

8711020529* 

50-482 

Q 

WOODY.C.O. 

0711060209 

50-335 

p 

WIGGINS.EJ. 

87111B0104* 

CONTRACT 


WISEMAN.Q.R. 

8711130158* 

50-281 

Q 

WOODY.C.O. 

6711060290 

50-309 


WIGGINS.EJ. 

8711180130* 

CONTRACT 


WIS6NBURQ.M.R. 

8711090109 

50-493 

P 

WOODY.C.O. 

8711090370 

50-335 

p 

WIGGINS.EJ. 

8711190006* 

CONTRACT 


WISEN8URQ.M R. 

8711190117 

50493 

P 

WOODY.C.O. 

8711100307 

60-250 

.<( 

WIGGINS.E.J. 

8711200364* 

CONTRACT 


WISEN8URG.M R. 

8711250051 

SO 403 

P 

WOODY.C.O. 

8711100346 

60-335 

tj 

WIGGINS.E.vl. 

8711230032* 

CONTRACT 


WITCHER.L.E. 

6711090108* 

50-271 

Q 

WOODY.C.O. 

8711100368 

60-335 

E 

WIGGINS.EJ. 

8711230068* 

CONTRACT 


WITHERS.B.O. 

8711020235 

50-432 

Q 

WOODY.C.O. 

8711100303 

60-3.15 

E 

WIGGINS.EJ. 

871123Q110* 

CONTRACT 


WlTHeRS.BO 

8711020341 

50 402 

8 

WOOOY.C.O. 

0711100409 

PR 


WIGGINS.EJ. 

8711230112* 

CONTRACT 


WITHERS.Q.D. 

6711020439 

S04B2 

S 

WOODY.C.O. 

8711130160 

50-250 

p 

WIGGINS.EJ. 

6711230234* 

CONTRACT 


WITHERS.B.D. 

6711030116 

60-432 

S 

WOODY.C.O. 

8711130177 

60-250 

p 

WIGGINS.EJ. 

6711230202* 

CONTRACT 


WirHERS.B 0. 

6711030252 

50-432 

s 

WOODY.C.O. 

8711 (30134 

50-335 

p 

WIGGINS.EJ. 

0711240267* 

CONTRACT 


WJTHERS.BO 

8711040303 

50-432 

s 

WOODY.C.O. 

87III30206 

50-389 

s 

WIGGINS.EJ. 

6711240291* 

CONTRACT 


withers.bo 

8711040330 

50-482 

F 

WOODY.C.O. 

8711130232 

50-335 

0 

WIGGINS.E.J. 

8711250036* 

CONTRACT 


WITHERS.BO. 

8711060004 

50-402 

V 

WOOOY.C.O. 

0711100102 

50-251 

& 

WIGGINS.EJ. 

8711250064* 

CONTRACT 


WlTHERS.B.0- 

8711050074 

50 432 

P 

WOODY.C.O. 

8711160241 

50-250 


WiaQINS,GJ. 

0711250264* 

CONTRACT 


WlTHERS.OO- 

8711080168 

SO 482 

s 

WOODY, CO. 

8711160267 

50-250 

Ij 

WIGGINS.J 

6711090130 

50-317 

S 

WITHERS.aO. 

8711000167 

50 482 

5 

WOODY, CO. 

8711170113 

50-251 


WIQGINSJ 

8711100132 

60-293 

s 

withers.bd 

8711170138 

50 482 

R 

WOODY.C.O. 

8711170217 

50-250 


WIGGINS.J. 

0711160134 

50-293 

s 

WITMERS.eo 

67III00067 

so 482 

0 

WOODY.C.O. 

8711170273 

50-250 

Q 

WIGQINS.J 

0711230267 

60-412 

s 

WITH6RS.Q.O. 

8711100211 

50 402 

S 

WOODY.C.O. 

8711190178 

50-250 

R 

WIQQINS.J T. 

8711020226 

50-29 

Q 

WITHERS.6 0. 

8711200(33 

50 482 

s 

WOODY, CO. 

8711190101 

50-250 

s 

WIOGINS.J.T. 

8711040160 

50-309 

Q 

WITHERS.e 0. 

871(200320 

50 482 

s 

WOODY.C.O. 

8711100203 

50-335 

S 

WIOGINS.J.T. 

8711060023 

60 412 

Q 

win.FJ. 

8711240(17* 

50 334 

p 

WOOOY.C.O. 

8711100290 

50-335 

F 

WIGQINS.J.T. 

6711180041 

50-443 

Q 

winMAN.n 

871(180021 

50-302 

F 

WOOOY.C.O. 

0711100293 

60-250 

Q 

WIOOINS.J T. 

8711230447 

50-307 

Q 

WinMAN.R. 

071 1180024 

50-302 

F 

WOOOY.C.O. 

8711200073 

50-260 

S 

WIQGINSJ T. 

8711230446 

50334 

0 

WITTMAN.R 

8711160026 

50-302 

F 

WOODY.C.O. 

8711200111 

60-250 


WIQG'NTON.OL 

8711020006 

50-316 

P 

WinMAN.R 

6711180032 

50-302 

F 

WOODY, C 0. 

8711200100 

60-330 


WIQQ'NION.QU. 

0711020076 

50-315 

F 

WITTMAN.R. 

8711160115 

SO-302 

F 

WOODY, CO. 

8711200189 

50-250 

p 

WlOQNTON.OL 

0711030300 

50-463 

P 

WinMAN.R. 

8711240137 

60-302 

F 

WOODY.C.O. 

8711200348 

60-335 

E 

WIOO'NTON.O L. 

0711030430 

50-315 

P 

WinMAN.fl. 

8711250015 

50-302 

F 

WOODY.C.O. 

8711230358 

60-389 

E 

WIGOINTON.OI. 

8711030535 

50-315 

P 

WIT2K3.W.F. 

6711050231 

50-219 

R 

WOODY.C.O. 

8711230444 

50-250 

R 

WIQOiNTON.O.l. 

8711050196 

60-316 

P 

WOHL^ML 

8711100085 

REVIEW on P 

WOODY.C.O. 

8711240028 

60-250 

R 

WIQGINTON.OL. 

8711260095 

50-316 

P 

WOLFfe.Sj. 

87110401(» 

50-381 

Q 

WOODY ,C.O. 

8711240116 

60-250 

Q 

W'^GQINTONOl. 

8711250097 

50-266 

S 

WOLFE.SJ 

671I110IM4 

50-320 

G 

WOODY.C.O. 

8711240199 

60-250 

P 

W-LOUNQ.n 6. 

0711160104 

NUREQ 


WOLFE.S.J. 

8711100005 

50-352 

0 

WOODY .C.O. 

8711240308 

50-260 

F 

W 1 LOU 8 .W. 9 . 

6711040100 

60 302 

P 

WONO.C. 

6711100388 

NUREQ 


WOODY.C.O. 

8711250228 

50-250 

Q 

WLiARO.SC. 

0711040192 

50-259 

s 

WOOOAftO.C. 

8711090387’ 

50-293 

0 

WOODY.C.O. 

8711200110 

60-335 

6 

W*LLAR0,3.C. 

8711100342 

60-269 

s 

WOOOARO.J.O. 

0711020488 

50-345 

S 

WOODY .C.O. 

871 1300178 

50-335 

F 

W:LLARO,d.C. 

8711200385 

60-296 

s 

WOOOARD.J.O- 

871 1 130320* 

50-346 

V 

WOODY.C.O. 

87 II 300248 

60-250 

F 

W.LUAMS.J.H. 

0711090147* 

50-277 

0 

WOOOARO.J.O. 

6711160101 

60-346 

8 

WOODYC.O. 

6711300254 

50-250 


W'LUAMSJ.H. 

8711090260* 

60-353 

Q 

WOOOARO.JO 

6711160121 

50-346 

S 

WOOLD^N.DR. 

87IIII0155 

50-445 

S 

W.LUAMS.MQ 

8711020341 

50-482 

s 

WOOOARO.JO- 

6711160134 

60-346 

S 

WOOLDRIOSE.n.A. 

6711110051 

60-445 

c 

WUUAMS.MG. 

6711020439 

50-402 

s 

WOOOARO.J.O. 

671 1 190139 

50-364 

S 

WOOLDR 1 DQE.R.A 

8711170051 

£0-445 

c 

WUtlAMS.MG 

8711030252 

60-482 

s 

WOOOAROJ-D. 

071 1 190233 

60-384 

R 

WOOLDR 1 DQE.R.A 

871 1170051 

60-445 

< 

WULIAMS.MO 

6711040303 

60-462 

s 

WOOOARO.JO. 

0711200040 

50346 

s 

WOOLDn(DQE.n.A. 

6711170004 

50-446 

c 

WILLIAMS.M.G. 

8711060188 

60-482 

s 

WOOOARO.J D. 

0711200103 

50 346 

R 

WOOUDRIDQE.R.A. 

0711170004 

50-445 

c 

WULIAMS.M.Q. 

8711090167 

60-462 

s 

WOOOLAN.O-R- 

6711020220 

50-445 

S 

WOOLORIDQE,R.A. 

8711170116 

50-445 

c 

WiaiAMSAI 0 

8711170136 

50-482 

R 

WOOOLAN.DR 

8711020337 

50 445 

s 

WOOLOniDGE.R.A. 

0711170116 

50-445 

c 

W1LLIAMS.M Q 

6711190211 

50-482 

s 

WOODLAN.O.R. 

871 1020372 

60-445 

s 

WOOLDniDQE.R.A. 

8711100084 

50-446 

( 

W1LLIAMS.M Q 

8711200133 

50-482 

s 

WOOOIAM.OR. 

8711020401 

50 446 

s 

WOOLDRIDQE.R.A. 

8711100004 

50-445 

( 

WiaiAMS.M.Q. 

8711200328 

60-482 

S 

WOOOUM.O-H. 

0711020415 

50-446 

s 

WOOLRIDGE.n.A 

8711040101 

50445 

< 

WILLIAMS.M.H. 

8708270170* 

60-276 

Q 

WOOOLAN.O-H. 

6711020435 

50-446 

s 

WOOLHIDQE.n.A. 

8711040101 

60-445 

c 

WILLIAMS.N H. 

8711130086 

50-446 

A 

WOODLAM.O-H. 

871 1020460 

60-446 

s 

WQOSLAN.DR. 

8711100372 

50-445 


W1LLIAMS.N.H. 

6711240123 

50-446 

A 

WOODLAN.OR- 

8711020473 

50-446 

s 

WORMSLEY.JA. 

8711190230* 

60-327 


W1LIIAMS.N H. 

8711240133 

60-446 

A 

WOOOLAN.OR 

8711020483 

50-446 

A 

WORMSLEY.JA. 

8711100237* 

60-327 


WILIIAMS.N H. 

0711240237 

60-445 

A 

WOODLAN.DR- 

8711020490 

60 446 

s 

WOS.G.F. 

8711050113 

71 839 


WILIIAMS.N H. 

0711260067 

60-445 

A 

WOOOLAN.D-R- 

8711030276 

50-446 

A 

WOS.Q F. 

8711050123’ 

71-839 


W1Ll«AMS.P. 

6711030016 

PROJ 


WOODLAN.D-R. 

8711130110 

SO 446 

S 

WOS.G.F. 

8711050131* 

71-039 


WILIIAMS.R.E. 

8711160298* 

CONTRACT 


WOODLAN.O.R. 

8711130125 

50-445 

A 

WRIGHT, F.N. 

8711190228' 

50-269 

c 

W LlWWS.R.0. 

8711020359 

60 267 

S 

WOOOLAM.O-R. 

8711130120 

60 145 

0 

WHIGHT.O.C. 

8711090318 

50-458 

c 

w:LirA^S.R.O. 

S7U040052 

80-287 

P 

WOOOLAM,0-R. 

67I1I301S7 

50-445 

F 

WRIGHT, Q.C. 

6711300211 

60454 

\ 

w:urAMS.R.o. 

0711060030 

60-267 

S 

WOODLAM.O.R. 

B7III30I78 

50-446 

A 

YADAR,n.L. 

8711110132' 

50-445 

/ 

WUrAMS,fl.O. 

6711130144 

60-267 

H 

WOODLAN,O.R. 

8711130245 

60 446 

S 

YAGER, R-M. 

8711040327' 

50-201 

f 

w;luam$.r.o. 

8711160235 

60-267 

S 

WOO[>LAN.Oi». 

6711130308 

50-446 

s 

YAGER, n.M. 

8711040374' 

60-201 


WLllAVS.R.0. 

0711200287 

60-267 

R 

WOOOLAN.D.B- 

8711130345 

50-445 

s 

YANDEIL.L. 

8711170100 

504'.2 

1 

WaLIAMS.R.O. 

6711200323 

60-207 

F 

WOC:»}LAN.DR 

8711160067 

60-446 

Q 

YANDEIL.L 

8711200327 

50-462 

t 

WiLLIAUS,R.O. 

8711230431 

60-267 

F 

WOOOI-AN.O.B. 

87(1160087 

60-445 

s 

YANDEIL.L.A. 

8711130267 

50-72 

c 

WILIIS.R.A. 

6711240165 

50-400 

F 

WOOD LAN, D.R. 

87(1100287 

50-445 

s 

YANDELL.LA. 

8711170109* 

50-482 

c 

WT-LSEY.W.B. 

8711160306 

60-171 

P 

WOOOLAN.OR. 

871(170096 

60-445 

s 

YANDELl.LA, 

8711230402' 

50-313 

c 

WH.SON.0. 

8711020036* 

60-260 

Q 

WOODl-AN,O.R. 

87III70IOI 

60-445 

s 

YANDELL.LA 

8711300097’ 

60-498 

c 

W11SON.B. 

0711230162* 

50-336 

Q 

WOODLANAR 

8711170112 

50-446 

s 

YANICHKO.S.E. 

8711100376’ 

60-482 

F 

WILSOMJ.H. 

0711020201 

50-362 

P 

WOODLAN.O.R. 

671(170170 

50-445 

s 

YANICHKO.S.E. 

8713170246* 

50-483 

F 

W1LSONJH 

0711020278 

50 382 

P 

WOODLAN.D.R. 

8711170177 

60-445 

5 

YOSHIMURA.T. 

8711090010 

XPORTLIC 


WL80NJ.H. 

6711190295 

60-382 

P 

WOOOI-AN.D.B- 

87lliroi66 

50-445 

S 

YOSHIWURA.T. 

8711090038’ 

XPORTLIC 


WILSON.K.R. 

8711020494 

60-302 

P 

WOOOLAN.D.R. 

8711)70236 

50-446 

5 

YOUNG, L. 

6711240208* 

40-7580 


WILSON, K.R. 

6711030083 

50-302 

P 

WOOOLAN.D.R. 

8711170276 

60-445 

s 

YOUNG, M A. 

6711170011 

50-335 

c 

WILSON, K.R. 

8711190293 

60-302 

P 

WOODI-AN.O.R. 

8711180046 

50-445 

A 

YOUNG.MA. 

8711190020 

50-445 

c 

WIISON.MA. 

8711200216 

PR 


WOOOUAN.O.R. 

8711(80071 

60-445 

A 

YOUNQ.MA. 

8711190035 

60445 

c 

WILSON.R F. 

8711180020 

50-219 

P 

WOODLANO.J- 

8711240048 

50-348 

F 

YOUNQ.MF. 

8711100095 

NUREQ 


WILSON, R.F. 

B711300077 

60-219 

P 

WOODY.&O. 

87110^374 

60-260 

R 

YOUNQBLOOD.B-J. 

8711100309' 

60482 


W1NX,L.J. 

8711180169* 

60-410 

Q 

WOODY.C.O. 

87110^406 

60-250 

P 

YOUNQBLOOD.S. 

8711200241 

PR 



AUTHOR ACCESSION SUBJECT 

HUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJEC 

NUMBER CATEGO 


YOUNGSLCWD.T.H. 

6711100401 

50-327 

F 

2ECH.LW. 

8711020067 

PR 


ZIMMERMAN.S.n. 

YUANN.fl 

6711230401 

NUBEG 


2ECH.L.W. 

8711020130 

PR 


ZIMMERMAN.S.R. 

YUHAS.G P. 

8711060144* 

50-133 

0 

2ECH.LW- 

8711020432 

PR 


ZIMMERMAN.S.n. 

YU HAS, G P 

8711130156’ 

50-312 

0 

2ECH.L-W 

8711020450 

50-322 

H 

ZIMMERMAN.S R. 

YUHAS.G P 

6711190107* 

50-206 

Q 

2ECH.LW. 

8711040022* 

SO 293 

P 

ZIMMERMAN.S.n. 

YUNQ.YY. 

8711170252 

REVIEW GR P 

2CCH.L-W- 

8711100011 

50-443 

U 

ZIMMERMAN.S R. 

YUNG.Y.Y. 

8711170252 

REVIEW GR P 

ZECH.LW. 

8711110104 

60-443 

0 

ZIMMERMAN.S.n. 

ZAHNLEUTER.R J 

8711040088 

50-322 

Q 

2ECH.I.W. 

8711200084 

COMMISSION 

ZIMMERMAN.S.n. 

ZAHNLEUTER.R J. 

8711170016 

50-322 

G 

2ECH.L.W- 

8711240260 

COMMISSION 

ZIMMERMAN.S.R. 

ZUPKO.J.M. 

26CH.G G 

8711020066 

50-259 

Q 

ZECH.LW- 

8711250019 

COMMISSION 

ZECH.GG 

8711130050 

50-259 

Q 

2ECH.L.W. 

8711256070 

COMMISSION 

ZUPKO.J.M. 

ZUPKO.J.M. 

ZUPKO.J-M 

Z6CH.G G 

6711130076 

50-259 

F 

2ECH.L.W. 

8711260107 

50-171 

G 

ZECH.G.G. 

8711130084 

50-259 

0 

ZECH.I W 

6711250120 

COMMISSION 

ZECH.GG. 

8711130182 

50-327 

Q 

2ENGER.6.H. 

8711200292 

PR 


ZECH.GG 

8711130231 

50 327 

0 

2EUOIN.L.8 

8711110087 

50-322 

Q 

ZUPKO.J.M. 

ZUPKO.J.M. 

2ECH.G G 

8711160082 

50-327 

0 

2IEMIANSKI.E. 

8711030309* 

50-293 

F 

ZUPKO,J.M. 

ZECH.G G 

8711160234 

50327 

0 

2IMMERMAN.RJ>. 

8711020384 

50-275 

Q 

ZeCH.Q Q 

8711190137 

50-390 

0 

2IMMERMAN.R P 

8711030522 

50-344 

Q 

2UPKO.J.M. 

ZECH.OG. 

8711190260 

50-327 

0 

2IMMERMAN.R P. 

8711060118 

60-397 

Q 

ZUPKO.J.M. 

Z6CH.QG 

8711190273 

50-390 

0 

2lMMERMAN.ft.P 

871 1060120’ 

50-397 

0 

ZWOLINSKI,J.A 

2WOLINSKI.J.A. 

ZECH.G.G 

8711190281 

50-327 

0 

ZIMMERMAN R P 

8711090093 

50-276 

Q 

ZECH.G.G. 

8711230187 

50-259 

F 

ZlMMERMAN.n P. 

8711190318 

50-208 

0 

ZWOUNSKI,J.A 

ZECH.G G 

8711230425 

50-259 

0 

2IMMERMAN.RJ>. 

871 1240127 

50-275 

0 

ZWOUNSKIJ.A. 
ZWOLINSKI.J A. 
ZWOI.INSKI,J.A 

ZECH.GG 

6711300046 

50-259 

0 

ZIMMERMAN.RP. 

6711240224 

60-312 

0 

ZECH.G Q 

6711300054' 

50-259 

0 

ZIMMERMAN^ P. 

87II30010S 

60-344 

Q 

ZECH.LW 

8710230006 

50-293 

F 

2lMMERMAN.Sa 

871 1030371 

50-400 

P 

ZWOLINSKI,J A. 

ZECH.LW. 

8711020060 

PR 


ZIMMERMAN.SR. 

8711030429 

50-400 

P 

ZWOLINSKI.J.A. 


071I0(!0100 60->100 
6711000154 60-201 
87I11C0102 60-326 
6711170110 60-324 
0711170120 60-400 

6711170140 60-400 
6711100163 60-261 
6711200220 60324 
6711200243 60-201 
0711100200 60-311 

0711100310 60-311 
6711100370 50-272 
6711100502 60-272 
6711170041 60-272 
6711300070 60-311 

6711300000 60-311 
0711300207 50-272 
6711300264 60-272 
0711020004 60 327 
6711020104 60-327 

0711020100* 50 327 
0711030300 50 327 
0711030513 60-327 
0711060214 60-327 
0711060210* 60 327 

6711100023 60 320 



CORPORATE SOURCE INDEX 


The sublect category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents." 


AUTHOR AFFfUATION 


ANBEX. Inc. 

ASEA Alom. Inc. 

Advanced Nuclear Fuels Corp. ((ormerly 
Eiaon NudeaiTCo., Inc.) 


A&f.ioy Cou.'icir on Hisloric Proaen/atio 
Av and Waler Po'iui on Patrol 
AJabama Power Co 


Aaske, Slate of 
A:iiod-Srgnal Corp. 
hlMM Rosowces. Itto. 

A-wncan Nuclear Corp. 

A~ier<8n Red Cross Nassau County Chapter 
Miroo'a. NV 

A*ier>can Weld-ng hstiiule 
A“ie^“7. WA 


Arlhony, R.L. 


Amona K-clear Power Pro)ect (lormerly 
Afuonj Pub!iO Setvico Co ] 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


0711300203 

NUnEQ 



8711030275 

50-526 

p 

S7IIOS0179‘ 

TOPHEP 



8711030275 

e 0-528 

p 

0711030352* 

FOIA 



8711030552 

50-526 

Q 





8711040001 

50-528 

s 

8711100130 

71-9217 



8711040105 

50-528 

Q 

6711100Me* 

71-B217 



0711040105 

50-526 

Q 

0711160103 

TOPREP 



8711040105 

60-528 

Q 

0711160106* 

TOPREP 



87 11040235 

£0-526 

P 

8711100046 

XPORTLIC 



8711040250 

£0-528 

p 

0711250141 

60-307 

P 


8711040269 

50-628 

P 

0711040105 

60-352 

G 


8711040260 

£1)526 

P 

0711100022 

60-352 

Q 


8711060162 

50-526 

F 

8711020466 

&0'348 

S 


8711030162 

£0528 

F 

0711030350 

60-348 

P 


8711060152 

50-528 

F 

87I1030S33 

60-348 

0 


8711060107 

60528 

F 

6711030533 

SO-348 

0 


6711060107 

£0-526 

F 

8711100313 

60-340 

0 


6711060107 

50-526 

F 

0711100512 

50-340 

s 


071 1090151 

50-529 

S 

0711100512 

50-340 

s 


6711090157 

50-530 

P 

87III3026I 

50-340 

p 


6711090345 

50 529 

s 

0711130261 

50-348 

p 


6711100263 

50-529 

8 

0711130320* 

50-340 

V 


67I1I20071 

00-626 

s 

0711160101 

50-346 

s 


8711120126 

50-526 

P 

0711 100121 

60-340 

8 


0711120126 

00-026 

P 

8711100134 

60-340 

8 


0711 120157 

50-529 

s 

0711160110 

50-364 

8 


0711100070 

■50-529 

s 

0711100130 

50-364 

8 


8711100167 

50-529 

8 

0711100233 

60-384 

R 


0711100232 

50-530 

8 

0711200040 

S(F340 

S 


6711180307 

50-526 

P 

0711200(03 

60 340 

R 


0711190307 

50-520 

P 

0711200217 

60 348 

F 


8711 100310* 

S0-S2O 

P 

0711230293 

SO 348 

0 


6711160310’ 

50626 

P 

8711240046 

50-348 

F 


6711170204 

50-526 

0 

0711240046 

60 348 

r 


671I17020S 

50-530 

P 

0711260020 

60-346 

f 


6711170200 

50-528 

R 

0711250020 

60-348 

F 


0711100000 

50-520 

F 

6711300064 

60 348 

Q 


6711100000 

£0526 

F 

8711300069 

60-348 

P 


6711190000 

50-526 

F 

0711300135 

60-346 

0 


6711190147 

50-530 

Q 

0711300224 

60394 

P 


8711240247 

60-526 

P 

8711250144* 

60-171 

Q 


0711240247 

50-528 

P 

6711040264 

40-3392 



0711240247 

50-626 

P 

6711160313 

408926 



0711240255 

60 528 

P 

6711160314 

40-8926 



6711240255 

60-528 

P 

8711100300 

40-4492 



6711240255 

50-528 

P 

0711240040 

60322 

O 


6711240260* 

50-526 

P 





0711240266* 

60-528 

P 

8711160306* 

CONTRACT 



8711240266* 

60-528 

P 

8711110047 

60-443 

Q 


B711260I85 

60-529 

S 

0711110047 

60-443 

O 


0711260190 

50-530 

s 

0711110006* 

fiO-443 

G 


6711260270 

50-528 

F 

0711110070 

50-443 

Q 


0711260279 

60-528 

F 

0711110070 

60-443 

G 


0711260270 

50-523 

F 

0711040060 

60-352 

G 


8711300176 

60 529 

S 

8711 190068 

60-352 

O 


8711300177 

60-529 

s 

8711240021 

60-352 

0 


0711300193 

50 520 

8 

0711020066 

60-028 

V 


0711300266 

60-530 

S 




Arizona, Univ. of. Tucson AZ 

071 1100270 

NUREG 


0711020056 

60-028 

V 

Arkottsas Power 8 Light Co. 

B7I1020217 

50313 

F 

8711020050 

60-026 

V 


0711030265 

50-313 

P 

8711020100 

60-828 

O 


8711030343 

60-313 

S 

8711020100 

60-628 

o 


8711030462 

60-369 

P 

8711020108 

00-028 

Q 


8711030400* 

50-308 

P 

8711020410 

60-029 

8 


8711030490 

50366 

P 

8711020479 

50-529 

S 


6711030494* 

60-368 

P 

8711030019 

50529 

S 


6711040343 

50-368 

P 

8711030169 

60-520 

S 


8711040346' 

60-360 

P 

8711030260 

60-528 

P 


3711050003 

50-360 

P 


255 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Afkanses, Untv. of. Fayotleville, AR 

Arm/, Oept. ol. Army Enginaoi Waterways 

Experfmont Station 

Ailant.'C Richfield Co. (ARCO) 

Australian Atomic Energy Commits 'on 
Automatic MensgomenI Consultants. Inc. 

BP America. Inc. 

Babcock & W<lcox Co. 


Backus. Meyer & Solomon 


Sellimore Oas & Eloctric Co. 


Ballelle Mamorial rnslitule, Columbus 
Laboratories 

Baneile Memorial inatiiule. Pacific 
Northwest Laboratories 


Baer Creak Uranium Co. 

Bochtel Power Corp. 

Bishop, Cook, Purcell & Reynolds 

Boston Edison Co. 


B71 1050005’ 

60-366 

P 


8711160012* 

50-293 

87tl0501G3 

50-313 

F 


8711170006* 

50-293 

071 1050189 

60-313 

F 


0711170006* 

50-293 

0711060243 

50-368 

S 


8711170007* 

60-293 

071 1 170273* 

50-313 

Q 


0711170006* 

50-293 

0711190202 

50-313 

F 


0711170009* 

50-293 

0711200131* 

60-313 

O 


0711170010* 

50-293 

0711230303* 

50-313 

0 


8711170020* 

50-293 

0711230363* 

50-313 

o 


0711170032* 

60-293 

0711060109* 

CONTRACT 



8711170218 

50-293 

6711160066’ 

CONTRACT 



0711180034 

50-293 





6711200244 

60-293 

0711160274 

40 6602 



8711230074* 

60-293 

8711160064 

NUREG 



8711230109 

60 293 

0711180033* 

CONTRACT 



8711230290 

50-293 

6711190004* 

40-8904 



6711300133 

50-293 

8711030230 

TOPREP 



8711300163 

50 293 

0711030364* 

FCHA 


Brookhaven National Laboratory 

8711020296* 

50-382 

6711040354 

70-27 


6711090389 

NUREG 

6711050053 

TOPREP 



6711100129 

NUREG 

671 1090178 

TOPREP 


C-E Operaling Plants Owners Group 

CRC Syslans. Inc. 

8711130327 

TOPREP 

8711090360* 

TOPREP 


8711230282* 

CONTRACT 

6711 160260 

60 312 

H 

8711240291* 

CONTRACT 

6711170194 

50-269 

H 

CYGNA Energy Services 

8711130086 

50-445 

0711 190306’ 

60-302 

P 

* 

8711240123 

50 445 

0711100310* 

50-302 

P 


8711240123 

50 445 

6711200332 

70-824 



8711240133 

50-445 

6711200366 

71-9216 



6711240133 

60445 

6711240168 

70 27 



8711240237 

50-445 

6711300216* 

70-135 



8711240237 

50-445 

6711040106 

50-443 

G 


8711250067 

50-446 

6711110006 

50-443 

G 


8711250057 

50-445 

07111 00007 

50-443 

G 

Caiiloinla. Univ. of, Los Angelas, CA 

8711180040 

NUREG 

8711190007 

50-443 

G 

8711200262 

PR 

0711180011* 

60-443 

0 

Cafilomia. Univ. of. Santa Barbara, CA 

8711090014* 

CONTRACT 

0711190011* 

60-443 

G 


8711160052* 

CONTRACT 

0711100024* 

60-443 

G 

Can^sign Research, Inc. 

0711110111* 

50-322 

6711190024* 

60-443 

G 

Canada, Govt, of 

8711100368 

NUREG 

6711190030* 

60-443 

G 

Canadian Commercial Coip. 

8711100380 

NUREG 

S7U 190036* 

50-443 

G 

Carlow Associaies, inc. 

6711130097 

TOPREP 

0711090202 

60-316 

P 


8711130099* 

TOPREP 

0711090219 

50-317 

P 

Catkins Power & Light Co. 

6711020304 

60-400 

6711090303 

50-316 

P 

8711020336 

60-261 

6711130056 

60-317 

0 


6711030371 

60-400 

67II13023S 

60-317 

s 


8711030429 

50-400 

671 1160162 

50-316 

S 


6711030446 

60-261 

8711160066 

50-316 

p 


6711030511 

60-400 

8711190159 

50-317 

p 


6711030543 

60-324 

871 1190231 

50-317 

F 


8711040269* 

60-324 

6711190231 

60-317 

F 


6711050107 

60-400 

8711190299 

60-317 

F 


6711060106 

50-400 

6711190269 

60-317 

F 


6711060154 

60-261 

6711230023 

71-9216 



6711000019 

50-261 

6711230269 

60-317 

R 


6711090361 

60-281 

8711230272* 

60-317 

R 


6711090369 

50-400 

8711230276* 

50-317 

R 


8711090375* 

50-400 

0711230276* 

60-317 

R 


6711100445 

50-400 

6711300116 

50-317 

P 


8711130093 

60-400 

6711300106 

60-317 

F 


6711130172 

60-400 

6711300166 

50-317 

F 


6711130261 

50-400 

6711300237 

60-317 

F 


8711130297 

50-324 

6711160098* 

CONTRACT 



6711130376 

50-324 





8711160182 

50-325 

6709090373* 

50-247 

0 


8711160269 

60-400 





8711160299 

50-261 

6711160164 

NOREO 



8711170119 

50-324 

8711170077* 

TOPREP 



8711170119 

50-324 

8711170078* 

TOPREP 



8711170126 

60-400 

8711170006* 

TOPREP 



8711170146 

50-400 

8711170008' 

TOPREP 



8711180016 

50-400 

8711030037 

40-6452 



8711180123 

50-400 

8711160283 

40-8452 



8711180128* 

60-400 

8711170055 

40-8462 



8711190163 

60-261 

8711100269 

PB 



8711200226 

60-324 

8711020032 

50-416 

0 


8711200226 

50-324 

6711020083 

50-293 

F 


6711200243 

60-261 

8711020334 

50-293 

R 


8711200243 

50-261 

8711030309* 

50-283 

F 


6711200243 

60-261 

0711030457* 

50-293 

P 


B711200310 

50-261 

8711030474* 

50-293 

P 


6711200310 

60-261 

6711030483* 

50-293 

P 


6711200310 

60-261 

0711040035* 

50-293 

P 


6711200310 

60-261 

6711040061 

50-293 

F 


6711200310 

60-261 

6711050119 

60-293 

0 


6711200324 

60-324 

8711050160 

50-293 

F 


8711230206 

50-400 

8711060142 

50-293 

P 


8711230376 

60-324 

6711060247 

50-293 

P 


8711230387* 

50-324 

8711090208 

50-293 

0 


8711230400 

50-324 

0711100421 

50-293 

F 


6711230400 

63-324 



AUTHOR AFFILIATION 


Tocci Associates, Inc. 

«n‘.ei' lor Nuclear Rosponsibiilty 

ieniral Maine Medical Cenier, Lewision, 
IE 

hK«vta!i, Uriv. of, College ol 
■edtone, Cwicinriali, OH 
nien Alert 

:aia.is Association lor Sound Energy 
leve'end Efecirfc Illuminating Co. 


teveiand-C'ifls Iron Co. 


<l^aa 8 OIppell, P C. 
otorado, Stale ol 

olur^ Gas Transmission Corp. {subs o 
•AmbiaOas Sys, Inc ) 

^ribuiilen Engineering, Inc. 


lommotce, Oepi. of, Nailonal Bureau ol 
iliKte-dS 


^onitPonweaTh Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


0711240156 

60 400 

F 

0711240248 

60-324 

P 

0711300079 

60-324 

F 

8711300070 

60-324 

F 

6711300147 

50-400 

P 

8711300163’ 

50-400 

P 

8711300173 

50-324 

Q 

0711190026’ 

50443 

Q 

8711100057’ 

50-443 

G 

8711040186 

60-250 

G 

8711100319 

PR 


8711100335 

PR 


071 t 160069 

FOIA 


8711040135 

60-445 

G 

0711190051 

50-445 

Q 

6711030047 

60-440 

S 

0711030005' 

50-440 

S 

871 1030082* 

50-440 

S 

8711040102 

60-440 

F 

8711040182 

50-440 

F 

0711050221 

60-440 

P 

8711100410 

50-440 

F 

0711100437 

60-440 

S 

8711160219 

60 440 

o 

8711160294 

60-440 

p 

8711190091 

60 440 

R 

8711190116 

50 440 

S 

8711200276 

60-440 

0 

8711240094 

60-440 

P 

8711240210 

60-440 

P 

8711240217* 

60-440 

P 

8711300256 

60 440 

F 

6711170004 

40 07U 


8711170178 

40-67M 


6711170244 

40 8714 


8711230208 

40-8714 


8711110105* 

50-322 

Q 

8711020150' 

STATE PRO 

0 

8711090017 

71-0021 


8008080190* 

60-20 

P 

8711040060 

71-6294 


8711050013 

70-1100 


8711060112 

NUREO 


8711090027 

50-388 

$ 

0711100213' 

PflOJ 


0711130146 

NUREO 


8711200214 

PR 


0711230055 

71-6294 


8711230076' 

71-6294 


8711230315 

TOPREP 


8711090103' 

CONTRACT 


8711090211 

NUREO 


6711250004' 

CONTRACT 


8711020224 

60-249 

Q 

0711020273 

50-458 

S 

8711020312 

50-454 

S 

8711020389 

50-454 

P 

8711020369 

60-454 

P 

0711020389 

50-464 

P 

8711020389 

50-464 

P 

8711020390 

60-295 

P 

8711020390 

50 296 

P 

0711020400' 

50-295 

P 

6711O20400’ 

60-295 

P 

8711020429 

60-264 

O 

6711020531 

60-456 

5 

8711030093 

60-237 

0 

8711030096 

60-373 

P 

671I03009S 

60-373 

P 

8711030112 

60-466 

F 

8711030126 

60-249 

S 

6711030272 

60-237 

F 

8711030291 

60-466 

F 

8711030510 

60-373 

S 

8711030518 

60-454 

F 

8711030524 

60-237 

P 

8711030660 

60-295 

F 

8711030560 

60-295 

F 

8711040306 

60-295 

P 

6711040331 

60-237 

S 

8711050007 

60-295 

0 

8711050007 

60-295 

0 

8711050141 

60-374 

8 

8711060076 

60-237 

8 

8711060105 

60-296 

Q 


8711060163 60-454 
8711060195* 50-454 
6711060195' 60-454 
6711060236 60-t0 
6711060231 50-456 

6711090033 50-456 
6711090115 50-456 
6711090295 50237 
6711090317' 60-237 
6711090326 50-373 

6711090352 50-456 
6711090352 50-456 
6711100042* 50-455 
6711100301 50-455 
6711100325 50-455 

871)100332 50-458 
3711100390 50 456 
8711100304' 60-456 
3711100443 60-374 
3711120064 50-254 

3711130003 60-10 
3711130003 .60-10 
3711130101 60-373 
3711130244 50 237 
0711160147 50 456 

8711180149 50-295 
3711160160 50-374 
8711170116 S02S4 
6711170116 50-264 
3711170147* 50-264 

3711170147* 50-264 
0711170166 50264 
3711170172 50454 
3711170243 50-237 
3711170243 60-237 

3711170243 50 237 
3711170265 50-454 
8711170265 50 454 
3711170266 50454 
8711170266 50454 

0711170270’ 60-454 
8711170270' 50-454 
8711170270’ 60-454 
8711170270’ 60454 
0711170271 50-454 

0711170271 60-4S4 
6711170271 60-454 
8711170271 50-454 
8711170271 60-464 
0711170274' 60-454 

8711170274' 50-454 
6711170274' 60-454 
8711170274' 60-454 
6711170274* 60-454 
8711170299 60-373 

6711170299 50-373 
8711170300* 60-373 
8711170300* 60-373 
8711160002 60-454 
8711130002 60-454 

8711190123 60-237 
871 1 100126 60-237 
8711100192 50-456 
8711100202 60-464 
8711180214 60-456 

8711100219 60-456 
871110024 9 60-237 
8711190311* 60-237 
8711200029 60-237 
8711200112 60-237 

6711200143 60-237 
8711200163 60-237 
8711200322 60-373 
8711230031 60-374 
8711230159 50-237 

8711240072 60-374 
8711240109 60-237 
8711240129 60-295 
8711240142 60-295 
8711240144 60-456 


8711240179* 60-454 K 
8711240179* 60-454 K 
8711240179* 60-454 K 
6711240179’ 60-464 K 
8711240190 60-374 S 

8711240215 60-254 F 
6711240236 50-264 P 
3711240260* 50-264 P 
8711240251 60-464 F 


tommm-o i/iUiUiJtw wcocncna) aia-omm m-num-n -nuTiTm O'oa-n'n n-oOOco toc/>wo-o -dOOcaco -n-nOOO 


6711240266 

50-295 

F 

Covlnglon & Burling 

8711190077 

M- ■F' ‘ -i 

8711250017 

50-373 

P 

CUInary Workers Lmlon 

8711120055 

FOIA 

8711250028* 

50-373 

P 

DeVyland Power Cooperative 

8711060122 

50-409 

3711260026 

50-254 

F 

8711060305 

50-409 

8711250035 

50 454 

K 


8711130133 

50-409 

8711250035 

50-454 

K 


8711200195 

60-409 

8711250035 

50-454 

K 


8711200200' 

50409 

8711260065 

SO-249 

O 

Danbury Hosp., Danbury, CT 

Oein»t bd son Co. 

8711110033 

PR 

8711300063 

50-254 

P 

8711020069 

50-341 

8711300093* 

50 254 

P 


8711020348 

50-341 

8711300103 

50-456 

Q 


8711020349 

50-341 

8711300103 

5D-456 

Q 


8711020404 

60-341 

8711300104 

50457 

Q 


8711020510 

50-341 

8711300269 

50-10 

F 


8711030466 

60-341 

Concorned Otiiens lor SNEC Safety 671 1300060 

SO 146 

H 


8711050158 

50-341 

Connecticut Yankee Atomic Power co. 6711020161 

50-213 

P 


8711050172 

60-341 

8711030214 

50-213 

P 


8711080083 

50-341 

8711060077 

50-213 

F 


6711080165 

50-341 

8711090330 

60-213 

H 


8711100352 

50-341 

671 1090330 

60-213 

H 


8711120087 

50-341 

6711090378 

50-213 

S 


8711170163 

50-341 

8711170250 

60-213 

F 


8711160009 

50 341 

8711190103 

50213 

R 


8711190270 

60-341 

871 1200148 

50-213 

P 


8711200121 

60-341 

6711230142 

50-213 

P 


0711230010 

50-341 

8711230307 

50-213 

P 


8711240274 

60-341 

8711230310* 

50-213 

P 


6711240266* 

50341 

8711240098 

50-213 

P 


8711250016 

50-341 

8711240106* 

50-213 

P 


8711250020* 

60-341 

8711240140 

60-213 

F 


8711250228 

50341 

8711240286 

50213 

S 


8711300088 

50-341 

Connai avifetleihatin 8711040098 

SO-352 

0 

Doc Search Aesoclatos 

871103D233 

FOIA 

8711110052 

50 352 

G 


6711030332 

FOIA 

8711160138 

FOlA 



8711130339 

FOIA 

Conservat.on Foundation 871 104Q064 

AOVCM 



8711250194 

50-397 

Consolidated Edison Co. o( New York. Ino Q7i iO302iO 

50-3 

F 

Duke Power Co 

8711020331 

50-389 

8711030210 

604 

F 


8711020306 

50389 

8711030216* 

60-3 

f 


8711020440 

50-413 

8711040037 

60-247 

Q 


8711030285 

50-360 

8711050144 

60-247 

O 


8711030295 

50-389 

8711060275 

60 247 

f 


8711030324 

50-413 

8711090263 

50-247 

P 


8711030324 

60-413 

8711110006 

Pfl 



8711030331* 

50-413 

87M130218 

60 247 

F 


9711030331* 

60-413 

8711160077 

50-247 

P 


8711030925 

50-399 

8711160236 

50-247 

S 


8711060036 

50-413 

6711 (60258 

50-247 

o 


8711060039 

60299 

6711170137 

50-247 

8 


8711060114 

60-413 

8711170165 

50-247 

0 


9711050114 

60-413 

8711800291 

50-247 

o 


8711030154 

REoao 

Consumers Power Go 87il020384 

50-259 

o 


8711080180 

60-369 

8711030234 

60-299 

p 


8711090012 

60-369 

8711030250 

50-299 

F 


8711090068 

90-269 

8711030456 

50-199 

P 


9711090068 

60-269 

8711030456 

50-195 

P 


9711090125 

50-269 

8711030464* 

50-19$ 

P 


6711090288 

60-269 

6711030554 

60-259 

F 


8711100295 

50-269 

6711060135 

50-299 

S 


8711100297* 

60-269 

8711090029 

50-159 

F 


8711100300 

50-369 

8711090278 

50 265 

K 


8711100303 

50-369 

8711090308* 

50-255 

K 


8711100383 

50-413 

8711100492 

8711110010' 

SO 26S 

P 


8711100383 

50-413 

50-255 

P 


8711100383 

60413 

6711130060 

50259 

P 


8711100405 

50-413 

8711160164 

50 195 

P 


8711100406 

SO 369 

8711180195* 

50-195 

P 


6711100426 

50-413 

8711160224* 

50-199 

P 


0711110037 

50-413 

8711170128 

90-199 

0 


8711110037 

60-413 

8711170132* 

60-165 

Q 


6711120079 

60-269 

8711170160 

60-299 

F 


8711120079 

50-269 

8711160027 

50-299 

F 


8711120079 

50-269 

8711180036 

90-295 

F 


8711120002* 

50-269 

8711180042 

90-299 

F 


6711120082* 

50-269 

8711160056 

60-295 

F 


8711120002* 

50-269 

8711180063 

50-255 

P 


8711120131 

60-269 

8711180087 

60-295 

F 


8711120131 

50-269 

8711180124 

50-255 

F 


6711120131 

60-269 

8711160325 

50-195 

P 


8711120132* 

50-269 

8711200020 

50-255 

R 


6711120132* 

50-269 

8711200181 

90-295 

S 


8711120132* 

50-269 

8711230372 

60-265 

P 


8711160128 

90-369 

8711230410 

50-255 

P 


8711160190 

60-269 

8711230416 

50-255 

S 


8711160190 

90-269 

8711240136 

SO- 255 

S 


8711160190 

60-269 

8711240170 

50-155 

F 


8711160211 

60-369 

67(1300134 

50-295 

P 


8711170013 

60-413 

8711300137* 

50-255 

P 


8711170089 

60-269 

6711300213 

50255 

S 


8711170110 

50-413 
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NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

HUMBER CATEOOfly 


O^jQsna LigM Co. 


Ouxbury Council of Perent-Teacher 

A&sociatlons, Duxbury, MA 
□uvbiiry, MA 
Oynaireft, Inc. 

E I. dll Pont de Nemours & Co , Inc. 
EG&G Idaho, Inc. (subs. ol EG&G, Inc.) 


EURATOM Supply Agency 

Ebasco Services, Inc. (subs ol Enserch 
Corp.) 

EcoloigIcal Enterprises, Inc. 

Ecology/Alert 

Ed'ow liMerneilonaf Co. 


Electric Power Reseercb insiftute 


8711190166 

50-413 

P 

8711160216 

60-389 

S 

8711200263 

60-413 

R 

8711200342 

50-413 

O 

8711200342 

50-413 

o 

8711200303* 

50413 

0 

8711200376 

50-269 

R 

8711200389 

50 413 

P 

8711200389 

50-413 

P 

6711200391' 

50-413 

P 

8711200361* 

60 413 

P 

8711230013* 

50-413 

P 

8711230024 

60-389 

R 

8711230137 

50-289 

S 

8711230165 

50-414 

P 

8711230236 

50413 

S 

8711230383 

60-389 

P 

8711230383 

50-369 

P 

8711230304 

50-413 

Q 

8711240100 

50-368 

P 

8711240100 

50-380 

P 

8711240104* 

60-389 

P 

8711240104* 

60-389 

P 

8711250054 

60-370 

S 

8711300034 

60 380 

O 

8711300038 

60-280 

s 

8711300041 

50 413 

p 

8711300099 

60-280 

p 

8711300106 

604)3 

p 

8711300108 

60-413 

p 

8711300111* 

60413 

p 

8711300111* 

60-413 

p 

8711300261 

60-260 

p 

67II0QQ2SI 

50-260 

s 

8711020268 

60-412 

s 

8711020392 

6(MI2 

s 

87II030I61 

50-412 

0 

8711030292 

60-334 

p 

6711030311 

60-4(2 

p 

8711030519 

60-412 

p 

8711030546 

50-412 

s 

8711040137 

60 334 

R 

8711050129 

50-334 

F 

97M130307 

50-412 

S 

8711130341 

60-934 

S 

8711160114 

60-412 

s 

8711160167 

60-412 

s 

8711160207 

60-412 

s 

6711190109 

80-412 

9 

6711190198 

50-412 

S 

6711190292 

60-334 

V 

8711160292 

60-334 

V 

8711200068 

50-412 

8 

6711200258 

50^334 

J 

6711230229 

60412 

S 

8711240058 

60 334 

P 

8711240108 

60-334 

P 

8711240174 

50-334 

P 

8711240178* 

60 334 

P 

8711240181* 

60-334 

P 

8711240266 

50-334 

P 

0711240292* 

50-334 

P 

6711240294* 

60-334 

P 

8711300102 

60-334 

s 

8711050009* 

60-293 

F 

8711040019* 

50-293 

P 

8711240267* 

COWrflACT 


8711260160 

NUREQ 


8711200368* 

71-9860 


6707160732* 

50-362 

P 

8710060162’ 

60-464 

P 

6710060162' 

60-464 

P 

8710160048’ 

60-276 

P 

6710200033* 

60-269 

P 

6711090336 

NUREO 


8711090388 

NUREG 


8711100261 

NUREQ 


8711230401 

NUREG 


8711090074 

XPORTLIC 


8711180082* 

60-446 

A 

8711200240 

PR 


8711230084 

PR 


8711020084 

XPORTLIC 


8711090094 

XPORTLIC 


8711170063 

TOPRCP 


8711170066* 

TOPREP 


8711170268* 

REVIEW GH 

P 


Energy, Depi ol 


Energy. Oepi o(. Idaho Operations Olfc 
Energy, Inc. 

ErMroryiK^lal Prplocilon Agency 
Eugetto Water & E loctnc Board 

Eutepoan Communities. Coimrlaslon of 
Everest Miners's Corp. 

Emoh Corp. 

fsnstool Moieis (subs, ol Fansieel, Inc. 
Federal Emergency Menagemenl Agency 


Ferret Exploreilon Company of NebreeKa. 
Inc. 


Florida Intornellonel Univ., M oml, FL 
Florida Power & light Co. 


8711170262’ 

REVIEW OR 

8711030001 

WASTE MGT 

8711030164 

WASTE MOT 

8711030282 

WASTE MGT 

87(1030433' 

WASTE MG r 

8711060087 

ORQ 

8711060124* 

ORQ 

0711160286 

WASTE MGT 

8711(90146* 

PR 

8711200314 

71-9860 

8711200380* 

71-9060 

8711230006 

71-5830 

871(230007 

WASTE MGT 

8711230011’ 

WASTE MGT 

8711230044* 

PROJ 

0711230124 

71-5030 

8711230161 

71-5580 

8711230302 

WASTE MGT 

8711230312* 

WASTE MGT 

8711090051 

PROJ 

8711230041 

PROJ 

8711020050* 

CONTRACT 

8711090045' 

50-200 

0711170057 

4O-08O7 

0711160140' 

60-344 

871 1020182 

XPORTLIC 

8711030547 

40 8857 

0711160268 

40 8867 

8711230003 

40.8867 

0711160302 

408102 

8711240195 

40-7680 

8711240203* 

40-7680 

0711240208* 

40-7580 

371 1020214* 

PR 

8711050111 

60-3 

8711060007’ 

50-3 

6711110045 

60-443 

6711190314 

50334 

6711190314 

60334 

0711200320 

90-336 

0711200331* 

90-336 

0711200376 

90-280 

8711200301* 

50.250 

6711230424 

90 '344 

0711260200 

60313 

671 1260202* 

CO-313 

0711030204 

40 8820 

0711060014 

40-8943 

0711060026* 

40-8943 

8711100227 

40-8820 

671 1100247* 

CONTRACT 

67)1020374 

60-250 

6711020374 

50-260 

0711020408 

60-260 

0711020408 

60-250 

0711030551 

50-260 

6711030551 

60-250 

0711040120 

50-250 

0711040120 

50-250 

6711040126* 

60-260 

8711040138 

50-250 

8711040350 

60-250 

0711040350 

60-250 

0711040356 

60-335 

0711080018 

60-260 

871 1060102 

50-335 

8711060156 

60-2SO 

8711060156 

50-250 

8711060289 

60-335 

8711060290 

50-369 

8711090376 

50-335 

8711090376 

60-335 

8711100307 

60-250 

8711100346 

60-335 

8711100346 

80-335 

8711100366 

60-335 

8711100386 

60-335 

8711100388 

60-335 

6711100489 

PR 

8711110088 

50-335 

871)130160 

60-260 

B711130177 

50-250 

8711130184 

bo-335 

8711130201* 

50-250 

8711130206 

60-389 

87)1130232 

50-335 

8711130232 

60-335 

6711160102 

60-251 


wOOcn -O-D-DTIO -D-ocou TrwoTuO -oOObco -nOOm -0 -OTsOO-o -0333 -n n-n-nnn -n-ti-nO-n 


Florida Powar Corp (subs. ol Florida 
Progress Corp.) 


Franklin Instilute 
Galloway S Greenberg 

Oetvaral Elecldc Co. 


8711160?4t 

50250 

R 


6711160260’ 

50-155 

87i1l6l>287 

50-250 

F 


6711170281 

PT21 

871116026? 

50-250 

F 


8711180017 

70-111 

0711170113 

60-251 

S 


8711200251 

PR 

8711170217 

50250 

F 


8711240141* 

60-298 

8711170217 

50-250 

F 


8711250204 

OIVQ9S 

8711170278 

50250 

0 

General Physics Corp. 

8711240220’ 

60-352 

6711170278 

60-250 

O 

General Public Uli'ilies Corp. ■ GPU 

8711020302 

50-320 

8711190176 

50-250 

R 

Service Corp. 



6711190176 

60-250 

R 


8711020462 

50-289 

0711190161 

50250 

S 


6711020525 

50-269 

8711190206 

50-335 

S 


6711030056 

50-289 

6711190200 

50-335 

f 


B711030110 

60-320 

6711100296 

50-250 

Q 


8711040093’ 

50-289 

8711190206 

50-2&0 

Q 


B71 1040165 

50-289 

8711200078 

50-2SO 

S 


8711040196* 

50-289 

8711200111 

50-250 

Q 


8711040199 

50-320 

8711200160 

60-335 

Q 


0711040211* 

60-320 

0711200180 

50235 

O 


8711040325 

50-320 

0711200189 

50-250 

P 


8711040370* 

60-320 

8711200169 

60.250 

P 


8711050103 

60-289 

6711200230* 

50-250 

P 


8711050180 

50-289 

6711200346 

50-335 

P 


6711050231 

50-219 

6711200348* 

SD335 

P 


8711060045 

60-269 

8711230356 

60-369 

P 


6711060113 

60-289 

8711230373* 

60-389 

P 


8711060255 

50-289 

8711230444 

50-250 

R 


8711060256 

60-289 

8711240026 

60-250 

R 


6711100292 

60-219 

8711240028 

60 250 

R 


8711100294 

50-320 

6711240116 

50-260 

0 


6711100343 


87112401 16 

S0-2S0 

O 


8711100496 


8711240199 

60-260 

P 


8711120099 


871 1240308 

50-250 

F 


6711120108* 

50-289 

8711250226 

60-250 

0 


6711120113' 

50-289 

8711260226 

50-250 

Q 


6711120146* 

50-269 

6711300110 

50-335 

S 


8711130012 

50-269 

871 1300176 

50235 

F 


8711130079 

50-219 

6711300240 

60-250 

R 


8711130127 

50-289 

871 1300264 

50-260 

S 


8711130188 

60-219 

871 1020494 

50-302 

P 


8711130211* 

50-219 





8711130224 

60-219 

671 1020496* 

60-302 

P 


6711160000 

50-320 

8711020496* 

60-302 

P 


8711160016 

SO-320 

8711030083 

SO-302 

P 


6711160146 

60-320 

8711030096’ 

60-302 

P 


8711160152' 

60-320 

871 1030614 

50 302 

P 


6711160165* 


8711040140 

60-302 

S 


8711160205 

60-320 

8711040168 

50-302 

P 


6711160262 


8711040171* 

S0202 

P 


6711170044 

50-320 

8711050023 

60 302 

P 


6711170054* 

60-320 

8711060184 

71-9216 



8711170059* 

60-320 

8711100240 

60-302 

s 


6711170220 

60-269 

871110032? 

50 302 

s 


6711160020 

60-219 

6711130136 

60-302 

0 


6711180162' 

60-269 

6711130265 

50-302 

R 


6711190030 

50-320 

6711130293 

50-302 

s 


6711180132 


6711160127 

50-302 

p 


6711180132 


8711160021 

$0 302 

F 


6711190262 


8711180024 

60-302 

F 


6711190326 


8711180020 

50202 

F 


6711230111 


8711180032 

50202 

F 


8711230111 


87III801I5 

60-302 

F 


8711230192 

50-289 

8711180120 

60202 

F 


8711230233 

60-219 

8711190094 

50-302 

S 


6711230248 

50-289 

8711190293 

50 302 

P 


8711230445 

50-219 

8711190298* 

60-302 

P 


8711240075 

50-289 

8711190301’ 

60-302 

P 


8711250076 

50-320 

8711200145 

50-302 

0 


8711260081’ 

50-320 

6711230206 

80-302 

s 


8711250231 

50-219 

6711230417 

50202 

0 


8711300077 

50-219 

67 1 1230442 

50202 

Q 

Georgia Power Co. 

8610280565 

60-321 

8711240137 

50 302 

F 


8710270209 

60-424 

6711250015 

60-302 

F 


8711020261 

50-424 

B71 1250132 

60-302 

F 


8711030212* 

60-424 

8711250133 

50-302 

f 


8711030508 

50424 

6711090106’ 

50-271 

Q 


6711030506 

50-424 

6711090388 

NUREG 



8711030548 

mm 

6711190054 

XPOflTUC 



8711030548 

50-424 

6711190066 

XPORTltC 



8711040133 

60-425 

6711030329 

OA909 



B71 1040231 

60-424 

6711060128 

XPORILIC 



6711040231 

50-424 

6711060170 

xportlic 



6711060160 

50-425 

8711060190 

71-4909 



8711060216 


87 1 1060273 

XPOHTUC 



6711060271 

50-424 

8711060293 

XPOHTUC 



8711060260 

60-321 

6711090256 

XPORTLIC 



6711090011 

50-366 

6711100003 

70-1113 



6711090037 

50-321 

8711100007* 

70-1113 



8711090113 

50-424 


AUTHOR AFFILIATION 


Gilbert/Commonweallh, Inc. (lotmetly 
Gllb«rt Associates, Inc.) 


Oovetnmenl Accountability Project 


Quir States Utilities Co. 


Hedco & Assoclaies, Inc. 
Hampton. NH 


Harmon & Welsa 


Harter Corp. 
Henry & Kelley 


Hinsdale. NH 

Holland. Donovan, Beckett, Welch & 
Hermans 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8711090266 

60-321 

S 

8711100179 

50-424 

8 

0711120137 

50-366 

S 

8711130052 

60-425 

O 

6711130168 

50-424 

E 

8711130264* 

50-366 

P 

0711160074 

60 321 

R 

6711160108 

50-321 

P 

8711160126 

50424 

s 

8711160179 

60424 

8 

8711160180 

50-321 

F 

8711160242 

50-424 

S 

6711170224 

50-424 

F 

8711170224 

SO-424 

F 

6711170233 

50 321 

S 

8711170246 

60-424 

F 

8711170246 

50-424 

F 

8711230177 

50-366 

S 

8711230263 

50-424 

F 

8711230283 

SO-424 

F 

8711230292 

50-424 

P 

e7tl24(K>dO 

50424 

P 

8711240090 

60-424 

P 

8711260214 

50-321 

F 

8711250273 

60-424 

F 

8711300205 

50424 

P 

8711300236 

50-321 

F 

8711020498* 

50302 

P 

6711190145 

50-302 

S 

8711190301* 

50-302 

P 

8711030079 

80 446 

A 

6711030126 

FOIA 


8711030506 

FOtA 


8711040034 

FOIA 


8711040239 

50206 

o 

8711040274 

FOIA 


8711040276 

FOIA 


8711040288 

60-496 

p 

8711090028 

60-445 

A 

8711090028 

60-445 

A 

3711090085 

FOIA 


8711)00464 

FOIA 


8711110039 

50445 

A 

87111800S8 

FOIA 


9711160088 

60-445 

0 

67U160098 

60445 

Q 

8711170050 

FOIA 


8711180043 

FOtA 


8711190091 

50-445 

Q 

6711030448 

60458 

A 

871 1030512* 

50-458 

R 

6711050035 

60-468 

P 

8711050081 

S0-4S8 

O 

8711090139 

60-458 

S 

8711090173 

60-468 

s 

8711090176 

60 458 

p 

8711090212 

50-456 

F 

8711090299 

60-498 

S 

6711100289 

60458 

S 

8711100376 

60-468 

F 

8711100444 

60-458 

P 

8711100478 

60-458 

F 

8711100510 

60-458 

0 

6711170189 

60-458 

S 

6711190108 

60-468 

s 

6711190194 

60-468 

R 

8711190216 

60-456 

P 

8711190221' 

60-458 

P 

8711200265 

60-468 

P 

6711200330 

60-458 

Q 

6711230451 

50-458 

S 

6711300131 

60-468 

S 

6711300229 

60-468 

8 

6711300267 

60-458 

S 

8711060163 

OAees 


8711040106 

60-443 

Q 

6711110069* 

60-443 

G 

6711190037 

60-443 

G 

8711040065 

60 443 

0 

8711110066 

60-443 

0 

8711110069 

60-271 

G 

8711090030* 

CONTRACT 


8711230112* 

CONTRACT 


8711130214 

FOIA 


8711130230 

FOIA 


0711040377* 

60-271 

F 

6711030059 

PR 



AUTHOR AFFILIATION 
Houssot Rep. 


House ol Rep . Energy & Commerce 
Houston Lighting g Powgr Co. 


Hunton g WJilams 

Hydtrraen Control O«nors Group 
IMTCRA Tochno'oolftB. Inc. 

Idaho National Engineeilrtg laboratory 

ikard.J. 

iilnois Power Co. 


IFmols. Slate ol 
Impeli Corp. 

IrHketM Michigan Power Co (lormetly 
IndiarM g M.cnigan Electric co.) 


ACCESSION 

NUMBER 

0711020023 

0711020042 

8711020047 

8711020093* 

8711020459* 

8711100013* 

0711100102* 

071111O164’ 

87im0166’ 

8711250270* 

87tl020463* 

6711020140 

8711030266 

8711050205 

8711060230 

8711090109 

0711100282 

0711170069 

6711170111' 

0711170179 

8711170161* 

8711170227 

6711170237* 

B711170291 

8711170294* 

6711100000 

B7I1180117 

0711190117 

871120D222 

8711230374 

8711260051 

8711300233 

6711040087 

6711040110 

8711170015 

8711240023 

87I11S0I64 

0711190001 

6711230086’ 

0707180732* 

0710060162* 

8710160048’ 

8711100251’ 

6711110160* 

0711020002 

8711000284 

0711000311 

6711090316* 

6711100100 

8711160270 

6711170127 

6711200126 

6711240143 

6711250059 

6711300096 

6711300230 

6711300261 

6711040001 

6711170038 

6711180051’ 

6711160082* 

6711020303 

6711030034 

6711030034 

6711030204 

8711030294 

8711030376 

6711030302* 

8711030382* 

6711030472 

6711030470* 

6711030484 

8711030539 

8711030544* 

6711090253 
6711090253 
S71 1090260* 
8711090260* 
6711100429 

8711110149 

8711130095 

8711130299 

8711170240 

8711170240 

8711160007 

8711180007 

8711190120 

8711190362 


SUBJECT 

CATEGORY 

50-322 

PH 

PR 

PR 

50-322 

50-443 

50-443 

40-0027 

40-8027 

50-271 

PR 

50-498 

50-498 

50-498 

50-498 

50-498 

50-496 

60-498 

50-498 

50-498 

50-498 
60 •488 
50-498 
SO408 
60-498 

60-490 
60 408 
60-496 
60-498 
60-498 

50-496 

60-498 

60-322 

50-322 

50-322 

50-322 

TOFREP 

40-8904 

40-8904 

50-352 

50 454 

60-275 

50-289 

40-6027 

60-461 

SO-461 

50-461 

60-461 

60-461 

60-461 

60-401 

60-461 

60-461 

60-461 

60-461 

60-491 

60-461 

40-2061 

40-2061 

60-446 

60-445 

60-316 

60-316 

60-316 

60-315 

50-315 

60-315 

50-315 

60-315 

50-316 

60-316 

60-316 

60-316 

60-315 

60-316 

60-315 

60-315 

60-316 

60-316 

60 316 
60316 
60 316 
60-316 
60-316 

60-316 

50-316 

SO-316 

50-316 


AUTHOR AFflLIATfON 


Inciiana Unh/. Foundation, Indianapolis. 
tN 

Indiana. Stale ol 
Innovative Technolog os. Inc. 

Institute ot Eleclncai & Electronic 
Engineeis 

Interior. Dept ol. Bureau ol ^*1063 
Interior, Oepl. ol. Geological Survey 


International Atomic Energy Agency 
iniemaHonal Freight Forwarders, Inc. 
Intornattonal Tecnnical Servicea. Inc. 

Interaiaie Nuclear Services 


Iowa ElecuiQ Light & Power Co. 


Iowa, Siaie ol 

Iowa, Univ. ol. Iowa City. lA 
living Burton Aeeodatas, ino. 

J.L. Phillips Investigative Servicas 

Japan, Oovi. ol 


Joel A. LipLia, inc. 

Joint Intervenora • South Atrican Import 
Justice, Oapt. ol 

Kelsey, B.R. 

Konnacolt Corp. 


Kenrob & Associalos. Inc. 

Kan&inglon Associates 

Kerr-UcGee Chemical Corp. (subs, ol 
Kerr-McQoe Corp.] 

Kerr-McOea Corp. 

Kirkpstriclt & Lockhart 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8711230346 

50-316 

F 

LeSoeuf. Lamb. Leiby & MacRao 

8711020274 

50-285 

8711240216 

50315 

P 

8711020274 

50-265 

6711240218 

50-315 

P 


8711020283* 

50-285 

6711240229 

50 315 

P 


8711190046 

XPORTLIC 

8711240229 

60315 

P 

long Island Llghling Co. 

8711020092* 

SO-322 

87I12S0100 

60-315 

0 


8711040067 

50-322 

8711250190 

50-315 

o 


6711040110 

50-322 

8711300040 

60-319 

f 


8711100434 

50-322 

8711300086 

50-315 

p 


0711110087 

60 322 

8719300088 

50-315 

p 


8711110090 

60-322 

6711300124 

50-315 

p 


8711110095* 

50-322 

8711300124 

50-315 

p 


8711170045 

50322 

8719300187 

50-315 

o 


8711190164 

50-322 

8711300167 

60-315 

Q 


8711190167* 

50-322 

8711230370* 

CONTRACT 



8711240023 

60-322 





8711240066* 

60-322 

6711960032 

PR 



8711240078 

50-322 

8711050166* 

TOPREP 



8711250239 

50-322 

8711230411 

REGGO 



8711260252 

50-322 





8711300138 

50-322 

8711060284* 

CONTRACT 


Louisiana Power & Light Co. 

8711020277 

50 -382 

8711030287 

50-274 

P 

0711040007 

50-362 

6711030288’ 

50-274 

P 


8711040009* 

50-362 

8711040327' 

50-201 

P 


8711100265 

50-362 

6711040369' 

60-201 

P 


0711100268* 

60-362 

8711040374* 

50-201 

P 


0711130330 

60-362 

8711260225 

60274 

o 


0711180092 

50-302 

8791230036 

NUREG 



0711160117 

60-362 

8711060295 

70-3041 



0711100142 

60-382 

6711030401’ 

CONTRACT 



0711160171* 

60-382 

8410030201* 

FOIA 



0711160209 

50-362 

8410030207* 

FOlA 



6711160239 

50-302 

8501090091’ 

roiA 



8711190108 

60-362 

6501090098* 

FOIA 



0711190277 

50-382 

8508220003* 

FOlA 


Loulaisfte. Sifita ot 

8711130319 

STATE PRO 

6908220004* 

FOIA 


MH8 Techr'ical Asaociaios 

0711040203 

60-324 

8607300549* 

FOIA 



0711240027* 

50-443 

8607300649* 

FOlA 


MX-Ferguson Co. 

0711030249 

WASTE MOT 

87III70071* 

FOIA 


8711040301 

71-01)7 

8711040202 

60-331 

F 


0711040305* 

71-007 

8711090124 

50-331 

R 

Maine yenkco Atomic Power Co. 

0711030069 

60-309 

8711170131 

50-331 

0 


6711940033 

50-300 

6711170165 

$0-331 

R 


0711050011 

SO-309 

8711240265 

80-331 

P 


0711200171 

60 309 

8711240277* 

50-331 

P 


8711200211 

60-309 

6711240313 

50-331 

S 

Maiepai Resources Co. 

0711050194* 

40-0604 

8711170116 

50-331 

P 

0711050197* 

40 6604 

6711200209 

PR 



8711100105 

40-0502 

8711100321 

PR 



6711160266 

40-8602 

8711040255* 

CONTRACT 



6711170002 

40 8684 

6711030299 

40 0408 



8711170229 

40-0684 

8711300005 

40 0408 



8711230262 

40-8664 

6711020148 

XPORTIIC 



6711230357 

40-8664 

8711020166 

XPORTLIC 



8711230367* 

40-8664 

8711090272 

XPORTIIC 



6711230386* 

40-6664 

6711100089 

XPORTLIC 



8711230399 

40-8684 

8711230032* 

CONTRACT 



8711230427* 

40-8664 

8711190054 

XPORTIIC 


MaOincXrodt Insiituto ol Radiology el 

8711230148 

PR 

8711190066 

XPOHTUC 


WasIWngion University Medical cenler, S 



8791020066* 

CONTRACT 


8711230201* 

PR 

8711020145* 

CONTRACT 



8711230214* 

PR 

8711020333* 

CONTRACT 


Memn Marietta Energy Systems, Inc. 

8711200343* 

71-9660 

6711040086 

40-2081 


Maryland, Stale of 

8711040292* 

60-277 

8711040169* 

40 2061 


Merylend, Univ. ol, College Park. MD 

6711230060* 

CONTRACT 

8711030107 

40 8904 


8711230234* 

CONTRACT 

6711160301 

40 8904 


Massachusetts Instlluie ol Tochnology, 

8711060145* 

CONTRACT 

8711160311 

40-8904 


Cambridge, MA 



871 1170062 

40-8904 


6711090249* 

CONTRACT 

8711160046* 

CONTRACT 



8711300167* 

70-038 

8711170222 

FOIA 


Massachusells, Commonwealth ol 

8710230013* 

60-293 

8711190077 

40-2081 



8711020001 

50-293 





8711020026 

PR 

8711110154* 

40-8027 



6711020118 

FOIA 

8711170034* 

40-8905 



8711020230 

50-293 

8711020180 

PR 



0711030300 

60-293 

8711040088 

50-322 

Q 


6711030461 

60-293 

8711110077 

50-322 

Q 


8711040089 

50-443 

8711170019 

50-322 

C 


8711040089 

50-443 

8711170025 

60 322 

G 


6711040106 

50-443 

8711190013 

50-322 

G 


6711040106 

50-443 

6711190027* 

50-322 

Q 


8711060298 

50-293 

8711190060 

60-322 

G 


8711110043 

50-271 

8711240013 

50-322 

Q 


6711170001 

60-293 

8711240025 

50-322 

G 


8711190008 

50-443 

8711030417* 

CONTRACT 



8711190008 

60-443 

87112S0003 

NUREG 



8711190026* 

60-443 

8711190054 

XPORTLIC 



6711190026 

50-443 





871 1190026 

60-443 

6711190066 

XPORTLIC 



8711190037 

50-443 
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UUHPUHAlb SUUHUC INUbA 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEQORY 


AUTHOR AFFILIATION 


6711190037 

60-443 

G 



67U100041' 

60-443 

Q 

Nowbiityporl, MA 


6711160041* 

50-443 

Q 


8711190057* 

60-443 

G 

Newman & Hollzingai 


6711190057* 

60-443 

Q 

Mageta Mohawk Power Corp. 


671120031 1 

60 283 

P 



8711240015 

50-443 

T 



6711240015 

50-443 

T 



6711240027' 

50-443 

T 



8711240027* 

50-443 

T 



67U2S0126 

50-293 

P 


Malhtoch, Inc. 

M'onesota Instiluto ol Concorn loi Publl 

6711100260 

8710190037 

NUREQ 

60 282 

P 


Hes'th 

Missouri, Univ. Of, Columbia, MO 

67U020317 

50-186 

Q 



8711030066* 

50 186 

O 



6711000090 

60-166 

P 


Mitre Coip. 

Molvcofp. Inc. (subs, ol Union Oil ol 

6711090059* 

6711040106 

CONTRACT 

40-6704 



California) 

6711040201* 

40-6704 



Mudge, Rose. Qulhria, Alexandof & Fofdon 
NUS Corp. 

6711250174 

8711030226 

6711110008’ 

50-530 

FOIA 

60-255 

P 

P 



8711110000* 

S0-25& 

P 



8711110012* 

60 266 

P 



6711160015 

FOIA 

0 



0711190061 

50-312 



8711190309’ 

60-423 

P 



8711260167 

60-210 

P 


Nemco Controls 

National Audubon Sodoly 

Noal R Qt09S&Co.. Inc. 

Nebraska Public Power OialtlCt 

6711060297 

8711240027* 

6711040036 

07UO2O274 

6711020274 

QA990 

50-443 

FOIA 

60-265 

60-265 

^•0 -1 



0711020283* 

50-285 

P 



0711020344 

60 296 

P 



8711020346* 

50-206 

P 



6711020401 

50-296 

F 



6711030024 

50 206 

P 



8711030028* 

50-296 

P 



8711030402* 

60-206 

V 



6711090298 

60-296 

P 



8711090312* 

60-296 

P 



8711100017 

50-296 

F 



07II11001S 

60-298 

F 

n;sM)0 Iwbi Amorlesn Corp. 


8711160293 

871»170t41 

0711170198 

8711200364 

60-200 

50-200 

50-208 

50-208 

R 

P 

P 

n 

North Caio'ma Stale UnN , Raioioh, NC 
NofSi Cnroiina, Sinio ol 

Northeasi Nuclear Energy Ce. (subs, ol 


8711200360' 

60-206 

R 

Norlhoosl Uli'llles) 


87II240I34 

50-200 

p 



8711240261 

69-296 

F 



6711250221 

50-296 

F 



8711300222 

50-208 

0 


Network Solutions, Ino. 

New England Coalition on Nuclear 

8711260036' 

8711040065 

CONTRACT 

50-443 

Q 


Pollution 

8711110060 

60 443 

G 



8711110059 

60-271 

Q 


New Harr.pshire, Stalo of 

Now Jersey. Slato ol 

New Mexico, Stalo ol 

8711170076 

8711020090’ 

0711030012 

0711160200 

50-443 

FOIA 

406904 

40-8005 

P 



6711240216 

40-6011 



Now York Power Authority (formerly Power 
Authority of the Slate of New York) 

6711020136 

50-333 

0 


5711030426 

60-333 

F 



8711100276 

50-206 

P 



8711100323 

60-333 

0 



87H100S14 

50-333 

R 



8711160060 

60-286 

O 



8711160098* 

60 266 

0 



8711160112 

60-333 

P 



8711190111 

60-286 

0 



8711190124 

60-266 

R 



6711190343 

8711200137 

60-266 

60-333 

P 

F 

Norliieasi UUlitlos 


B7I1240092 

60-333 

F 


New York, Stale of 

8711020180 

PR 




6711040068 

60-322 

0 



8711110077 

60-322 

0 



8711170019 

50-322 

0 



8711170026 

60-322 

Q 



8711190013 

60-322 

Q 



8711190060 

60-322 

G 



8711230152 

50-322 

H 



8711240005 

STATE PRO 

G 



0711240013 

60-322 

6 



ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8711240025 

59-322 

8711240151 

STATE PRO 

071110OO16' 

60-443 

8711110068 

50-335 

8711040338 

50-220 

0711050203 

50-410 

8711050287* 

50-410 

6711060027 

60-410 

6711060036 

50-410 

8711090072' 

50-263 

6711100353 

50-220 

8711100404 

50-410 

8711130034 

50-220 

6711130034 

50-220 

6711130092 

50-220 

6711130113 

50-410 

6711130165 

60-286 

6711130166 

60-410 

6711180151 

50-220 

0711160161 

50-220 

6711160226 

60220 

0711160240 

50-220 

8711160287* 

50-220 

8711170192 

60410 

0711160030 

50-410 

0711180052 

50-229 

67111D003S 

50-220 

0711190136 

60-220 

8711190230 

50-220 

0711190335 

60-410 

0711230181 

50-410 

0711240120 

50-410 

0711240150 

60-410 

0711240156* 

50-410 

8711240166* 

60-410 

8711240182 

50-220 

8711240196 

50-220 

0711240221 

50-220 

8711240223 

50-220 

8711240233 

50-410 

8711240276 

80410 

8711250000 

60 410 

0711260128 

60-410 

8711260250 

50 410 

0711300100 

50-220 

6711000010 

XPORTLIC 

6711090030* 

XPORTUC 

6711100231 

50-297 

671 1130236 

NUREQ 

8711020161 

50-213 


07t 1020313 BO-2'15 
fi7UO20367 50-336 
0711040210 60-245 
0711050021 60-336 

6711050025' 60-336 
6711060200 60-423 
0711090100 60-336 
6711090102* 60-336 
0711090330 60-213 


6711090330 

8711100354 

8711100370 

8711130070 

0711160104 


60-213 

60-423 

60-246 

60-336 

60-246 


6711160292 60-423 
8711170018 60-326 
8711180019 60-246 
0711180388 50 423 
8711200077 60-423 


8711200206 

8711230094 

0711230284 

8711230443 

0711230443 


50-423 

71-5450 

50-423 

60-245 

50-245 


8711240193 

6711260161 

6711020151 

8711020313 

6711020367 


50-245 

60-245 

50-213 

50-246 

50-336 


8711040219 

8711050021 

8711060200 

6711060100 

8711090330 


50-245 

50-336 

50-423 

50-336 

50-213 


8711090330 

8711100364 

0711100378 

8711130078 


60-213 

50-423 

50-245 

60-338 


TiOoiaD caOca aOOaa t3WWo"o OOOOO 


AUTHOR AFFILIATIOM 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION ACCESSION 

SUBJECT 


NUMBER 

CATEQORY 


NUMBER 

CATEQORY 


8711160104 

50-245 

R 

6711020507 

50-286 


8711160292 

50-423 

R 

8711030488 

50 265 


0711170018 

50-336 

R 

8711030500* 

50-285 


8711160019 

50-245 

8 

6711100348 

50-285 


6711 190366 

50-423 

P 

8711100366 

50-265 


8711200077 

50-423 

E 

8711100364 

50-285 


8711200208 

50-423 

S 

8711100505 

50-285 


8711230094 

71-5450 


8711110026 

50-265 


8711230284 

60-423 

P 

8711160100 

50-265 


8711230443 

50-245 

F 

6711160199 

50-265 


8711230443 

50-245 

F 

8711170136 

50-265 


8711240193 

50-245 

0 

8711200146 

50-285 


8711250191 

50-246 

s 

8711200334 

50-285 

Northern States Power Co. 

8711060227 

50-263 

p 

8711230248 

50-285 


8711060264 

50 263 

p 

8711230288* 

60-285 


8711080269 

^-283 

P 

8711230337 

60-265 


8711060307 

60-262 

o 

8711230376 

60-285 


8711060309’ 

50-282 

o 

8711230382 

50-285 


8711100275 

50-282 

R 

8711240086 

60-285 


8711100369 

50-283 

o 

6711240097 

60-285 


8711100389 

50-262 

p 

8711250229 

50-285 


6711100389 

60282 

p 

8711300037 

50-265 


6711100392* 

50-282 

p 

8711300128 

50-285 


8711100392' 

50-282 

p 

8711300208 

50-285 


6711100398' 

50-282 

p 

Orahga County, CA 8711170292 

60-206 


8711100396* 

50-282 

p 

Oregon State Unw., Corvalhs, OR 8711230379 

50-243 


8711100441' 

60 282 

p 

Organization for Economic Cooperation S 871 1060009 

NUREQ 


8711 100441' 

50-282 

p 

Oovaiopmsnl (Paris) 



8711130234 

60-263 

F 

PacHiCorp (formerly Pacific Power & 871 1 160140* 

60-344 


8711130305* 

50-283 

F 

Light) 



8711130305' 

50-263 

f 

PedScOas & Electric Co. 6711020250 

50-276 


8711160094 

60-263 

R 

8711020260 

60-275 


8711170058 

50 283 

P 

8711020268' 

50-275 


8711170278 

50-283 

S 

8711020258* 

60-275 


8711300100 

50-282 

S 

671 1020399 

60-323 


8711300142 

68282 

S 

6711020436 

60-323 


8711300161 

50-283 

S 

6711030094 

50-275 


87113002S3 

50-282 

S 

6711030094 

60-275 

Nuclear Associates, Inc. 

8711240245 

Pfl 


6711030260 

60-276 


8711260048 

PR 


8711030260 

80-276 


8711260053 

PR 


6711030264* 

80-276 

Nuclear Assurance Corp. 

8711030440 

71-9183 


8711030264’ 

50-276 


6711030461' 

71 9183 


6711030266* 

60-275 


8711090086 

71-9183 


6711030266' 

60-276 


8711100056 

71-9010 


8711050055 

60-133 

Nueieer Awareness Networtc 

6711190267 

50 482 

Q 

671106016? 

50-276 


6711190305' 

50-482 

0 

8711060167 

60-276 

Nuclear Fuel Seivices. Inc. (subs, of 

8711030349 

70-143 


6711060277 

60-275 

Getty Oil Co.) 




8711060282* 

60-276 


8711030387 

70-143 


6711090276 

60-276 


8711030827 

70-143 


6711090276 

50-275 


67III90102 

70-143 


6711100279 

60-276 

Nue’ear Irrrorfnallon & Resource Service 

8711130354 

NURE6 


6711100278 

60-276 

Nuclear Mana^amenl & Resources Council 

8711130194 

NUREQ 


8711100286' 

60-275 

(NUMARC) (foimorly Nuclear Utility Mans 




8711100286* 

50-276 

Nuclear Packaging, inc. 

8711030308 

71-9212 


671110036? 

50-276 


6711040222 

71-9070 


6711100461 

60-276 


8711040227' 

71-9070 


B7I1130I4I 

50275 


B71109009S 

71-9200 


8711130141 

50-276 


8711090096* 

71-9200 


8711130321 

50-275 

Nuclear Raacior Laboratory 

87110901S6 

50-20 

0 

8711130321 

60-276 


8711260203 

60-20 

S 

8711160148 

60-276 

Nuclear Utility Backfitting & Relorrn 

8711230143 

Pfl 


8711160146 

60-276 

Group 




6711160169 

50-323 

Nuclaar Waste Consultants, Inc. 

8711160249* 

CONTRACT 


8711160174 

60-276 

Nulec, Inc. 

8711200360 

PROI 


6711160181* 

60-276 

O’Oonnell & Associates. Inc. 

8711240147' 

50-295 

P 

8711160166* 

60-275 


8711240161’ 

50-295 

P 

8711160206 

60-276 


8711240173* 

50295 

P 

8711160206 

50275 

O’Hara & Hanlon 

6711170038 

FOIA 


8711160218 

60-275 

ONLINE Computer Systems, Ino. 

8711180130* 

CONTRACT 


8711160218 

60-275 

Oak Ridge National Laboratory 

8711020102* 

50-327 

P 

8711160220* 

60-275 


8711060223 

NUREG 


8711160276 

60-276 


87110602S4 

NUREG 


8711190078* 

60-275 


6711160022 

NUREG 


8711230242 

60-133 


871 1230334 

NUREG 


8711230436 

50-275 


8711250072 

NUREG 


6711240067 

60-275 

Ohio Citizens lor Responsible Energy 

8711200284 

Pfl 


8711240067 

60-275 


8711200349 

NUREG 


6711240205 

60-276 

Oklahoma. Univ. ol, Norman. OK 

8711090065' 

CONTRACT 


6711250212 

60-276 


8711260006 

50-112 

P 

8711300125 

60-323 


871125001 r 

60-112 

P 

8711300130’ 

60-323 

Omaha Pubilo Power OistncI 

6604160094 

50-265 

F 

8711300160 

60-276 


8701140186 

S0-28S 

S 

8711300160 

60-275 


8711020284 

60-265 

s 

Pacinc Nuclear Systems, Ino. 671 1030308 

71-9212 


8711020274 

50-285 

p 

6711240298 

QA999 


8711020274 

50-285 

p 

6711240300* 

OA999 


8711020263' 

50-285 

p 

Parameler, Inc 871 1 1 60056* 

CONTRACT 


8711020395 

50-285 

p 

0711190006* 

CONTRACT 



AUTHOR AfPlLfATION 

Parsons Brinckerhoff Mainlenenco 
Sarvicas. loc. 

Pathfndar Mines Corp. 

Pennsylvania Power & Light Co. 


Pennsylvania Slate Univ., University 
Path. PA 


Pennsylvania. Commonwoatih ol 


Peniucket Regional School Olatrlci, MA 
Pelrolomics Co. (lormedy Qelty/Pelrolom 
ICS Co] 

Ph'ade'phia Electric Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8711170211* 

CONTRACT 


8711250264* 

CONTRACT 


B710060I98 

40-2258 


87t0270163‘ 

40-2259 


8711060004 

40.2269 


6711020169 

50-387 

F 

8711030372 

50-367 

H 

8711030455 

50 368 

P 

8711040003 

50-387 

P 

8711040003 

50 387 

P 

8711050176 

60-367 

F 

8711090261 

60-387 

0 

6711090319 

&0.397 

p 

8711090319 

60-387 

p 

8711090366* 

50-387 

p 

8711100408 

60-387 

s 

8711120088 

50-387 

R 

8711120066 

SO-387 

R 

0711120098 

60-387 

F 

8711170161 

60-387 

R 

8711170151 

60-387 

R 

8711060258 

SO-6 

R 

8711080262* 

50-S 

R 

8711060268’ 

50-5 

R 

6711240240 

50-S 

V 

8711240266* 

60-6 

V 

6711090226* 

50-277 

U 

8711300013* 

40-6406 


67M 110076* 

50-443 

Q 

0711170072 

40 8659 


8711170166 

40-6659 


8711020161 

60-277 

S 

8711030362 

60-353 

0 

8711040096 

60-352 

0 

8711040190 

60-352 

8 

6711050169 

60-171 

S 

6711050169 

50-171 

$ 

8711050160 

60-171 

s 

87I10S017S 

60-171 

s 

S7110S0I76 

60-171 

s 

6711060176 

50-t7f 

s 

8711060116 

50-277 

8 

8711060237 

60277 

P 

8711060241* 

60-277 

P 

6711060241* 

50-277 

P 

8711100195 

60-277 

P 

8711100326 

60-277 

P 

8711100368 

60-352 

P 

671 1100393 

60-352 

P 

6711100393 

60-362 

P 

8711100417 

50 278 

s 

6711110062 

50-352 

Q 

8711120016 

60-352 

R 

8711120023* 

60-352 

R 

8711130274 

60-277 

O 

8711130274 

50277 

0 

6711160306 

50-171 

P 

8711160306 

80-171 

P 

8711160306 

60-171 

P 

8711170028 

60-352 

P 

8711180003 

50-278 

S 

8711180108 

60-362 

0 

8711190283 

60-362 

s 

8711200154 

60-352 

8 

8711200308 

60-277 

R 

8711200347 

50-352 

P 

87112003S7* 

60-362 

P 

8711200372* 

60-352 

P 

8711200387 

60-362 

R 

8711230173 

60-352 

P 

8711230219* 

60-362 

P 

8711230224* 

60-352 

F 

8711230224* 

60-352 

F 

8711230231* 

60-362 

K 

6711230231* 

60-362 

K 

8711230360 

60-277 

P 

8711230350 

60-277 

P 

8711230371* 

60-277 

P 

8711230371* 

60-277 

P 

8711230361* 

80-277 

P 

8711230381’ 

50-277 

P 

8711230418 

50-352 

S 

8711240001 

50-171 

P 

8711240206 

50-352 

P 

8711250219 

50-362 

s 

8711250261 

50-352 

R 


AUTHOR AFfILIATION 


Ph ryts Exeter Academy. Exeter, NH 
PrioeniK Iniemationsl 

Portland General Electric Co. 


Prisuta • Beckman Assoo’eios 
Production House. Inc. 

Public Ousert's Critical mass Energy 
Proleci 

PuMc Service Co. ol Colorado 


PrAyic Service Co. of Now Hampshire 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


6711300002 

50-277 

P 

8711300002 

50-277 

P 

6711300014* 

50-277 

P 

8711300014* 

60-277 

P 

6711300195 

60-277 

S 

671I30O2S9 

50-277 

S 

6711300265 

50352 

s 

8711300277 

60-277 

p 

8711300277 

50-277 

p 

6711300200* 

50-277 

p 

6711300280* 

50-277 

p 

6711030059 

PR 


6711030361* 

CONTRACT 


8711230110* 

CONTRACT 


6711020332 

50-344 

S 

0711020043 

60-344 

s 

8711030266 

50-344 

p 

8711030290 

60-344 

p 

8711030355 

50-344 

s 

8711100309 

50-344 

p 

8711100413 

50-344 

s 

8711110161 

50-344 

s 

B711160138 

50-344 

p 

8711160140* 

60-344 

p 

8711160141* 

60-344 

p 

0711170092 

50-344 

R 

871118001)1 

50-344 

p 

6711180005* 

60-344 

p 

8711180006* 

50-344 

p 

8711190096 

50-344 

0 

6711190238 

50-344 

p 

8711190248* 

60-344 

p 

8711160251* 

50-344 

p 

8711200340 

50-344 

s 

6711230356 

50-344 

Q 

8711230364 

60-344 

S 

8711240029 

50-344 

P 

6711240171 

60-344 

s 

8711240192 

60-344 

F 

8711240297 

50-344 

S 

8711250272 

60-344 

0 

9711300244 

60-344 

K 

8712010076* 

60-344 

K 

8711080022* 

60-34} 

0 

6711230398* 

CONTRACT 


8711100311 

PR 


8711020350 

50-267 

5 

8711020503 

50-267 

F 

8711040052 

60 267 

P 

6711050247* 

50-287 

S 

6711080038 

50-287 

s 

6711130144 

50-297 

H 

6711160236 

50-267 

5 

8711170205 

60-267 

P 

6711190092 

50-267 

J 

8711190099* 

50-267 

J 

8711200267 

60-267 

R 

8711200323 

50-267 

F 

6711230431 

50-267 

F 

6711240214 

50-267 

P 

6711040066 

50-443 

Q 

6711040056 

60-443 

G 

0711040112 

60-443 

0 

8711040139 

60-443 

Q 

8711040162 

60-443 

Q 

8711040179* 

60-443 

0 

6711040179* 

60-443 

G 

6711060029 

60-443 

P 

8711060031* 

60 443 

P 

6711100349 

60-443 

S 

6711100367 

50-443 

F 

8711 100367 

50-443 

F 

8711100416 

60-443 

P 

8711100416 

50-443 

P 

8711110063 

50-443 

Q 

6711110063 

50-443 

0 

6711160042 

50-443 

P 

8711160042 

50-443 

P 

6711150096 

50-443 

R 

8711170031 

60-443 

G 

8711170031 

50-443 

G 

8711190016 

50-443 

T 

8711190018 

60-443 

T 

6711190039* 

50-443 

T 

6711190039* 

50-443 

T 

6711190047* 

50-443 

T 

8711190047* 

60-443 

T 

8711190093 

50-443 

S 




07112OO374’ 

60-443 

G 


8711040146 

50-445 


0711200374* 

50-443 

G 


8711040147 

60-445 


0711240043 

60-443 

G 


8711040147 

50445 


0711240099 

50-443 

F 


8711040157 

50-445 


0711240163* 

50-443 

F 


8711040157 

60-445 

Pub'ic Service Elecinc & Gas Co. ol New 

0711020015 

50272 

F 


6711040162 

50-443 

Jersey 





6711110063 

50-443 

6711020050 

60-272 

P 


6711110063 

50-443 


0711020290 

60-354 

S 


8711170016 

60-445 


6711020409 

60-272 

P 


8711190009 

50-445 


8711020409 

60 272 

P 


8711190018 

60-443 


0711020418* 

50-272 

P 


8711200374* 

50 443 


87II0204I8* 

50 272 

P 


B7 11200374’ 

50-443 


0711030208 

60-272 

V 


B71 1240043 

50-443 


6711050089 

60-354 

s 

SC&A Inc 

8711100260 

NUREG 


8711050146 

50-354 

s 

SRI Internallonal 

8711180047 

NUREG 


6711QS0163 

50-354 

s 

Sacramenlo Municipal Uiiliiy DiStrIcI 

8711020371 

50-312 


8711060249 

60272 

o 

8711020411 

60-312 


8711080249 

50-272 

0 


8711020476 

50-312 


8711090150 

60-272 

p 


8711030188 

60-312 


8711090150 

50 272 

p 


8711040360 

50-312 


6711100208 

60-311 

s 


6711050140 

50-312 


8711100306 

50-354 

s 


8711090163 

50-312 


8711100316 

60-311 

s 


8711090206 

50-312 


8711100379 

60-272 

s 


8711090210* 

50-312 


8711100464 

50-272 

F 


8711090238 

50-312 


8711100464 

50-272 

F 


8711090245 

50-312 


8711100484 

50-272 

F 


8711100059 

50 312 


8711100602 

50-272 

S 


8711100160 

50-312 


6711110030 

50-354 

S 


8711100166' 

50-312 


6711160204 

50-272 

F 


8711100396 

60312 


8711160204 

60-272 

F 


8711130010 

50-312 


8711160217 

50-272 

P 


6711160021 

60-312 


8711160217 

60-272 

P 


8711160113 

50-312 


8711160228 

50-354 

f 


6711160201 

50-312 


8711160288 

60-354 

P 


6711160243 

50-312 


8711170041 

50 272 

S 


8711160262 

50-312 


67II19020I 

60 354 

S 


6711170187 

60-312 


6711200093 

50-354 

P 


6711170188* 

50-312 


8711200100* 

50-354 

P 


8711170263 

50-312 


8711200155 

50 3 >1 

P 


8711170256* 

60-313 


8711200220 

60-354 

n 


8711180037 

50-312 


8711200239 

50-354 

R 


6711190086 

60-312 


8711200333* 

60-354 

P 


6711190156 

60-312 


8711230037 

50-354 

P 


8711190161* 

60-312 


6711230322 

$0-272 

F 


8711200199 

50-312 


8711240081 

50-354 

P 


8711230220 

50-312 


8711300067 

50-272 

P 


871123043S 

60-312 


8711300067 

50-272 

P 


6711240067 

60-312 


8711300070 

50-311 

P 


8711240209 

50-312 


87(1300080* 

60 272 

P 


8711240212* 

60-312 


8711300080' 

60-272 

P 

Sale Energy Ceemien ol Michigan 

Sanaa Nailonal Laberaieries 

6711250023 

50-312 


8711300098 

50-3<t 

s 

8711030060 

50-341 


8711300267 

50-272 

p 

8711030077 

NUREG 


6711300284 

80-272 

s 


8711100095 

NUREG 

Pullman Power Produela Corp. ((ormerly 

8711180065’ 

FOIA 



8711100407 

NUREG 

Pullman, lnc.> 





6711160040 

NUREG 

8711180099* 

FO»A 



8711170043 

NUREQ 


8711160101* 

FCHA 



8711250143 

NUREG 

Purdue Univ., West Letsyetie, IN 

6711180060 

NUREG 


Savlgnac, N. 

8711180312 

40-8698 

Oueslocb, Inc. 

8711090056 

71-632 


8711230126 

40-8696 

OuMra M<nlng Co. 

8711050246 

40-8905 


Saxton Nuclear Experimental Corp. 

8711160150 

50-146 

6711050249’ 

40 8905 


Science & Engineering Assoclalas. Inc. 

8711060148 

NUREG 


8711170022 

40-6905 


8711100260 

NUREG 

RTS TechrKtIogy. Inc. 

8711080276 

71-842 


Science ^plications Inlemational Corp. 
(lormeriy Science Appllcallons, Inc.) 

8703300263* 

50-395 

8711060283’ 

71-642 




Rablnowltz, E. 

8711200341 

50 293 

p 

0707290122 

TOPREP 

Reliance Electric Co. (subs of Enon 

8711200296 

PR 



8707280126* 

TOPR6P 

Ctorp) 





8708170057 

TOPREP 

Resource Technical Services, Ino. 

8711060291’ 

FOIA 



8708170081' 

TOPREP 

Rhode Island. Slate of 

871I190I19 

50-103 

p 


8709040375 

TOPREP 

Rochestai Gas S Etectrto Corp. 

6711030100 

50-244 

0 


8709040403* 

TOPREP 

87(1040367 

60-244 

F 


0710200440* 

50-268 


8711170120 

50-244 

F 


0711040024* 

CONTRACT 


8711170182' 

50-244 

F 


0711040171' 

50-302 


8711170223* 

60-244 

F 


6711130209 

TOPREP 


8711240119 

50-244 

P 


0711250143 

NUREQ 


8711300033 

50-244 

F 

Scientists & Eneinoors lor Secure Energy 
Seacoast Anti-Pollution League 

0711100290 

PR 


8711300235 

50-244 

P 

0711040106 

60-443 


8711300246* 

50-244 

P 


8711110006 

50-443 

Rockwell Engineering Co., Inc. 

6711030502 

OA999 



0711190007 

60-443 

Ropes & Gray 

8711040056 

60-443 

G 


8711190007 

50-443 

6711040075 

60-271 

G 


8711190011* 

50-443 


8711040082 

50-271 

Q 


8711190011* 

50-443 


8711040097 

50-445 

0 


8711190024* 

50-443 


8711040097 

50-445 

Q 


8711190024' 

50-443 


8711040112 

S0~143 

G 


8711190037 

50-443 


8711040139 

S0«443 

G 


8711190038* 

50-443 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


S&'snc Qyaiilicatlon Ulility Group 
Sana ‘0 


&$<}uQYah FualB Corp. (subs, ol Korr-McGe 
Njcleer Cotp) 


Siia nes & McEscbern 


Shaw. Pittman, Polls & Trowbndgo 


Siemens Medical Systems, Inc. (subs, of 
Siamons CapHal Corp ] 


Small Suslnoas Acfminlslraiion 


SiTiall Business High Technology insiitule 
Sonalysis, ine. 

Source Production & Eouioment Co., Inc. 
South Carolina Electric & Gas Co. 


South Carol na. Univ. ol, Columbia, SC 
South Hampton, NH 
Southampton, NY 


Southern California Edison Co. 


6711190036' 60.443 G 

87t123039S REQGD 

8711250062* 50-268 P 

6710020063 COMMISSIO N 

6710160023 60443 G 

87t0160023 60-443 Q 

8710160027' 50-443 G 

8710160027' 50-443 Q 

6710160031' SO-443 G 

6710160031' 5Q.443 Q 

6711020011 60-322 H 

8711020111 PP 

8711100012' 60-213 H 

6711100310 PR 

6711100377 PR 


8711200166' 70136 

6711160226 40-8766 

6711190352 40-6027 

8711190359' 406027 

8711230144 40-8766 

8711230163* 40-87e8 


6711110047 60-443 G 

6711110047 60-443 G 

87I11100S3 60-443 G 

8711110053 50-443 G 

8711110065* 60 443 Q 

6711110066* 50443 Q 

B71II10069* 60-443 G 

8711110069' 50-443 G 

6711110078 50-443 0 

8711110076 SO-443 Q 

6711090069 60-276 0 

6711100491 FCHA 

6711170044 60-320 G 

8711170054 * 60-320 G 

8711170069* 50-320 0 

6711190030 60-320 G 

8711200379 71-661 


8711200303* 

6711030361' 

8711030401* 

8711040265* 

8711090060* 


71-661 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


6711160046* CONTRACT 
8711180079* CONTRACT 
0711180081* CONTRACT 
8711100104* CONTRACT 
0711230110* CONTRACT 


8711110138 

8711020196* 

8711100000* 

0711200277 

6711020285 


FOtA 

CONTRACT 

CONTRACT 

PR 

60395 


S 


8711020260* 60 395 S 
0711100371 60-396 F 
8711160143 60-395 V 
8711170091 60-395 R 
8711170193 60-395 F 


8711170255 50-395 F 
8711190112 50-396 P 
0711230121 50-305 O 
8711260079 60-395 F 
6711260160 60-395 S 


8711050134* CONTRACT 


8711240013 60-322 G 
871104008S 60-322 G 
8711110077 60-322 G 
6711170010 50-322 G 

0711170026 60-322 0 
8711190013 60-322 G 
8711190060 60-322 G 
8711240008 50-322 G 
8711240025 60-322 0 

6711020428 60-361 Q 
6711020502 60-361 S 
0711030261 60-206 Q 
8711030321 60-206 P 
8711030326* 50-206 P 

6711030333* 60206 P 
8711040044 60-362 S 
6711050273 60-361 S 
8711060301 60-361 P 
8711060301 60-361 P 


8711060303 * 50-361 
8711060303* 60-361 
8711090217 60-361 
8711100271 60-206 


P 

P 

P 

S 


Southorn Company Sorvleoa, Inc. 
Souihwost Research and Information Coolo 


Souihw&slern Laboratories 
St J(^*8 Hosp.. Sprlrgfiold, IL 
Stale. Depi. of, Bureau of Oceans & Inll 
Erwtoa & Sclenilfo Aflaiie 


Stone & Wabsiei Engineering Corp. 


Slone & Webster, Inc. 


SulWk County. NY 


System Auiomaiion Corp. 
System Energy Resources. Ine. 


TUEIecitioUorinerly Texas Ulillties 
Oenoraling Co.) 


0711100274* 

50-206 

8711100341 

50-208 

6711100356 

50-206 

8711100361 

50 206 

8711130062 

60-361 

6711130205 

60-381 

6711130215 

50-361 

8711170096 

60-361 

8711170174 

60-361 

8711170241 

50-362 

6711190064 

SO-361 

871 1100090 

60-206 

8711190163 

50-206 

8711230218 

50-206 

8711240017* 

50 206 

6711240035 

50-206 

0711240067 

50-361 

6711250010 

50-361 

8711250032 

50-206 

8711300045 

50-206 

6711300115 

50-361 

8711040133 

50-425 

8711130166 

60-424 

8710070237* 

400907 

6710200000 

40-8907 

8711000086 

OA999 

8711200236 

PR 

8711240304 

XPORTLIC 

0711250014 

XPORTLIC 

8711260135 

XPORTLIC 

8711030319* 

50-412 

0711060268 

NUREG 

0711200130* 

50445 

8711110034 

rfl 

0711110102’ 

50-445 

0711110114* 

50-445 

0711110132* 

60446 

8711020160 

PR 

8711040080 

60<322 

8711110001 

50-322 

0711110077 

60-022 

8711170019 

50-022 

0711170025 

50-022 

6711190013 

60-022 

8711190027* 

60-322 

0711190060 

60-322 

8711240013 

60-322 

8711240025 

50-322 

6711090040’ 

CONTRACT 

8711020470 

50-416 

8711030520 

50-418 

6711040109 

50-416 

6711040116* 

80-418 

87II0S0118 

60-410 

6711050226 

50-416 

B7I1100S3D 

60-416 

6711130085 

50-416 

6711130126 

60-416 

6711160095 

50-416 

6711180103 

50-416 

6711190146 

60-416 

6711250218 

50-410 

6711300048 

60-418 

6711300268 

50-416 

6711020229 

60-445 

8711020229 

50-445 

8711020236 

60-445 

8711020337 

60-445 

6711020337 

60-445 

6711020372 

50-445 

8711020372 

50-445 

6711020401 

60-445 

8711020401 

60-445 

6711020415 

50 446 

871I02043S 

60-445 

8711020435 

60-445 

8711020480 

60 446 

6711020473 

50-446 

8711020473 

6CL446 

67110204B3 

60-446 

8711020493 

60-446 

8711020490 

60-446 

6711020490 

60-446 

8711030276 

60-446 

6711030276 

60-445 

6711030278 

60-445 

8711030278 

60-445 


8711030356 

60-44S 

S 

0711170021 

60-445 

8711030358 

50-445 

s 

6711170021 

60-445 

8711030505 

60-445 

s 

6711170039 

50-445 

0711030505 

50-446 

s 

8711170039 

50-445 

671 1040046 

50-445 

s 

8711170040 

50-445 

6711040046 

50-445 

s 

0711170040 

60-445 

8711040040 

50-445 

s 

8711170051 

50-445 

6711040046 

50-445 

s 

6711170051 

60-445 

8711040073 

50-445 

G 

0711170094 

50 445 

8711040073 

50-445 

Q 

8711170094 

60-445 

671 1040033 

60-445 

0 

8711170096 

50-445 

6711040083 

50-445 

6 

8711170101 

60-445 

671 1040095 

50-445 

G 

B711170101 

60-445 

8711040095 

50-445 

G 

8711170107 

60-445 

8711040097 

50445 

G 

8711170112 

50-445 

8711040097 

50-445 

G 

8711170112 

60-445 

6711040101 

50-446 

G 

8711170116 

60-445 

6711040101 

60-445 

G 

8711170116 

50-445 

6711040102 

50-445 

G 

8711170130 

50-445 

8711Q40102 

50 445 

G 

8711170130 

50-445 

8711040107 

50-445 

G 

8711170142 

60-44 5 

8711040107 

50-445 

G 

8711170142 

50-445 

6711040113 

50-445 

G 

0711170170 

60-445 

8711040113 

50-445 

G 

8711170170 

50-445 

8711040114 

50-445 

G 

8711170177 

60-445 

8711040114 

so 445 

Q 

8711170177 

50-445 

8711040144 

50-445 

A 

8711170186 

50-445 

8711040144 

50-445 

A 

8711170186 

50-445 

8711040146 

50-445 

G 

8711170236 

60-446 

871 1040146 

S0445 

G 

8711170275 

50-445 

8711040147 

50-445 

G 

B7I1170276 

50-445 

8711040147 

60-44$ 

G 

8711170283 

50-446 

8711040146 

SQ-445 

0 

6711170283 

50-446 

8711040140 

50-445 

O 

0711180038 

50-446 

8711040167 

50-445 

0 

8711160036 

60-446 

8711040157 

60-445 

G 

8711160046 

60-446 

8711040194 

50-445 

A 

6711180046 

60-446 

8711040104 

50-445 

A 

6711160053* 

60-445 

6711040204' 

50-445 

A 

0711180058* 

50-445 

87 11040204* 

50-445 

A 

8711180061* 

50445 

671 1040242 

50-445 

A 

0711160061* 

60-445 

6711040242 

50-445 

A 

0711180071 

60-445 

8711040247* 

50-445 

A 

6711180071 

S0-44S 

8711040247* 

50-445 

A 

0711190009 

50445 

671 1040358 

60-445 

$ 

0711190009 

50-445 

8711050177 

50-445 

0 

0711190012 

60-445 

871 1050177 

60-445 

0 

0711190012 

60-445 

8711060018 

50-445 

8 

0711190044 

60-445 

871 1060018 

50-445 

S 

0711190044 

60-445 

871 1060021 

60-446 

s 

07(1190064 

60-445 

871 1 100372 

50-445 

s 

6711190064 

60-445 

6711100372 

50-445 

8 

6711190066 

50-445 

8711100487 

60-445 

8 

8711190066 

60-445 

6711100487 

S0-44S 

8 

6711190222 

60-445 

8711110084 

60-445 

0 

6711190222 

60-445 

8711110155 

60-445 

S 

6711200079 

60-445 

8711120049 

50-440 

9 

6711200079 

60-445 

8711120088 

50-445 

S 

6711230171 

50-445 

8711120088 

60-445 

$ 

8711230171 

50 445 

8711130015 

50-445 

Q 

6711230183 

60-445 

8711130015 

60-446 

0 

8711230163 

60-445 

8711130110 

50-445 

S 

6711230166 

50445 

871 I130II0 

50-445 

s 

6711230227 

50-445 

871 1 130125 

50-445 

A 

6711230227 

50-445 

871 1 130125 

50-445 

A 

8711230270 

50-445 

6711130128 

50-445 

O 

6711230270 

50-445 

6711130128 

60-445 

0 

6711230317 

60-446 

8711130167 

50-445 

F 

8711230317 

50-445 

8711130157 

60-445 

F 

8711230436 

50-445 

8711 130176 

60-445 

A 

8711230438 

50-445 

8711130178 

60-445 

A 

6711230439 

50-445 

8711130245 

50-445 

S 

8711230439 

50-445 

8711130245 

50-445 

S 

8711240010 

50-445 

8711130308 

50 445 

S 

8711240010 

50-445 

8711130308 

60-445 

S 

6711240026 

60-445 

8711130345 

60-445 

S 

6711240026 

50-445 

8711130346 

50-445 

$ 

6711240064 

50-445 

8711160067 

50 445 

o 

8711240064 

50-445 

8711160067 

50-445 

o 

8711240084 

50-446 

871I1600B7 

50-445 

s 

6711240064 

60-445 

8711160087 

50-446 

s 

6711240128 

50-445 

6711160107 

60-446 

s 

8711240126 

50-445 

6711160107 

50-445 

8 

8711240149* 

50-445 

8711180263 

50-446 

8 

6711240149* 

50-445 

8711160263 

50-44& 

S 

6711240154 

50-445 

6711160287 

60-445 

8 

8711240164 

50-445 

8711160287 

50-445 

S 

6711240156 

50-445 

8711170016 

60-445 

Q 

6711240166 

50-445 

8711170018 

50-446 

G 

8711240168 

50-446 


coencA> »>>> cooicnMco v)v>v>v>w cocnuxou) vxawxa (nuiwtflw CAcacnuo ooooo oo>» >>>>> >>u>u>co v>ca(/><n<o cococomw cowOqw mOcamm ooeoo soooo 


AUTHOR AFFILIATiON 


. lAO. 

■clatet, Inc. 

inginasdng Services 
I Valley Authority 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATfOM 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8711240166 

50-445 

5 




8711240187 

50-445 

s 

8711030273* 

60-269 

P 

8711240187 

50-445 

s 

0711030273* 

60-259 

P 

6711240242 

60445 

s 

8711030283* 

60-259 

P 

8711240242 

60-446 

s 

8711030283* 

60-259 

P 




8711030283* 

60-269 

P 

8711240270 

60-445 

Q 




8711240276 

50-445 

o 

8711030283* 

60-259 

P 

8711240306 

50-445 

0 

8711030283* 

60-259 

P 

8711240306 

50-445 

0 

8711030283* 

50-269 

P 

8711240310 

50-446 

s 

8711030283* 

50-269 

P 




6711030203* 

60-269 

P 

8711240310 

50-445 

s 




8711250039 

60-445 

o 

8711030283* 

60-259 

P 

8711250036 

60445 

0 

8711030283* 

60-269 

P 

8711260040 

SO-44S 

s 

fl71l0302«8* 

54-259 

P 

87 11 260040 

60-446 

s 

8711030289* 

60-269 

P 




8711030289* 

60-259 

P 

8711250073 

50446 

s 




8711260073 

60-445 

s 

8711030269* 

60-259 

P 

8711250139 

60-446 

5 

07 1 1030289* 

60-269 

P 

8711250139 

50-446 

s 

8711030289* 

50-259 

P 

8711250183 

60-446 

V 

0711030299* 

50-269 

P 




0711030289* 

60-269 

P 

8711260163 

50-446 

V 




8711260195 

50-446 

s 

8711030289* 

60-269 

P 

8711260196 

60-44& 

s 

8711030289* 

50-269 

P 

8711260209 

60-445 

K 

8711030293* 

60-259 

P 

6711260209 

50-445 

K 

8711030293* 

60-259 

P 




8711030293* 

60-259 

P 

8711300068 

60-445 

s 




8711300058 

60-445 

s 

8711030293’ 

60-269 

P 

8711300074 

60-446 

s 

8711030293’ 

60-259 

P 

8711300074 

50-446 

s 

8711030293* 

60-269 

P 

6711300112 

60 445 

s 

8711030293’ 

50-259 

P 




8711030293’ 

60-269 

P 


8711300112 

8711300120 

8711300120 

6711300188 

8711300168 

8711300188 

8711300188 

871130020) 

8711300201 

8711300234 

8711300234 

6711300243 

S7M300243 

8711300246 

8711300246 

8711080187 

8711180076* 

8711180081' 

8711180104* 

8711160284* 

8710060441 

8710080441 

871I02Q26I 

8711020292 

8711020292 

6711020292 

8711020356 

8711020365 

8711020427 

8711020523 

8711030046 

8711030045 

6711030046 

6711030046 

6711030046 

8711030046 

8711030046 

6711030046 

8711030046 

8711030045 

8711030123 

B7UO30123 

8711030267 

8711030257 

a?\10302S7 

8711030267 

8711030267 

8711030267 

8711030267 

87UQ30267 

8711030267 

87U030273’ 

8711030273* 

8711030273* 

8711030273* 

8711030273* 

8711030273* 

8711030273* 

8711030273* 


60 446 
60-445 
60-445 
60-445 
60 445 

60 445 
50-445 
50-445 
60-445 
60-445 

60-445 

60-44$ 

60-445 

60-446 

60-445 

POIA 

CONTRACT 

CONTRACT 

CONTRACT 

50-445 

60-327 

60-327 

60-327 

60-259 

60-259 

60-259 

60-327 

50-269 

60-327 

60-327 

60-269 

60-269 

60-269 

60-269 

60269 

50-259 

50-259 

60-259 

60-259 

60-259 

60-390 

50<3S0 

60-269 

60-250 

60-269 

60-269 

50-259 

50-269 

60-259 

50-259 

60-260 

60-260 

60-269 

60-269 

60-259 

50-269 

50-269 

50-269 

60-259 


P 

P 

S 

Q 

a 

Q 

S 

R 

P 

0 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

S 

S 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 


8711030335 

8711030335 

6711030337 

8711030337 

6711030337 


60-327 

60-327 

60-269 

60-269 

60-269 


8711030340* 

&0-256 

8711030340* 

60-269 

0711030340* 

60-269 

8711030398 

60-269 

8711040011 

60-260 

8711040056 

60-390 

07110*0055 

60-390 

871 1040189 

60-269 

87110*0192 

50-269 

8711040210 

60-327 

8711040210 

60-327 

67)10*0213 

$0-390 

8711040213 

50-390 

87110*0230* 

60-269 

67>>040317 

60-390 

8711040317 

60-360 

87 >1040332 

50-390 

8711040332 

60-390 

67110*0335 

60-390 

8711040335 

60-390 

8711040337* 

60-327 

8711040340’ 

50-327 

8711040345* 

60-327 

8711040348* 

60-327 

87(1040352* 

60-327 

8711050121 

REQGO 

67(1050126 

60-327 

6711050155 

50-390 

8711050173 

60-327 

87(1050173 

50-327 

8711050166 

60-269 

8711050263 

60327 

8711100291 

PR 

B7I110031S 

60-438 

8711100315 

60-438 

8711100342 

60-269 

8711100401 

50327 

6711100402 

50-269 

6711100483 

60327 

6711100463 

50-327 

0711110026 

60327 

8711110026 

60-327 

6711130119 

60-327 

8711160129 

60-390 

8711160139 

50-327 

8711180139 

60-327 

8711180183 

50-259 

8711180188 

40-1341 

6711160258 

40-1341 

8711170097 

60360 

8711170097 

50-390 

6711170102 

50-327 

0711170102 

50327 

8711170146 

50327 


n 

S 

O 

0 

O 

S 

0 

0 

S 

F 

F 

0 

o 

0 

o 

s 

s 

0 

0 

s 


OKOcoww MOtatoO Oti*OOo 


87m701« 

50227 

P 


0711240165* 

50-259 

8711170149* 

50-327 

P 


8711240185* 

50-259 

8711170149* 

50-327 

P 


8711240186 

50-259 

8711170154 

50-327 

O 


8711240186 

50-259 

8711170154 

50-327 

o 


8711240186 

60-259 

0711170277 

50-327 

s 


8711240186 

50-259 

871117027? 

60-327 

s 


8711240189 

50-259 

8711170296 

50-296 

s 


8711240189 

50-259 

8711180134 

50-259 

F 


8711240169 

50-259 

8711180134 

50 259 

F 


8711240189 

50-259 

8711180134 

50-258 

F 


8711240169 

S0-2S9 

8711190033 

50327 

S 


8711240189 

60-259 

8711190123 

60-327 

F 


8711240169 

50-259 

8711190123 

60-327 

F 


8711240189 

50-259 

8711190129 

50-327 

P 


8711240169 

60-259 

8711190129 

50-327 

P 


8711240169 

5(3-253 

8711190174 

50-327 

P 


8711240)94' 

50 259 

8711190174 

50-327 

P 


8711240194* 

50-259 

8711)90207 

50327 

O 


8711240104* 

SO-259 

8711190207 

50927 

Q 


8711240194* 

50-259 

8711190223 

50-327 

P 


8711240194* 

50-259 

8711190223 

50327 

P 


8711240194' 

50-259 

8711190225* 

50-327 

Q 


8711240194' 

S0 2S9 

8711190230* 

60 327 

P 


B71 1240194* 

50-269 

8711190235* 

50-327 

P 


8711240194' 

50-269 

8711190237* 

50-327 

P 


87)1240197 

60-250 

8711200267 

50 327 

S 


6711240213' 

50-259 

8711200267 

50-327 

S 


8711240213’ 

50-259 

8711200315 

50-320 

S 


8711240213' 

60-259 

8711200358 

50-327 

P 


8711240213' 

50-259 

8711200356 

50-327 

P 


0711240213' 

60-259 

67)1200369* 

50-327 

P 


8711240213' 

50-259 

8711200369’ 

50-327 

P 


8711240213' 

60-259 

8711200385 

50-296 

s 


8711240213' 

50-259 

8711230163 

60327 

s 


8711240213' 

60-259 

8711230329 

50-390 

A 


0711240225' 

50-259 

871 1230329 

50-390 

A 


071 1240225' 

60-250 

8711240066 

60-259 

0 


6711240225’ 

50-259 

8711240068 

60-259 

0 


8711240225* 

50-259 

8711240066 

50-259 

0 


6711240225’ 

50-259 

871 1240153 

50-259 

p 


8711240225' 

50 259 

8711240IS3 

50-259 

p 


6711240262 

60-259 

87I1240IS3 

50-269 

p 


6711260136 

50-327 

8711240153 

50 259 

p 


6711250136 

50-327 

8711240153 

50-259 

p 


8711250136 

60-327 

8711240153 

60-269 

p 


6711250130 

50-327 

8711240153 

50-259 

p 


8711250192 

$0-327 

8711240163 

60-259 

p 


6711260192 

50-027 

8711240159' 

60 259 

p 


8711250223 

50-390 

8711240159* 

60-259 

p 


6711250246 

50-327 

8711240159* 

$0-259 

p 


6711260246 

50 327 

871 1240159* 

50-259 

p 


8711300063 

NUF1EG 

8711240159* 

50 259 

p 


6711300088 

60-327 

8711240159* 

50-259 

p 


6711300091 

60-259 

671 1240169* 

50-259 

p 


6711300091 

50-259 

071 1240169* 

50-259 

p 


6711300091 

60-269 

8711240169* 

50-250 

p 


6711300107 

50-327 

8711240169* 

50 259 

p 


6711300119 

60-327 

8711240169* 

501259 

p 


6711300128 

60-327 

8711240169* 

50 259 

p 


8711300126 

50-327 

8711240169* 

50 259 

p 


0711300162 

50-259 

0711240169* 

50-259 

p 


0711300162 

60-259 

8711240169* 

50-259 

p 


8711300162 

50-259 

8711240169* 

60-259 

p 


8711300178 

50-259 

8711240169* 

60-259 

p 


8711300176 

50-259 

8711240169* 

50-259 

p 


8711300178 

50-259 

8711240169* 

50 259 

p 


8711300165 

60-327 

0711240169’ 

50-259 

p 


8711300206 

50-327 

8711240176* 

50 259 

p 


8711300206 

50-327 

8711240176* 

60-259 

p 


8711300260 

50 327 

8711240176* 

50 259 

p 


8711300260 

50-327 

8711240)76* 

50-259 

p 


8711300263 

60-327 

6711240176' 

60-259 

p 

Texas, stale of 

8711170090 

WASTE WOT 

6711240176' 

50-259 

p 

Texas, Utiiv. of, Austin, TX 

6711200382 

50-602 

8711240176' 

60-269 

p 

Toledo Edison Co. 

8711020269 

60-346 

8711240178' 

60-259 

p 


6711030373 

60-346 

8711240170' 

50-259 

p 


8711030393* 

50-346 

8711240178' 

50-259 

p 


8711060281 

50-346 

8711240177 

50-327 

p 


8711090236 

50-346 

8711240177 

50-327 

p 


8711090243’ 

60-348 

8711240164* 

50-327 

p 


8711090248* 

50-346 

8711240165* 

50-259 

p 


8711100337 

60-346 

8711240185* 

50-259 

p 


6711160013 

50-346 

6711240165' 

60-259 

p 


8711170133 

50-346 

8711240185* 

50-259 

p 


8711170245 

50-346 

8711240186' 

60-259 

p 


8711170269 

50-346 

8711240186' 

60-259 

p 


8711190287 

60-346 

8711240185' 

60-259 

p 


6711300132 

50-346 

8711240185* 

60-259 

p 


8711300204 

50-346 


AUTHOR AFFJUATIOM 


Wisconsin Pubifc Safvice Corp. 


Wisconsin, Unlv, o(. Madison. Wl 
Wolf CrooA Nuclear Operating Corp. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


a7ttt30t7t 

50-266 

n 

8711160120 

60-266 

f 

8711160169’ 

50-266 

F 

8711160165’ 

50-266 

F 

8711160170* 

50-260 

F 

8711160176* 

60-266 

F 

8711170130 

60 301 

P 

8711170109 

50-301 

S 

8711180013 

50-266 

0 

8711ie00t'l* 

50-266 

o 

S711200S71 

50-301 

o 

8711200293 

50-266 

P 

8711250027 

50-286 

p 

8711200212 

50-301 

0 

8711300219 

50301 

p 

8711300233 

50-301 

p 

8711020077 

50-305 

p 

8711100122 

50-306 

R 

87112AQ20Q 

60-305 

F 

8711300114 

S03OS 

P 

8711300117* 

50-305 

P 

8711200216 

PR 


8711020235 

50 482 

0 

8711020341 

60-462 

s 

8711020439 

60-482 

s 

8711030116 

50-482 

s 

6711030252 

60-482 

s 

8711040303 

60 482 

s 

8711040320 

60-482 

F 

8711050004 

&0'4e2 

V 

8711050074 

50-482 

p 

8711050079’ 

50-482 

p 

6711060188 

60-482 

s 


AUTHOR AFFILIATION 


Worsham. Forsylhe. Sampeis & Woolridge 
(lormedy Worsham. Forsylhe & Sampeis) 

Woa Testing Co.. Inc. 

W^ Leboralortos 
Wyoming. Stata ol 

Yale UtWv., New Haven, CT 
Yar4(W Atomic Eiectrlo Co 


Zengar. 0 H. MD 


ACCESSION SUeJECT 

NUMBER CATEGORY 


8711090187 

50-462 

0711100370 

50-462 

8711170136 

50-402 

8711100067 

50-462 

6711190211 

50-482 

8711200133 

50-482 

8711200328 

50-482 

8711040101 

50-445 

8711110061 

50-446 

8711170051 

50-445 

8711170094 

50-445 

8711170094 

60-445 

8711170116 

60-445 

8711170116 

60-445 

8711160084 

50-445 

8711050113 

71-639 

8711050123* 

71-639 

8711050131’ 

71-839 

6711040179* 

50-443 

8711160210 

40-1162 

6711200397 

40-8502 

8711240201 

4O-6e04 

6711200245 

PR 

6711020420 

50-29 

6711020468 

50-29 

8711030265 

60-271 

8711030348 

50-29 

8711050100 

NUREG 

8711100071 

50-29 

8711170117 

50-29 

8711170249 

50-29 

8711300144 

50-29 

8711200292 

PR 


^3*0 ^ -nm-p Tj O O OnOOO O Ocncn tcDS'oco 



REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined In Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER ACCESSION 8UB- OTHER REPORT 

NUMBER JECr NUMBER 

CATE- 
GORY 


1MS4-N(C} 007 ROl 
2CaCK>R03 

87U200130’ 

60-446 

A 

a711240169* 

60-250 

P 

21000 R03 

8711240169* 

60-269 

P 

21300 R02 

6711240176* 

60-269 

P 

22400 R02 

8711240226* 

50-269 

P 

22000 R03 

6711240165* 

60-269 

P 

23000 R03 

8711240104* 

60-269 

P 

241.3(0) ROl 

8711240213* 

60-269 

P 

51-11703 S2-00 

6711100306* 

60-302 

P 

5Ml70a52-O1 

8711100310* 

60-302 

P 

95-4145 

8711040374* 

60-201 

P 

95-4306 

8711040327* 

60-201 

P 

95-4309 

8711040360* 

60-201 

P 

97-10 

6711190103 

60-213 

R 

A-3 637-3-0/67 

8711020296* 

60-382 

P 

ANF-1AR10 

8711160106* 

TOPREP 


8AW-1016SA 

8711090380* 

TOPREP 


OOE/EA-0332 

8711230011* 

WASTE MQT 


OPSPU-e5-t24-3S1 R2 

6711200368* 

71.9880 


EGG NTA-7332 

8711100261* 

60-269 

P TAG 63905 

EGO-NTA-7e43 

8710060162’ 

60-464 

P 01-82-33 

£QO-NTA-77e5 

8710200033* 

60-269 

P 01-83-26 

eGQ-NTA-7600 

6710160048* 

60-276 

P 01.-83-28 

6QG-PHY-7712 

6707160732* 

60-362 

P 

E8-e7-4a 

8711230268* 

60-286 

P 

F-C30ie 

8711090106* 

60-271 

Q 

CACt9396S02 

6410310317* 

60-626 

F 

aP-R-Sl2O03 

8711240220* 

60-362 

P 

187-Ot-SON 

8711040352* 

60-327 

P 

Na3C«M63AnA 

87U240U1* 

90-298 

P 

NEDO-30G83-A 

8711180246’ 

60-166 

P 

NEOO-3I3S9 

8711160260* 

60-166 

P 

NP-2S1I-CCM-AV01 R2 

8711170077* 

TOPREP 


NP-aSIl'CCM-A V02 R2 

8711170078* 

TOPREP 


NP-25I1-CCM-A V03 R2 

6711170086' 

TOPREP 


NP-2511-CCMAVOL4 

8711170080* 

TOPREP 


NSPNAD-8726 ROO 

8711100306* 

60-262 

P 

NUBEQ-0020V11 NOS 

6711030210 

NUREG 


hUREG-0020 VII NOO 

8711030080 

NUREQ 


NUflEQ-0040V11 N03 

8711090267 

NUREG 


NUREG-0090V10NOI 

6711230326 

NUREG 


NUREQ-0304VI2N03 

8711260102 

NUREG 


NUREG-0540 VOO N08 

6711030216 

NUREG 


NUREG-OS40 VOO N09 

6711230343 

NUREG 


NUREQ-0762 ROl 

6711260110 

NUREG 


NUREG-oeoe S07 

8711100384 

60-443 

E 

NUREO-1214R02 

8711030070 

NUREG 


NLflEG.1231 

8711260146 

NUREG 


NUREO-1286 

8711030226 

60-312 

E 

NUREQ-1267 

8711180066 

60-530 

P 

NUREG/CR-2000 V06 NO 

8711260072 

NUREG 

0nNL/NS(C-200 

NUReG/CR2331 V07N1 

8711100120 

NUREG 

eNL-NUREQ-61454 


These categories are defined In Appendix B and 
listed In the Contents. An asterisk following the ac- 
cession number In this Index Indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
Index entitled "Cross Reference of Enclosures to 
Principal Documents." 


REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUREG/CR-4134 ROi 

071 1060223 

NUREG 

ORNL/TM-6622 

NUn£Q/CR-4550 VOl 

8711250143 

NUREG 

SANOQ6-20a4 

NUREQ/CR-4701 V02 

8711000388 

NUREQ 

EGQ-2465 

NUnEO/OR-47t6 

8711000369 

NUREG 

0NL-NUREG-62O17 

NUREO/CR-4722 

0711080204 

NUREQ 

ORNL/6314 

NUREQ/CR 4727 

8711170043 

NUREQ 

SANOS5-1548 

NUn£G/CR-4735V02 

8711000211 

NUREQ 

NUREQ/CR-4763 V02 

0711100369 

NUREQ 


NUREO/CR-476e 

8711100261 

NUREQ 

EGG -24 60 

NUREO/CR-4799 

871 1090336 

NUREQ 

EGQ-26t9 

NUREO/CR 4887 

8711100407 

NUREG 

SAND97-0Sd2 

NURE07CR-4909 

0711100095 

NUREQ 

SAN005-0237 

NUREO/CR 4930 

8711160022 

NUREQ 

OnML-6388 

NUREO/CR-494t 

8711160040 

NUREG 

SANDd7-71 16 

NUfl£0/Cfl-4942 

8711030077 

NUREQ 

SAND87-O760 

NUftEO/CR-4950 V02 

6711100047 

NUREQ 


NUREO/CR4988 

87H030139 

NUREQ 


Nl«EO/Cfl-4979 

6711160164 

NUREQ 

PNL-9277 

NUREG/CR-4999 

0711230334 

NUREQ 

ORNL/TM-10526 

NUR£G/CR-4e95 

0711100270 

NUREQ 

NUREG/CR 5018 

0711230401 

NUREQ 

600-2520 

NllREG/CR-5011 

0711250160 

NUREQ 

NUREO/CR-6014 

8711260003 

NUREQ 

UCR1.-2U77 

NUfiEO/CR-6034 

8711100060 

NUREQ 

NUREO/Cn-S036 

0711080148 

NUREQ 


NUflEO/Cfi-603e 

6711100260 

NUREQ 


NUREO/CR-6040 

0711100084 

NUREQ 

AAEC/C5S 

NUS-1721 ROl 

6711110000* 

60-255 

P 

NUS-1729 

6711110012* 

50-255 

P 

NUSCO-162 ADO 02 

6711190389’ 

60-423 

P 

SAIC89/3897 

8703300203* 

50-305 

P 

SAlC-e7/3060 

8707290129* 

TOPREP 


SAIC 87/3051 

8709040403* 

TOPREP 


SA1C87/3056 

8710200440* 

50-289 

P TAG 6 1270 

3AIC-e7/3059 

8700170081* 

TOPREP 

SAfl-VEPCO-006 ROl 

8711000045* 

60-280 

P 

SECY-Te-546 

87 U 160002* 

FOIA 


SECY.84-417 

8411090304’ 

FOIA 


SeGy-87-047 

0711170102* 

FOIA 


SECY-67-21B 

6709000332 

SECY 


SECY-87.267 

8711120003 

SECY 


SME-MET-87-901 

8711190236* 

60-327 

P 

STi-oi noo 

8711240184' 

60-327 

P 

TRCR31.0R03 

8711160170* 

50-266 

P 

VP-NOS-35 

67I104033D' 

60-330 

P 

VVCAP-11318S02 

8711240117* 

60-334 

P 

WCAP-II374 ROl 

8711170248* 

60-483 

P 

VKCAP-II&53 

8711100376* 

60-462 

P 

WTCAP-Iises ROl 

871 1030374* 

60-348 

P 

WC«>.1I818 

8711240311* 

TOPREP 


WCAP-II620 

8711020000* 

60-305 

P 

iArcAp.iia72 

8711300232* 

50-301 

P 

Y/00-32e HOI 

6711200343* 

71-9860 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
Is listed. Knowing the accession number of the prin- 
cipal document, the date issued.and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined If) Appen- 
dix A. 


Subject categories for nondocketed items are alst 
entered In this column by symbol; for example 
ACRS. These categories are defined in Appendix f 
and listed in the Contents. 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATE(30RY 


DOCUMENT 

ISSUED 

CATEGORY 

7903070039 

6711160020 

07/11/10 

FCHA 


6711020069 

8711020054 

57/10/27 

50-324 

8410030192 

8711170042 

67/11/10 

fOlA 


8711020063 

0711020054 

07/10/27 

60-324 

8410030201 

8711170042 

07/11/10 

FOlA 


8711020065 

8711020055 

07/10/26 

CONTRACT 

8410030207 

8711170042 

87/11/10 

FOlA 


8711020071 

8711020039 

07/10/29 

FOlA 

8410310317 

6410310297 

84/10/29 

60-526 

F 

8711020074 

6711020057 

07/10/23 

50-413 

84110903S4 

6711060139 

07/10/29 

FOlA 


8711020080 

6711020075 

07/10/22 

50-316 

8501090076 

6711170042 

07/11/10 

FOlA 


8711020051 

6711020064 

07/10/23 

50-327 

8501090091 

8711170042 

87/11/10 

FOlA 


8711020055 

6711020077 

87/10/26 

60-305 

3501090096 

6711170042 

87/11/10 

FOlA 


8711020090 

6711020077 

07/10/26 

50-305 

3508220001 

8711170042 

07/11/10 

FOlA 


8711020091 

8711020080 

87/10/23 

60-395 

3508220002 

6711170042 

07/11/10 

FOlA 


8/11020092 

8711020073 

07/10/26 

60-322 

3508220003 

8711170042 

07/11/10 

FOlA 


8711020093 

6711020067 

07/10/21 

PR 

8506220004 

3711170042 

07/11/10 

FOlA 


8711020097 

6711020060 

87/10/23 

50-395 

8512110154 

0710050208 

07/09/30 

FOlA 


8711020098 

6711020062 

87/10/26 

FOlA 

8607300534 

8711170042 

87/11/10 

FOlA 


8711020102 

6711020064 

97/10/23 

60-327 

8607300546 

8711170042 

07/11/10 

FOlA 


8711020104 

6711020000 

87/10/26 

60-245 

8807300549 

8711170042 

87/11/10 

FOlA 


8711020121 

6711020115 

67/10/26 

60-458 

8608010296 

6808010294 

86/07/24 

50-482 

P 

8711020126 

D71I020II5 

67/10/26 

60 4SB 

8608060160 

6711030330 

07/11/02 

60.20 

P 

8711020128 

6711020127 

67/10/27 

FOlA 

8703200064 

8711110066 

87/11/03 

40-6027 


8711020132 

0711020120 

87/10/23 

60-265 

6703300263 

6711230145 

87/11/13 

50-395 

P 

8711020141 

671I020II4 

87/10/26 

50-213 

6706090216 

6711180141 

07/11/ie 

FOlA 


8711020145 

6711020134 

67/09/24 

CONTRACT 

8706220086 

6711000038 

67/10/29 

60 445 

A 

8711020149 

6711020124 

07/10/22 

50-336 

8707150732 

8711300001 

87/11/23 

50-352 

P 

87 110201 SO 

6710300132 

87/10/27 

STATE PRO 

8707290067 

8706230068 

87/06/16 

ono 


8711020164 

6711020152 

87/10/26 

50-445 

8707290126 

8707200122 

07/07/17 

rOPRGP 


8711020159 

6706230080 

67/06/15 

ORG 

8700070081 

8708230068 

87/06/16 

one 


6711020160 

8/11020124 

87/10/22 

60339 

8709170006 

8706230066 

87/06/16 

ORQ 


6711020165 

871102016/ 

87/10/23 

59-335 

870S170081 

87081700S7 

87/08/10 

TOPREP 


6711020190 

8711020104 

87/10/22 

50-327 

3708250230 

6706230066 

87/06/16 

ono 


8711020194 

B7II020IB4 

67/10/22 

60-327 

3708270050 

8706230066 

87/06/16 

ORG 


0711020106 

0711020191 

67/10/28 

CONTRACT 

8703270091 

8706230066 

87/06/16 

ono 


6711020200 

0711020192 

07/10/89 

50 601 

8708270170 

8711060213 

87/10/21 

60-275 

0 

e71l020a)4 

6711020190 

67/10/27 

50 324 

6709030153 

8706230066 

87/06/16 

ono 


6711020207 

6711020201 

67/10/19 

50 382 

6709040403 

8709040376 

87/09/01 

TOPREP 


6711020214 

8711020180 

67/10/28 

PR 

6709090376 

8710220407 

87/10/14 

60-247 

0 

6711020234 

8711020226 

87/10/23 

60-20 

6709140160 

8709140176 

07/09/11 

60-338 

F 

6711020236 

8704060264 

67/04/01 

60-321 

6710050006 

8710220095 

67/09/28 

60 483 

R 

6711020268 

8711020260 

87/10/13 

50-275 

6710060162 

8711200090 

87/11/06 

60-454 

P 

6711020259 

5711020246 

87/10/19 

60-322 

6710070237 

8710290090 

87/09/17 

40 6007 


8711020269 

5711020192 

87/10/05 

60-601 

6710060027 

8711090269 

67/11/06 

60-254 

P 

8711020272 

8711020246 

87/10/19 

60-322 

6710160046 

8711030420 

87/10/30 

60-276 

P 

6711020280 

8711020266 

87/10/28 

50-395 

8710160027 

8710160023 

87/10/13 

60 443 

c 

87 110^283 

8711020274 

87/10/02 

50-285 

8710(60031 

8710160023 

67/10/(3 

60-443 

G 

67(1020266 

971 1020278 

87/10/27 

50-362 

8710200033 

6711100126 

07/11/11 

60-269 

P 

8711020266 

8711020276 

87/10/2? 

50-362 

3710200440 

6711 100103 

87/11/02 

60-266 

P 

8711020301 

8711020279 

87/10/2? 

60-336 1 

3710230013 

8710230006 

87/10/09 

60-293 

F 

8711020306 

0711020295 

67/10/20 

50-443 

3710230331 

6711200248 

87/11/17 

50-166 

F 

67(1020308 

9711020297 

67/10/25 

FOlA 

8710270163 

8710060198 

87/09/21 

4(».2260 


8711020333 

8711020326 

67/09/24 

CONTRACT 

87I0S0O025 

6711160095 

87/11/10 

REVIEW GR 

P 

8711020336 

6711020322 

87/10/29 

60-295 ( 

8711020022 

8711020020 

87/10/28 

60-293 

P 

6711020346 

6711020344 

87/10/20 

50-298 

8711020024 

8711020020 

87/10/28 

60-293 

P 

6711020361 

6711020361 

87/10/23 

60-113 

8711020027 

8711020009 

87/10/26 

60-250 

Q 

8711020362 

8711020060 

67/10/28 

60338 ( 

8711020030 

0711020028 

87/10/26 

50-346 

P 

8711020377 

8711020373 

67/10/20 

50-346 ( 

8711020033 

8711020019 

07/10/26 

60-456 

E 

6711020397 

8711020379 

87/10/29 

60-267 ( 

6711020035 

8711020026 

67/10/26 

60-348 

P 

8711020386 

6711020365 

87/10/27 

50-263 ( 

6711020036 

8711020009 

67/10/26 

60-250 

O 

8711020400 

6711020390 

87/10/27 

SO-295 1 

6711020038 

B71 1020023 

87/10/27 

PR 


8711020412 

6711020407 

87/10/28 

60-412 ( 

6711020051 

6710300116 

87/10/22 

60-244 

0 

8711020416 

B711020409 

87/10/29 

50-272 1 

6711020066 

8711020053 

67/10/26 

CONTRACT 


8711820421 

6711020414 

87/10/27 

50-160 ' 
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8711020433 

8711020320 

67710/28 

50-613 

O 

871 1030393 

8711030373 

87/10/27 

50-346 

8711020442 

8711020437 

87/10/23 

50-293 

P 

6711030365 

8711030376 

67/10/30 

FOIA 

0711020451 

6711020441 

87/10/28 

50-272 

o 

8711030401 

0711030397 

07/10/29 

CONTRACT 

3711020458 

8711020450 

87/10/27 

50322 

H 

871 103040? 

8711030122 

67/10/28 

50-298 

87HQ20463 

8711020432 

87/10/2? 

PR 


8711030411 

8711030399 

87/11/02 

60-327 

8711020489 

8711020478 

87/10/26 

SO 295 

O 

8711030417 

8711030405 

87/10/29 

CONTRACT 

87I102049S 

3711020494 

87/10/26 

50-302 

P 

6711030432 

8711030420 

07/10/30 

60-275 

3711020493 

3711020494 

87/10/26 

50-302 

P 

871 1030433 

8711030282 

87/09/29 

WASTE MOT 

8711020505 

8711020500 

87/10/23 

50-344 

V 

8711030434 

8711030425 

07/10/30 

71-9700 

3711020513 

3711020497 

87/10/26 

50-277 

Q 

8711030446 

8711030442 

07/10/29 

50-247 

3711020518 

6711020504 

87/10/26 

70-371 


8711030447 

8711030442 

87/10/29 

60-247 

8711020520 

8711020521 

67/10/29 

50 482 

Q 

8711030461 

8711030440 

87/10/02 

71-9183 

8711030008 

8711030007 

87/10/27 

60-244 

P 

6711030453 

8711030423 

07/10/27 

50-312 

6711030009 

8711030007 

87/10/27 

50-244 

P 

8711030467 

8711030392 

07/10/30 

60-293 

8711030013 

6711030011 

67/10/29 

50-313 

Q 

6711030460 

0711030452 

87/10/28 

60-368 

6711030015 

8711030011 

87/10/29 

50-313 

O 

6711030462 

0711030423 

07/10/27 

50-312 

8711030017 

6711030016 

87/10/30 

PROJ 


8711030464 

8711030456 

87/10/30 

50-155 

8711030023 

8711030021 

67/10/26 

50-463 

0 

6711030474 

6711030467 

87/10/30 

50-293 

8711030025 

8711030022 

87/10/19 

40 8829 


8711030476 

8711030472 

87/10/28 

50-316 

6711030028 

8711030024 

87/10/20 

50-298 

P 

8711030483 

8711030467 

07/10/30 

50-293 

8711030039 

6711030032 

87/09/24 

40-6829 


8711030489 

8711030088 

87/10/29 

FOIA 

8711030053 

8711030043 

87/10/28 

50-301 

o 

8711030494 

0711030490 

07/10/20 

&O'360 

8711000063 

6711030058 

87/10/27 

50-298 

p 

8711030496 

9711030475 

07/10/20 

50-443 

8711030064 

8711030058 

87/10/27 

60-298 

p 

8711030500 

0711030406 

87/10/21 

60-285 

8711030065 

8711030047 

87/10/29 

SO-440 

s 

6711030512 

8711030448 

07/10/27 

60 450 

8711030068 

8711020317 

87/10/02 

60-168 

o 

6711030523 

8711030513 

87/10/30 

60-327 

671 1030072 

8711030066 

67/10/29 

50-331 

0 

8711030526 

8711030S1S 

87/10/30 

50-275 

6711030075 

6711030066 

67/10/29 

50-341 

p 

8711030529 

0711030522 

87/10/10 

60-344 

8711030076 

8711030066 

87/10/29 

60-341 

p 

8711030536 

8711030518 

87/10/27 

50-312 

0711030082 

0711030047 

07/10/29 

50-440 

s 

8711030541 

6711030S16 

07/10/27 

60-312 

8711030034 

6711030036 

67/10/29 

50-341 

p 

8711030544 

8711030539 

87/10/28 

60-315 

3711030087 

3711030074 

67/10/22 

50-255 

0 

6711040009 

8711040007 

67/10/27 

50-362 

8711030039 

6711030063 

87/10/29 

60-341 

p 

8711040010 

8711040006 

87/10/30 

71-9022 

8711030096 

8711030033 

87/10/27 

50-302 

p 

6711040019 

8710260274 

67/10/21 

60-293 

8711030103 

3711030091 

67/10/27 

50-333 

0 

871)04002? 

8710260274 

87/10/21 

60-293 

6711030126 

8711030122 

87/10/28 

50-298 

V 

8711040023 

8711040017 

87/10/30 

71-9102 

8711030130 

6711030068 

67/10/29 

50445 

A 

8711040024 

6711040018 

87/10/29 

CONTRACT 

8711030134 

6711030120 

87/10/28 

50-247 

0 

8711040032 

8711040027 

67/10/22 

CONTRACT 

6711030135 

6711030133 

87/10/29 

FOIA 


8711040035 

8711030493 

8r/i0/30 

60-293 

8711030141 

6711030086 

87/10/29 

60-445 

A 

8711040039 

8711040036 

87/10/20 

50-293 

6711030144 

8711030132 

87;i0/27 

50-334 

P 

6711040040 

6711040038 

87/10/29 

50-293 

8711030147 

8711030120 

87/10/26 

50-247 

0 

6711040045 

8711040042 

67/n/02 

FOIA 

«7tt03Q1S0 

8711030132 

67/10/27 

60-334 

9 

8711040072 

8711040002 

87/10/27 

00-403 

8711030156 

8711030088 

87/10/29 

60-445 

A 

6711040077 

8711040058 

87/10/28 

60-443 

8711030159 

8711030088 

87/10/20 

60-445 

A 

8711040093 

8711030058 

87/10/27 

60-2e9 

8711030176 

6711030166 

87/10/30 

50-445 

0 

6711040111 

8711040103 

87/10/29 

60'449 

8711030176 

6711030163 

87/10/20 

WAS1E MQT 


6711040115 

8711040109 

67/10/28 

60-416 

87110301G3 

6711030191 

87/10/23 

50-445 

o 

8711040123 

6711040118 

87/10/30 

71-9216 

8711030200 

6711030167 

87/10/30 

FOUL 


8711040125 

0711040120 

07/10/30 

00-200 

6711030212 

6710270209 

87/10/21 

60-424 

0 

8711040127 

8711040118 

87/10/30 

71-9216 

8711030216 

6711030210 

87/10/15 

50-3 

F 

6711040169 

8711040068 

87/10/27 

40-2001 

8711030236 

6711030224 

87/10/21 

$0-286 

O 

8711040185 

8711040160 

67/11/01 

60-309 

6711030242 

8711030229 

87/10/19 

4 0 8004 


8711040171 

6711040160 

87/11/02 

50-302 

8711030261 

6711030246 

87/10/26 

OA999 


8711040173 

8711040164 

87/10/28 

50-277 

6711030270 

6711030248 

87/10/28 

OA999 


0T1 1040176 

8711040174 

07/10/20 

50-293 

8711030273 

8711030257 

87/10/28 

60259 

P 

8711040177 

0711040109 

67/10/26 

50-97 

8711030274 

8711030068 

87/10/29 

60445 

A 

6711040179 

8711040102 

87/10/30 

50-443 

6711030281 

8711030066 

87/10/29 

50^446 

A 

87II040I6I 

0711040164 

67/10/28 

50-277 

8711030283 

8711030257 

87/10/28 

50 269 

P 

67II040I83 

6711040158 

83/04/18 

FOiA 

3711030234 

8711030260 

87/10/30 

50276 

P 

8711040184 

8711040174 

87/10/28 

50-293 

3711030263 

8711030260 

87/10/30 

50-276 

P 

8711040196 

8711040165 

07/10/27 

50-289 

8711030288 

8711030287 

87/10/21 

50-274 

P 

8711040201 

0711040190 

87/10/21 

40-6794 

8711030289 

6711030257 

87/10/28 

60-259 

P 

67n[}40?04 

8711040194 

87/11/02 

50-445 

6711030293 

8711030257 

87/10/28 

50-259 

P 

871 1040211 

8711040199 

67/10/26 

50-320 

6711030309 

6711030304 

87/10/30 

50-203 

F 

67 11040224 

8711040223 

87/10/20 

50-289 

6711030313 

0711030312 

07/10/30 

50-266 

P 

67')1040225 

8711040223 

87/10/28 

50-289 

8711030319 

8711030311 

67/10/26 

50-412 

P 

8711040227 

8711040222 

67/10/09 

71-9070 

6711030323 

0711030316 

87/10/23 

50-312 

P 

8711040230 

0711040100 

07/06/04 

50-209 

8711030325 

8711030320 

67/10/28 

50-255 

P 

8711040244 

6711040178 

07/10/22 

50-333 

8711030326 

8711030320 

87/10/28 

60-255 

P 

6711040247 

8711040242 

87/11/02 

60-445 

6711030327 

8711000316 

87/10/23 

60-312 

P 

8711040250 

8711040178 

07/10/22 

60-333 

8711030328 

6711030321 

07/10/30 

50-206 

P 

8711040264 

8711040251 

87/10/22 

ORO 

8711030331 

6711030324 

67/10/28 

50-413 

P 

8711040255 

8711040241 

07/10/20 

CONTRACT 

8711030333 

8711030321 

67/10/30 

50-206 

P 

8711040207 

0711040200 

07/10/27 

60-193 

8711030340 

6711030337 

87/10/27 

50-259 

P 

6711040270 

8711040260 

07/10/27 

50-193 

6711030352 

8711030339 

07/11/02 

FOiA 


8711040277 

8711040269 

67/10/29 

50-331 

8711030357 

6711030334 

67/10/30 

50-400 

P 

871 1040263 

0711040271 

87/10/26 

OA999 

6711030361 

8711030364 

87/10/29 

CONTRACT 


871 1040285 

8711040269 

87/10/29 

60-331 

8711030363 

8711030334 

87/10/30 

50-400 

P 

871 1040292 

071 1040276 

07/10/30 

50-277 

6711030374 

8711030350 

87/10/20 

50-348 

P 

8711040293 

0711040271 

07/10/20 

OA999 

8711030381 

8711030365 

07/10/28 

60-268 

Q 

9711040299 

0711040204 

87/11/02 

60-324 

8711030362 

8711030376 

87/10/18 

50-316 

F 

8711040305 

8711040301 

87/10/16 

71-607 

8711030334 

6711030339 

67/11/02 

FOIA 


8711040306 

6711040276 

87/11/02 

FOIA 

8711030386 

8711030379 

67/10/28 

60361 

P 

6711040311 

8711040276 

87/11/02 

FOIA 

6711030388 

8711030380 

67/10/26 

50-463 

P 

6711040326 

6711040315 

87/11/02 

ORO 

8711030389 

8711030360 

87/10/29 

50-293 

P 

8711040327 

6711040321 

87/10/01 

50-201 

6711030391 

8711030360 

07/10/29 

60-293 

P 

971 1040330 

8711040316 

87/11/02 

ORO 
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CATEOORV 

8711040337 

8710080441 

67/10/02 

60-327 

P 

8711040339 

8711040333 

07/10/20 

50-339 

P 

8711040340 

8710080441 

87/10/02 

50-327 

P 

8711040345 

8710080441 

87/10/02 

60-327 

P 

8711040346 

8711040343 

07/10/30 

50-368 

P 

871 1040348 

6710080441 

87/10/02 

60-327 

P 

8711040346 

8711040296 

87/10/19 

60260 

G 

8711040351 

8711040344 

87/11/03 

50-445 

A 

87M 0403S2 

8710080441 

87/10/02 

60-327 

P 

8711040369 

8711040321 

07/10/01 

60-201 

P 

8711040370 

8711040199 

87/10/28 

50 320 

P 

8711040374 

8711040321 

87/10/01 

50-201 

P 

8711040375 

8711040366 

67/11/02 

59-482 

O 

8711040376 

9711040372 

87/10/29 

50-220 

O 

8711040377 

0711040371 

07/10/28 

50-271 

F 

6711040376 

8711040366 

87/11/02 

50-482 

O 

8711040379 

0711040372 

07/10/29 

50-220 

o 

8711050002 

8711050001 

87/10/28 

60-219 

o 

871 1050005 

8711050003 

87/10/28 

60-366 

p 

6711050009 

8711050006 

87/11/02 

60-293 

F 

8711050025 

0711050021 

87/10/30 

50-338 

o 

8711050079 

0711050074 

87/10/30 

50-482 

p 

8711050105 

0711050090 

87/10/28 

50-213 

o 

8711050117 

8711050113 

87/10/14 

71-830 


6711050123 

0711050113 

87/10/14 

71-830 


6711050131 

0711050113 

87/10/14 

?i-630 


871 >050134 

671 1050133 

87/11/03 

CONTFiACT 


6711050168 

8711050116 

07/11/03 

TOPREP 


8711050169 

8711050160 

87/10/30 

SO 361 

p 

8711050176 

8711050160 

87/10/30 

50-361 

p 

8711050179 

8711050116 

87/11/03 

TQPREP 


8711050187 

6711050182 

87/11/04 

71-9068 


8711050192 

6711050104 

87/11/03 

50-362 

p 

8711Q5Q194 

0711050166 

87/10/29 

40-8664 


8711050197 

8711050186 

87/10/29 

40 6684 


8711050219 

6711050214 

87/10/30 

59-327 

p 

8711050223 

8711050220 

87/10/30 

50260 

p 

8711050226 

8711050214 

87/10/30 

60327 

p 

8711050232 

8711050227 

67/11/03 

69-312 

p 

6711050236 

8711050228 

87/11/03 

69-352 

p 

B7H05D236 

8711050227 

07/1 1/03 

50-312 

p 

6711050247 

8711050242 

87/1 1/04 

60-287 

8 

6711050246 

8711050238 

67/10/26 

60-335 

P 

6711050249 

8711050246 

87/09/21 

40 8905 


6711050250 

8711060245 

87/10/30 

60 483 

P 

6711050254 

8711050238 

87/10/28 

60-33S 

P 

8711050266 

8711050246 

87/09/21 

40-8905 


8711050259 

87I10S02SS 

87/10/30 

60-463 

P 

8711050277 

8711050274 

87/10/23 

60-335 

P 

8711050276 

8711050274 

87/10/23 

50-336 

P 

8711050264 

8711050105 

87/10/30 

60 255 

P 

6711050287 

B7I 1050203 

87/10/30 

50-410 

P 

6711060007 

8711050111 

87/10/26 

60-3 

F 

8711060025 

6711060014 

87/10/07 

40-8943 


8711060026 

8711060023 

67/11/01 

60-412 

Q 

6711060031 

8711060029 

87/10/29 

60-443 

P 

6711060110 

8711060109 

87/1 1/02 

60271 

P 

6711060120 

8711060118 

87/10/21 

60-397 

Q 

6711060123 

8711060116 

87/10/21 

60-397 

O 

6711060124 

8711060087 

87/10/27 

C^Q 


8711060125 

6711060114 

87/11/05 

60-219 

O 

8711060136 

8711060132 

87/1 1/02 

QA999 


8711060144 

8711060137 

87/10/23 

60-133 

O 

8711060145 

8711060131 

87/1 1/02 

CONTRACT 


8711060149 

8711060139 

87/10/29 

FOIA 


8711060163 

6711060160 

87/11/06 

71-636 


8711060171 

8711060166 

87/10/30 

60-409 

o 

8711060173 

8711060153 

87/10/29 

QA999 


8711060181 

8711060139 

87/10/29 

FOIA 


8711060184 

8711060179 

67/11/05 

50-313 

o 

8711060189 

0711060182 

67/11/05 

CONTRACT 


871 I06019S 

8711080185 

87/10/30 

60-464 

o 

8711060199 

8711060176 

87/11/06 

CONTRACT 


8711060202 

0711060139 

87/10/29 

FOIA 


8711060221 

8711060206 

87/09/21 

40-8905 


8711060222 

8711060213 

87/10/21 

60-276 

o 

6711060241 

6711060237 

87/10/30 

60-277 

p 

871 1060257 

8711060252 

87/11/05 

71-636 


8711060260 

8711060213 

67/10/21 

60-276 

0 

8711060262 

8711060258 

87/10/26 

60-5 

R 

871 1060268 

8711060258 

87/10/28 

50-6 

R 

871 1060270 

6711060266 

87/10/26 

60-499 

Q 

8711060279 

8711060274 

87/10/30 

60-165 

Q 

8711060282 

8711060277 

67/11/02 

60-276 

Q 

8711060263 

6711060276 

87/10/26 

71-642 


8711060284 

6711060220 

87/11/05 

CONTRACT 


8711060286 

6711060278 

67/09/10 

40-6762 
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ENCLOSURE 
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DOCUMENT 
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8711060291 

8711050203 

87/11/03 

FOIA 


8711060303 

8711060301 

07/11/04 

50-351 

P 

671 1060309 

8711060307 

07/10/25 

60-282 

0 

8711090006 

8711090003 

87/11/05 

71-540 


8711090014 

8711090007 

87/11/05 

CONTRACT 


8711090022 

8711090008 

87/10/23 

50-341 

0 

6711090030 

8711090021 

87/11/05 

CONTRACT 


8711090038 

8711090026 

07/11/03 

XPORTLIC 


8711090045 

8711090039 

87/11/02 

50-280 

p 

8711090048 

0711060040 

87/11/03 

50-454 

0 

67I1M0048 

8711090041 

87/11/04 

CONTRACT 


8711090050 

8711090034 

87/11/05 

CONTRACT 


S7II090056 

871 1090044 

67/09/10 

40-6656 


8711090059 

8711090055 

87/10/23 

CONTRACT 


871 1090065 

8711090057 

87/11/05 

CONTRACT 


87nO«X>72 

8711060227 

67/10/30 

50-263 

p 

8711090073 

8711090059 

87/09/14 

50-276 

0 

e7l10»3075 

8711090044 

87/09/10 

40-6659 


8711080076 

B7I1060I77 

07/11/05 

50-250 

Q 

8711090081 

8711060070 

87/09/10 

40-8905 


8711090083 

8711090062 

57/10/28 

50-202 

o 

8711000096 

87110B0095 

87/10/12 

71-9200 


e71IC»(^6 

8711000093 

87/10/21 

50-275 

o 

8711090102 

B7110B0100 

87/11/02 

60-336 

p 

8711090103 

6711000099 

07/09/26 

CONTRACT 


8711000106 

8711000105 

87/11/03 

60-271 

Q 

87M080112 

8711000110 

87/11/05 

71-637 


8711060119 

8711000118 

87/11/03 

70-143 


8711000126 

8711060023 

87/11/OS 

71-578 


8711000131 

6711060122 

87/11/03 

60-289 

0 

8711060136 

8711060128 

87/10/30 

50-520 

P 

8711060142 

8711000126 

87/10/30 

60-528 

P 

8711000147 

B7I1000144 

87/11/05 

60-277 

Q 

8711000146 

8711000047 

87/11/04 

50-293 

S 

8711090158 

8711000152 

87/10/30 

50-281 

O 

8711(^160 

8711090156 

87/11/04 

50-298 

0 

8711090169 

8711000164 

87/11/00 

60 461 

0 

871IOOOI7I 

8711000170 

67/11/05 

50-244 

0 

8711090172 

8711090184 

87/11/06 

60-461 

Q 

8711090174 

8711090185 

07/11/05 

50-410 

0 

6711060194 

8711090101 

67/11/06 

50-000 

0 

87111:^210 

871 1090206 

87/11/02 

60-312 

p 

67I1I»0228 

8711090221 

67/11/04 

50-277 

u 

8711090242 

8711060231 

87/11/05 

50-364 

0 

8711090243 

8711060238 

07/11/02 

60-348 

p 

6711060244 

8711060241 

87/11/03 

50-363 

0 

6711090248 

8711090236 

87/11/02 

50 346 

p 

6711090246 

8711090235 

87/11/05 

CONTRACT 


6711000250 

8711090241 

87/11/03 

50-353 

a 

8711060255 

6711090236 

87/11/05 

50-220 

0 

8711060260 

8711090253 

87/11/02 

60-315 

p 

8711090262 

8711090260 

87/10/26 

50-460 

0 

8711090285 

8711000276 

87/11/04 

60-483 

0 

8711090290 

8711090276 

67/ 1 1 /04 

50-483 

8 

e7IIO903(« 

6711090276 

87/10/30 

50-255 

K 

8711090312 

8711060298 

67/10/28 

60-298 

P 

871I090J16 

B71109Q311 

87/10/30 

50-461 

P 

8711090J17 

6711090295 

87/09/24 

60-237 

Q 

8711090320 

8711090314 

87/11/04 

50-295 

0 

6711090321 

8711090318 

07/11/05 

60-466 

0 

8711090338 

8711090322 

07/09/09 

40-8084 


8711090348 

6711090341 

87/11/05 

60-395 

p 

8711090357 

871 1090322 

87/00/09 

40-8084 


8711000350 

8711090353 

87/10/30 

70-143 


0711090381 

8711090347 

67/11/08 

50-208 

0 

8711090386 

8711080310 

87/11/06 

50-367 

p 

8711090375 

8711090369 

07/10/30 

80-400 

K 

8711090377 

8711060373 

07/10/30 

TOPREP 


8711090380 

8711060178 

87/09/23 

TOPREP 


8711090387 

8711060383 

87/11/03 

60-203 

0 

8711100007 

871VI00003 

87/10/23 

70-1113 


8711100012 

8711100005 

07/11/03 

50-213 

H 

8711100013 

5711100011 

87/11/03 

50-443 

U 

8711100026 

5711100021 

87/11/05 

50-841 

P 

8711100029 

8711100023 

87/11/02 

50-328 

P 

8711100036 

8711100033 

87/11/04 

60-352 

P 

67IM00040 

8711100033 

87/11/04 

S0-0S2 

P 

6711100042 

8711100325 

07/10/26 

60455 

S 

8711100052 

871 1090132 

87/10/30 

TOPREP 


8711100068 

8711100039 

87/11/05 

50-324 

P 

8711100083 

8711100073 

87/11/02 

60-458 

P 

8711100084 

8711100073 

87/11/02 

50-458 

P 

8711100133 

8711100125 

87/11/11 

60-269 

P 

8711100148 

8711100135 

87/10/12 

71-9217 


8711100149 

8711100139 

07/10/27 

ORQ 


8711100165 

8711100059 

07/10/30 

50-312 

P 

8711100186 

8711100158 

07/11/02 

60-458 

P 
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6711100170 

6711100158 

87/11/02 

50-458 

P 

8711130005 

6711130004 

87/11/10 

OA999 

e7niooi76 

8711100172 

87/11/02 

5(>-263 

O 

8711130007 

8711130004 

87/11/10 

OA990 

8711100168 

8711090264 

87/10/21 

50-528 

o 

0711130009 

6711130004 

87/11/10 

OA699 

871110016? 

8711100161 

87/11/02 

50-443 

H 

671I1300SB 

8711130050 

87/10/30 

60-259 

8711100196 

8711100190 

87/10/30 

S04S4 

P 

8711130067 

6711130061 

07/10/27 

50-416 

8711100201 

8711110190 

87/10/30 

50454 

P 

0711130072 

6711130055 

87/11/05 

50-250 

8711100213 

8711100197 

67/11/03 

PROJ 


6711130073 

8711130061 

07/10/27 

60-416 

8711100314 

0711100207 

87/11/05 

50-267 

a 

871113007$ 

8711130055 

87/11/05 

50-250 

6711100335 

8711100163 

87/11/02 

50-462 

p 

6711130077 

8711130069 

07/10/28 

50-369 

0711100235 

8711100163 

87/11/02 

50 462 

p 

0711130096 

6711130086 

87/11/05 

50-413 

8711100245 

8711100237 

87/11/04 

50-269 

p 

6711130099 

8711130097 

07/08/20 

TOPREP 

8711100251 

8711100237 

87/11/04 

50-269 

p 

6711130102 

8711130082 

07/10/28 

50-269 

8711100286 

8711100265 

87/10/15 

50 362 

o 

87I1I30I08 

8711130103 

07/11/09 

50-267 

8711100274 

6711100271 

67/11/06 

50-206 

s 

8711130109 

8711130106 

07/11/02 

50-302 

8711100286 

8711100279 

67/11/03 

SO-275 

p 

8711130122 

671113011$ 

07/11/04 

50-280 

8711100297 

8711100295 

67/1 1/06 

50-269 

p 

8711130124 

8711130121 

87/11/09 

50-462 

8711100360 

6711100354 

87/11/06 

60-423 

G 

8711130142 

8711130138 

87/10/20 

50-269 

8711100378 

8711100370 

87/11/04 

60-402 

P 

8711130140 

6711130137 

87/11/03 

60-369 

6711100392 

8711100380 

87/11/03 

60-202 

P 

87III30I47 

8711130136 

07/10/20 

50-289 

8711100394 

8711100390 

87/10/18 

50-456 

O 

8711130163 

8711130138 

87/10/20 

50 269 

8711100398 

8711100389 

87/ 1 1 /03 

50-282 

P 

6711130158 

6711130152 

87/10/29 

60-312 

0711100441 

8711100389 

87/ 1 1 /03 

50 282 

P 

8711130158 

8711130154 

87/11/06 

50-261 

8711100465 

8711100459 

87/11/05 

50-369 

P 

87III30181 

8711130169 

07/11/06 

50-166 

8711100468 

6711100459 

67/11/05 

60-369 

P 

6711130188 

8711130179 

87/11/05 

SO 184 

8711110003 

8711110002 

67/11/04 

50 341 

P 

8711130201 

8711130177 

87/11/04 

50-250 

8711110003 

8711110007 

87/11/09 

50 256 

P 

871 1130203 

8711130192 

67/10/30 

50-324 

6711110010 

6711110007 

87/11/09 

50256 

P 

871 1130211 

6711130224 

87/11/06 

50-219 

8711110012 

6711110007 

67/11/09 

SO-25S 

P 

8711130212 

6711130191 

87/10/30 

50-397 

8711110017 

6711110011 

67/11/09 

50275 

P 

8711130213 

8711130207 

87/11/04 

60-247 

8711110039 

6711110011 

67/11/09 

50-275 

P 

8711130216 

8711130204 

67/10/30 

70-1161 

6711110065 

8711110053 

87/11/02 

60 443 

c 

8711130229 

8711130192 

87/10/30 

60-324 

6711110068 

6711110053 

87/11/02 

50443 

Q 

$711130227 

8711130222 

87/10/29 

50-269 

671111007S 

8711110071 

67/1 1/08 

50-271 

G 

6711130239 

6711130207 

67/11/04 

50 247 

6711110076 

6711110067 

07/11/06 

50-443 

G 

6711130240 

6711130160 

6T/1O/20 

60 366 

67I1IIQ0SS 

6711110090 

07/11/06 

50 322 

0 

8711130243 

8711130237 

87/11/02 

50-482 

6711110100 

8711110063 

37/11/05 

50-446 

0 

8711130248 

8711130242 

87/11/06 

50-39S 

671111010? 

6711110049 

07/11/09 

50-445 

A 

8711130250 

8711130228 

87/10/20 

50-260 

6711110105 

6711110060 

67/11/06 

50 322 

0 

8711130261 

8711130237 

87/11/02 

50-482 

6711110111 

8711110090 

87/1 1/06 

$0-322 

Q 

$711130254 

8711130160 

87/10/29 

50-366 

8711110114 

6711110049 

07/11/09 

50-445 

A 

8711130263 

8711130256 

87/11/06 

50-424 

8711110116 

6711110056 

07/11/03 

FOIA 


8711130264 

6711130226 

87/10/28 

50-260 

671)110117 

8711110096 

87/11/06 

60-413 

0 

8711130266 

8711130256 

87/11/06 

60-424 

8711110118 

8711110093 

$7/11/05 

60 445 

0 

871 1130270 

6711130266 

87/11/06 

50-456 

8711110126 

8711110093 

07/11/05 

50-44$ 

0 

871 1130272 

6711130219 

87/11/02 

60-425 

8711110132 

8711110049 

87/11/00 

60445 

A 

8711130282 

6711130276 

87/11/06 

50-321 

8711110143 

8711110056 

87/11/03 

FOIA 


6711130283 

8711130260 

87/11/09 

50-412 

6711110144 

6711110056 

07/11/03 

40-6027 


6711130290 

6711130288 

87/10/28 

60-34a 

8711110145 

8711110142 

07/11/09 

FOIA 


8711130294 

B71II302B8 

87/10/28 

50-348 

071111D14S 

8711110056 

07/11/03 

FOIA 


8711130298 

6711130267 

87/11/10 

60-72 

8711110147 

8711110142 

87/11/09 

FOIA 


871 1 130303 

8711130266 

87/11/10 

FOIA 

8711110140 

8711110058 

07/11/03 

40-8027 


8711130305 

6711130234 

87/11/02 

50-263 

8711110150 

6711110056 

87/11/03 

40-0027 


8711130309 

8711190174 

87/11/03 

50-348 

8711110162 

871 1110056 

87/11/03 

FOIA 


87III30311 

6711130306 

87/11/11 

50-344 

6711110160 

871I1100S6 

87/11/03 

40-8027 


8711130313 

8711130266 

87/11/10 

FOIA 

6711110164 

0711110058 

07/11/OJ 

40 8027 


6711130315 

67II130306 

87/11/11 

50-344 

6711110156 

0711110056 

07/11/03 

40 8027 


8711130320 

6711130174 

07/11/03 

50-348 

6711110167 

0711MOOS6 

87/11/03 

40-8027 


871 1130324 

8711130304 

87/10/27 

50-344 

8711110158 

9711110056 

87/11/03 

40-0027 


8711130333 

8711130329 

87/11/05 

50 269 

6711110160 

8711110056 

07/11/03 

40-8027 


871 1 I303S0 

8711130331 

87/10/26 

50-62 

8711110161 

8711110050 

07/11/03 

40-8027 


871 1130352 

8711130335 

87/11/06 

60 369 

8711110162 

6711110056 

07/11/03 

FOIA 


8711130359 

871113035$ 

87/11/09 

50-344 

6711110163 

8711110056 

87/11/03 

FOIA 


871 1130363 

8711130355 

87/11/09 

50-344 

3711110184 

8711110056 

87/11/03 

40-8027 


8711130365 

6711130357 

07/11/03 

60-346 

8711110165 

3711110056 

07/11/09 

40 8027 


8711160002 

8711160001 

87/11/12 

FOIA 

8711110168 

3711110056 

07/11/03 

40-8027 


87111^05 

8711160003 

87/11/12 

50-293 

8711110167 

8711110056 

07/11/03 

FOIA 


8711160012 

8711160008 

87/11/10 

50-293 

8711110168 

871I11O0S6 

87/11/03 

FOIA 


6711160033 

6711160031 

87/11/11 

50-397 

8711110169 

8711110056 

87/11/03 

40 8027 


6711160043 

8711160034 

87/11/09 

71-6294 

6711110170 

8711110056 

07/11/03 

40-6027 


8711160046 

6711160039 

87/11/05 

CONTRACT 

6711120021 

8711120020 

07/11/03 

50-317 

P 

8711160052 

V- 

6711160051 

87/11/05 

CONTRACT 

6711120023 

6711120018 

07/ 11 /OS 

SO-352 

R 

6711160056 

0711160050 

87/11/05 

CONTRACT 

6711120028 

87M120022 

07/10/30 

50-254 

P 

8711160065 

6711160061 

87/11/08 

50-255 

6711120031 

8711120020 

07/11/03 

60-317 

P 

6711160066 

6711160053 

87/11/03 

CONTRACT 

6711120040 

671I110Q56 

67/11/03 

40-6027 


8711180073 

8711160070 

87/11/06 

50-219 

8711120057 

6711120045 

87/11/09 

FOIA 


8711160075 

0711160055 

87/11/12 

FOIA 

8711120073 

8711120065 

87/11/10 

FOIA 


8711160079 

8711160070 

87/11/06 

50-219 

8711120076 

871 1120075 

07/11/10 

QA999 


8711160001 

0711160072 

07/10/27 

50-261 

8711120078 

8711120075 

07/11/10 

OA999 


8711180004 

6711160055 

87/11/12 

FOIA 

871112008? 

87I1I20131 

87/11/09 

90-269 

F 

8711160097 

8711160090 

87/11/06 

50260 

8711120092 

8711120060 

87/11/09 

FOIA 


87I116009B 

6711160060 

87/11/09 

50-286 

8711120108 

8711120099 

87/11/09 

50-289 

P 

6711160109 

6711160105 

67/10/29 

50-165 

8711120113 

8711120099 

87/11/09 

50-289 

P 

8711180110 

8711160106 

67/11/06 

50-397 

6711120120 

0711120110 

87/11/05 

40-6610 


8711160I1S 

8711160111 

87/11/12 

60-457 

8711120126 

8711120110 

87/11/06 

40-6610 


8711160130 

8711160124 

87/11/12 

50-362 

8711120132 

8711120131 

07/11/09 

50-269 

F 

8711160140 

8711180130 

07/11/09 

50-344 

8711120135 

8402030155 

84/01/26 

50-344 

P 

8711180141 

6711160136 

87/11/09 

60-344 

6711120146 

8711120099 

67/11/09 

50-269 

P 

8711160152 

6711180148 

87/11/09 

50-320 



ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEQOR'i 

67It1«Ol5S 

6711160146 

87/11/09 

60-320 

P 

0711100033 

8711180023 

87/10/30 

CONTRACT 

8711160159 

8711160120 

87/11/10 

60-266 

F 

8711180005 

8711180029 

87/11/12 

60-272 

87(1160165 

8711160120 

87/11/10 

50-266 

F 

8711100048 

6711160041 

87/11/12 

50-443 

8711160166 

6711160144 

07/11/04 

SO-331 

0 

8711100049 

B71 1160040 

87/11/09 

50 219 

6711160170 

8711180120 

87/11/10 

60-256 

F 

8711100051 

8711180046 

87/11/11 

50-446 

8711160771 

8711160092 

87/11/05 

50-382 

P 

07(l»e<3O53 

6711(60038 

67/11/09 

60-445 

8711160178 

8711180120 

87/11/10 

50-266 

F 

8711100058 

6711180038 

87/11/09 

60-44 5 

8711160178 

8711160173 

87/11/09 

60-330 

P 

3711180061 

6711180038 

87/11/09 

50-445 

8711160181 

6711160174 

87/11/08 

50-275 

P 

S71 1180083 

871)180028 

87/11/12 

50423 

8711160186 

8711160174 

87/11/08 

50-275 

P 

6711100069 

8711180059 

87/11/10 

50-220 

8711160168 

8711160172 

87/11/10 

50-0 

0 

6711180079 

8711160076 

87/11/02 

CONTRACT 

6711160192 

6711180177 

07/11/12 

50-237 

0 

8711180080 

6711180074 

87/11/17 

CONTRACT 

8711160193 

8711160144 

67/11/04 

50-331 

0 

0711180081 

8711160077 

67/11/17 

CONTRACT 

8711160196 

0711160164 

87/11/09 

60-155 

p 

6711180062 

8711160071 

67/11/08 

50 445 

8711160196 

6711160163 

67/ti/IO 

TOPREP 


6711(80005 

07Itl8OO76 

87/11/(6 

FO(A 

8711160203 

8711160177 

87/11/12 

60-237 

0 

6711180098 

6711160087 

67/11/17 

CONTRACT 

8711180220 

8711160218 

87/11/09 

50-275 

fl 

0711180099 

87 (( 180076 

67/(1/16 

FOIA 

8711160224 

8711160164 

87/11/09 

60-155 

p 

8711180101 

8711100076 

67/11/16 

FOIA 

8711160236 

8711160234 

87/11/09 

60-327 

0 

6711100104 

8711100102 

67/11/16 

CONTRACT 

8711160246 

8711160164 

87/11/09 

50-165 

p 

0711160114 

0711180111 

87/11/16 

ORG 

8711160247 

6711160229 

07/11/12 

OA999 


8711100126 

8711180123 

67/11/09 

50-400 

8711160249 

6711160244 

87/11/03 

CONTRACT 


6711160130 

8711180126 

07/11/17 

CONTRACT 

0711160252 

8711160245 

87/11/10 

60-265 

0 

8711100143 

8711160136 

87/11/10 

50-210 

B71U60254 

6711160229 

87/11/12 

QA9g0 


8711180148 

6711100136 

87/11/10 

60-210 

8711160257 

8711160240 

0//11/1O 

50-220 

R 

0711160162 

8711100156 

87/11/10 

50-288 

8711160260 

6711160164 

87/11/09 

50-165 

P 

8711160169 

0711)80165 

67/11/10 

80-410 

8711160284 

8711160259 

87/11/05 

50-445 

A 

8711190004 

87l))9000t 

67/11/03 

40-8904 

0711160272 

8711160263 

67/11/12 

50-267 

0 

871I190D06 

871)190002 

87/(1/17 

CONTHACT 

8711160278 

8711160263 

87/11/12 

60-267 

Q 

8711190011 

87)1190007 

87/10/20 

SO 443 

8711160281 

6711160229 

87/11/12 

OA999 


0711190018 

0711)90008 

67/11/13 

60 443 

8711160290 

0711160045 

87/11/09 

50 440 

H 

8711190024 

8711190007 

87/10/20 

50-443 

8711160298 

6711160296 

87/11/03 

CONTRACT 


8711190023 

07)1)60000 

67/11/13 

50-443 

8711160305 

8711160303 

87/11/10 

CONTRACT 


8711190027 

8711190013 

87/11/13 

50-322 

8711160309 

8711160300 

86/(1/20 

60-462 

P 

8711190038 

8711(00007 

87/10/20 

50-443 

8711160310 

0711160307 

67/11/10 

60-520 

P 

0711190039 

8711100016 

87/11/12 

60-443 

87HI7000S 

8711170003 

87/11/12 

60-293 

P 

87)>18004> 

871(190026 

87/11/(3 

50-443 

8711170006 

6711170003 

67/11/12 

60-293 

P 

0711190047 

6711190016 

87/11/12 

80-443 

8711170007 

0711170003 

87/11/12 

60-293 

P 

8711190055 

0711100052 

67/11/05 

60-271 

8711170008 

6711170003 

67/11/12 

60-263 

P 

0711190056 

0711160060 

07/11/16 

50-312 

8711170009 

6711170003 

87/11/12 

50-293 

Q 

0711190057 

0711100020 

87/11/13 

50-443 

8711170010 

6711170003 

87/11/12 

60-293 

P 

8711100075 

8711190072 

87/11/16 

50*275 

8711170020 

8711170003 

67/11/12 

60-293 

P 

0711190090 

8711190089 

87/11/06 

SO-206 

8711170032 

8711170003 

87/11/12 

SO-293 

P 

8711100096 

0711190092 

07/11/10 

50-267 

8711170034 

6711170022 

87/10/13 

40-6905 


0711160107 

0711190089 

07/11/06 

50 206 

6711170054 

87(1170044 

07/(1/08 

&0-320 

G 

e7flt90f£6 

67(1190118 

87/11/06 

50-381 

8711170059 

6711170044 

87/11/08 

60-320 

0 

0711190140 

0711190002 

87/11/10 

PR 

8711170081 

671 1170056 

65/10/07 

80-4B2 

P 

0711190153 

6711190142 

07/11/10 

60-370 

8711170068 

0711170063 

87/08/25 

TOPREP 


8711100150 

8711190151 

07/11/16 

50-305 

8711170068 

8711170063 

87/08/26 

TOPREP 


9711100161 

8711190155 

07/11/11 

50-312 

8711170071 

8711170042 

87/11/10 

POIA 


0711100167 

8711190164 

87/11/10 

50-322 

8711170077 

6711170063 

67/00/25 

TOPREP 


3711190172 

8711190170 

67/11/13 

50-340 

6711170078 

B711170063 

87/06/26 

TOPREP 


8711100176 

671 1190162 

87/11/17 

OA999 

8711170086 

871(170063 

67/08/2S 

TOPREP 


07(1(80198 

8711190166 

87/f(/05 

50-528 

8711170037 

8711170084 

67/11/05 

CONTRACT 


0711190220 

871I19020B 

67/11/16 

50-302 

6711170068 

8711170063 

87/08/25 

TOPREP 


8711190221 

6711199215 

B7/11/13 

50 450 

8711170108 

8706230066 

87/06/16 

ORQ 


6711190225 

8711190207 

87/11/17 

60-327 

8711170109 

8711170095 

87/11/13 

60-482 

Q 

0711190220 

6711190212 

87/11/12 

50 269 

8711170111 

8711170099 

87/1 1/12 

50 498 

P 

8711190230 

0711190223 

07/11/17 

60-327 

8711170132 

8711170128 

87/11/13 

50-165 

Q 

0711190235 

0711190223 

87/11/17 

60327 

8711170147 

8711170118 

07/11/06 

50-264 

P 

0711 190237 

8711190223 

67/11/17 

60-327 

8711170149 

8711170146 

87/1 1/10 

60-327 

P 

8711190246 

671(190238 

C7/((/l6 

50344 

6711170162 

8711170162 

87/11/13 

POIA 


6711190247 

6711190244 

87/09/22 

CONTRA(DT 

8711170173 

8711170159 

67/11/12 

70-1113 


0711190261 

6711190236 

87/11/16 

50-344 

8711170161 

6711170179 

67/11/12 

50-493 

P 

87(1190258 

07(1190252 

87/11/12 

60-352 

8711170162 

B71 1170120 

87/1 1/09 

60-244 

F 

8711190205 

3711190269 

87/11/10 

50-312 

8711170184 

6711170183 

57/11/13 

ORG 


6711160269 

6711190252 

87/11/12 

60-352 

8711170166 

8711170187 

87/11/06 

50-312 

P 

6711160274 

0711190259 

87/U/lO 

60-400 

B71I170196 

6711170169 

87/11/12 

70-1113 


8711190263 

8711190279 

87/11/12 

50-250 

8711170202 

8711170169 

87/11/12 

70-1113 


8711190265 

6711190279 

07/11/12 

50-260 

8711170211 

8711170203 

67/11/06 

CONTF^ACT 


0711160206 

6711190278 

87/11/13 

50-83 

8711170214 

8711170209 

87/11/02 

60 27 

V 

071 1160269 

6711190231 

87/11/12 

50-32/ 

6711170219 

8711170212 

07/11/13 

60-283 

P 

67(1190298 

67(1(90293 

87/(1/16 

60-302 

6711170223 

8711170120 

07/11/09 

50-244 

F 

6711100301 

6711190293 

87/11/16 

60-302 

8711170232 

8711170225 

87/11/13 

FOIA 


6711160305 

6711190267 

67/11/12 

60462 

6711170237 

8711170227 

87/11/12 

60-490 

P 

87ingooo« 

6711190293 

87/11/16 

50-302 

8711170248 

8711170234 

67/11/10 

S0-4S3 

P 

6711190310 

8711190293 

67/11/16 

50-302 

6711170256 

6711170253 

67/11/06 

50-312 

P 

6711160311 

6711200143 

87/11/07 

60-237 

6711170258 

6711170262 

87/11/09 

REVIEW OR 

P 

8711160320 

6711100318 

87/11/05 

60-206 

8711170262 

8711170262 

07/11/09 

REVIEW Gfl 

P 

6711190329 

8711190316 

07/11/16 

60-280 

8711170270 

8711170265 

07/11/06 

50-464 

P 

6711190336 

8711160316 

87/11/16 

50-280 

6711170273 

0711170260 

87/11/13 

50-313 

Q 

3711190359 

8711190362 

67/11/13 

40-6027 

8711170274 

8711170271 

07/11/12 

60-454 

F 

8711190365 

8711190355 

67/11/09 

50-374 

6711170294 

871II70291 

87/(1/12 

50-498 

P 

07(1190369 

87( (}60386 

87/M/13 

50-423 

8711170300 

8711170299 

67/11/09 

50-373 

P 

8711190371 

0711190370 

07/11/09 

50-237 

8711180005 

8711180001 

87/11/13 

60 344 

P 

671(200019 

8711200013 

87/11/06 

50-387 

8711160006 

8711180001 

07/11/13 

60-344 

P 

8711200024 

8711200013 

07/11/06 

50-387 

8711180014 

8711160013 

07/11/13 

50-266 

Q 

6711200035 

8711200023 

87/11/13 

50-480 
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280 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8711300041 

8711200032 

87/11/16 

50-254 

0 

8711230147 

8711230145 

87/11/13 

60-39S 

8711200044 

8711200007 

67/11/06 

00-327 

O 

8711230153 

8711230144 

87/11/06 

408768 

0711300048 

8711200034 

87/11/17 

50-458 

o 

87M230169 

8711230167 

87/11/17 

60-335 

8711200087 

8711200051 

67/11/16 

50-286 

p 

8711230162 

8711230157 

87/11/17 

60-335 

8711300061 

8711200051 

67/11/18 

50-286 

p 

6711230201 

8711230148 

87/11/13 

PR 

8711200063 

8711200034 

67/11/17 

50-458 

0 

871 1230200 

871(230205 

87/11/17 

70-1068 

8711200071 

6711200069 

37/11/16 

50-247 

p 

8711230211 

8711230203 

87/11/13 

60-267 

8711200074 

6711200069 

87/11/18 

50-247 

p 

8711230214 

8711230148 

07/11/13 

PR 

6711200080 

6711200075 

87/11/13 

50-413 

p 

8711230219 

8711230173 

87/10/30 

50-352 

8711200083 

8711200075 

87/11/13 

50-413 

p 

8711230223 

8711230213 

87/11/12 

50-482 

6711200091 

8711200082 

87/11/13 

$0-333 

0 

S71 1230224 

8711230173 

07/10/00 

60-352 

6711200097 

6711200082 

87/11/13 

50-333 

0 

8711230230 

0711230191 

87/11/17 

50-498 

8711200100 

8711200093 

67/11/00 

60-354 

p 

8711230231 

0711230173 

87/10/30 

50-352 

6711200110 

8711200106 

67/11/06 

50-219 

p 

8711230234 

B71 1230216 

87/11/18 

CONTRACT 

8711200114 

8711200108 

87/11/08 

50-219 

p 

8711230238 

8711230210 

87/11/18 

50-321 

871120011S 

8711200105 

67/11/13 

50-413 

Q 

8711230243 

8711230222 

87/11/10 

50-482 

8711200120 

8711200106 

67/11/08 

60-210 

P 

871(230244 

8711230225 

67/11/18 

50-353 

8711200123 

6711200107 

87/11/13 

50-418 

0 

8711230250 

8711230241 

07/11/16 

50-302 

8711200127 

8711200106 

87/tt/oe 

60-210 

P 

871 12302S3 

87112302(0 

87/11/10 

60-321 

8711200130 

8711200124 

87/11/1? 

50 445 

A 

8711230254 

8711230245 

07/11/18 

60-346 

6711200131 

8711200125 

67/11/17 

50^13 

O 

871(230255 

8711230222 

87/11/10 

50-402 

8711200132 

8711200106 

87/11/00 

60-219 

P 

871(230257 

8711230241 

87/11/18 

50-302 

8711200151 

6711200147 

87/11/12 

50389 

P 

8711230282 

8711230259 

07/11/13 

60-395 

8711200166 

6711200152 

87/11/12 

50-445 

0 

8711230271 

8711230225 

07/11/10 

60-363 

8711200164 

8711200160 

87/11/12 

50-445 

0 

8711230272 

8711230269 

07/11/13 

50-317 

8711200165 

671120015? 

87/11/13 

60-109 

Q 

8711230276 

8711230265 

67/11/17 

50-255 

8711200166 

6711200161 

87/09/03 

70-135 


8711230276 

8711230269 

87/11/13 

50-317 

6711200173 

6711200169 

87/11/13 

SO 424 

0 

8711230282 

8711230270 

87/11/05 

CONTRACT 

8711200176 

8711200166 

87/11/17 

70-1100 


8711230287 

0711230284 

87/11/16 

60-395 

6711200186 

6711200(61 

07/09/03 

70- 135 


6711230268 

0711230246 

87/11/20 

50-205 

8711200196 

8711200181 

87/09/03 

70-135 


8711230295 

0711230284 

07/11/16 

60-395 

6711200200 

6711200165 

67/H/12 

60-400 

p 

8711230297 

6711230286 

67/11/18 

90-335 

8711200207 

8711200188 

87/11/16 

50-413 

V 

6711230301 

8711230294 

07/11/18 

90-300 

8711200212 

8711200161 

67/09/03 

70-135 


8711230304 

0711230260 

87/11/18 

60-335 

8711200218 

8711200161 

87/09/03 

70-135 


6711230310 

0711230307 

87/11/19 

60-213 

8711300224 

8711200213 

67/11/10 

80-413 

p 

8711230312 

8711230302 

87/11/02 

WASTE MQT 

8711200230 

8711200189 

07/11/10 

50-250 

p 

8711230338 

0711230324 

07/11/19 

50-309 

6711200205 

8711200181 

87/09/03 

70-135 


8711230341 

0711230331 

87/11/00 

50-307 

6711200247 

8711200181 

87/09/03 

70-135 


8711230351 

0711230331 

67/11/06 

50-367 

8711200200 

8711200181 

87/09/03 

70-135 


871 1230363 

8711230342 

87/11/16 

60-313 

8711200284 

8711200181 

87/09/03 

70-135 


8711230387 

8711230367 

07/10/30 

40-8604 

8711200278 

6711200272 

87/11/17 

50498 

0 

8711230370 

8711230349 

67/11/19 

CONTRACT 

6711200280 

8711200213 

87/11/10 

$0-413 

P 

8711230371 

0711230350 

07/11/19 

90-277 

8711200298 

8711200288 

87/11/17 

60-373 

0 

8711230373 

8711230350 

87/11/16 

60-369 

8711200306 

8711200295 

87/11/10 

40-8027 


8711230381 

0711230350 

87/11/19 

60-277 

6711200307 

8711200288 

87/11/17 

$0073 

Q 

87 1 1230384 

8711230376 

87/11/18 

50-293 

8711200312 

8711170084 

07/11/05 

CONTRACT 


8711230388 

8711230367 

87/10/30 

40-6664 

8711200318 

071 1 f 70084 

87/11/05 

CONTRACT 


8711230307 

8711230378 

87/11/18 

60-324 

8711200319 

8711200316 

07/11/13 

50-291 

0 

87(1230392 

8711230389 

87/11/16 

70-1113 

6711200331 

0711200329 

07/10/29 

50-335 

F 

8711230398 

6711230393 

67/11/18 

CONTRACT 

8711200333 

6711230037 

07/11/12 

50 354 

P 

8711230402 

8711230360 

87/11/18 

50 313 

8711200343 

8711200314 

67/11/03 

Ti-oew 


8711230406 

8711230390 

87/11/18 

60-2S5 

8711200348 

0711200346 

87/11/10 

50-335 

P 

8711230406 

8711230385 

87/11/17 

50-387 

871 12003 SO 

8711200314 

07/11/03 

71-9080 


8711230406 

0711230366 

07/11/17 

50-331 

6711200351 

8711200345 

87/11/13 

50-321 

0 

8711230421 

8711230407 

07/11/10 

70-143 

8711200367 

eT1>200347 

87/11/18 

50352 

P 

8711230422 

8711230409 

87/11/20 

40-29)7 

8711200360 

6711200354 

07/10/29 

50-298 

R 

8711230427 

8711230389 

87/10/30 

40-8004 

8711200363 

8711200198 

87/11/10 

60-413 

Q 

871 1230428 

8711230423 

87/11/18 

70-820 

8711200364 

8711200358 

87/11/19 

CONTRACT 


8711230441 

8711230430 

67/11/16 

50-208 

671120036S 

6711200361 

87/11/13 

50-334 

P 

8711230449 

0711230447 

87/11/16 

50-387 

8711200367 

6711200361 

87/11/13 

50-334 

P 

6711230452 

0711230440 

07/11/17 

50-334 

8711200388 

8711200314 

87/11/03 

71-9860 


8711230453 

8711230447 

87/11/18 

50-387 

8711200369 

6711200358 

07/11/17 

50-327 

P 

8711230455 

0711230448 

87/11/17 

60-266 

0711200372 

8711200347 

87/11/16 

50-352 

P 

8711240003 

8711240002 

87/11/16 

50-410 

8711200374 

8711110063 

87/10/28 

50-443 

Q 

8711240017 

0711240009 

87/11/16 

60-206 

8711200376 

8711200371 

87/11/18 

50-289 

0 

6711240019 

8711240016 

87/11/13 

50-443 

8711200381 

8711200375 

87/10/29 

60-280 

F 

8711240027 

8711240015 

87/11/17 

60-443 

6711200383 

8711200379 

87/10/27 

71-561 


6711240033 

8711240031 

87/11/19 

50-338 

8711200381 

6711200389 

87/11/13 

50-413 

P 

8711240037 

8711240032 

87/11/17 

50-245 

6711230009 

8711230004 

87/11/10 

50-348 

P 

871 (240063 

8711240052 

87/11/17 

60-348 

8711230011 

6711230007 

07/10/28 

WASTE MQT 


8711240060 

8711240052 

87/11/17 

60-340 

8711230013 

8711300389 

87/11/13 

SO-413 

P 

9711240088 

8711240058 

87/11/13 

60-322 

6711230014 

8711230012 

87/11/10 

50-302 

0 

8711240070 

6711240058 

67/11/12 

60-334 

8711230018 

6711330004 

07/11/16 

50-348 

P 

8711240077 

8711240066 

07/11/10 

60-936 

6711230020 

8711230017 

67/11/09 

60-354 

P 

8711240068 

8711240003 

87/11/17 

50-293 

0711230026 

8711230017 

67/11/09 

50-354 

P 

8711240104 

8711240100 

87/11/19 

50-369 

8711230032 

8711230029 

87/11/18 

CONTRACT 


8711240106 

6711240096 

07/11/17 

50-213 

8711230044 

8711230041 

67/10/21 

PROJ 


9711240117 

8711240108 

67/11/10 

60-334 

8711230046 

6711230026 

87/(1/10 

50-416 

P 

8711240131 

8711240127 

87/11/09 

60-276 


6711230055 

87/10/14 

71-6294 


8711240135 

871(240130 

87/11/17 

70-27 


8711230059 

87/11/19 

CONTRACT 


8711240139 

8711240132 

87/11/20 

60-496 


8711230086 

87/11/13 

60-341 

P 

8711240141 

8711240134 

87/11/18 

60-298 


8711200044 

87/11/18 

50-293 

P 

8711240147 

6711240142 

87/11/19 

60-295 


8711230055 

87/10/14 

71-6294 


8711240149 

871(240128 

87/11/18 

60-445 


6711230076 

07/11/12 

40-8904 


6711240156 

8711230181 

87/11/10 

50-410 


0711230103 

67/11/18 

CONTRACT 


8711240159 

8711240153 

87/11/17 

60-259 


8711230104 

87/11/18 

CONTRACT 


8711240161 

87(1240142 

07/11/19 

50-290 
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6711240164 

8711240160 

87711/16 

50-423 

P 

6711240166 

0711230181 

07/11/16 

50-410 

P 

6711240)87 

8711240160 

67/11/16 

60-423 

P 

e7n240>69 

8711240153 

87/11/17 

50-259 

P 

87)1240173 

8711240142 

87/11/19 

50-205 

P 

8711240176 

8711240182 

07/11/17 

50-412 

0 

8711240176 

8711240153 

87/11/17 

60-269 

P 

6711240178 

6711240174 

87/11/12 

60-334 

P 

671(240179 

87(1250035 

87/11/10 

50-454 

K 

6711240181 

0711240174 

87/11/12 

60-334 

P 

6711240183 

8711240090 

87/11/19 

50-443 

F 

6711240184 

8711240177 

87/11/20 

60-327 

P 

0711240185 

8711240163 

87/11/17 

50-269 

P 

8711240194 

8711240163 

87/11/(7 

60-250 

P 

8711240203 

6711240195 

67/11/03 

40-7680 


8711240204 

8711240108 

87/11/10 

60-334 

P 

8711240208 

8711240195 

07/11/03 

40-7680 


8711240212 

8711240209 

07/11/17 

60-312 

P 

871 1240213 

8711240166 

87/11/05 

60-259 

P 

8711240217 

8711240210 

87/11/19 

60-440 

P 

8711240220 

8711240206 

87/11/16 

60-352 

P 

8711240225 

8711240180 

67/11/05 

50-269 

P 

67)1240226 

0711240224 

07/11/09 

60-312 

0 

87)1240234 

0711240230 

67/11/20 

50-445 

0 

B7I124023S 

8711240232 

67/11/18 

ORQ 


6711240250 

8711240230 

87/11/17 

60-264 

P 

6711240266 

B7I 1240240 

87/10/21 

60-5 

V 

6711240263 

671 1240264 

07/11/16 

50-272 

p 

8711240266 

8711240265 

87/11/20 

60-526 

p 

8711240267 

8711240269 

87/11/20 

CONTRACT 


6711240271 

8711240264 

67/11/16 

50-272 

p 

8711240277 

8711240289 

67/11/19 

50-331 

p 

8711240283 

8711840261 

07/11/10 

50-346 

0 

8711240286 

8711240274 

87/11/19 

50-341 

p 

8711240287 

6711240279 

87/11/18 

60*247 

p 

6711240269 

6711240279 

87/11/18 

60-247 

p 

8711240281 

8711240280 

07/11/16 

CONTRACT 


6711240282 

6711240268 

07/11/12 

50-334 

p 

8711240284 

8711240268 

87/11/12 

60-334 

p 

8711240288 

8711240231 

87/11/23 

FOIA 


6711240300 

6711240290 

88/09/20 

OA990 


8711240311 

8711240307 

67/11/12 

TOPREP 


671(260011 

871(260009 

67/11/10 

60- <12 

p 

8711250013 

8711250012 

B7/I1/19 

60-293 

Q 

6711250020 

8711250016 

87/11/20 

60 341 

P 

671)260022 

8711260017 

87/11/17 

60-370 

P 

6711250031 

8711260134 

67/11/12 

50-344 

P 

6711260036 

6711250034 

87/11/05 

CONTRACT 


6711250046 

8711250278 

87/11/23 

60-630 

P 

6711260060 

6711250038 

87/11/18 

60-247 

P 

6711250062 

8711260027 

07/11/20 

60-266 

P 

8711250063 

6711260038 

87/11/18 

60-247 

P 

8711250064 

8711250058 

87/11/18 

CONTRACT 


6711250081 

8711250076 

87/11/17 

60-320 

P 

8711250104 

8711250100 

07/11/13 

60-336 

P 

8711250106 

8711250095 

67/11/17 

60-316 

P 

6711250106 

67(1260100 

67/11/13 

60-336 

P 

6711250112 

8711250106 

87/11/12 

50-213 

P 

6711250114 

8711250109 

87/11/12 

60-213 

P 

6711250138 

8711260134 

87/11/12 

60-344 

F 

6711250144 

8711260107 

87/10/27 

60-171 

Q 

6711250146 

8711250146 

87/11/20 

50-445 

Q 

6711250165 

6711250182 

87/11/20 

50-219 

P 

8711250172 

8711250170 

87/11/19 

50-245 

Q 

6711250176 

0711250170 

87/11/10 

50-245 

Q 

8711250184 

8711250177 

87/11/19 

60-220 

Q 

8711150187 

8711250161 

87/11/17 

60-445 

0 

8711260189 

8711260188 

87/11/10 

60-363 

Q 

8711250202 

8711250200 

87/11/10 

60-313 

F 

8711250206 

871 1260205 

87/11/23 

60-382 

Q 

8711250215 

871 1250205 

87/11/23 

60-382 

Q 

8711250232 

871(260224 

87/11/(9 

50-438 

0 

8711250235 

6711260227 

87/11/20 

50-424 

P 

8711250243 

8711260238 

87/11/20 

60-313 

0 


ENCLOSURE 

PRINCIPAL 

DATE 
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DOCUMENT 
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CATEGORI 

0711250247 

871 )250236 

87/11/23 

60-275 

8711250251 

0711250249 

87/11/19 

50-309 

07(1250253 

8711260276 

87/11/23 

50-530 

87(1250254 

071 1260239 

67/11/20 

60-322 

8711250256 

8711250249 

87/11/19 

60-300 

8711250258 

6711250236 

87/11/23 

50-276 

8711250263 

8711250236 

67/11/23 

50-275 

6711250284 

8711250268 

87/11/18 

CONTRACT 

8711250266 

87(1260236 

67/(1/23 

60-275 

8711250269 

8711260265 

87/11/19 

60-271 

8711260270 

8711250265 

87/11/19 

60-271 

8711250274 

8711260236 

87/11/23 

60-275 

8711250276 

8711250272 

07/11/23 

50-344 

071 1260277 

8711260230 

67/( t/23 

60-275 

8711250280 

8711250236 

87/11/23 

50-276 

8711300003 

8711300001 

87/11/23 

50-362 

6711300009 

8711260233 

87/11/23 

60-275 

8711300011 

8711300003 

87/11/24 

40-6406 

8711300018 

87(1300000 

07/11/24 

FOIA 

8711300013 

0711300006 

87/11/24 

40-8406 

6711300014 

0711300002 

87/11/18 

60-277 

8711300015 

8711300000 

87/11/24 

40 0406 

8711308016 

8711300006 

87/11/24 

40-8406 

8711300017 

8711300000 

07/(1/24 

40 6406 

8711300016 

6711300008 

87/11/24 

40-8406 

6711300021 

6706230066 

87/06/16 

ORQ 

8711300025 

8711300022 

87/11/06 

50 324 

8711300027 

6706230066 

67/06/16 

ORQ 

8711300032 

871(300030 

07/11/84 

60'423 

8711300062 

6711300042 

67/11/24 

59-244 

6711300064 

B7 11 300046 

87/11/19 

59-266 

8711900056 

B7113000S1 

67/11/20 

50-410 

8711300062 

8711300046 

67/11/19 

50-269 

67(1300071 

6711300005 

07/11/20 

50-165 

6711300072 

6711300059 

67/11/20 

60-150 

6711300060 

6711300067 

87/11/20 

SO-272 

87M30008I 

6711300061 

87/11/26 

70-687 

6711300003 

6711300003 

87/11/16 

60-254 

6711300005 

6711300061 

87/11/25 

70 687 

8711300007 

6711300092 

67/11/23 

60-498 

0711300101 

6711300089 

67/11/23 

90-254 

0711300109 

6711300105 

67/11/09 

SO-344 

8711300111 

6711300106 

87/11/18 

50-413 

6711300113 

6711300080 

87/11/23 

60-264 

8711300117 

6711300114 

67/11/20 

60-306 

8711300130 

871 1300126 

87/11/23 

50-323 

8711300137 

8711300134 

87/11/25 

60-255 

6711300150 

8711300143 

67/11/18 

50-62 

8711300161 

8711300139 

87/11/25 

70-1143 

8711300153 

8711300147 

67/11/23 

50-400 

8711300168 

8711300136 

67/02/17 

60-409 

8711300184 

6711300146 

87/11/24 

60-482 

8711300187 

0711300164 

87/11/27 

70-936 

8711300171 

6711300166 

87/11/19 

60-454 

6711300174 

6711300165 

87/11/24 

60-277 

0711309182 

8711300170 

87/11/19 

60-463 

8711300194 

8711300170 

87/11/10 

60-483 

87113002)4 

8711300207 

87/11/10 

70-824 

6711300216 

8711300184 

07/11/27 

70-136 

8711300218 

8711300200 

87/11/25 

60-289 

8711300226 

8711300199 

87/11/10 

60-424 

8711300227 

8711300219 

87/11/24 

60-301 

8711300232 

8711300219 

87/))/24 

60-301 

8711300238 

8711300221 

87/11/24 

50-331 

6711300242 

8711300211 

87/11/24 

60-454 

8711300246 

8711300235 

87/11/20 

50-244 

6711300247 

8711300199 

67/11/19 

60-424 

8711300282 

8711300252 

07/11/20 

60-305 

8711300264 

8711300258 

87/11/24 

50-331 

8711300266 

8711300253 

87/11/24 

60-331 

8711300273 

8711300271 

87/11/24 

60-123 

6711300276 

8711300270 

87/11/23 

50-387 

8711300876 

8711300271 

07/11/24 

50-123 

6711300260 

8711300277 

87/11/25 

60-277 

8712010076 

8711300244 

87/11/23 

60-344 
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APPENDIX A 


DEFINITIONS OF DOCKET SO CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to ilie clay preceding the issuance of an oper- 
ating license. It incliulcs all correspondence and documents with substantive technical content flint 
do nut fall into other specific categories. Included arc: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items I nnd 2. 

4. NRC questions* requests for additional information, and applicant responses. 

5. Correspondence and dociiinciUs relating to unresolved design and construction issues. 

6. Meeting announcemctils and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of tlie appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, ami correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters higlilighted by an event at 
anotiier facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safely Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



3. Iransmiltal and acknowledgement letters. 

4. Certificales of sejvice to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER|, AMENDMENTS AND CORRESPONDENCE 

T!iis category is strictly limited to the items listed below. Other environmental documents and 
coriespondonce are Hieri in Categories A, O, M. P oi R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal oi review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of hems 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES). 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the Items listed below. Other envirortmenlal documents and 
correspondence arc in categories A, C, M, P or R. 

1. Draft and Final Environmental (impact) Statements (DES and FES) prepared by ll\e NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are (Red in categories A, P or W, depending on the phase of the licensing process. 


1 . 


Safety Evaluation Report (SF.R) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SHR. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items I. and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion Is the 

SHR. 

8. Transmittal and acknowicdgemertt letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE. PROTECTION PLANS 

All plans in this category arc individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrusi legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, wliicli are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (c.g., SER, FES) to the boards. 

6. Correspondence to and from interveners. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 



II. 




This calcgory includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion arc included 

1. Cltange of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the ptibUc requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

1. FINANCIAL INFORMATION 

This category contains all financial information except liiat submitted as part of the application or 
Its amendments or relating to the imposition of civil ponaliics. 

1. Company annual reports. 

2. Separately submitted nnaiicial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1 . Indemnity agreenrents and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

Certificates of service to the FSAR. 


5. 


L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

Tliis category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Autliorizalions (LWA) and amendments, 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled ‘information Requested by the Attorney General for Antitrust Review” 

2. Correspondence where the primary topic of discussion is antitrust matters, 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N 

N. ANTITRUST HEARING TRANSCRIPTS. TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls In category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 



3. backup tcchncal documents (e.g., topical reports; suomiueu in support oi ueiiis i anu l . 

4. Federal registct notices citing avaUability of items I and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
Oo technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

I . Conespondcncc regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

I I . Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13, Environmental matters (technical). 

14. Emergency core cooling system documents. 

15, Radioactive waste information. 

16, Correspondence regarding expansion of spent fuel storage pool. 

17. Start'Up test reports. 

*18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of .site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Rcsponse.s by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-servicc and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S- 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of 3 routine nature. 

1. Monthly, scinianmial. or annual operating reports (other than rinancial). 

2. Periodic environmental monitoring. cHlucni testing, or sindlnr repurls. 

Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbook.s on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sltecis. 

-S. Correspondence or uihci documents relating to ttic above listed items. 

S. REPORTABLE OCCURRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutinc occur* 
fences or events. This includes: 

1. All 24'hour. 10-day. 30-day. interim and final Licensee Event Reports (LERs) and rullow-up 
correspondence (also called incident reports, abirormal occurrence reports and reportable 
occurrences). 

2. Porenrial or possible reportable deficiency reports and related corrcspondcticc. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 Cl-R 50.55c. 

5. Preliminary Notification of Occurrence (PNOs)and Preliminary Nritificaiion of Safeguards 
Events (PN s). 

6. Environmental Tcclutical Specifications violation reports and Enviruninenial Event reports. 

7. Part 21 Reports of defects and noncoinpliance. 

8. Correspondence or other documents relating to items 1*7. 

T. TRANSCRIPTS. TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Salely and Licensirtg Appeal Board 
(ASLAB) transcripts. 

2. Testimony and siaiemeni.s submitted to ASLB and A.SLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or liearings. 

6. Transcripts of utility briefs to NRC staff, 

7. Advisory Comniitiee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 


Tins category contains coricspondencc on substantive matters. Routine rcsponse.s t(5 constilucnl 
inquiries arc filed in category H. 

1, Statenicnis and testiinuny before Congress or before bodics/coinmittees appointed by the 
lixccutivc or l^egtslaiivc Branches. 

2- Preparaltrry and backup rlocutncnls for item I. 

3. Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response malfer.s. 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2 . NRC examination results. 

.3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assume.s the position of the Operating License Stage (category P) file for general technical 
Hems from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle ilic facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommitssioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decotn- 
tnissioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other corrc.spondence relating to above items. 

6. All document allon relating to the ongoing operation of the plan, formerly filed In category P. 

X ONSITE LOW-LEVEL WASTES STORAGE 

Tliis category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docke1-72 number. For installations on a 
reactor site, the associated Docket-50 number will also be Identified. 

I . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 


All related correspondence and reports to the above. 


APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

This category coniuins docuineiiiation pcrluining lu open iind closed Cuininission nicctltigs. Ii 
includes: 

1. Sunshine Aci Kedcial Kegisier notices. 

2. Full, writlen explanation ol' closed meetings. 

Ceriincation of General Counsel on closed nicciings. 

4. Comiuission Dcierininatiun Stalciocnis tcgaidirig the public disclosure of transcripts ol 
Coininissiun meetings. 

5. Verbatim unoftlcial and olTicial transcripts or portions of transcripts ol’ open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFii Pan ‘). 
the Sunshine Act, and Commission policies. 

ft. I-nclusurcs to released transcripts, including applicable viewgruphs. staff papers, and staff 
•correspondence. 

7. Staff requirements memoranda for o|)cn meetings; menummda to rccoid; iccord of votes of 
Commis.sioners on herns under comideralion :il incciingii. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contairi.s docunienttnvm pciiamrng to the responsibiliiles of the Advisory Ctwniniitee 
011 Reactor Safeguards. ACRS serves as an independent advisory cominiltec to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards oi new or exist- 
ing nuclear facilities and the adequacy of related safciy standards. The ilocumenis in this caiegoi) 
are: 


1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generaled repovls, mciiioruiida and correspondence tliai are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safely mutters under review by the 
Advisory Cominitlce on Reactor Safeguards. 


ADVCM -- NRC Advisory Committees 

This category contains documentation pertaming to the responsibilities of all NRC advisory committees, 
other than (he Advisory Committee on Reactor Safeguards. The documents irt this category are: 

J. Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 



3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct ol' Commission business in 
llte OiTice ol‘ tiie Coniniissioncrs, including: 

1. (ocoiiiing and outgoing cunespondence to and front the Commissioners relating to uffreia) 

NKC business, including reporis and oilier enclosures. 

2. Travel vouchers, telephone logs and olTicial appointment calendars of individual Commissioners. 

3. Weekly Inforination Reports (SECY series number) prepared by tlie Executive Director for 
Operations (EDO) for the Coinmissioners. providing a summary of key events and items of 
interest undertaken by individual staff aiul program offices. 

NOTE; For transcripts o! Commission meetings, see lOCFR category. For all other staff papers 
with a SECY scries designation prepared for Commission review, see SECY category. 


CONTRACT -* NRC Contracts and Modifications 

This category contains docimieniaiion pertaining to AFC and NR(' contracts and Interagency 
Agreements, including; 

1. Notificaiicms of issuance oi letpiesi for proposal (RTF) and invitations for bid (IHB). 

2. Solicitations (KFP or IFH) issued by the NRC. 

.1. Noiiricatioiis of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of pcrfoimance. 

4. ConiraciunI documents and contract modirications, if any. 

DISCLOSURE - Financial Disclosure Information 

Tftis category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category crmiains requests for agency records uiul records released in accordance with the 
provisions ot the E'reedoni of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (a.ssigneij an identifying number YY-NNN 
for last two digits of the year- numerical sequence) for NRC records made In accordance 
with the provisions of the Freedom of Information Act. 

2 Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial m granting of an I'OIA request. 

3. Records or portions of recrud** released in response to specific requests made under FOIA. 



GEN TECH IS - Generic Technical Issues 


This cafegtiry contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence witli industry and internal correspondence regarding tlic methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notilications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, ciiciilars and inrunnaiion notices that arc issued by the OITice of 
Inspection and linforcement. These issuances describe particular events lliai occur at a facility 
(hat may ic(|nire some follow-up actioti on the part of licensees. Also inchided In this category 
arc preliminary Doiificalions of events (PNO.s). 

1 . l&I- Circulars, which describe an event at a licensed facility and arc informational in nature. 

l&E Information Notices, which arc similar to circulars bin are preliminary in nature and 
issued shortly aftci an event has occurred. 

3. l&l: Bulletins, which describe an event at a licensed facility and rc(}uesi all recipients to 
perform certain actions us a result of iliis cvetii. 

4. I’lelimi/iury Nollficaiions of livent.s (I’NOs), wliich provide updated inforntalion of jit oveni 
of safety or public inicresi signillcance, 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

Tills category contains documents tlial do not fall into the scope of tlie other noiulockctccl 
calcgtiries. 


NUREG - NUREG Reports and Related Correspondence 

These documents ate formal reports issued by (he U.S. Nuclear Regulatory Conmiission which 
carry j)ic NUREG scric.s code and cmre.spondcnce pertaining to those rcport.s. NUREG reports 
arc accounts of work performed either by the NRC staff or by NRC contractors. 

I. These reports are normally final work products and are characterized by the following criteria 

a. They ate predeeisional docunicnis wlrich piescm iiilVu matioii to be cunsidoied in 
('ornniis.sion licen.sing attd policy decisions. 

b. Tliey piescni the results of Commission licensing and policy decisions. 

c. They present the results of leclmical icscurch conducted foi the Commission. 

Coffc.sp(tndencc fioin indusify. government and inteicsrcd ineutbeis of ilu* public conuneriiing 
on ropoils oi icquesling clarification or ituerpretatioii. 

Intenial NKC incinoiand.i sumniaiizing ineeiings oi discussions peiuiiniug to the content of 
liic reports. 



UKVf — t^orrcsponaence witn utner urganizaiions 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are; 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC*s Office of Standards Development and other government 
agencies in which botli parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Ir^ternal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of die Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parlies on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, sec the RECGD category. 

For petitions for rule makitxgs filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) arc normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside patty or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of (he subject and issues involved. 

2 . Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, or^nizations and other parties for written iirterpretations 
of the PR. 


PRM - Pelilion for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, profe^ional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE; For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of stafT recommendations, see the lOCFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects; (J) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed" commercial nuclear power plants 

Tliis category contains all documentation up until the lime that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. F.arly site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, c/ aC pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 



1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Covernment*owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncotnpliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series, 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-anrrual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2 . Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution . 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, tliat pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a propo.sed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assisunce to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. mode! documentation reports 

b. code documeniailon reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and posl-irradlaiion examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contiactors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREC reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 



major experimerns, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
revievir group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, includi; p dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Cominenis on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include; 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Noiificailons of heating board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of (he special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before (he Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are; 

1. Commission Action papers, which noimally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Report.s prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1 ) the State Agreements Program, whereby States may assume 
certain of (he NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State anti local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison anti cooperative activities regarding such functions as licensing and siting, h includes; 

1 . Correspondence between and among NRC Office of State Programs and Slate officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement Stales in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of polic) and regulaiions;i.e. decominissionmg and facility siting. 

3. State Legislative Reports. 

4. Agreement Slate Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPR£P - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence (hat in not docket specific is also included in this category. 

1. Topical reports, dealing wiili such iccimical maiicrs as specincailons. testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, tninuics and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE. For reports submiiicd by uiiJitics that arc wriirett by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Wa.ste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily' with NRC's interaction with DOE and its future 
roie in licensing and regulating DOE facilities designed for ilie disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are; 

1. Meeting agenda and minutes of DOE/NRC nicciing.s in which DOL presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Correspondence pertaining to NRC's advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES ~ Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTLIC — Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2 . Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licertses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
reprding the Conmission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE; For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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